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TRANSACTIONS 

OF  •      '\ 

THE  i\MERICAN  SOCIETY  OF 
MECHANICAL  ENGINEERS 

Volume  89  — 1917 

VOLUME  39  of  Transactions  contains  an  account  of  the  ac- 
tivities of  the  Society  for  1917,  the  year  in  which  the  United 
States  entered  the  great  war.  The  volume  includes  the  papers 
and  addresses  given  at  the  Spring  and  Annual  Meetings  and  a  selec- 
tion of  papers  presented  at  meetings  of  the  Local  Sections.  Inevit- 
ably many  of  these  relate  to  problems  with  which  engineers  are 
concerned  in  the  prosecution  of  the  war  and  to  which,  with  patriotic 
devotion,  they  are  giving  their  undivided  thought  and  attention. 

At  the  beginning  of  the  war  this  Society,  in  common  with  many 
others,  tendered  its  services  to-  the  President  of  the  United  States. 
The  offer  was  promptly  accepted  to  the  great  satisfaction  of  the 
membership,  and  as  the  needs  of  the  Government  have  grown  the 
Society  has  responded  to  the  many  requests  which  have  come  to  it. 

Individually,  also,  the  members  have  heeded  the  call  and  are 
serving  in  almost  every  department  of  the  Government,  abroad  at 
the  front,  at  the  Nation's  Capital,  in  arsenals,  navy  yards,  shipyards, 
aviation  fields,  etc.,  and  in  the  industries  of  the  country  engaged  in 
munitions  manufacture.  The  earnest  and  helpful  spirit  resulting 
from  these  many  points  of  contact  is  reflected  in  the  pages  of  this 
volume. 

IRA   NELSON   HOLLIS 

"Brotherhood  of  all  engineers  and  their  united  action  in  any 
service  that  will  be  for  the  good  of  our  country'*  —  a  splendid  motto, 
worthy  and  characteristic  of  the  new  president  of  The  American  So- 
ciety of  Mechanical  Engineers.  With  the  anticipated  cooperation 
of  the  presidents  of  other  national  societies,  engineers  may  be  expected 

1 


Digitized  by  VjOOQIC 


2  SOCIETY  AFFAIH3      '        •' 

to  behold  their  profession  in  a  broade'f.^aspect  and  in  a  new  relation 
to  the  world  which  they  serve.-.  ^Aijd  ^ith  their  characteristic  energy 
they  may  speedily  create  fot  lh*emselves  a  field  of  greater  usefulness 
with  corresponding,  pfeati^er'and  emoluments.  To  such  a  prayer 
all  engineers  wiU^y'-Anlen! 

March  7^  IS^B^'and  Mooresville,  Ind.,  among  low  mountains 
called  th^/'"iji6bs,"  were  the  time  and  place  of  the  birth  of  Ira  N. 
Hollfe.*':  N^  Albany,  six  miles  away,  was  his  home  from  1858  to  1868. 
The  family  then  moved  to  Louisville,  Kentucky.  The  HoUises, 
originally  English,  moved  from  Berkeley  County  Virginia,  to  Jeffer- 
son County,  Kentucky,  soon  after  the  Revolution.  Lewis,  Ira  N. 
Hollis's  grandfather  had  nineteen  children,  all  of  whom  grew  up;  and 
Ephraim  J.,  his  father,  had  four,  a  son  and  three  daughters.  The 
grandfather  fought  in  the  battle  of  Tippecanoe,  and  the  father  served 
four  years  as  an  officer  in  the  Civil  War,  ending  in  Sherman's  march 
to  the  sea.  His  mother,  Mary  Kerns,  also  of  English  origin,  moved 
into  Ohio  from  Pennsylvania.  She  was  the  daughter  of  the  con- 
tractor who  built  the  Ohio  &  Mississippi  (now  Baltimore  &  Ohio) 
R.  R.,'west  of  Seymour,  Ind.   . 

Starting  in  a  private  school  in  New  Albany,  HollLs  continued  his 
education  in  the  grammar  and  high  schools  of  Louisville.  In  his 
senior  year  he  won  the  second  of  the  two  gold  medals  given  by  the 
city  for  high  scholarship.  Louis  D.  Brandeis,  now  a  justice  of  the 
United  States  Supreme  Court,  won  the  first.  Obliged  to  go  to  work, 
he  was  apprenticed  to  Webster's  machine  shop  and  foundry  in  New 
Albany,  where  river-steamboat  engines  were  built.  Health  failing 
after  a  year,  he  found  lighter  employment  as  a  clerk  on  the  transfer 
platform  of  the  Louisville  &  Nashville  R.  R.  freight  depot  in  Louis- 
ville. Six  months  later  he  went  to  Memphis  as  bookkeeper  in  a 
cotton  commission  house. 

It  was  in  the  spring  of  1874,  when  at  the  age  of  eighteen,  that 
HoUis  saw  a  way  open  to  complete  his  education.  The  four-year 
course  for  engineers  had  just  been  established  at  the  United  States 
Naval  Academy,  to  which  25  cadets  were  to  be  appointed  annually 
on  competitive  examination.  Thomas  Scott,  president  of  the  Penn- 
sylvania R.  R.,  furnished  him  a  pass  to  Annapolis  and  return,  and 
Mr.  Keane,  manager  of  the  Louisville  Hotel,  financed  him  for  the 
trip. 

Turned  away  at  the  academy  for  want  of  credentials,  he  proceeded 
to  Washington,  where,  watching  his  opportunity,  he  appeared  im- 
announced  before  the  Secretary  of  the  Navy.    An  hour's  talk  with 
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the  secretary  suflSced  to  secure  a  permit,  armed  with  which  Hollis 
returned  to  Aimapolis  and  took  the  examination  with  75  others  from 
all  sections  of  the  country.    This  was  early  in  September. 

It  was  a  disheartened  boy  who  returned  home  after  his  examina- 
tions, fearing  he  had  failed  miserably.  There  had  been  little  time  to 
prepare  except  on  the  train,  and  physics  had  not  been  included  in  his 
high-school  course.  Imagine  his  surprise  a  few  days  later' to  receive 
orders  to  report  at  Annapolis  on  October  1,  and  his  joy  on  .arrival  to 
find  that  he  had  passed  No.  1. 

At  Aimapolis,  HoUis  early  took  the  lead,  which  he  maintained  and 
graduated  No.  1  in  1878.  Not  only  that,  but  he  found  time  to  pursue 
advanced  courses  in  several  subjects  and  did  considerable  reading. 
In  his  first-class  year  he  was  appointed  chief  cadet  officer  of  the  Engi- 
neer Division.  His  interest  in  athletics  was  such  that,  had  his 
strength  permitted,  he  would  gladly  have  shared  scholarship  with 
physical  prowess.  Desiring  to  follow  naval  architecture,  he  applied 
for  orders  to  go  abroad  for  study,  but  the  department's  policy  in  this 
regard  was  not  established  until  the  following  year.  Then  and  for 
many  years  thereafter  the  two  graduates  with  highest  standing  re- 
ceived the  coveted  honor. 

On  September  20,  1878,  HoUis  reported  for  duty  on  the  Quinne- 
baugt  fitting  out  at  the  Norfolk  Navy  Yard.  She  was  to  cruise  in 
European  waters,  if  on  her  trial  trip  she  made  14  knots.  Her  10 
boilers  of  the  "powder  keg"  type,  built  for  80  lb.  pressure,  were 
among  the  first  steel  boilers  in  the  navy.  Her  engines,  originally 
low-pressure,  had  been  compounded  by  bushing  one  of  the  cylinders, 
but  the  copper  piping  had  for  the  most  part  been  left  unchanged. 

In  assigning  stations  among  the  four  watch  officers  in  the  Engineer 
Division  the  boilers  fell  to  Hollis.  That  trial  trip  with  its  foaming 
boilers  and  squirting  feed  pipes  was  a  nightmare,  but  the  ship  went  to 
Europe.  She  sailed  without  HoUis,  however,  who  was  detained  in 
the  naval  hospital  with  typhoid  and  joined  the  ship  later  at  Malaga. 
This  cruise  lasted  28  months.  His  next  cruise  of  19  months  was  on 
the  Hartford,  starting  in  June,  1885.  He  served  on  the  Charleston  26 
months,  from  December,  1889,  his  last  sea  service  being  three  months 
on  the  Richmond. 

On  returning  from  Europe,  HoUis  was  ordered,  September  2,  1881, 
to  Union  College,  Schenectady,  N.  Y.,  where  he  served  for  34  months 
as  professor  of  mechanical  engineering  under  the  Act  of  1879,  which 
authorized  the  detaU  of  engineer  officers  of  the  navy  to  coUeges  to 
teach  steam  engineering  and  iron-ship  building.     His  next  shore  duty 
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was  with  the  Navy  Advisory  Board  for  nine  months,  from  June  30, 
1884,  during  the  building  of  the  White  Squadron. 

He  was  on  inspection  duty  for  30  months,  from  April  15,  1887,  in 
San  Francisco,  while  the  Charleston  was  being  built  at  the  Union  Iron 
Works.  Following  his  cruise  in  the  CharhsUm^  he  was  ordered  to  the 
Bureau  of  Steam  Engineering  in  August,  1892,  where  he  served  for 
one  year.  In  October  he  delivered  a  course  of  lectures  at  the  Naval 
War  Collie,  Newport,  R.  I.,  on  Coal  Endurance  and  Machinery  of 
the  New  Cruisers,  later  published  in  the  Journal  of  the  American 
Society  of  Naval  Engineers  (Vol.  IV,  No.  14).  He  resigned,  September 
30,  1893,  to  accept  the  professorship  of  engineering  at  Harvard 
University. 

Graduating  as  a  cadet  engineer,  Hollis  was  promoted  to  assistant 
engineer  June  20,  1880,  and  to  passed  assistant  engineer,  at  the  age 
of  33,  February  19,  1889.  It  had  taken  14i  years  to  reach  the  grade 
of  junior  lieutenant,  a  discouraging  prospect  for  young  men. 

At  least  twice  Hollis  may  be  said  to  have  rendered  notable  service 
to  the  navy.  The  iSrst  was  connected  with  the  filibuster  Itata  during 
the  Chilean  insurrection  in  1891.  After  her  chase  by  the  Charleston 
and  surrender  in  Iquique,  a  board  of  survey  set  a  time  limit  of  from 
six  to  eight  weeks  to  put  her  machinery  in  order  to  return  to  San 
Diego.  Hollis,  assisted  by  two  other  officers  and  50  men  from  the 
San  Francisco,  Baltimore  and  Charleston,  did  the  work  in  five  days  and 
then  brought  the  Itata  north  without  stop  at  an  average  speed  of  8J 
knots.  This  accomplishment  brought  a  very  complimentary  letter 
from  Admiral  McCann  to  the  Navy  Department.  An  interesting 
account  of  the  Chase  of  the  Itata  was  published  in  the  Journal  of  the 
American  Society  of  Naval  Engineers  (Vol.  IV,  p.  360). 

But  his  greatest  service  to  the  navy  was  as  a  civilian.  It  had  to 
do  with  the  Personnel  Bill,  enacted  into  law  March  3,  1899.  It  ended 
the  line  and  staff  fight  of  many  years'  standing.  In  the  early  sunmier 
of  1879  Professor  Hollis,  on  being  asked  to  contribute  to  the  fund  for 
carrying  on  the  fight  in  Congress,  went  to  Washington  and  proposed 
a  plan  to  Secretary  of  the  Navy  Long,  which  led  to  the  appointment 
of  the  Personnel  Board,  with  Colonel  Roosevelt,  then  Assistant  Secre- 
tary of  the  Navy,  as  chairman. 

The  important  features  of  the  plan  were:  (1)  The  amalgamation 
of  the  line  and  engineers;  (2)  the  selection  of  engineers  from  the  line 
to  do  engineering  duty  and  to  remain  as  a  technical  corps;  (3)  regu- 
lation of  the  flow  of  promotion;  (4)  some  kind  of  general  stafif.  There 
were  some  thirteen  points  in  all.    The  subject  will  be  found  treated 
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quite  fully  in  the  Atlantic  Monthly  of  September,  1897,  and  in  the 
Army  and  Navy  Journal  from  August  21  on. 

Secretary  Long  reported  favorably  to  Congress,  January  13,  1898; 
the  bill  passed  the  House,  January  18, 1899,  and  the  Senate,  February 
18.  Two  features  advocated  by  Professor  Hollis  were  omitted: 
namely,  the  technical  corps  and  the  general  staff.  But  these  have 
since  been  formed,  or  are  about  to  be.  Notwithstanding  his  import- 
ant part  in  this  reorganization  work,  Professor  HoUis  would  not  wish 
it  understood  that  he  did  more  than  help  start  it  and  assist  when 
called  on  in  perfecting  the  bill  then  being  drawn  up. 

During  his  twenty  years  at  Harvard,  Professor  Hollis  accomplished 
many  things.  An  interesting  account  of  them  will  be  found  in  the 
Harvard  Magazine  for  June,  1913.  He  took  a  prominent  part  in  the 
life  of  the  college  and  was  highly  esteemed.  The  attendance  in  engi- 
neering increased  many  fold.  Largely  through  his  efforts  Pierce  Hall 
and  its  equipment  were  provided  in  1901,  and  the  summer  school  at 
Squam  Lake,  N.  H.  The  Harvard  Union  and  the  stadium  became 
realities  largely  through  his  efforts.  For  eight  years  from  the  fall  of 
1895,  six  as  chairman,  he  served  on  the  Athletic  Committee.  Sports 
were  moved  from  Holmes  Field  to  a  new  site,  created  out  of  tide- 
wBJshed  barrens.  This  became  Soldiers'  Field,  now  most  completely 
equipped  for  every  branch  of  college  athletics. 

It  was  while  Professor  Hollis  was  on  the  Athletic  Committee  that 
a  scholarship  requirement  was  imposed  on  all  who  would  engage  in 
intercollegiate  games.  This  restriction  took  practical  form  in  the 
joint  rules  between  Harvard  and  Yale,  which  because  of  keen  rivalry 
required  two  years  for  their  enactment. 

Professor  Hollis's  work  was  largely  constructive.  Long-established 
conventions  had  to  be  faced,  and  it  was  only  by  his  admirable  tact 
that  he  handled  successfully  many  problems  bound  about  by  tradi- 
tional red  tape.  His  strong  character  and  keen  sense  of  right  and 
wrong  have,  by  long  years  of  discipline  tempered  by  a  quick  apprecia- 
tion of  humor,  made  him  imusually  effective.  Those  who  have  been 
his  colleagues  and  students  testify  abundantly  to  his  remarkably 
fruitful  life  while  there. 

He  was  offered  and  accepted  the  presidency  of  Worcester  Poly- 
technic Institute  in  1913.  Already  in  his  three  years  at  Worcester 
he  has  established  himself  in  the  affections  alike  of  its  governing 
boardi  faculty  and  student  body. 

President  Hollis  holds  the  honorary  degrees  of  A.M.,  from  Har- 
vard, 1899;  L.H.D.,  from  Union,  1899;  and  Sc.D.,  from  Pittsburgh, 
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1912.  He  is  a  fellow  of  the  American  Academy  of  Arts  and  Sciences 
and  a  member  of  the  American  Society  of  Naval  Engineers,  American 
Society  of  Naval  Architects  and  Marine  Engineers,  Boston  Society 
of  Civil  Engineers,  and  the  Society  for  the  Promotion  of  Engineering 
Education.  He  is  the  author  of  War  Ck)llege  Lectures,  1892;  BQstory 
of  the  Frigate  ConstitiUion;  and  has  been  a  liberal  contributor  to 
engineering  journals  and  various  other  publications. 

He  was  married  on  August  22, 1894,  to  Caroline  Lorman,  of  Detroit, 
a  graduate  of  the  University  of  Michigan.  They  have  four  children: 
Jeanette  Ralston,  a  senior  at  Bryu  Mawr;  Oliver  Nelson,  a  senior  at 
Harvard;  Elinor  Vernon,  soon  to  enter  Vassar;  and  Carolyn. — 
M.  E.  Cooley,  in  Engineering  News,  February  15,  1917. 
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ACTIVITIES    OF   THE    SOCIETY   FOR   1916-17 

TN  his  address  at  the  business  session  of  the  last  Annual  Meeting, 
President  Hollis  presented  for  the  Council  a  report  upon  the 
major  activities  of  the  Society  during  the  year  of  his  presidency, 
which  came  during  the  stirring  times  marked  by  the  first  year  of  this 
country  in  the  great  war.  Supplementing  this  report,  the  Secretary 
here  presents  a  summary  of  the  business  and  committee  activities  for 
the  year,  together  with  brief  reference  to  a*  few  of  the  more  important 
events  which  Dr.  Hollis  has  so  thoroughly  and  ably  discussed.^ 

On  the  retirement  of  Dr.  Jacobus  from  the  presidency  in  December 
1916,  the  Council  recorded  a  special  vote  "of  sincere  appreciation  of 
the  untiring,  unselfish  and  earnest  service  rendered  the  Society 
during  his  presidential  year." 

Tellers  of  election  announced  the  ballot  for  oflicers  for  the  year 
1917  as  follows: 

Pretidenl,  Ira  N.  Hollis. 

Vie^PretidenlSf  Chas.  H.  Benjamin,  Arthur  M.  Greene,  Jr.,  Charles  T. 
Plunkett. 

Managers,  Robert  H.  Femald,  Wm.  B.  Gregory,  C.  R.  Weymouth. 
TreanareTf  Wm.  H.  Wiley. 

"Service  to  the  State"  was  the  keynote  of  Dr.  Hollis'  brief  re- 
marics  in  accepting  the  presideiicy  and  foretold  the  major  part  of  the 
work  of  the  Society  for  this  year. 

Service  to  the  state  in  these  times  means  service  to  the  Govern- 
ment and  the  prime  consideration  throughout  the  year  has  beefi  to 
place  the  resources  of  the  Society  at  the  disposal  of  the  Government 
in  its  conduct  of  the  war. 

One  of  the  first  and  most  successful  undertakings,  to  which  Dr. 
Hollis  has  referred,  was  that  of  the  EngiAeering  Resources  Committee, 
Mr.  George  J.  Foran,  Chairman^  —  that  of  furnishing  specialists  for 
the  numerous  demands  of  the  Government  and  the  industries  gener- 
ally. Our  circular  letter  to  the  membership  brought  in  over  6000 
replies,  all  of  which  have  been  collated  and  indexed  in  the  most 
thorough  manner.    The  Society  has  fiunished  names,  literally  by 

1  See  page  547. 
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the  hundred,  in  response  to  requests  for  experts  in  varied  lines  of 
industry.  ^  , 

A  very  early  undertaking  was  that  of  the  Military  Engineering 
Committee,  formed  by  the  Engineers'  Club  of  New  York  to  arouse 
engineers  to  the  need  for  preparedness  and  to  instruct  them  in  mili- 
tary tactics.  Our  Society,  with  the  three  other  national  societies, 
participated  in  the  work  of  the  committee.  As  a  result  of  its  efforts 
10,000  engineers  marched  in  the  great  preparedness  parade  in  New 
York,  and  a  series  of  lectures  on  military  tactics  was  given  by 
oflScers  assigned  by  the  War  Department.  The  committee  further 
recruited  an  entire  corps  of  1167  men,  plus  about  160  others,  which 
was  sent  to  France.  The  expense  contributed  individually  by  twenty 
or  more  members  of  the  Military  Engineering  Committee  was  over 
five  thousand  dollars. 

This  Society  also  took  up  energetically  at  the  Spring  Meeting  in 
Cincinnati,  in  May  last,  the  matter  of  Standardization  of  Gages,  and 
the  oflScers  of  the  Society  went  to  Washington  and  discussed  the 
case  with  the  Bureau  heads,  and  we  have  reason  to  beUeve  that  this 
helped  in  passing  the  regulations  providing  for  the  work  now  being 
developed  in  the  Bureau  of  Standards. 

Other  efforts  on  behalf  of  the  Government  will  be  mentioned  in 
connection  with  certain  of  the  committee  reports  which  follow. 

We  have  also  a  General  Engineering  Committee  of  the  Council 
of  National  Defense,  and  under  the  Enguieering  Council  the  Ameri- 
can Engineering  Service  Conmiittee  and  War  Committee  of  Tech- 
nical Societies. 


BNGINBBRING  COUNCIL 

The  organization  of  the  latter  body  was  one  of  the  important  de- 
velopments of  the  year  and  came  as  an  outgrowth  of  a  real  need  for 
proper  consideration  of  questions  of  general  interest  to  engineers  and 
to  the  pubhc  and  to  provide  means  for  imited  action  upon  questions 
of  conmion  inter^t.  At  present  the  Council  is  concerned  only  with 
the  four  national  societies,  but  it  is  hoped  that  it  may  become  a  repre- 
sentative body  for  all  engineers  and  thus  pave  the  way  for  a  closer 
and  larger  union  in  the  future. 

At  the  organization  meeting  of  the  Engineering  Council,  held  in 
the  rooms  of  The  American  Society  of  Mechanical  Engineers  on 
June  27,  the'following  oflScers  were  elected:  President,  I.  N.  HoUis; 
Vice-Presidents,  H.  W.  Buck,^George  F.  Swain;  Secretary,  Calvert 
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Townley.  Executive  Committee:  Those  named,  with  J.  Parke  Chan- 
ning  and  D.  S.  Jacobus. 

The  council  discussed  at  length  ways  and  means  by  which  the 
founder  societies  through  the  council  might  be  of  use  to  the  nation. 
The  unanimous  desire  to  help  the  Government  in  the  prosecution  of 
this  war  resulted  in  a  resolution  instructing  the  executive  committee 
to  cooperate  with  the  Government  in  procuring  the  services  of  engi- 
neers, also  in  the  appointment  of  a  committee  of  three,  consisting  of 
Messrs.  H.  W.  Buck,  A.  M.  Greene,  Jr.,  and  Edmimd  B.  Kirby,  to 
consider  the  best  means  of  utilizing  the  inventive  abiUty  of  members 
of  the  founder  societies. 

Various  other  committees  have  been  appointed  from  time  to  time 
such  as  Finance,  Rules,  Public  Affairs,  Fuel  Conservation,  and  those 
previously  mentioned. 


WELCOMB   TO  THE  CIVIL  ENGINEERS 

A  source  of  gratification  this  year  to  the  members  of  this  Society 
and  to  engineers  generally  throughout  the  country,  was  the  coming 
of  the  American  Society  of  Civil  Engineers  into  the  Engineering 
Societies  Building,  thus  bringing  together  under  one  roof  the  head- 
quarters of  the  four  national  engineering  societies,  representative  of 
the  engineering  profession  of  America. 

When  the  ^t  of  $1,500,000  was  received  from  Mr.  Carnegie 
fifteen  years  ago  for  the  Engineering  Societies  Building,  it  was  ad- 
dressed to  the  four  engineering  societies  and  the  Engineers'  Club 
jointly;  but  as  the  Civil  Engineers  had  their  own  building  ample  for 
their  needs  at  that  time,  they  decided  to  remain  in  the  headquarters 
which  they  then  occupied.  Mr.  Carnegie  then  readdressed  his  gift 
to  the  other  organizations,  omitting  the  Civil  Engineers. 

The  growth  of  that  society,  however,  ultimately  made  a  change 
necessary  and  by  vote  of  its  members  it  decided  to  join  the  three 
other  founder  societies  in  the  ownership  of  the  Engineering  Societies 
building.  Three  floors  were  added  to  the  building,  one  to  accommo- 
date the  enlarged  Ubrary  as  a  result  of  the  addition  of  the  Ubrary  of 
the  Civil  Engineers,  and  the  other  two  for  the  headquarters  of  that 
society. 

In  January  1917  the  Civil  Engineers  held  their  sixty-fourth  an- 
nual meeting  in  the  Engineering  Societies  Building,  but  it  was  not 
until  the  ^nd  of  the  year  that  their  headquarters  was  sufficiently  com- 
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pleted  to  permit  removal  to  their  new  home,  and  a  meeting  of  wel- 
come was  held  on  December  7,  with  addresses  by  representatives  of 
the  American  Institute  of  Mining  Engineers,  The  Americaa  Society 
of  Mechanical  Engineers  and  the  American  Institute  of  Electrical 
Engineers.  Mr.  Charles  F.  Rand,  President  of  the  United  Engi- 
neering Society,  in  extending  the  welcome  said  that  the  association  of 
the  four  national  engineering  societies  was  born  of  a  very  general 
desire  to  secure  the  full  advantages  which  come  from  complete  co- 
operation. These  advantages  had  been  realized  in  many  previous 
examples,  such  as  the  John  Fritz  Medal  Board  of  Award,  the  Engi- 
neering Foundation,  the  backing  furnished  by  the  four  societies  for 
the  International  Engineering  Congress,  and  the  Joint  Committee  of 
Engineering  Societies  which  preceded  the  Engineering  Council. 

He  said  the  societies'  obUgation  to  Mr.  Andrew  Carn^e  for  his 
gift  of  over  one  million  dollars  used  in  the  construction  of  the  Engi- 
neering Societies  Building  should  never  be  forgotten.  He  sometimes 
thought  that  the  signing  of  a  check  for  that  sum  may  not  have  been 
very  difficult  for  Mr.  Cam^e,  but  he  was  able  to  certify  that  the 
provision  of  the  remaining  amoimt,  through  the  efforts  of  the  Founder 
Societies  and  their  members,  was  surrounded  by  some  difficulty, 
although  now  fully  accomplished.  The  property  of  the  Founder 
Societies,  including  the  real  estate,  the  Library  and  the  reserve  and 
endowment  funds,  exceeding  two  and  one-quarter  million  dollars,  is 
all  free  and  clear. 

He  referred  to  the  administration  of  the  United  Engineering 
Society,  which  occupies  the  unique  position  of  standing  not  over  but 
imder  the  Founder  Societies,  having  been  formed  by  them  to  perform 
certain  specific  acts  governed  by  contracts.  The  Engineering  Found- 
ation, which  has  an  endowment  fund  for  research,  the  Engineering 
Council  and  the  great  Library  under  the  care  of  the  Library  Board, 
are  all  administered  as  departments  of  the  United  Engineering 
Society. 

STANDING   COMMITTEES 

The  appointments  on  the  Standing  Committees  for  the  year  1917 
were  as  follows:  Firiance,  W.  E.  Symons;  Meetings,  A.  L.  DeLeeuw; 
Publication,  George  J.  Foran;  Membership,  W.  C.  Morris  and  Nicho- 
las S.  Hill;  Library,  A.  M.  Hunt;  House,  H.  0.  Pond;  Research, 
Albert  Kingsbury;  Public  Relations,  J.  Waldo  Smith;  Constitution 
and  By-Laws,  Ira  H.  Woolson  and  Jesse  M.  Smith;  Standardization, 
Henry  Hess. 
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The  work  and  plans  of  the  Standing  Committees  are  given  briefly 
in  the  following: 

FINANCES 

The  Finance  CommiUee  reports  that  the  income  of  the  Society  for 
the  year  ending  September  30,  1917,  was  $207,046.98.  The  total 
expenditures  chargeable  to  income  were  $186,547.57,  leaving  an  excess 
of  income  over  expenditures  of  $20,499.41,  this  being  a  net  balance 
after  reserving  $14,000  for  obUgations  undertaken  but  not  yet  com- 
pleted. 

The  expenditures  of  the  Society  per  member  for  "the  fiscal  year 
just  closed  are  as  follows: 

General  Salaries $  2.06 

Headquarters,  Library,  Supplies,  etc 1.84 

Committees  on  Membership  and  Increase  of  Mem- 
bership          1.27 

Sections .98 

Council  contingencies,  mileage  and  employment ...  .77 

House  Committee .40 

Meetings,  Annual  and  Spring 1.18 

Year  Book 63 

Journal  and  Condensed  Catalogues 8.47 

Transactions. 2.42 

Other  activities 2.73 

Making  a  total  of $22.75 

The  estimated  income  for  the  year  1918  is  $228,500. 


MEETINGS 

The  CommiUee  on  Meetings  reports  that  while  in  the  Society's 
professional  work  a  high  standard  for  papers  has  been  maintained, 
it  has  been  realized  that  many  members  of  the  Society  regard  of 
equal  importance  the  opportimities  afforded  for  personal  conferences, 
special  committee  meetings  and  discussion  of  problems  of  peculiar 
interest  to  a  limited  number  only.  This  leads  to  the  effort  to  pro- 
duce a  well-balanced  program  calculated  to  stimulate  discussions  in 
preference  to  sessions  overburdened  with  an  unduly  large  number 
of  papers. 

The  conunittee  has  planned  during  the  past  few  years  to  have 
during  each  Annual  and  Spring  Meeting  a  so-called  *' keynote'' 
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session  which  should  offer  an  opportunity  for  the  presentation  of  the 
broad  .but  timely  problems  of  general  interest.  With  these  points  in 
mind,  Industrial  Valuation  was  chosen  as  the  general  theme  for  the 
keynote  session  of  the  Annual  Meeting,  December  1916. 

As  the  Spring  Meeting  of  1917  came  shortly  after  the  declaration 
of  war,  the  committee  felt  that  the  most  timely  subject  was  the  Man- 
ufacture of  Munitions.  The  large  attendance  at  the  Cincinnati  meet- 
ing is  in  part  attributed  to  the  announcement  of  this  important  sub- 
ject and  partly  to  the  exceptional  opportunity  afforded  the  members 
of  tte  S6ciety  to  cooperate  with  the  members  of  the  National  Ma- 
chine Tool  Builders'  Association,  with  whom  a  joint  session  was 
arranged. 

So  important  has  become  the  relation  of  the  engineer  to  the  prob- 
lems resulting  from  the  war  that  the  committee  chose  for  the  keynote 
session  of  the  Annual  Meeting,  December  4  to  7,  1917,  Service  of  the 
Engineer  to  the  Public  in  Times  of  National  Crises. 

In  connection  with  the  Annual  Meeting,  December  1916,  special 
memorial  exercises  were  held  in  honor  of  John  E.  Sweet,  one  of  the 
beloved  founders  of  the  Society. 

At  the  Annual  Meeting,  December  1917,  there  were  special  exer- 
cises in  connection  with  the  conferring  of  honorary  membership  upon 
Major-General  George  W.  Goethals,  upon  which  occasion  the  address 
of  the  evening  was  delivered  by  William  H.  Taft,  ex-President  of  the 
United  States. 

At  both  meetings  all  the  social  events  were  held  in  the  Engineering 
Societies  Building.  Owing  to  this  fact  the  democratic  spirit  of  th(^ 
Society  was  more  keenly  developed,  as  more  freedom  was  felt  on  the 
part  of  the  members  and  guests  in  attending  these  various  functions. 
The  spirit  of  good  fellowship  thus  promoted  is  a  distinct  asset  to  the 
Society.  An  account  of  the  Annual  Meeting  for  1916  was  given  in 
Volume  38  of  Transactions  and  for  1917  is  to  be  found  in  the 
present  volume. 

The  work  of  the  sub-conmiittees  of  the  Committee  on  Meet- 
ings has  been  exceedingly  gratifying,  sessions  under  the  auspices 
of  the  sub-committees  on  Gas  Power,  Machine  Shop,  Textiles, 
Railroads  and  Protection  of  Industrial  Workers  having  been  held 
during  the  past  yeffer.  The  Sub-Committee  on  Gas  Power  was 
reorganized  with  Prof.  C.  H.  Benjamin  of  Purdue  University,  as 
Chairman^  and  a  new  sub-conmiittee  on  Foundry  Practice,  Prof. 
W.  W.  Bird  of  Worcester  Polytechnic  Institute,  Chairman,  was 
appointed. 
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PUBLICATIONS 

The  Pvblicaiion  Commiitee  states  that  The  Journal  has  been 
devdoped  by  extending  the  Engineering  Survey  to  include  engineer- 
ing activities  outside  of  those  of  our  own  or  other  societies,  especially 
in  the  way  of  engineering  research.  The  Review  of  Engineering 
Periodicals  has  been  broadened  to  include  publications  in  English  as 
wdl  as  in  the  foreign  languages.  Reviews,  written  by  specialists  in 
their  several  fields,  have  been  published  of  notable  additions  to  the 
literature  of  our  subject.  It  is  the  purpose  of  the  committee  to  make 
The  Journal  an  epitome  of  current  information  in  the  field  of  me- 
chanical engineering.  The  Council  has  apportioned  to  the  PubUca- 
tion  Committee  for  the  enhancement  of  the  pubUcations  of  the 
Society  the  entire  returns  frtm  advertising.  In  fact,  without  such 
assistance  the  standard  of  excellence  could  not  have  been  undertaken. 

The  38th  volume  of  Transactions  records  the  affairs  of  the 
Society  during  the  year  1916  and  include  the  annual  report  of  the 
Council,  giving  a  r&um6  of  the  activities  of  standing  and  special 
committees,  and  a  calendar  of  the  103  general  and  local  meetings 
held  during  this  period.  It  also  contains,  under  46  titles,  all  the 
papers  and  discussions  presented  at  the  Spring  Meeting,  held  in 
New  Orleans  in  April  1916,  and  at  the  Annual  Meeting,  held  in 
New  York  in  December  1916.  A  Code  of  Safety  Standards  for 
Cranes,  prepared  by  the  Sub-Committee  on  Protection  of  Industrial 
Workers,  is  presented. 

The  seventh  annual  volume  of  the  A.S.M.E.  Condensed  Cata- 
logues is  the  largest  and  most  comprehensive  edition  of  this  book  yet 
published.  The  general  Mechanical  Equipment  Directory,  which 
was  inaugurated  as  a  distinctive  feature  in  the  1916  volume,  appears 
in  this  edition  in  enlarged  and  improved  form.  The  section  of  Engi- 
neering Data  has  also  been  extended  and  improved  in  this,  volume. 
In  addition  to  the  data  selected  from  The  Journal  and  Transac- 
tions for  the  past  year,  a  summary  of  the  work  of  the  standards 
committees  of  the  Society  is  included. 

The  Year  Book  of  the  Society,  issued  in  1917,  shows  a  registration 
of  7700  members. 

REPORTS    OF   OTHER   STANDING    COMMITTEES 

Membership  Committee.  Nine  meetings  of  the  committee  were 
held  during  the  year  1916-1917,  and  the  number  of  applications  con- 
sidered in  the  transaction  of  its  work  was  2395.    Applications  from 
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former  members  desiring  reinstatement  were  also  considered,  13  being 
recommended  to  the  Council  for  such  action.  It  is  with  deep  sorrow 
that  the  death  of  the  Chairman  of  this  committee,  L.  R.  Pomeroy,  on 
May  7,  1917,*  must  be  recorded.  His  work  for  the  Society  was  most 
painstaking  and  thorough. 

Library  Committee.  The  Library  contained  49,702  volumes  and 
pamphlets  on  October  1,  1916,  and  132,070  on  September  30,  1917, 
this  extraordinary  increase  being  due  to  the  absorption  by  the  Library 
of  the  United  Engineering  Society  of  the  library  of  the  American 
Society  of  Civil  Engineers  which  occurred  in  February  1917,  and 
which  added  67,242  volumes  and  pamphlets  to  the  collection.  Of 
the  current  accessions,  206  were  presented  through  our  own  Society. 

In  March,  Mr.  W.  P.  Cutter  presented  his  resignation  as  Librarian, 
which  was  accepted.  Mr.  H.  W.  Craver,  Librarian  of  the  Carnegie 
Library  of  Pittsburgh,  was  elected  to  fill  the  vacancy,  and  assumed 
the  duties  of  the  position  on  April  1.  The  title  of  the  position  was 
changed  to  Director  of  the  Library. 

The  number  of  readers  during  the  year  was  12,710. 

The  Library  Service  Bureau  has  met  the  needs  of  inquirers  by 
preparing  bibliographies  and  translations,  and  by  copying  articles. 
Photostatic  copies  of  articles  in  engineering  periodicals  are  in  con- 
stant demand  and  have  been  sent  even  to  far-distant  Australia, 
Korea  and  South  Africa. 

Plans  for  the  expansion  of  the  Library  of  the  United  Engineering 
Society  are  being  made  which  will  render  the  library  unique  not  only 
in  the  collection  of  technical  books  and  periodicals  but  also  in  the 
service  it  will  be  prepared  to  render  to  the  members  of  any  branch  of 
the  engineering  profession.  These  plans  have  been  made  possible  by 
the  initial  gift  of  $100,000  from  Dr.  James  Douglas,  as  the  beginning 
of  an  endowment  fund  which  it  is  hoped  will  reach  $1,000,000.  One 
of  the  first  steps  in  these  plans  is  to  place  on  the  library  shelves  every 
engineering  periodical  published  in  the  world,  no  matter  in  what 
language,  and  the  same  broad  policy  will  be  followed  in  the  acquisition 
of  reference  books. 

House  Committee.  It  was  found  advisable  to  make  certain  ex- 
tensive alterations  in  the  working  oflSces  of  the  Society's  quarters, 
with  a  view  to  providing  more  room  and  far  better  faciUties  for  light- 
ing, arrangement  of  desks  for  employees,  intercommunication  and 
acoustic  properties.  These  changes  were  completed  by  October  1, 
1917. 

During  the  year  the  Societies  received  as  a  gift  from  Miss  Hoadley 
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a  mo6t  excellent  oil  portrait  of  the  late  J.   C.  Hoadley,  former 
Manager,  which  has  been  hung  in  one  of  the  Society's  rooms. 

Research  Committee,  The  work  of  this  committee  has  comprised 
chiefly  the  preparation  of  reports  by  its  sub-committees,  certain  of 
which  have  undertaken  experimental  investigation  in  this  connection. 
Progress  reports  by  the  sub-committees  on  Flow  Meters,  Bearing  Metals 
and  Lubrication  were  received  by  the  Council  and  ordered  printed. 

Public  Relations  Committee.  Organization  meeting  was  held  in  the 
rooms  of  the  Society,  October  11,  1917.  Dr.  F.  H.  Newell  was  ap- 
pointed Chairman  and  Morris  L.  Cooke,  Secretary. 

Constitviion  and  By-Laws  Committee.  This  committee,  at  meet- 
ings held  during  1917,  discussed  various  proposed  amendments  and 
additions  to  the  Constitution  and  By-Laws  of  the  Society,  and  subse- 
quently recommended  changes  to  the  Council.  These  amendments 
were  approved  by  the  Council  on  April  20,  were  presented  at  the 
Spring  Meeting  ia  Cincinnati  in  May,  and  were  presented  for  discus- 
sion and  final  amendment  at  the  Annual  Meetings  December  1917. 
They  were  subsequently  sent  to  the  voting  membership  and  the  final 
vote  of  adoption  was  closed  March  4,  1918. 

Standardizaiion  Committee.  The  most  important  activity  of.  this 
committee  )na8  been  its  work  in  connection  with  the  creation  of  an 
American  Elngineering  Standards  Committee.  Active  in  this  work 
were  jointly  the  American  Society  of  Civil  Engineers,  the  American 
Institute  of  Mining  Engineers,  The  American  Society  of  Mechanical 
EIngineers,  the  American  Institute  of  Electrical  Engineers  and  the 
American  Society  for  Testing  Materials.  It  is  expected  that  with 
time  this  committee  will  coordinate  the  work  of  every  technical 
association  or  society  in  the  United  States,  whether  of  an  engmeer- 
ing  or  other  nature,  and  wiU  cooperate  with  the  corresponding  orga- 
nization in  other  countries.  A  beginning  in  this  direction  has  already 
been  made  in  that  the  British  Engineering  Standards  Committee  has 
invited  this  American  Engineering  Standards  Committee*  to  send 
ddegates  to  London  to  consider  a  change  in  the  British  standard 
Whitworth  thread  to  the  simpler  cross-section  of  the  United  States 
screw  thread,  and  to  consider  also  the  question  of  metric  threads. 


LOCAL  SECTIONS 

The  total  number  of  sections  now  is  22,  one  of  which  is  a  State 
Section  having  five  Branches,  and  an  aflSliated  local  engineering 
society.    This  includes  new  sections  which  have  been  established, 
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during  the  past  year,  at  Ontario,  Indianapolis,  Erie,  Baltimore,  and 
the  Connecticut  Section  with  Branches  at  Bridgeport,  Hartford, 
Meriden,  New  Haven  and  Waterbury. 

At  the  Annual  Meeting  in  December,  1916  and  the  1917  Spring 
Meeting,  delegates  were  present  from  most  of  the  local  sections  (16 
out  of  20  being  represented  at  the  Annual  Meeting  and  17  at  Cincin- 
nati).   At  the  1917  Annual  Meeting,  19  sections  were  represented. 

By  special  request  of  the  Council,  the  Sections  Conunittee  has 
been  asked  to  meet  in  the  different  parts  of  the  country  in  order  to 
keep  in  touch  with  local  conditions,  and  in  October  the  Committee 
visited  the  sections  at  St.  Louis,  Milwaukee,  Chicago,  and  Detroit, 
holding  enthusiastic  meetings  at  each  place. 

A  close  association  between  the  various  local  organizations  of 
other  societies  representing  the  divisions  of  engineering  practice  and 
our  own  Sections  has  resulted  in  the  holding  of  a  large  number  of 
joint  meetings  during  the  season  just  closed.  The  largest  of  these 
meetings  was  that  held  in  November  1916,  when  the  Sections  from 
Boston,  New  Haven,  New  York  and  Worcester  and  the  Providence 
Engineering  Society,  affiliated  with  our  Society,  met  with  a  number 
of  engineering  organizations  in  a  visit  to  New  London,  Conn.  There 
were  over  1600  present  on  this  occasion.  In  many  of  the  pities  where 
there  are  sections  there  is  dose  cooperation  between  them  and  the' 
local  engineering  organizations  and  sections  of  other  national  socie- 
ties, to  the  mutual  advantage  of  all  concerned  and  the  strengthening 
of  the  position  and  influence  of  the  profession  in  the  community. 

In  January  1917  President  HoUis  visited  the  sections  at  Detroit, 
Chicago,  Milwaukee,  New  Orleans,  Birmingham  and  Atlanta.  Dr. 
Hollis's  message  to  the  sections  was  service  of  the  individual  to 
society.  In  March  he  made  a  second  tour  which  took  him  as  far 
west  as  the  Minnesota  Section,  whose  headquarters  are  at  Minneapo- 
lis, St.  Paul.  En  route  he  visited  the  sections  at  Buffalo,  Chicago  and 
Indianapolis,  receiving  a  rousing  welcome  from  all.  His  spirited 
address  on  Service  to  the  Country  in  This  Crisis  brought  forth  en- 
thusiastic responses.  He  has  also  spoken  before  the  members  of  the 
Sections  at  Boston,  New  York,  Philadelphia  and  Worcester,  and  the 
Providence  Engineering  Society. 

In  April  the  Secretary  supplemented  President  Hollis's  visits  by 
a  tour  to  the  S^tions  at  Cincinnati,  Chicago  and  Milwaukee,  and 
to  Madison  and  Oklahoma  City.  The  President's  trip  to  the  Coast 
in  October  afforded  an  opportunity  for  him  to  address  the  convention 
of  the  Southwestern  Engineers  Society  at  El  Paso,  Texas,  and  to 
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viisit  the  Los  Angeles  and  San  Francisco  Sections  and  the  members 
at  SeatUe  and  Portland.  The  visit  to  the  latter  cities  was  note- 
worthy because  it  was  the  initial  official  visit  by  a  President  of  the 
Society  to  that  section  of  the  country. 

The  members  of  the  Local  Sections  Committee  *are:  D.  Robert 
Yamall,  Chmrman,  Louis  C.  Marburg,  Prof.  Walter  Rautenstrauch, 
Dean  Charles  Russ  Richards  and  Henry  B.  Sargent. 


STANDARDIZATION 

Sted  RoUer  Chains.  Following  committee  appointed:  C.  H.  Ben- 
jamin, Chairman;  G.  M.  Bartlett,  Secretary;  F.  V.  Hetzel,  E,  H. 
Ahara,  J.  R.  Cautley,  J.  J.  Flather  and  C.  E.  Whitney. 

Feedtoater  Heaters.  Following  committee  appointed:  V.  J.  Azbe, 
B.  L.  Baldwin,  T.  J.  Cookson,  G.  F.  Gebhardt,  J.  J.  Hoppes,  F.  E. 
IdeU. 

American  Engineering  Standards  Committee.  This  committee 
is  a  standardization  committee  of  the  national  engineering  societies 
to  cooperate  by  representation  on  a  proposed  Joint  Committee  com- 
pKDsed  of  three  representatives  each  from  the  national  engineering 
societies,  to  consider  and  report  back  to  their  respective  societies 
suggested  means  of  bringing  about  cooperation  in  the  formulation  of 
American  engineering  standards.  Our  appointees  are:  Henry  Hess 
and  W.  F.  Kiesd,  Jr. 

Gage  Committee.  In  cooperation  with  the  Society  of  Automotive 
Engineers  and  the  United  States  Navy,  the  following  committee  was 
appointed:  H.  E.  Harris,  Chairman,  John  H.  Barr,  Wm.  A.  Viall  and 
Dr.  L.  A.  Fischer  of  the  Bureau  of  Standards  —  acting  as  Secretary. 
The  purpose  of  this  committee  is  to  develop  a  central  bureau  for  the 
certification  of  gages  and  to  provide  adequate  facilities  for  certifying 
gages  used  throughout  the  United  States  in  the  manufacture  and  in- 
spection of  munitions  of  war. 

A  PubUc  Hearing  was  held  by  the  Joint  Committee  at  the  Annual 
Meeting  of  1917  at  which  were  present  representatives  of  important 
Grovemment  Departments,  both  Army  and  Navy,  the  British  Minis- 
try of  Munitions  of  War  in  the  United  States,  the  Canadian  Muni- 
tions Board  and  leading  munitions  manufacturers  and  makers  of 
gages.  The  hearing  was  called  for  the  purpose  of  considering  in  a 
broad,  patriotic  way,  what  could  be  done  to  accelerate  the  manu- 
facture of  munitions  and  to  provide  means  by  which  all  munitions, 
wherever  manufactured  should  be  interchangeable. 
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Power  Test  CommiUee.  A  public  meeting  of  the  Power  Test  Com- 
mittee was  held  during  the  Annual  Meeting  of  1917,  the  object  of 
which  was  to  discuss  the  various  testing  codes  as  published  by  the 
Society  and  to  aid  the  Power  Test  Conunittee  in  such  levisions  as 
might  be  needed  to  make  the  codes  of  the  greatest  service  to  the 
profession,  aftd  to  bring  them  up  to  date. 

The  members  of  the  Power  Test  Committee,  originally  numbering 
eight,  were  later  increased  to  twelve  (George  H.  3arrus,  Chairman), 
and  an  Advisory  Board,  appointed  consisting  of  15  members  of  the 
Society,  who  are  identified  with  manufacturers  and  users  of  power- 
plant  apparatus,  whose  duties  are  to  attend  the  public  hearings  of 
this  committee  and  to  confer  with  the  main  committee  whenever  so 
requested. 

A  sub-committee  on  Water  Wheels,  to  assist  in  framing  h  code, 
was  appointed,  with  delegates  from  the  American  Society  of  Civil 
Engineers,  the  American  Institute  of  Electrical  Engineers  and  the 
Committee  on  Prime  Movers  of  the  National  Electric  Light  Associa- 
tion. 

Committee  on  Limits  and  Tolerances  in  Screw  Thread  Fits,  The 
investigations  of  this  committee,  which  have  been  in  process  for  a 
number  of  years,  are  now  drawing  to  a  dose.  The  first  draft  of  its 
report  has  been  completed  and  reflects  much  credit  on  the  conunittee 
for  its  painstaking  care  and  tireless  efforts.  It  will  be  of  interest  at 
this  time,  therefore,  to  give  a  r&um6  of  the  work  of  the  conmiittee 
as  prepared  by  its  chairman,  Luther  D.  Burlingame: 

"During  the  years  following  the  appointment  of  this  conmiittee, 
many  meetings  have  been  held,  and  work  has  been  done  through  sub- 
committees, involving  a  great  amount  of  investigation  and  study. 

"A  request  sent  to  many  tap  makers  for  confidential  information 
showing  the  limits  allowed  for  their  commercial  work,  led  to  a  response 
by  a  number  of  leading  manufacturers,  giving  such  information. 
This  was  tabulated  and  compared.  Later,  sgme  of  the  tap  makers 
assisted  by  having  over  4000  taps  of  standard  sizes  from  i  in«  to  2  in. 
secured  from  a  number  of  different  makers  and  measured  for  errors  in 
lead,  in  order  to  obtain  the  average  variation  of  commercial  taps 
which  are  in  use  to-day. 

''Early  in  the  investigation,  a  meeting  of  screw  manufacturers 
and  users  was  called  at  Society  headquarters,  at  which  about  forty 
representatives  were  present,  and  the  matter  of  tolerances  and  limits 
in  screws  was  thoroughly  discussed  in  the  Ught  of  a  tentative  report 
which  this  committee  had  prepared.     This  meeting  resulted  in  the 
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appointment  of  a  sub-committee  to  assist  by  obtaining  data  from 
screw  manufactm'ers. 

''Through  this  sub-committee,  and  the  oflScers  of  the  A.S.M.E., 
over  5000  screws  were  obtained  from  the  regular  commercial  stock  of 
many  different  manufacturers,  representative  of  various  grades  and 
sixes  and  with  cut  and  rolled  threads.  These  screws  were  measured 
and  the  results  tabulated. 

"Sample  screws  and  nuts  were  prepared  having  varying  degrees 
of  error  in  diameter  and  lead,  and  from  these  it  was  determined  what 
would  be  the  maximum  error  allowable,  and  charts  were  made  to 
show  the  relation  of  taps  and  screws  measured  to  these  allowable 
limits. 

''Sample  gages  were  also  made  to  a  closer  limit  than  those  now 
proposed  by  the  conmiittee  in  order  to  learn  how  accurate  it  was 
practicable  to  make  conunercial  work.  These  gages  were  distributed 
without  stating  what  the  allowance  was  in  order  ihat  the  users  might 
not  be  prejudiced  by  thinking  the  limits  Were  closer  than  they  could 
work  to. 

Comparisons  were  also  made  with  the  allowances  and  tolerances^ 
recommended  by  the  British  Engineering  Standards  Committee. 

"A  number  of  designs  of  thread  gages  for  various  purposes  were 
submitted  to  40  prominent  manufacturers  and  users,  and  their  recom- 
mendations were  taken  under  consideration. 

"While  it  is  beUeved  that  eventually  three  grades  should  be  estab- 
lished, to  be  called  "Commercial,"  "Machine,"  and  "Precision" 
grades,  suitable  for  work  requiring  different  degrees  of  accuracy, 
"Machine"  grade  only,  from  i  in.  to  2  in.  diameter,  adapted  for 
general  work,  is  tabulated  in  the  present  report." 


BOILER  CODE 

The  first  pubUc  hearing  of  the  Boiler  Code  Committee,  under  the 
direction  of  its  chairman,  John  A.  Stevens,  was  held  during  the 
Annual  Meeting  of  1916  and  was  largely  attended  by  representatives 
of  the  industries. 

An  Executive  Committee  of  the  Boiler  Committee  was  appointed 
in  January  to  consider  questions  of  revision,  and  also  to  render  assist- 
ance to  the  Secretary  of  the  Committee  under  emergency  conditions. 
This  Committee  consists  of  the  following:  D.  S.  Jacobus,  Chairman^ 
Wm.  H.  Boehm,  Chas.  E.  Gorton,  S.  F.  Jeter,  W.  F.  Kiesel,  Jr.,  John 
A.  Stevens,  and  C.  W.  Obert.    The  publication  of  the  interpretations 
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in  The  Journal  has  been  continued  as  soon  as  approved  by  the 
Council. 

In  December  1916  the  American  Unifonn  Boiler  Code  Congress 
was  held  in  Washington,  D.  C,  under  the  auspices  of  the  Industrial 
Commission  of  the  State  of  Ohio,  and  the  American  Uniform  Boiler- 
Law  Society.  This  was  a  gathering  of  representatives  of  the  various 
states  interested  in  a  uniform  boiler  code,  which  had  been  called  by 
the  Industrial  Commission  of  the  State  of  Ohio,  and  which  proved  an 
important  factor  in  the  movement  for  promulgation  of  the  Code 
throughout  the  United  States.  The  Congress  was  attended  by  many 
influential  members  of  the  Society  who  spoke  on  the  subject  of 
standardization  and  uniformity,  and  also  by  others  who  are  promi- 
nent in  the  boiler-manufacturing  and  l^islative  fields. 

At  the  end  of  the  fiscal  year,  1917,  the  A.S.M.E.  Boiler  Code  is 
found  to  be  operative  in  nine  states  and  eight  cities  as  follows: 


New  York         • 

Chicago 

Pennsylvania 

Erie,  Pa. 

New  Jersey 

Kansas  City 

Ohio 

Scranton,  Pa. 

Indiana 

Detroit 

Michigan 

Philadelphia 

Wisconsin 

St.  Joseph,  Mo 

Minnesota 

St.  Louis,  Mo. 

California 

It  is,  moreover,  used  even  in  the  Republic  of  Argentine,  the  Re- 
public of  Paraguay,  and  New  Zealand.  Also  the  Government  speci- 
fies boilers  in  use  at  the  Canal  Zone  and  according  to  Specification 
No.  2362  for  power-plant  equipment  at  the  Naval  Training  Station, 
Newport,  R.  I.,  boilers  and  accessories  used  by  this  department  are 
to  be  constructed  to  the  A.S.M.E.  Boiler  Code.  In  addition  great 
interest  is  being  taken  in  the  adoption  of  the  Code  in  a  number  of 
other  localities,  including  the  states  of: 

Washington  Rhode  Island 

Oregon  New  Hampshire 

Texas  South  Dakota 

Tennessee  Iowa 

Kansas  Utah 

and  several  of  the  provinces  of  Canada. 
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SPECIAL  AND   ANNUAL   COMMITTEES 

Engineering  Resources.  Followmg  appointments:  George  J. 
Foran.  Chairman,  C.  M.  Allen,  John  H.  Barr,  A.  D.  Blake,  and  H.  C. 
Meyer,  Jr. 

Increase  of  Membership  Committee.  Effective  work  has  been  done 
by  this  committee  in  cooperating  with  the  general  Membership  Com- 
mittee in  keeping  the  grade  of  the  membership  up  to  the  highest 
mark. 

The  Increase  of  Membership  Committee  has  been  reorganized 
and  is  now  composed  of:  A.  L.  Williston,  Chairman;  R.  M.  Dixon, 
Chairman  Finance  Committee. 

Chairmen  of  Subcommittees  on  Increase  of  Membership: 


Albany  —  L.  C.  Brooks 
Atlanta  —  Park  A.  Dallis 
Birmingham  —  C.  B.  Davis 
Boston  —  A.  L.  Williston 
Buffalo  —  W.  H.  Carrier 
Chicago  —  Philip  K.  Engbl 
Cincinnati  —  John  T.  Faig 
Cleveland  —  Arthur  G.  McKee 
Detroit  —  S.  J.  Hoexter 
Erie  —  H.  S.  Noble 
Indianapolis  —  L.  G.  Long 
Los  Angeles  —  H.  E.  Brett 
'Michigan  —  H.  H.  Esseutyn 
Milwaukee  —  Fred.  H.  Dorner 
Minnesota  —  Max  Toltz 


New  Haven  —  E.  H.  Lockwood 
New  Orleans  —  A.  M.  Lockett 
New  York  —  J.  A.  Kinkbad 
Ontario  —  C.  R.  Burt 
Philadelphia  —  T.  C.  McBridb 
Pittsburgh  —  R.  Hodgkinson 
Rochester  —  Lucien  Buck 
St.  Louis  —  John  Hunter 
San  Francisco  —  C.  T.  Hutchinson 
Schenectady  —  L.  C.  Brooks 
Seattle  —  Robert  M.  Dyer 
Tennessee  —  E.  C.  Patterson 
Troy  —  L.  C.  Brooks 
Worcester  —  E.  H.  Reed 


The  Committee  has  been  doing  most  effective  work  in  cooperating 
with  the  general  Membership  Committee  in  keeping  the  grade  of  the 
membership  up  to  the  highest  mark. 

Nominating  CommitteCy  consisting  of  L.  E.  Strothman,  WiUis  H. 
Carrier,  Frederick  W.  Gay,  A.  M.  Lockett  and  Paul  B.  Morgan  re- 
ported that  after  considering  the  communications  from  the  member- 
ship and  as  a  result  of  several  meetings  of  the  committee  and  con- 
ferences with  the  Sections,  the  following  were  selected : 

For  Presidenl,  for  one  year: 

Chablbs  T.  Main,  Boston,  Mass. 

For  Vice-Residents,  for  two  years: 
Spbncbb  Miller,  New  York,  N.  Y. 
.  Max  Toltz,  St.  Paul,  Minn. 
John  Hunter,  St.  Louis,  Mo. 
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For  Managers,  for  three  years: 
Fred  A.  Geier,  Cincinnati,  O. 
D.  Robert  Yarnall,  Philadelphia,  Pa. 
Fred  N.  Bushnbll,  Boston,  Mass. 

For  Treasurer: 

William  H.  Wilet,  New  York,  N.  Y. 

CommiUee  on  Am,Soc,M,E,  Junior  Prizes.  No  award  of  the 
Junior  Prize  was  made  this  year. 

STUDENT  BRANCHES 

That  the  spirit  of  cooperation  existing  in  the  engineering  profession 
is  extending  to  our  coining  engineers,  is  reflected  in  the  forty-five 
Student  Branches.  On  March  24  a  joint  meeting  of  the  Branches 
at  Leland  Stanford  University  and  the  University  of  California  was 
held  at  the  latter  university. 

In  the  E^t  a  joint  meeting  was  held  in  the  Engineering  Societies 
Building,  in  which  the  students  of  Branches  of  the  following  colleges 
participated:  Columbia  University;  New  York  University;  The 
Pennsylvania  State  College;  Polytechnic  Institute  of  Brooklyn; 
Rensselaer  Polytechnic  Institute;  Stevens  Institute  of  Technology; 
and  Syracuse  University. 

New  Student  Branches  have  been  established  at  Johns  Hopkins 
University,  University  of  Pittsburgh,  University  of  Washington 
(Seattle),  University  of  Oklahoma  and  Oregon  Agricultural  College. 

During  the  year  1916-1917  there  were  held  212  meetings  of 
Student  Branches  and  in  addition  conferences  of  Student  Branch 
representatives  at  the  Annual  Meetings  both  of  1916  and  1917. 

CommiUee  on  Am.Soc.M.E.  Stvdent  Prizes.  Student  prize 
awarded  to  Messrs.  H.  R.  Hammond  and  C.  W.  Holmberg  for  their 
paper  on  Study  of  Surface  Resistance  with  Glass  as  the  Transmission 
Medium. 

REPRESENTATION 

Trustees  of  United  Engineering  Society,  E.  G.  Spilsbury  was 
elected  to  the  Board  of  Trustees  of  the  United  Engineering  Society 
for  this  year.  The  representatives  now  on  the  Board  are:  John  R. 
Freeman,  I.  E.  Moultrop  and  E.  G.  Spilsbury. 

Engineering  Foundation.  Dr.  W.  F.  M.  Goss  and  E.  G.  Spilsbury 
are  the  Society's  representatives  on  the  Board  of  the  Engineering 
Foundation. 
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John  Fritz  Medal.  John  R.  Freeman  on  the  expiration  of  a  four 
years'  term  was  reappointed  on  the  John  Fritz  Medal  Board.  The 
representatives  of  the  Society  are:  Ambrose  Swasey,  John  A.  Bras- 
hear,  Frederick  R.  Hutton  and  John  R.  Freeman. 

'  The  John  Fritz  Medal  was  awarded  to  Dr.  Henry  Marion  Howe, 
in  January  for  ''investigations  in  metallography  of  iron  and  steel/' 
and  was  presented  to  him  in  the  auditorium  of  the  Engineering 
Societies  Building,  New  York,  on  the  evening  of  Thursday,  May  10, 
1917. 

Engineering  Council.  The  following  appointments  were  made  on 
the  Ehigineering  Council:  Charles  Whiting  Baker,  John  H.  Barr. 
Arthur  M.  Greene,  Jr.,  Ira  N.  HoUis,  D.  S.  Jacobus. 

Naiional  Security  League.  F.  H.  Clark,  C.  C.  Thomas  and  Major 
William  H.  Wiley  were  the  Society's  del^ates  at  the  Congress  of 
CJonstructive  Patriotism  held  at  Washington,  July  25-26-27. 

North  Carolina  College  of  Agriculture  and  Mechanic  Arte.  Pro- 
fessor Satterfield  was  the  Society's  representative  at  the  inauguration 
of  Professor  Ruddick  as  president  of  the  North  Carolina  College  of 
Agriculture  and  Mechanic  Arts. 

American  Institute  of  Architects.  In  response  to  an  invitation  of 
the  American  Institute  of  Architects  to  a  conference  with  its  Com- 
mittee on  Quantity  System,  Prof.  J.  W.  Roe  was  appointed  special 
representative  for  the  first  conference. 

Rivers  and  Harbors  Congress.  Genl.  Wm.  H.  Bixby  was  appointed 
to  represent  the  Society  at  the  convention  of  the  Rivers  and  Harbors 
Congress,  December  5,  6  and  7,  1917. 

CatskiU  Aqueduct  Cdehraiion.  The  United  Engineering  Societies' 
Committee,  consisting  of  Samuel  Sheldon,  Chairman;  Charles  Warren 
Hunt,  Calvin  W.  Rice  and  E.  Gybbon  Spilsbury,  in  cooperation  with 
the  sub-committee  of  the  Mayor's  Catskill  Aqueduct  Celebration 
Committee,  on  Art,  Scientific  and  Historical  Exhibitions  participated 
in  the  arrangements  for  the  commemoration  of  the  completion  of  the 
Catskill  Aqueduct.  The  celebration  commenced  on  October  12, 1917, 
with  appropriate  exercises,  such  as  turning  on  the  Catsldll  water  at 
new  fountains  in  City  Hall  and  Central  Parks;  emptying  the  lower 
Croton  reservoir,  now  to  be  abandoned;  civic  parade;  exercises  in  the 
public  schools  and  exhibitions  by  the  historical,  scientific  and  art 
societies. 

Under  the  auspices  of  the  United  Engineering  Societies  Committee 
and  the  Sub-Committee  on  Art,  Scientific  and  Historical  Exhibitions, 
an  Aqueduct  Celebration  by  engineers  was  held  in  the  Engineering 
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Societies  Building,  New  York,  with  addresses  by  Hon.  John  Purroy 
Mitchel  and  Major-General  George  W.  Goethals,  and  an  illustrated 
lecture  on  the  Catskill  Aqueduct  by  A.  D.  Flinn,  deputy  chief  engi- 
neer of  the  Metropolitan  Board  of  Water  Supply. 

Engineering  Co&peraiion  Conference.  Paul  P.  Bird,  H.  C.  Gardner 
and  Calvin  W.  Rice  were  appointed  representatives  to  the  conference 
on  Engineering  Codperation  held  in  Chicago,  March  28  and  29,  1917. 

Military  Engineering  Committee,  The  Committee  on  Officers 
Engineer  Reserve  Corps  of  this  Society,  which  is  part  of  a  joint  com- 
mittee embracing  other  engineering  societies,  was  requested  to  con- 
tinue and  to  act  with  the  other  engineering  societies  and  the  United 
States  Government  so  that  there  will  be  one  central  committee  of  the 
engineering  profession  which  shall  assist  the  government,  and  that 
the  conunittee  has  power  to  select  a  suitable  name,  also  to  add  to  its 
membership. 

National  Research  Council  —  Engineering  Committee.  In  response 
to  the  invitation  of  the  National  Research  Council,  W.  F.  Durand 
and  Chas.  D.  Young  were  nominated  as  representatives  of  this  So- 
ciety on  the  Ekigineering  Committee  of  the  National  Research 
Council. 

Anglo-American  Conference.  Invitation  from  Aircraft  Production 
Board  to  the  London  conference.  James  Hartness  was  appointed 
representative. 

Coal  Conservation.  Request  from  the  Fuel  Administrator  for  co- 
operation in  the  matter  of  coal  conservation  resulted  in  following 
appointments:  as  consulting  engineers  to  the  Bureau  of  Mines,  Charles 
L.  Edgar,  L.  P.  Breckenridge,  R.  H.  Femald,  Carl  Schultz,  Charles 
Russ  Richards;  for  the  U.  S.  Chamber  of  Commerce  Fuel  Committee, 
the  request  being  made  that  Dr.  Ira  N.  Hollis,  President,  serve  as  one 
of  the  members,  the  President  appointed  in  addition,  J.  W.  Lieb,  L.  P. 
Breckenridge  and  F.  H.  Clark. 

Bureau  of  Mines.  The  Society's  Standing  Committee  on  Re- 
search has  been  appointed  a  Special  Advisory  Committee  of  the  U.  S. 
Bureau  of  Mines,  and  the  following  sub-committees  have  also  been 
appointed  to  cooperate  with  the  Bureau:  Sub-Conmiittee  on  Mining 
Equipment;  Sub-Conunittee  on  Fuels. 

Commission  on  Gunmounts.  Representatives  of  this  Society  on 
commission  to  determine  style  on  gunmounts  for  the  U.  S.  Army  are 
Dr.  Ira  N.  Hollis  and  Dr.  D.  S.  Jacobus. 

Washington  Awardy  Western  Society  of  Engineers.  The  Council 
received  a  request  from  the  Western  Society  of  Engineers  through  its 
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Past-President,  W.  B.  Jackson,  member  of  the  Council  of  the  Society, 
to  appoint  two  representatives  on  the  Washington  Award  Board. 
This  award  is  to  be  annually  presented  to  the  engineer  whose  work 
has  been  most  noteworthy  for  promoting  the  public  welfare.  The 
President  appointed  Charles  Whiting  Baker  and  M.  E.  Cooley  as  the 
Society's  representatives. 

SIR  WILLIAM  H.    WHITE  MEMORIAL 

Shortly  after  the  death  of  Sir  William  H.  White,  on  February  27, 
1913,  a  movement  was  initiated  to  establish  a  suitable  memorial  in 
his  honor,  which  resulted  in  subscriptions  amounting  to  over  $16,000. 
A  considerable  number  of  the  members  of  the  A.S.M.E.  responded  to 
the  invitation  to  subscribe  to  this  fimd  and  a  goodly  sum  was  sent  to 
the  committee  in  England  in  the  name  of  our  Society,  of  which  Sir 
William  was  an  Honorary  Member. 

The  memorial  has  taken  three  forms: 

(1)  The  "Sir  William  White  Research  Scholarship  in  Naval 
Architecture,"  which  is  to  be  administered  by  the  Council 
of  the  Institution  of  Naval  Architects  with  a  fund  of 
nearly  $14,000. 

(2)  A  donation  to  Westminster  Hospital  of  $500. 

(3)  A  portrait  panel  in  marble  of  Sir  William  erected  in  the 

Entrance  Hall  of  the  Institution  of  Civil  Engineers  in 
London,  in  which  about  $1500  is  invested. 
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MEETINGS  JANUARY— JUNE 

MEETINGS  OF  SECTIONS 

TOURING  the  first  six  months  of  the  year  seventy-nine  meetings 
were  held  by  the  twenty  organized  Sections  of  the  Society,  the 
Providence  Engineering  Society,  an  affiliated  body,  and  the  A.S.M.E. 
members  residing  in  Meriden,  Conn.,  or  thirteen  more  than  in  the 
corresponding  period  in  1916.  Eighteen  of  these  meetings  were 
gatherings  in  which  Sections  in  nine  cities  cooperated  with  local  tech- 
nical organizations  or  branches  of  other  national  engineering  societies. 
Twelve  Sections  were  visited  and  addressed  by  Dr.  Hollis,  President 
of  the  Society.  Among  the  more  noteworthy  events  were  the  two- 
day  meetings  held  by  the  Minnesota  and  Boston  Sections,  the  first 
including  a  banquet  and  reception  to  Dr.  Hollis  and  a  symposium  on 
steam  locomotives,  and  the  second  dealing  with  extraordinary 
thoroughness  with  important  problems  in  power  generation  in  its 
three  technical  sessions.  A  number  of  the  papers  of  more  general 
interest  which  were  presented  at  these  meetings  were  published  in 
The  Journal  during  1917. 

BUFFALO,  JANUARY  3 

First  convivial  night  of  the  Bu£falo  Engineering  Society,  in  which 
mechanical,  electrical,  civil,  motor-car  and  other  engineers  partici- 
pated. 

DETROIT,   JANUARY  3 

Address  by  President  Ira  N.  Hollis,  on  The  Scope,  Purpose  and 
Opportimities  of  the  Local  Section.  Other  addresses  were  given  by 
Theodore  A.  Leisen,  A.  A.  Meyer,  Horace  Lane,  Clarence  W.  Hubbell 
and  Walter  S.  Russel. 

CHICAGO,  JANUARY  5 

Dr.  Ira  N.  Hollis,  President,  Am.Soc.M.E.,  addressed  the  meeting 
on  The  Status  of  the  Engineer  and  His  Relation  to  Society. 

27 


Digitized  by  VjOOQIC 


28  SOCIETY^AFFAIRS 

MILWAUKEE,   JANUARY   9 

Subject:  The  Place  of  the  Engineer  and  the  Engineering  Society 
in  Modem  Life,  Dr.  Ira  N.  Hollis,  President,  Am.Soc.M.E. 

NEW  YORK,  JANUARY  9 

Subject:  Industrial  Preparedness  in  Its  Relation  to  Navy  Yard 
Administration,  Commander  E.  P.  Jessop,  U.S.N. 

ATLANTA,  JANUARY   17 

Address:  The  Place  of  the?  Engineer  and  the  Engineering  Society 
in  Modem  life,  Dr.  Ira  N.  Hollis,  President,  Am.Soc.M.E. 

BUFFALO,   JANUARY    17 

Illustrated  Address:  Highway  Bridges,  Charles  M.  Spoflford; 
followed  by  Frank  D.  Jackson,  who  gave  some  of  his  experiences  with 
bridges. 

CINCINNATI,   JANUARY   18 

Joint  meeting  with  the  Engineers'  Club  of  Cincinnati.  Paper: 
Modem  Intemal-Combustion-Engine  Ignition,  J.  H.  Hunt. 

CHICAGO,  JANUARY   19 

Illustrated  Lecture:  Problems  in  Waste  Disposal,  Henry  A.  Allen. 
Abstract  published  in  The  Journal,  August  1917. 

INDIANAPOLIS,  JANUARY   19 

Joint  meeting  with  the  Indianapolis  Engineering  Society  and  the 
Indianapolis-Lafayette  section  of  the  American  Institute  of  Electrical 
Engineers.  Subject:  Flow  Values  through  a  Manufacturing  Plant, 
Harrington  Emerson. 

•  NEW  ORLEANS,  JANUARY  22 

Joint  meeting  with  the  Louisiana  Association  of  Members  of  the 
American  Society  of  Civil  Engineers.  Subject:  Oil  Burning,  B.  S. 
Nelson.    Published  in  The  Journal,  June  1917. 

BIRMINGHAM,  JANUARY  24 

Illustrated  Lecture:  The  Locomotive  Firebox  and  Combustion 
Chamber,  J.  T.  Anthony..  Abstract  published  in  The  Journal, 
September  1917. 
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LOS  ANGELES,   JANUARY  24 

Subject:  How  Cities  in  the  United  States  are  Disposing  of  Their 
Sewage.    Speakers:  T.  D.  Allin  and  R.  V.  Orbison. 

PROVIDENCE,  JANUARY  24 

Subject:  Some  Mechanical  Analogies  in  Electricity,  Prof.  William 
S.  Franklin. 

MINNESOTA,   JANUARY  25 

Joint  meeting  with  the  American  Institute  of  Electrical  Engineers, 
held  at  the  University  of  Minnesota.  Discussion  by  Charles  L. 
Pillsbury  on  What  is  Valuation?  followed  by  E.  H.  Smith,  who  spoke 
on  Oxy-Acetylene  Welding  and  Cutting. 

BUFFALO,   JANUARY  31 

Subject:  Metallic  Alloys,  with  Particular  Reference  to  Brass  and 
Steel,  William  M.  Corse.  Abstract  published  in  The  Journal, 
April  1917. 

ST.   LOUIS,  JANUARY  31 

Joint  meeting  with  the  Associated  Engineering  Societies.  Paper: 
Cotton-Mill  Design,  George  R.  Wadleigh. 

PHILADELPHLA,    FEBRUARY   1 

Joint  meeting  with  The  Franklin  Institute.  Paper:  By-Product 
Coke  and  Coking  Operations,  C.  J.  Ramsburg  and  F.  W.  Sperr,  Jr. 
Published  in  this  volume. 

ATLANTA,   FEBRUARY  5  AND   6 

Devoted  to  the  entertainment  of  Prof.  L.  P.  Breckenridge.  At  a 
luncheon  tendered  to  him.  Professor  Breckenridge  spoke  of  the  ad- 
vantages of  the  different  Sections. 

BOSTON,    FEBRUARY  7 

Annual  banquet,  jointly  with  the  American  Institute  of  Electrical 
EIngineers  and  the  Boston  Society  of  Civil  Engineers.  Addresses  by 
Dr.  Ira  N.  HoUis,  President,  Am.Soc.M.E.,  Prof.  Elihu  Thomson,  Dr. 
Hugh  Cabot,  Richard  A.  Hale,  and  E.  W.  Ewartz. 

PROVIDENCE,    FEBRUARY  7 

Subject:  Structural  Engineering-.  Discussion  opened  by  Thomas 
H.  Coe. 
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BIRMINGHAM,    FEBRUARY  8 

Subject:  Illumination,  Prof.  A.  A.  Wittig. 

BALTIMORE,   FEBRUARY  9 

Illustrated  Address:  The  Flow  of  Values  through  an  Industrial 
Plant,  Harrington  Emerson. 

PROVIDENCE,    FEBRUARY  9 

Address:  Organization  of  Industrial  and  Technical  Education 
Section,  Frederick  W.  Putnam. 

ST.   LOUIS,   FEBRUARY   10 

Illustrated  lecture  by  Louis  C.  Nordmeyer,  on  China,  outlining 
his  experiences  while  engaged  in  important  engineering  work  in 
Shanghai. 

ERIE,   FEBRUARY   13 

Meeting  of  the  Engineers'  Society  of  Northwestern  Pennsylvania, 
to  which  the  Section  was  invited.  Resolution  passed  to  affiUate 
with  the  Erie  Section. 

NEW  YORK,   FEBRUARY   13 

Address:  The  Engineer  and  Organization,  Dr.  Ira  N.  Hollis, 
President,  Am.Soc.M.E.,  followed  by  a  paper  on  Narrow-Gage  Motor 
Cars,  by  C.  W.  Hunt. 

PROVIDENCE,    FEBRUARY    13 

Subject:  The  Units  of  Measurement  in  Relation  to  the  Metric 
System,  Luther  D.  Burlingame. 

ST.   LOUIS,   FEBRUARY   14 

Joint  meeting  of  the  Associated  Engineering  Societies  of  St.  Louis 
with  the  American  Society  of  Engineering  Contractors.  Address: 
The  Workmen's  Compensation  Law,  Akoy  S.  Phillips. 

BUFFALO,   FEBRUARY    15 

Illustrated  Address:  The  Design  of  the  Latest  Development  of 
MiUing  Cutter,  Henry  A.  Brown. 

CINCINNATI,   FEBRUARY    15 

Joint  meeting  with  the  Engineers'  Club  of  Cincinnati.  Papers: 
Combined  Stresses,  A.  Lewis  Jenkins,  published  in  The  Journal, 
August  1917;  The  Doble  Steam  Car,  Abner  Doble,  published  in  The 
Journal,  April  1917. 
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BUFFALO,    FEBRUARY  28 

Lecture:  Pure  Science  Applied  to  Engineering,  Charles  F.  Ketter- 
ing. 

PROVIDENCE,    FEBRUARY   28 

Illustrated  Address:  Edison,  His  life  and  Achievements,  M.  II. 
Hutchison. 

BUFFALO,   MARCH  7 

Address  by  Dr.  Ira  N.  Hollis,  President,  Am.Soc.M.E.,  on  Ser- 
vices to  Our  Country  in  This  Crisis.  Other  addresses  by  John 
Younger,  William  Elmer,  Major  Frank  S.  Sidway,  A.  Conger  Good- 
year, Evan  Hollister,  Charles  M.  Manly,  and  Herbert  A.  Meldrum. 

ST.   LOUIS,   MARCH  7 

Subject:  The  Design  of  Diesel  Engines,  H.  R.  Setz. 

ATLANTA,   MARCH  8 

Election  of  Officers:  Oscar  Elsas,  Chairman;  Cecil  P.  Poole, 
Secretary;  Robert  Gregg,  J.  N.  C.  Nesbit  and  Earl  F.  Scott. 

BOSTON,   MARCH  8 

Joint  meeting  with  the  American  Institute  of  Electrical  Engineers. 
Paper:  Electric  Transmission  for  Motor  Cars,  W.  B.  Potter.  Illus- 
trated. 

MERIDEN,   MARCH   9 

Paper:  Isolated  Power  Plant,  Charles  N.  Flagg,  Jr. 

MINNESOTA,    MARCH   9  AND    10 

March  9:  Banquet  and  entertainment  tendered  to  Dr.  Ira  N. 
Hollis,  President,  Am.Soc.M.E.  Addresses  by  Dr.  Hollis,  Dr.  G.  E. 
Vincent,  and  Dr.  Marion  L.  Burton. 

March  10:  Symposiimi  on  Steam  Locomotives,  held  at  the  Uni- 
versity of  Minnesota.  Papers:  Historical  Development  of  the  Loco- 
motive, J.  V.  Martenis;  The  Locomotive  of  Today,  Max  Toltz; 
Modem  Locomotive  Practice,  T.  A.  Foque;  Superheater  Develop- 
ment in  America,  Geo.  L.  Bourne;  Use  of  Pulverized  Fuel  on  Loco- 
motives, John  E.  Muhlfeld;  Ekjonomy  of  the  Locomotive  Super- 
heater, R.  M.  Ostermann;  Locomotive  Feedwater  Heating,  George 
M.  Basford;  Metal  Alloys  Used  in  Locomotives,  G.  L.  Hoyt.  Ab- 
stracts published  in  The  Journal,  September  1917. 
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INDIANAPOLISi   MARCH    12 

Joint  meeting  with  the  Engineers*  Club  of  Indianapolis.  Address 
by  Dr.  Ira  N.  Hollis,  President,  Am.Soe.M.E.,  on  the  Relation  of  the 
Engineer  in  Civil  Life  to  the  Present  National  Crisis. 

BALTIMORE,   BiARCH   13 

Illustrated  Address:  Safety  Work  on  the  Baltimore  and  Ohio 
Railroad,  John  T.  Broderick. 

NEW  YORK,   MARCH    13 

Paper:  Mobile  Armament  for  Defense,  Andrew  M.  Coyle. 
Abstract  published  in  The  Journal,  August  1917. 

BUFFALO,    MARCH    14 

Karl  W.  Zinmierschied  spoke  on  the  necessity  of  standardization 
as  a  measure  of  industrial  preparedness. 

PHILADELPHIA,   MARCH    15 

Joint  meeting  with  The  Franklin  Institute.  Address:  Design, 
Construction  and  Equipment  of  a  Modem  Military  Aeroplane, 
Jerome  C.  Himsaker. 

CHICAGO,    MARCH    16 

General  discussion  of  the  problems  presented  in  the  training  of  the 
young  engineer. 

MILWAUKEE,   MARCH   21 

Address  by  Capt.  W.  A.  Moffat,  U.S.N.,  Commandant  of  the  Navy 
Training  Station  at  Great  Lakes,  111.,  advocating  the  building  of  sea 
giants  by  the  United  States. 

PROVIDENCE,    MARCH   26 

Subject:  Planning-Room  Functions,  F.  E.  Cooper. 

PHILADELPHIA,   MARCH   27 

Joint  meeting  with  the  Philadelphia  Chapter  of  the  American 
Society  of  Heating  and  Ventilating  Engineers.  Address:  District 
Heating,  Walter  J.  Kline. 

PROVIDENCE,   MARCH  28 

Addresses  on  The  Engineer  and  Organization  by  Dr.  Ira  N.  Hollis, 
President,  Am.Soe.M.E.,  George  H.  Pegram,  President,  Am.Soc.C.E., 
and  Harold  W.  Buck,  President,  A.I.E.E. 
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PHILADELPHIA,   BiARCH  30 

Banquet  at  the  Bellevue-Stratford  Hotel,  in  honor  of  the  40th 
anniyersaiy  of  The  Engineers'  Club  of  Philadelphia. 

NEW   ORLEANS,   APRIL  2 

Joint  meeting  with  the  New  Orleans  Association  of  Civil  Engi- 
neers. Subject:  Preparedness,  A.  M.  Lockett.  Published  in  The 
JoxTBNAL,  June  1917. 

BOSTON,   APRIL  4  AND  5 

Joint  meeting  with  the  American  Institute  of  Electrical  Engineers. 
First  session  held  at  the  Engineers'  Club  on  the  evening  of  April  4. 
The  technical  session  was  devoted  to  the  general  subject  of  Recent 
Developments  in  Steam  Generation.  Papers:  Developments  in  Fuel 
Oil  vs.  Coal,  Frederick  Ewing;  Up-to-date  Stoker  Practice,  Sanford 
Riley;  EDgh  Pressures  and  Temperatures  in  a  Modem  Station,  I.  E. 
Moultrop;  ELigh-Temperature  Insulation  of  Boiler  Settings,  P.  A. 
Boeck.  Prof.  L.  S.  Marks  also  reviewed  the  recent  work  of  Messrs. 
Kreiainger,  Ovitz  and  Augustine  on  Combustion  in  Hand-Fired 
Boilers. 

Afternoon  session,  April  5,  on  Isolated  Plants  and  Central  Stations. 
Papers:  Principal  Factors  in  the  Selection  of  Sources  of  Power, 
Walter  N.  Polakov;  Interesting  Isolated  Power  Plants,  A.  R.  Meek; 
An  Isolated  Power  Plant  in  Connection  with  a  Factory  near  Boston, 
William  G.  Starkweather;  Engineering  Features  and  Results  at  the 
Holyoke  Municipal  Plant,  John  J.  Kirkpatrick;  Codperation  Be- 
tween Isolated  Plants  and  Central  Stations,  Percival  R.  Moses  and 
W.  F.  Schaller. 

Ehrening  session,  April  5,  on  Developments  of  Prime  Movers,  Con- 
densers, Auxiliary  Equipment,  Etc.  Papers:  The  Discussion  of 
E^ngineering  Subjects  by  Engineering  Societies,  brief  address  by  John 
A.  Stevens;  Engineering  Features  of  Combined  Heat  and  Power 
Distribution,  R.  A.  Langworthy;  Turbine  Development  in  Recent 
Years,  brief  address  by  Dr.  L.  C.  Loewenstein;  Recent  Developments 
in  Condensers  and  Modem  High  Vacuum,  Charles  H.  Bromley. 

BUFFALO,    APRIL  4 

Address:  Vocational  Training,  Arthur  S.  Hurrell. 
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CHICAGO,   APRIL  4 

Dinner  Meeting.  Address:  Oxy-Acetylene  Welding,  J.  Philip 
Furbeck. 

NEW  YORK,   APRIL    10 

Paper:  Standards  of  Business  Success,  Earle  Buckingham. 

BIRMINGHAM,   APRIL   11 

Address:  Technical  Writing,  Prof.  M.  Thomas  Fullan. 

ST.  LOUIS,   APRIL   11 

Joint  meeting  with  the  Engineers'  Club.  Paper:  Some  Unusual 
Applications  of  the  Diesel  Engine,  H.  R.  Setz.    Illustrated. 

BALTIMORE,  APRIL   12 

Address:  Munitions  and  Preparedness,  Alten  S.  Miller. 

MERIDEN,  APRIL   12 

Address  by  E.  P.  Bullard  on  the  Bullard  Machine  Company's  new 
emplo3rment  plan. 

BUFFALO,  APRIL  18 

Paper:  A  History  of  Aviation,  Charles  M.  Manly.' 

ST.  LOUIS,  APRIL   18 

Subject:  Refrigeration  Problems  of  a  Modem  Hotel. 

NEW  HAVEN,   APRIL   19 

Spring  Meeting.  Afternoon  Session:  Paper:  Water  Works  Pump- 
ing Engines,  Herbert  C.  Nickerson,  followed  by  excursions  to  the  large 
pumping  stations  at  Lake  Whitney  and  Lake  Saltonstall. 

Evening  Session:  Papers:  The  Development  of  the  Centrifugal 
Pump,  F.  F.  Nickel,  illustrated;  Pumping  Machinery  for  Industrial 
Purposes,  H.  M.  Chase,  illustrated. 

DETROIT,   APRIL  20 

Dinner,  followed  by  address  on  Leonardo  da  Vinci,  Artist,  Phil- 
osopher and  Ekigineer,  John  W.  Lieb. 

PROVIDENCE,   APRIL  23 

Subject:  Routing  —  Principles,  Machine  Symbols. 
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PHILADELPHIA,   APRIL  24 

Paper:  Recent  Developments  in  V-Notch  Weir  Measurement, 
D.  Robert  Yamall.    Ulnstrated. 

BUFFALO,  MAY  2 

Election  of  Officers:  President,  F.  A.  Lidbury;  First  Vice- 
President,  D.  W.  Sowers;  Secretary,  F.  B.  Hubbard;  Treasurer, 
W.  M.  Dollar;  Directors,  H.  B.  Alverson,  F.  E.  Cardullo. 

PROVIDENCE,   MAY  2 

Second  annual  banquet  of  Providence  Engineering  Society. 
Addresses  by  Mayor  Gainer,  Capt.  M.  de  Jamy,  Capt.  Nathan  Horo- 
witz, M.  S.  Davidson,  Dr.  Ira  N.  Hollis,  President,  Am.Soc.M.E., 
and  Prof.  Albert  Van  Hecke. 

MERIDEN,   MAY  3 

Illustrated  Lecture:  The  Steam  Turbine,  J.  Breslav. 

NEW  YORK,   MAY  8 

Illustrated  Address:  The  Poppet-Valve  Steam  Engine,  Signed 
Rosenzweig.    Published  in  The  Journal,  September  1917. 

MINNESOTA,  MAY   10 

Illustrated  Lecture:  Coke  and  Its  By-Products,  K.  C.  Richards. 

BIRMINGHAM,  MAY   16 

Annual  Meeting.  Moving  pictures  illustrating  the  old  and  new 
methods  of  cooking  —  coal  vs.  electricity,  followed  by  an  address  by 
R.  E.  Brakeman,  Section  Chairman,  giving  a  review  of  the  progress 
the  past  year.  Election  of  Officers:  Chairman,  J.  H.  Klinck;  Vice- 
Chainnan,  W.  P.  Caine;  Secretary,  J.  G.  Hatman;  and  Paul  Wright 
and  R.  E.  Brakeman. 

ST.   LOUIS,   MAY   16 

Subject:  The  Measuregraph,  W.  R.  Blair. 

CHICAGO,   MAY   18 

Address:  The  War  Situation  of  Today,  S.  J.  Duncan-Clark. 
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PROVIDENCE,   MAY  21 

Subject:  Time  and  Motion  Study. 

PHILADELPHIA,   MAY  22 

Address:  Engineering  of  Men,  Willard  Beahan. 

WORCESTER,   JUNE  5 

Address  by  Dr.  Ira  N.  HoUis,  President,  Am.Soc.M.E.,  on  the  war 
situation. 

BUFFALO,   JUNE   7 

Illustrated  talk  by  Chester  L.  Lucas  on  the  manufacture  of  9.2-in. 
high-explosive  howitzer  shells. 

WORCESTER,   JUNE   28 

Motion-picture  film  shown,  representing  the  manufacture  of 
9.2-iD.  howitzer  shells. 

THE   SPRING   MEETING 

CINCINNATI,   OHIO,   MAY  21   TO  24 

The  Spring  Meeting  of  the  Society,  held  in  Cincinnati,  Ohio,  May 
21  to  24,  with  headquarters  at  the  Hotel  Sinton,  was  by  far  the  best 
attended  midyear  convention  in  its  history,  the  total  registration 
being  868,  of  which  410  were  members. 

The  professional  program,  in  charge  of  the  Committee  on  Meet- 
ings, arranged  for  seven  professional  sessions:  two  mimitions  ses- 
sions, one  general  session,  one  machinenshop  session,  one  gas-power 
session,  an  industrial-safety  session,  and  one  joint  session  with  the 
National  Machine  Tool  Builders*  Association.  On  account  of  the 
lively  interest  developed  in  the  discussion  of  the  munitions  papers, 
it  was  found  necessary  to  provide  a  third  session  for  the  purpose. 

The  joint  session  with  the  National  Machine  Tool  Builders'  Asso- 
ciation was  a  noteworthy  event  arranged  by  the  Local  Committees 
to  show  the  consideration  which  is  being  given  in  Cincinnati  to  the 
humanitarian  side  of  engineering.  The  addresses  were  by  Dean 
Herman  Schneider,  the  exponent  of  the  cooperative  sjrstem  of  educa- 
tion so  successfully  develpped  at  the  University  of  Cincinnati;  and 
by  Dr.  Otto  P.  Geier,  medical  director  of  the  Cincinnati  Milling  Ma- 
chine Company,  who  dealt  with  the  work  of  the  socially  minded  physi- 
cian in  industry.    This  joint  session  was  followed  by  a  timely  motion- 
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picture  exhibition,  arranged  by  Machinery,  showing  the  processes  of 
manufacture  of  9.2-in.  shells.  ' 

As  usual  at  the  Spring  Meeting,  the  Sections  of  the  Society, 
through  their  representatives,  showed  themselves  to  be  very  much 
alive,  .and  enthusiastic  conferences  were  held  at  which  there  were 
members  in  attendance  from  eighteen  different  cities. 

The  social  events  b^an  with  an  informal  reception  on  Monday 
evening  in  the  ballroom  of  the  Sinton,  with  an  address  of  welcome 
by  the  Mayor  of  Cincinnati  and  reply  by  President  HoUis,  followed 
by  stereopticon  views  and  dancing.  The  important  social  event  for 
members  was  the  smoker  on  Tuesday  evening,  while  the  ladies  were 
entertained  by  performances  specially  arranged  for  the  occasion.  On 
Tuesday  there  was  an  excursion  to  Rookwood  Pottery  and  the  Art 
Museum,  and  in  the  afternoon  an  automobile  ride  to  Fort  Thomas 
and  a  tea  at  the  Hotel  Altamont.  On  Wednesday  and  Thursday 
other  excursions,  shopping  trips,  automobile  rides,  etc.,  were  provided. 
On  Wednesday  all  went  on  the  Island  Queen  to  Fembank  Dam  and 
back,  and  enjoyed  a  delightful  afternoon.  A  most  elaborate  enter- 
tainment was  given  on  Wednesday  evening,  after  which  there  was 
dancing.  On  Thursday  afternoon  there  was  a  procession  of  160 
automobiles  bearing  the  party  for  an  afternoon's  outing.  Oppor- 
timities  were  also  given  for  visiting  the  shops  of  the  city,  many  of 
which  have  new  and  modem  structures. 

The  remarkable  success  of  this  meeting  in  all  its  features  was  due 
to  the  imtiring  efforts  of  the  Cincinnati  Committee.  The  members 
of  the  Executive  Committee  for  this  Society  were:  Fred  A.  Geier, 
Chairman,  G.  W.  Galbraith,  Vice-Chairman;  John  T.  Faig,  Secretary- 
Treasurer;  W.  G.  Franz  and  George  Langen;  and  for  the  National 
Machine  Tool  Builders'  Association:  J.  B.  Doan,  Chairman;  A.  H. 
Tuechter,  F.  A.  Geier  and  C.  W.  Walter.  A  large  number  of  sub- 
committees were  appointed,  of  which  the  chairmen  were:  G.  W.  Gal- 
braith, Finance  and  Pictures  Committees;  J.  T.  Faig,  Publicity  and 
Business  Arrangements  Committees;  H.  M.  Norris,  Entertainment 
Committee;  Mrs.  R.  K.  LeBlond,  Ladies'  Committee;  H.  Bitter, 
Refreshment  Committee;  J.  C.  Hobart,  Jr.,  Dancing  Committee; 
A.  C.  Hoefinghoff,  Properties  Committee;  H.  M.  Wood,  Visits  and 
Costume  Committees;  J.  S.  Louis,  Assembling  Committee;  George 
Langen,  L[iformation  Bureau;  J.  B.  Stanwood,  Reception  Committee; 
C.  H.  Fox,  Motor  Car  Conunittee;  Thos.  Elliott,  Transportation 
C<Hnmittee;  Chas.  S.  Gingrich,  Publication  Committee;  and  R.  S. 
Alter,  Decoration  Committee. 
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PROGRAM 

Monday  Morning,  May  21 
Registration  of  members  and  guests  at  headquarters. 

Monday  Afternoon 
laapection  trips  to  points  of  interest  in  the  city. 

Monday  Evening 
Informal  reception  and  danoe. 

Tut$day  Morning  f  May  iSS 
BuBiNBSs  Meehno 
Committee  reports,  discussion,  new  business. 

SIMULTANEOUS  PROFESSIONAL  SESSIONS 
MISCELLANEOUS 
Tests  of  Uniform  Steam  Traction  Engines,  F.  W.  Marquis. 
Relation  of  Efficiency  to  Capacttt  in  the  Boiler  Room,  Victor  B. 
PhiUips. 

Radiation  Error  in  Mbasurino  Temperature  of  Gases,  Henry  Kreisinger 
and  J.  F.  Barkley. 

Development  of  Scientific  Methods  of  Management  in  a  Manufac- 
TURiNO  Plant,  Sanford  E.  Thompson,  William  O.  Lichtner,  Keppele  Hall  and 
Henry  J.  Guild. 

Disk-Wheel  Stress  Determination,  8.  H.  Weaver. 

MACHINE  SHOP  SESSION 

A  Foundation  for  Machine  Tool-Dbsign  and  Construction,  A.  L.  De 
Leeuw. 

MACHiNE-dHOP  Organization,  Fred  G.  Kent. 

Metal  Planers  and  Methods  of  Production,  Charles  Meier. 

Excursion  to  Rookwood  Pottery  and  the  Art  Museum. 
Tuesday  Afternoon 
JOINT  SESSION  WITH  NATIONAL  MACHINE  TOOL  BUILDERS'  ASSOCIATION 

The  Trend  in  ENomEERiNG  Training,  Dean  Herman  Schneider. 

The  Human  Potential  in  Industry,  Dr.  Otto  P.  Geier. 

Excursion  to  Fort  Thomas,  Ky. 

Tuesday  Evening 
Smoker  for  members. 
Entertainment  for  ladies. 

Wednesday  Morning ^  May  23 
FIRST  MUNITIONS  SESSION 
MuNmoNs  Contracts  and  Their  Financing,  Frederick  A.  Waldron. 
Organizing  for  Munitions  Manufacture,  Arthur  L.  Humphrey. 
Organisation  for  Munitions  Manufacture,  Harry  L.  Coe. 
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Pbocuking  Special  Machines   for  Munitions  Manufacture,   H.  V. 

Practical  Wartime  Shell  Making,  Lucien  I.  Yeomans. 
Inspection  trips  to  points  of  interest  in  the  city. 

Wednesday  Afternoon 
Boat  ride  to  Fernbank  Dam. 
Visits  to  shops. 

Wednesday  Evening 
Entertainment  and  dance. 

Thursday  Morning ,  May  2i 

SIMULTANEOUS  SESSIONS 

SECOND  munitions  SESSION 

MuNiTiONB  Design  for  Quantttt  Manufacture,  J.  £.  Otterson. 

Procxtrinq  Materials  for  Munitionb,  C.  B.  Nolte. 

LnoTB  and  Tolerances  for  the  Manufacture  of  Munitions,  A.  W. 
E«rdman. 

Gages  and  Small  Tools,  Frank  O.  Wdls. 

The  Importance  of  Intelligent  Inspection  in  Munitions  Manufacture, 
E.  T.  Walsh. 

OAS  POWEB  SESSION 

The  Problem  of  Aeroplane  Engine  Design,  Charles  E.  Lucke. 

Test  of  a  Motor  Fire  Engine,  Horace  Judd. 

The  Design  of  Motor-Truck  Engines  for  Long  Life,  John  Yoimger. 

The  Relation  of  Port  Area  to  the  Power  of  Gas  Engines  and  Its 
Influence  on  Regulation,  J.  R.  DuPriest. 

industrial  safety  session 

Tentative  Draft  of  Code  of  Safety  Standards  for  Industrial  Ladders. 
Tentathte  Draft  of  Code  of  Safety  Standards  for  Power-Transmis- 
sion Machinery. 

Inspection  trips  to  points  of  interest  in  the  city. 

Thursday  Afternoon 
Motor-car  ride  through  Cincinnati  parks  and  suburbs. 
Visits  to  machine  shops. 
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TESTS  OF  UNIFLOW  STEAM  TRACTION 
ENGINES 

By  F.  W.  Mabquis,  Columbus,  Ohio 
Member  of  the  Society 

This  paper  presents  the  results  of  two  series  of  tests  of  Baker  un^flow  steam  trac- 
tion engines,  many  of  them  being  shown  graphicaUy  in  the  form  of  curves.  The 
steam,  consumptions  of  these  engines  are  compared  vfith  those  representative  of  the 
older  or  cotmterflow  type  of  engines,  and  the  conclusion  is  reached  thai  the  simple 
uniflow  engine  operaJUng  non<ondermng  vrith  saturated  steam  has  a  lower  steam 
consumption  than  the  compound  counterflow  engine  under  like  conditions;  and  thai 
when  operating  tumrcondensing  but  with  superheated  steam  it  wiU  have  approxi' 
matdy  the  same  steam  consumption  as  a  compound  counterflow  engine  operating 
condensing  on  saturated  steam, 

A  T  first  thought  it  seems  strange  to  find  refinements  such  as  the 
■^^  uniflow  cylinder  and  the  superheater  in  connection  with  trac- 
tion engines;  but  when  it  is  remembered  that  traction  engines  are 
used  extensively  in  certain  districts  (notably  the  northwestern  part 
of  the  United  States)  where  fuel  is  very  expensive,  and  water  has  to 
be  hauled  many  miles,  the  reason  for  taking  advantage  of  every 
means  for  reducing  coal  and  water  consumption  becomes  apparent. 

2  It  was  therefore  with  a  great  deal  of  interest,  in  the  spring 
of  1915  and  again  in  the  spring  of  1916,  that  tests  of  Baker  uniflow 
traction  engines  were  undertaken  as  thesis  work  by  members  of  the 
senior  class  of  the  Mechanical  Engineering  Department  of  The  Ohio 
State  University.* 

DESCRIPTION    OF    ENGINES    TESTED 

3  The  engine  tested  in  1916  was  almost  identical  with  that 
tested  in  1915,  except  that  in  1916  the  boiler  was  supplied  with  a 

^  In  1915  the  work  was  done  by  L.  R.  Baker,  J.  F.  Buehner,  and  A.  R. 
Furnas;  in  1916  by  R.  K.  Codner,  A.  F.  Landefeld,  and  C.  E.  Weir,  with  the 
t  of  L.  R.  Baker. 
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smokebox-type  superheater.  The  piston  displacement  of  the  engine 
tested  in  1916  was  8t^  per  cent  larger  than  that  of  the  engine  tested 
in  1915  and  the  water  heating  surface  of  the  boiler  24|  per  cent 
larger.  Both  machines  were  made  by  the  A.  D.  Baker  Company, 
of  Swanton,  Ohio,  and  in  accordance  with  their  standard  designs, 
except  for  the  uniflow  cylinder  and  the  superheater  which  were  then 
in  process  of  development. 

TABLE  1    PRINCIPAL  DIMENSIONS  OF  BAKER  UNIFLOW 
TRACTION  ENGINES 


Engine  uatd 
in  1916 


Engine  UM 
in  1910 


Enoini 


Nominal  horaepower 

Nominal  r.p.m 

Diameter  ol  eylinder 

Stroke.. 

Diameter  of  piston  rod 

Diameter  of  flsrwheel 

Faoe  of  flywheel 

Diameter  of  erankihaft 

Length  of  erankihaft 

Diameter  of  erankpin 

BOILBB 

Number  of  tubes 

Outside  diameter  of  barrel 

Length  of  firebox 

Width  of  firebox 

Diameter  of  tubes 

Length  of  tubes 

Grate  area 

Firebox  heating  surface 

Tube  heating  surface 

Total  water  heating  surface 

Superheater  heating  surface 


40 

M 

In. 

In. 

29 

SS 

38 

40 

2H 

25 

3 

2 

78 

72 

Sq.ft 

Sq.ft. 

6.M 

0.94 

23.0 

29.1 

123.2 

153.0 

1M.8 

182.7 

47 

4  In  Figs.  1  and  2  are  views  of  the  engine  tested  in  1916  as 
arranged  for  the  tests.  The  principal  dimensions  of  both  en^es 
are  given  in  Table  1.  Besides  the  uniflow  cylinder  and  the  super- 
heater, the  feature  of  particular  interest  is  the  valve  gear,  which 
deserves  special  attention  and  will  later  be  described. 

CYLINDER    AND    VALVES 

5  Figs.  3  and  4  show  cross-sections  through  the  uniflow  cylinder 
and   valves.    There   are   triple-ported   admission   valves,   and   an 
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auxiliary  exhaust  valve  which  causes  the  point  of  compression  to 
come  late  in  the  stroke,  instead  of  at  the  point  where  the  piston  covers 
the  main  exhaust  ports  as  is  the  case  with  all  uniflow  engines  not 
provided  with  some  form  of  auxiliary  exhaust  valve. 

6  The  operation  of  the  valves  can  best  be  explained  by  following 
their  movement  as  the  piston  moves  through  one  stroke.  Suppose 
the  piston  to  be  moving  toward  the  right  and  nearing  the  end  of  its 
stroke;  that  is,  that  it  is  just  a  little  to  the  left  of  its  position  in  Fig. 
3.  The  admission  valves  (at  the  top)  will  then  be  a  little  to  the  right 
of  the  position  shown,  and  moving  towards  the  left.     The  auxiliary 


Fig.  1    Traction  Engine  Equipped  fob  Testing,  in  Laboratoby  of 
Ohio  State  UNrvEBSiTY 

exhaust  valve  F  (at  the  bottom  of  the  figure)  will  be  at  the  extreme 
right  end  of  its  travel,  and  stationary. 

7  When  the  edge  /  of  the  piston  uncovers  the  ports  at  the  center 
of  the  cylinder,  exhaust  commences.  About  the  same  time  the 
cavity  A  in  the  admission  valve  uncovers  the  port  at  the  end  of 
passage  B  and  allows  live  steam  to  flow  from  E  (see  Fig.  4),  through 
passage  B,  cavity  A  and  passage  D  into  chamber  N  at  the  end  of 
auxiliary  exhaust  valve  F.  This  causes  valve  F  to  move  to  the  ex- 
treme left  of  its  travel,  closing  the  auxiliary  exhaust  port  K  and  open- 
ing the  auxiliary  exhaust  port  Ki,  Exhaust  is  then  taking  place 
both  through  the  main  exhaust  ports  and  through  auxiliary  exhaust 
port  K\.    An  instant  after  the  auxiliary  exhaust  valve  moves  and 


Digitized  by  VjOOQIC 


44 


TESTS  OF  VmrhOW  6TKAM  TBACTION  BNOINBS 


I 
J 


I 


Digitized  by  VjOOQIC 


p.   W.  MARQUIS 


45 


just  before  the  piston  reaches  the  end  of  its  stroke,  admission  takes 
place  through  the  three  ports  C. 

8  As  the  piston  starts  on  the  return  stroke  towards  the  left,  ex- 
haust takes  place  through  the  main  exhaust  ports  at  the  center  of  the 
cylinder  until,  early  in  the  return  stroke,  they  are  covered  by  the 
piston.  The  steam  still  in  the  cylinder  continues  to  exhaust  through 
auxiliary  exhaust  port  Ki  until  the  piston  covers  this  port,  late  in  the 
stroke,  when  compression  starts.  Meanwhile  live  steam  has  been 
admitted  on  the  other  side  of  the  piston  until  the  admission  valve  has 


Fig.  3    Baker  Uniflow  Cyunder  and  Valves 


returned  and  cut-off  has  occurred.  After  cut-off  and  during  ex- 
pansion, the  live  steam  in  chamber  AT,  at  the  head  of  the  auxiliary 
exhaust  valve,  is  free  to  expand  through  passage  L  and  do  work  on 
the  piston.  This  passage  L  enters  the  auxiliary  exhaust  valve 
chamber  at  such  a  point  that  when  the  valve  is  thrown  some  steam 
is  trapped  between  it  and  the  end  of  the  valve  chamber,  thus  cush- 
ioning it  and  preventing  pounding. 

THE    VALVE    GEAR 

9    The  admission  valves  are  driven  by  a  Baker  valve  gear,  which 
is  very  omilar  to  the  Baker  gear  now  being  used  so  extensively  in 
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locomotive  practice.  It  is  a  single-eccentric  variable  cut-off  and 
reversing  gear  which  maintains  equal  leads  for  all  cut-offs  and  in 
both  directions  of  running.    It  consists  of  an  eccentric  arm  A  (Fig. 


Baker  Uniflow  Cylinder  and  Valves 


5)  connected  at  one  end  to  the  eccentric  and  at  the  other  end  to  the 
lower  end  of  radius  arm  B.  This  radius  arm  is  supported  at  the  top 
by  a  pin  C  which  can  be  held  in  place  at  any  point  on  the  arc 


FiQ.  5    Baker  Valve  Gear 

shown  in  Fig.  5  by  a  reverse  yoke.  The  eccentric  arm  A  is  con- 
nected to  a  bell  crank  E  by  means  of  the  connecting  rod  F.  The 
valve  rod  H  is  attached  to  the  bottom  of  the  bell-crank  arm.  The 
eccentric  is  set  exactly  90  deg.  ahead  of  the  crank. 
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10  When  the  engine  revolves,  the  eccentric  moves  one  end  of 
the  eccentric  arm  in  a  circle,  and  the  other  end  is  caused  to  swing 
in  an  arc  by  the  radius  arm  B.  The  motion  of  point  P  (the  point 
at  which  the  connecting  rod  F  is  attached)  is  then  a  combination  of 
these  two  motions.  The  horizontal  arm  of  bell  crank  E  will  then  be 
moved  up  and  down  and  the  vertical  arm  back  and  forth,  thus  driv- 
ing the  valve  rod. 

1 1  The  point  of  cut-ofif  is  changed  and  the  engine  reversed  by  mov- 
ing the  reverse  yoke  and  thus  changmg  the  position  of  pin  C,  about 


■   ic^"- 


i.V 


Fio.  6    BoiLBB  OF  Traction  Enginb 


which  the  radius  arm  B  revolves.  When  the  engine  is  on  center 
the  end  of  the  eccentric  arm  and  the  point  of  support  of  the  reverse 
yoke  are  exactly  in  line,  so  there  is  no  motion  of  the  eccentric  arm 
(and  valve)  when  the  reverse  yoke  is  moved  (engine  still  on  center). 
Thus  the  lead  remains  constant  for  all  positions  of  the  reverse  yoke, 
i.e.,  for  all  cut-ofifs. 

THE    BOILER    AND    SUPERHEATER 

12  In  fig.  6  is  a  drawing  of  the  boiler  used  in  the  1916  tests. 
It  is  almost  identical  with  that  used  in  1915  except  that  it  is  a  little 
larger,  having  24}  per  cent  more  heating  surface. 
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13  In  1916  a  superheater  was  placed  in  the  smokebox.  It  is 
shown  in  place  in  Fig.  7,  and  removed  in  Jig.  8.  It  consists  of  a  ver- 
tical cast-iron  header  into  which  tubes  are  inserted,  as  shown  in 
Fig.  8.  Steam  enters  through  pipe  A,  Fig.  9,  which  leads  from  the 
steam  dome  and  passes  to  the  front  section  of  the  header.  It  then 
passes  back  through  the  ^-in.  pipes  and  forward  through  the  1^-in. 
pipes  into  the  back  section  of  the  header.  Thence  it  passes  through 
pipe  B  to  the  steam  chest. 

METHOD    OF    PROCEDURE 

14  The  tests  were  conducted  in  the  Mechanical  Engineering 
Laboratory  of  The  Ohio  State  University  and  in  general  the  methods 


Fig.  7    Superheater  in  Place  in  Smokebox  op  Boiler 

recommended  in  the  A.S.M.E.  Power  Test  Code  were  followed.  All 
coal  fired  was  weighed,  sampled,  analyzed  and  the  calorific  value 
determined.  The  feedwater  was  weighed  and  correction  made  for 
injector  overflow  and  other  wastes.  The  quahty  of  steam  was  taken 
by  means  of  a  Barrus  throttling  calorimeter,  the  sampling  pipe  being 
located  in  the  path  of  the  steam  as  it  left  the  steam  dome.  Smoke- 
box temperatures  were  determined  by  means  of  a  thermocouple  and 
the  smokebox  gases  were  sampled  continuously  and  analysed  by 
means  of  an  Orsat  apparatus.  Indicated  and  brake  horsepower  and 
revolutions  per  minute  were  all  carefuUy  determined.  AU  instru- 
ments were  calibrated  and  corrections  applied  wbete  neoeseary^   . 
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15    The  tests  were  run  with  the  throttle  valve  wide  open,  and 
except  where  otherwise  noted  it  was  attempted  to  maintain  the 


FiQ.  8    Superheater  Removed  from  BonsR 

speed  constant  at  250  r.p.m.    During  the  preliminary  running  pre- 
ceding each  test  the  brake  load  was  adjusted  so  that  the  desired 

^*—     ^  From  BoHers 
^-*-       ([  To  Engine 


Fig.  9    Diagram  of  Superheater 

speed  was  obtained  when  the  throttle  valve  was  wide  open.    During 
each  run  all  conditions  were  maintained  as  constant  as  possible. 
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PBOORAH    OF    TESTS 

16  First  Series.  The  1915  series  consisted  of  17  tests  with  vari- 
ous boiler  pressures  ranging  from  125  lb.  gage  to  175  lb.  gage,  and 
various  cut-offs  ranging  from  6  per  cent  to  49  per  cent  of  the  stroke. 
Saturated  steam  was  used  throughout  this  series,  and  the  approximate 
speed  was  250  r.p.m.  in  all  tests. 

17  Second  Series.  The  1916  series  consisted  of  17  tests,  13  at 
180  lb.  gage  and  4  at  160  lb.  gage.  Nine  of  the  former  were  with 
superheated  steam,  and  four  with  saturated  steam.  Superheated 
steam  was  used  for  the  four  latter  tests.    The  cut-off  in  this  series 


Run  No.l.  Series  of  1915.  125  lb. 
5oiler  Pressure, 5a+o rated  Steam. 


Run  No.7.  Series  of  1916   150  tb  Boiler 
Pressure,  Superheated  Steam. 

Fig.  10    Sample  Indicator  Diagraics 


varied  from  16  per  cent  to  75  per  cent  of  the  stroke.  The  approxi- 
mate speed  was  240  r.p.m.,  with  the  exception  of  three  short  runs 
which  were  made  with  variable  speed  to  secure  data  concerning  the 
relation  between  speed  and  power. 

RESULTS 

18  A  summary  of  the  results  having  to  do  with  engine  perfor- 
mance is  given  in  Table  2,  and  in  Table  3  will  be  found  a  summary 
of  results  having  to  do  with  the  boiler  and  with  the  overall  perfor- 
mance. Many  of  these  results  are  also  presented  graphically  in 
Figs.  11,  12  and  13. 

19  In  Fig.  10  are  two  sample  sets  of  indicator  diagrams,  one  with 
a  rather  early  and  the  other  with  a  much  later  cut-off.    They  show 
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a  remarkable  lack  of  wire-drawing  during  admission,  and  sharp  cut-off 
for  a  slide-valve  engine  running  at  such  a  high  speed  (250  r.p.m.). 
The  drop  in  the  early  part  of  the  expansion  line  of  the  diagrams  with 
an  early  cut-off,  and  that  im  the  admission  line  of  the  diagrams  with 
the  later  cut-off,  is  caused  by  the  steam  flowing  into  the  auxiliary  ex- 
haust-valve chamber  at  the  instant  the  piston  uncovers  the  port 
leading  to  this  chamber. 

20  The  curves  in  Fig.  11  show  the  relation  between  steam  con- 
sumption in  pounds  per  i.hp-hr.  and  i.hp.  for  both  the  series  of  1915 
and  the  series  of  1916,  under  the  different  conditions  of  running. 
Reference  to  this  figure  shows  that  the  highest  steam  consmnption 
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obtained  was  just  under  29  lb.,  which  occurred  at  125  lb.  boiler 
pressure  with  saturated  steam  and  at  approximately  60  i.hp.  The 
lowest  steam  consumption  obtained  in  any  single  test  was  18.2  lb. 
per  i.hp-hr.,  in  the  series  of  1916,  with  180  lb.  boiler  pressure  and  118 
deg.  superheat,  at  about  72  i.hp.  Reference  to  the  curve  shows, 
however,  that  this  point  was  abnormally  low,  the  lowest  point  on  the 
curve  being  19.1  lb.  per  i.hp.  per  hour. 

21  The  total  range  of  steam  consumption,  from  the  most  un- 
favorable conditions  of  high  overload  and  low  boiler  pressure  (125 
lb.)  with  saturated  steam,  to  the  most  favorable  conditions  of  eco- 
nomical load  and  high  boiler  pressure  (180  lb.)  with  superheated 
steam,  was  only  from  29  to  19  lb.,  or  10  lb. 
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TABLE  2    SUMMARY  OF  ENGINE  RESULTS 


Wt.of 

Wt.of 

dry 

dry 

Meoh. 

BtMun 

Btoam 

•ff'y 

pwi.hp. 

Ptfb.hp 

perhr., 

perhr.. 

lb. 

lb. 

Ett'y 
ratio 

bMSd 

on 

i.hp., 

per  MO  t 


10 


Sbbibs 

or  1915 

1-126-1 

800 

246.9 

...     ,  _j- 
126.6 

0 

16.1 

30.75 

27.8 

90.4 

27.65 

80.55 

55.9 

2-12W 

240 

252.3 

125.2 

0 

31.7 

47.88 

42.8 

90.4 

26.45 

29.25 

58.3 

3-126-« 

180 

259.3 

125.0 

0 

48.9 

59.90 

54.3 

90.9 

28.95 

81.92 

53.7 

4-140-1 

240 

247.6 

141.5 

0 

15.1 

37.68 

32.8 

87.4 

26.46 

29.16 

68.5 

5-140-8 

180 

269.5 

139.5 

0       31.7 

58.48 

52.2 

89.4 

26.00 

28.00 

60.0 

6-140-2 

210 

263.6 

140.7 

0       22.3 

47.95 

42.0 

87.7 

24.80 

28.25 

69.7 

7-140-5 

180 

242.0 

140.3 

0       49.0 

68.01 

61.2 

90.1 

28.55 

31.75 

51.6 

»-15^1> 

240 

258.0 

155.6 

0       15.1 

45.82 

37.8 

82.6 

23.85 

28.25 

61.3 

9-155-3 

180 

254.6 

154.7 

0       28.1 

64.82 

66.7 

87.6 

24.95 

28.50 

57.6 

10-165-2 

240 

260.0 

165.0 

0       20.4 

65.63 

46.4 

83.4 

23.72 

28.77 

60.4 

11-166-^ 

180 

263.7 

165.2 

0    1  28.1 

70.00 

61.6 

88.0 

24.40 

27.73 

67.8 

12-186-1 

210 

260.5 

165.0 

0 

12.0 

45.36 

39.0 

86.1 

25.18 

29.24 

65.8 

13-186-2 

180 

270.0 

165.2 

0 

20.4 

59.04 

51.8 

87.8 





14-176-1 

210 

251.7 

176.2 

0 

12.0 

48.83 

42.7 

87.5 

24.40 

27.90 

66.0 

16-176-2 

180 

256.4 

175.5 

0 

20.4 

60.93 

54.8 

90.1 

23.32 

25.90 

59.1 

16-176-3 

180 

268.7 

176.4 

0 

28.1 

74.12 

66.6 

89.8 

23.60 

26.25 

58.8 

17-176-0 

80 

244.8 

176.2 

0 

6.2 
Skriu 

33.98 

28.0 

82.5 

26.95 

32.65 

51.2 

OP  1916 

1-180-3 

180 

238.5 

160.0 

124     80.6 

61.60 

55.9 

90.8 

19.6 

21.6 

66.0 

2-160-4 

180 

226.0 

160.0 

130  '  41.8 

64.90 

60.8 

95.2 

21.2 

22.7 

60.0 

3-180-2 

180 

232.1 

159.5 

115     213 

46.80 

42.8 

91.5 

20.4 

22.4 

63.0 

4-180-1 

240 

253.0 

180.0 

115     16  7 

39.80 

34.2 

87.0 

20.4 

23.4 

61.5 

5-180-2 

240 

243.0 

1785 

117     21.3 

57.30 

53  3 

93.1 

20.0 

21.5 

62.7 

8-180-3 

180 

245.0 

178.3 

123  ,  30.6 

71.80 

65.9 

91.8 

19.0 

20.6 

65.4 

7-180-4 

180 

227.0 

179.6 

136  1  41.8 

79.20 

73.3 

92.5 

20.1 

21.8 

61.4 

8-180-5 

180 

240.2 

158.3 

142     50.8 

77.90 

74.0 

95.0 

21.7 

22.8 

60.0 

&-180-5 

180 

253.8 

177.4 

157     50.5 

94.10 

87.0 

92.5 

20.5 

22.2 

59.2 

10-180-3' 

80 

282.3 

178.6 

131     30.6 

78.40 

67.6 

92.2 

19.6 

21.8 

62.5 

ll-18a-3« 

60 

230.1 

180.0 

118     30.6 

72.30 

68.2 

94.3 

18.2 

19.8 

67.6 

12-180-3' 

15 

257.0 

180.0 

127  1  30.6 

71.30 

66.1 

92.8 



13-180-8« 

30 

294.6 

181.0 

181  1  74.7 

108.70 

102.8 

94.5 

28.5 

24.6 

68.6' 

14-180-2 

180 

240.8 

179.3 

0       21.3 

52.70 

49.4 

93.7 

26.7 

28.1 

50.9 

16-180-3 

180 

245.0 

179.0 

0       30.6 

67.60 

64.7 

95.8 

24.7 

26.6 

65.2 

16-180-4 

120 

245  0 

178.5 

0       41  8 

79.00 

74.0 

93.7 

25.7 

27.2 

50.8 

17-180-8 

180 

238.0 

178.7 

0 

30.6 

66.20 

628 

94.8 

24.7 

25.7 

56.6 

Column  1:  Laboratory  Symbol.  The  first  term  represents  the  number  of  run;  the  second  thm 
approximate  boiler  pressure  and  the  last  the  position  of  the  revive  lever  upon  ite  quadrant  eipressed 
in  notches  from  the  center  back. 

Column  12:  Efficiency  ratio,  based  on  i.hp.  This  is  the  ratio  between  the  thermal  efficiency  ot  thm 
engine  and  the  thermal  efficiency  of  a  perfect  engine  operating  on  the  Rankine  complete  eipansioB 
cycle.  It  is  equal  to  2545 /fF/f,  where  IF-actual  wt.  of  steam  per  i.hp-hr..  and  if -the  adiabatie  heat 
drop  from  pressure  and  quality  of  steam  furnished  to  engine  to  exhaust  pressure. 

1  Valve  eetting  changed  between  runs  No.  8  and  No.  9. 

t  Runs  No.  10.  No.  11,  and  No.  12  are  short  variable-speed  runs.  Run  No.  13  is  a  short  maximum* 
power  run. 
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TABLE  8    SUMMABY  OF  BOILER  AND  OVERALL  RESULTS 

Laboratory 
symbol 

Length 

of 

test, 

min. 

Boiler 
press., 
lb.  per 
sq.  in., 
gage 

Super- 
heat, 
deg. 
fahr. 

Pounds 

of  coal 

fired 

pwreq. 

ft.  of 

grate 

surface 

perhr. 

Equiv. 
evap'n 

ft. 
wat«^ 
heating 
surface 
perhr., 

lb. 

Equiv. 
evap'n 
persq. 
ft.  toUl 

(inc. 
super- 
heater) 
heating 
surface 
perhr., 

lb. 

Equiv. 
evap'n 
per  lb. 
air-dry 
coal, 
lb. 

Effi- 
ciency 
of  boiler 
per 
cent 

Wt.  of 
air-dry 
coal  per 
b.  hp. 
per  hr., 
lb. 

Over- 
all 
effi- 

ciency, 
percent 

1 

2 

4 

6 

13 

14 

15 

18 

17 

18 

19 

SiBiis  or  1915 


1-125-1 
2-135-8 
8-135-^ 
4-140-1 
5-140-8 
6-140-S 
7-140-5 
8-15fr-l 
9-155-0 
10-156-1 
11-165-3 
12-106-1 
13-105-3 
14-17^1 
15-17*-2 
16-175-8 
17-175-0 


300 

125.6 

0 

22.2 

7.62 

8.88 

57.1 

4.67 

240 

125.2 

0 

82.0 

11.00 

8.45 

57.5 

4.85 

180 

125.0 

0 

46.1 

15.25 

8.11 

55.2 

4.94 

240 

141.5 

0 

25.1 

8.59 

8.41 

57.4 

4.45 

180 

139.5 

0 

39.6 

12.97^ 

8.02 

54.6 

4.41 

210 

140.7 

0 

81.6 

10.62 

8.26 

56.3 

4.86 

180 

140.3 

0 

58.6 

16.90 

7.77 

52.8 

5.10 

340 

155.6 

0 

27.7 

9.63 

8.46 

57.6 

4.28 

180 

154.7 

0 

45.0 

14.10 

7.88 

53.3 

4.58 

340 

155.0 

0 

36.2 

11.61 

7.96 

54.4 

4.58 

180 

165.2 

0 

48.9 

14.89 

7.57 

51.5 

4.58 

210 

165.0 

0 

81.8 

10.10 

7.84 

53.4 

4.74 

180 

165.2 

0 

38.1 



4.39 

210 

176.2 

0 

38.0 

10.50 

7.88 

53.6 

4.51 

180 

175.5 

0 

39.7 

12.40 

7.74 

52.6 

4.28 

180 

176.4 

0 

49.6 

15.20 

7.58 

51.7 

4.84 

80 

176.2 

0 

21.3 

8.72 

8.87 

80.3 

4.44 

8.85 
4.10 
8.63 
4.02 
4.04 
4.11 
3.52 
4.18 
8.92 
3.94 
3.90 
3.77 
4.17 
3.98 
4.25 
4.14 
4.04 


Skbos  or  1916 


1-160-3 

180 

180.0 

124 

27.1 

8.12 

3-100^ 

180 

180.0 

180 

32.6 

9.13 

3-100-1 

180 

150.5 

115 

22.1 

6.47 

4-180-1 

240 

180.0 

115 

18.5 

5.47 

5-180-2 

240 

178.5 

117 

26.6 

7.71 

6-180-3 

180 

178.3 

123 

31.8 

9.13 

7-180-4 

180 

170.5 

136 

87.2 

10.65 

8-100-6 

180 

158.8 

142 

38.8 

11.26 

0-180-6 

180 

177.4 

157 

45.1 

12.80 

10-180-8 

80 

178.6 

181 

82.8 

9.80 

11-180-8 

80 

180.0 

118 

29.4 

8.74 

11-180-8 

15 

180.0 

127 

13-180-8 

SO 

181.0 

181 

62.6 

16.77 

14-180-2 

180 

170.3 

0 

26.9 

8.71 

16-180-3 

180 

179.0 

0 

36.6 

11.15 

16-180-1 

120 

178.5 

0 

42.8 

13.38 

17-180-3 

180 

178.7 

0 

35.4 

10.80 

6.92 
7.90 
5.54 
4.68 

6.62 
7.80 
9.14 
9.56 
11.04 
8.23 
7.49 

14.72 


8.43 

58.6 

8.40 

5.88 

7.95 

55.8 

3.76 

4.80 

8.34 

57.9 

3.54 

5.14 

8.47 

58.8 

3.73 

4.90 

8.36 

58.0 

3.42 

5.32 

8.45 

58.7 

3.23 

5.65 

8.16 

56.7 

3.51 

5.19 

8.27 

57.5 

8.62 

5.04 

8.18 

56.8 

8.30 

5.11 

8.35 

58.0 

3.35 

5.45 

8.48 

58.9 

2.98 

6.13 

7.20 

50.0 

i.tS 

'3.98 

8.24 

57.2 

3.88 

4.77 

7.97 

56.4 

3.92 

4.64 

7.36 

51.4 

4.50 

4.06 

8.18 

56.8 

3  86 

4.73 

Cohimn  1:  Laboratory  Symbol.  The  first  term  represente  the  number  of  run;  the  seoond  the 
■ppmrimatie  boUer  pressure,  and  the  last  the  position  of  the  reverse  lever  upon  its  quadrant  expressed 
in  notehes  from  the  center  back. 

Oohimne  16  and  17:   The  superheater,  wh«n  used,  is  ooneidsred  to  be  a  part  of  the  boUer. 

Oolvmn  19:  Overall  Efficieney.  The  ratio  between  the  heat  equivalent  of  the  work  done  at  the 
brake  pulley  per  lb.  of  air-dry  coal  fired  and  the  heat  value  per  lb.  of  air-dry  coal. 
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22  It  will  be  noticed  that  at  each  boiler  pressure  tests  were  run 
with  cut-offs  considerably  later  than  the  most  economical.  It  seems 
reasonable  to  assume  that  the  engine  should  be  rated  at  approximately 
the  point  of  best  economy.  On  this  basis  the  rating  when  operating 
under  125  lb.  boiler  pressure  would  be  45  hp.  Tests  were  run  from 
about  30  to  about  60  i.hp.  or  from  about  60  per  cent  to  130  per  cent 
of  this  rated  load,  and  over  this  range  the  variation  in  steam  con- 
sumption was  from  approximately  29  to  26),  or  only  about  2§  lb. 

23  If  the  same  reasoning  is  followed  in  connection  with  the 
tests  run  at  180  lb.  boiler  pressure  and  with  superheated  steam  it 
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will  be  found  that  tests  were  run  over  a  range  of  from  approximately 
55  per  cent  to  145  per  cent  of  full  load,  and  that  the  maximum  dif- 
ference in  steam  consumption  over  this  rather  wide  range  was  only 
from  approximately  20^  to  23^  lb.,  or  3  lb. 

24  It  is  interesting  to  note  that  the  maximum  power  obtained 
was  108.7  i.hp.  (102.8  b.hp.)  which  was  obtained  with  180  lb.  boiler 
pressure  and  with  181  deg.  fahr.  superheat,  and  with  a  steam  con- 
sumption of  only  23.5  lb.  per  i.hp.  per  hour  (24.5  lb.  per  b.hp.  per 
hour).  This  becomes  particularly  interesting  when  it  is  remembered 
that  the  cylinder  diameter  and  stroke  of  this  engine  were  only  9J  in. 
and  10  in.  respectively. 
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25  The  curves  in  Fig.  12  show  the  relation  between  steam  con- 
sumption and  boiler  pressure.  As  the  boiler  pressure  increases,  not 
only  does  the  steam  consumption  decrease,  but  also  the  power  at 
any  cut-off,  and  thei  power  at  which  the  lowest  steam  consumption 
occurs  increases.  Curve  A  shows  the  decrease  in  steam  consump- 
tion with  increase  of  boiler  pressure  at  50  i.hp.,  and  curve  B  at  60 
i.hp.  Curve  C  shows  the  relation  between  the  minimum  steam  con- 
sumption at  each  boiler  pressure,  and  the  boiler  pressure.  The 
power  corresponding  to  minimimi  dteam  consumption  at  each  pres- 
sure is  shown  by  the  figure  near  each  point  through  which  this  curve 
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is  drawn.  It  will  be  noticed  that,  with  the  exception  of  one  point 
on  this  curve,  the  power  of  minimum  steam  consumption  increases 
as  the  boiler  pressure  increases. 

26  Curve  A  shows  that  at  50  hp.  the  steam  consumption  decreases 
from  29  lb.  at  125  lb.  to  23.4  lb.  at  175  lb.  pressure,  while  curve  C 
shows  that,  if  the  point  of  minimum  steam  consumption  at  each 
boiler  pressure  is  taken,  the  decrease  is  only  from  26.4  lb.  at  125  lb. 
pressure  to  23.3  lb.  at  175  lb.  pressure. 

27  The  curves  of  Fig.  13  show  the  relation  between  the  pounds 
of  coal  used  per  brake  horsepower  per  hour  and  the  brake  horsepower 
developed.    These  curves  are  naturally  of  the  same  general  shape 
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as  those  given  in  Fig.  11  showing  the  relation  between  steam  con- 
sumption and  indicated  horsepower.  The  inconsistency  in  results 
shown  by  the  fact  that  many  points  are  not  located  on  the  curves  is 
caused  largely  by  the  facts  that  it  was  not  possible  to  maintain 
uniform  conditions  of  combustion  during  the  different  tests,  and 
that  it  was  very  difficult  to  keep  the  condition  of  the  fuel  bed  such 
that  there  would  be  the  same  amount  of  coal  on  the  grates  at  the 
end  as  at  the  bf^nning  of  a  run. 

28    It  will  be  noted  that  the  highest  coal  consumption  was 
5.1  lb.  per  b.hp-hr.,  and  that  this  occurred  at  140  lb.  boiler  pressure 
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and  61  b.hp.,  while  the  lowest  coal  consumption  obtained  in  any 
single  test  was  2.98  lb.  per  b.hp-hr.,  which  occurred  at  180  lb.  boiler 
pressure,  118  deg.  fahr.  superheat,  and  68  b.hp.  However,  this 
seems  to  be  an  abnormally  low  value,  the  lowest  point  on  any  curve 
being  3.27  lb.,  corresponding  to  180  lb.  boiler  pressure  with  super- 
heated steam  and  at  67.5  b.hp. 

29  As  a  matter  of  interest  from  a  comparative  point  of  view, 
the  steam-consumption  curves  of  a  number  of  the  ordinary  counter- 
flow  type  of  steam  engines,  both  shnple  and  compound,  non-con- 
densing and  condensing,  have  been  plotted  on  the  same  sheet  with 
certain  of  the  steam-consumption  curves  of  the  Baker  uniflow  en- 
g^le.    These  curves  are  given  in  Fig.  14.    Information  oonceming 
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each  of  the  engines  whose  steam-consumption  curve  is  given  in  this 
figure  will  be  found  below. 

Curve  A.    Simple,  slide-valve  engine,  cylinder  8  in.  by  12  in.,  initial 

steam  pressure  130  lb.  gage,  non-condensing,  and  at  200  r.p.m. 
Curve  B.  Simple,  slide-valve  engine,  cylinder  9  in.  by  12  in.,  initial 

steam  pressure  140  lb.  gage,  non-condensing,  and  at  290  r.pjn. 
Curve  C.  Simple,  slide-valve  engine,  cylinder  15  in.  by  14  in.,  initial 

steam  pressure  115  lb.  gage,  non-condensing,  and  at  225  r.p.m. 
Curve  Z>.  Same  engine  as  in  case  of  curve  C,  but  operating  condensing. 
Curve  E,  Cross-compound,. slide-valve  engine  cylinders  7  in.  and  13  in. 

by  10  in.,  initial  steam  pressure  150  lb.  gage,  non-condensing,  and 

at  310  r.pjn. 
Curve  F,  Same  engine  as  in  case  of  curve  Ef  but  operating  condensing. 
Ciurve  H.  Tandem-compound,  slide-valve  engine,  cylinders  Si  in.  and 

13i  in.  by  12  in.,  initial  steam  pressure  115  lb.  gage,  condensing, 

and  at  280  r.p.m. 
Curve  0,  Simple  imiflow  engine,  ^^inder  8}  in.  by  lOi  in.,  initial  steam 

pressure  125  lb.  gage,  non-condensing,  and  at  250  r.p.m. 
Curve  /.  Same  engine  as  in  case  of  curve  O,  but  with  175  lb.  gage  boiler 

pressure. 
Curve  K.  Simple  imiflow  engine,  cylinder  9i  in.  by  10  in.,  initial  steam 

pressure  180  lb.  gage,  superheat  approximately  130  deg.  fahr.  non- 
condensing,  and  at  approximately  240  r.p.m. 


COMPARISONS  AND  CONCLUSIONS 

30  It  will  be  seen  that  the  uniflow-engine  curves  selected  are 
those  representing  the  poorest  and  the  best  results  obtained  with 
saturated  steam,  and  the  best  results  obtained  with  superheated 
steam. 

31  A  study  of  this  set  of  curves  (Fig.  14)  shows  that  the  poorest 
results  obtained  with  the  uniflow  engine,  namely,  those  of  curve  6, 
obtained  with  saturated  steam  at  126  lb.  pressure,  are  better  than  the 
best  results  obtained  with  any  of  the  simple  engines,  even  when 
operating  condensing,  and  almost  the  same  as  those  obtained  with 
the  compound  non-condensing  engine  shown  by  curve  E.  The  steam 
consumption  of  the  uniflow  engine  at  175  lb.  pressure  with  saturated 
steam  running  non-condensing  is  lower  than  that  obtained  with  the 
compound  non-condensing  engine  at  150  lb.  pressure  shown  by 
curve  E.  Also  the  steam  consumption  of  the  uniflow  engine  with 
180  lb.  steam  pressure  and  130  deg.  superheat  was  lower  than  that 
(A  the  compound  condensing  engine  with  150  lb.  steam  pressure 
shown  by  curve  F. 

32  Thus  it  is  seen  that  on  the  basis  of  the  results  of  the  tests 
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reported  in  this  paper  and  the  information  presented  by  Fig.  14» 
which  is  thought  to  represent  fairly  the  average  practice  for  small 
simple  and  compound  engines  of  the  older  or  counterflow  type, 
the  simple  uniflow  engine  operating  with  saturated  steam  and  non- 
condensing  is  able  to  surpass  in  economy  of  steam  consumption  the 
compound  counterflow  engine  when  operating  under  similar  condi- 
tions. Also  that  the  simple  uniflow  engine  operating  non-condens- 
ing but  with  superheated  steam  will  have  approximately  the  same, 
or  slightly  less,  steam  consumption  than  the  compound  counterflow 
engine  operating  condensing  but  with  saturated  steam. 

33  On  the  basis  of  these  conclusions  it  seems  probable  that  the 
simple  uniflow  engine  will  prove  a  serious  competitor  of  the  compound 
counterflow  type,  since  it  is  not  only  more  economical  in  its  use  of 
steam,  but  also  simpler  in  construction,  and  probably  on  that  ac- 
count lower  in  first  cost. 


DISCUSSION 

E.  T.  Adams  (written).  A  moderate-power  steam  traction 
engine  weighs  at  least  300  lb.  per  hp.  It  is  therefore  far  too  heavy 
for  ordinary  farm  work  and  is  really  a  portable  power  plant,  with  its 
earning  power  practically  limited  to  the  threshing  season.  It  is 
another  example  of  a  t3rpe  of  machine  all  too  common  on  the  farm 
which  disintegrates  from  idleness  rather  than  from  use.  The  short 
earning  and  long  rusting  seasons  are  the  vital  disease  affecting  the 
traction  engine.  The  remedy  is  a  longer  earning  season,  which  may 
be  secured  by  any  change  which  will  reduce  the  weight  of  these 
machines  to  a  figure  approaching  100  lb.  per  hp.,  thus  making  them 
available  for  plowing,  disking,  harrowing  and  seeding,  as  well  as  for 
threshing  and  other  belt  work.  Increased  economy  could  make  this 
possible,  but  a  minor  increase  would  not  be  sufficient  —  it  would 
have  to  be  great  enough  to  reduce  greatly  the  size  of  the  boiler,  or 
even  allow  the  use  of  a  new  type. 

The  A.  D.  Baker  Company  certainly  deserve  great  credit  for  their 
endeavors  to  improve  the  economy  of  the  farm  tractor  and  have  made 
a  step  in  the  right  direction,  because,  although  their  coal  consump- 
tion per  b.hp-hr.  in  these  tests  was  greater  than  that  shown  on  single- 
cylinder  tractors  at  the  Canadian  Industrial  Exhibition  tests  in 
Winnipeg  in  July  1913,  the  steam  consumption  per  i.hp-hr.  is  about 
8  per  cent  better  when  operating  under  the  same  conditions. 

It  seems  too  bad,  however,  that  they  did  not  go  a  step  further. 


Digitized  by  VjOOQIC 


DISCUSSION  59 

Their  engine  is  undoubtedly  a  imiflow  engine  to  the  extent  that  it 
takes  steam  at  the  end  of  the  cylinder  and  exhausts  at  the  center, 
but  it  does  not  use  the  thermal  cycle  which  has  made  \he  engine 
commonly  known  as  the  uniflow  engine  so  popular  in  Europe  and, 
more  recently,  in  this  country. 

The  advantage  of  this  European  thermal  cycle  is  illustrated  by 
comparison  of  these  tests  of  the  Baker  engine  with  tests  made  by 
Government-licensed  engineers  on  a  portable  engine  of  approximately 
the  same  horsepower  and  under  the  same  conditions,  built  by  the 
Maschinenfabrik  Badenia,  of  Weinheim.  The  Badenia  engine  had 
abnormal  brake  horsepower  of  120.  The  steam  pressure  was  slightly 
lower  and  the  superheat  slightly  higher  than  in  the  Baker  engine. 
The  Badenia  engine  showed  an  economy  of  13.8  lb.  of  steam  per 
i.hp-hr.  and  1.83  lb.  of  coal  per  b.hp-hr.  The  Baker  engine  therefore 
required  38  per  cent  more  steam  per  i.hp-hr.  and  about  80  per  cent 
more  coal  per  b.hp-hr. 

The  author  does  not  give  the  heat  value  of  the  coal  used  in  the 
trials,  so  it  is  impossible  to  get  a  close  basis  of  comparison  on  the  coal 
consumption.  The  coal  used  at  Winnipeg  had  a  heat  value  of 
14,470  B.t.u.,  and  on  the  trials  of  the  Badenia  engine  the  heat  value 
of  the  coal  used  was  13,800  B.t.u.  It  will  be  noted  that  both  the 
Winnip^  and  Badenia  trials  were  made  by  experts  not  in  any  way 
interested  in  the  engines  being  tried. 

J.  E.  Ebcswiler  (written).  It  would  seem  preferable,  in  most 
cases,  to  refer  the  steam  consumption  in  the  curves  to  b.hp.  instead 
of  i.hp.,  and  especially  so  in  these  tests,  where  considerable  dis- 
crepancy appears  if  the  f.hp.  is  plotted  on  b.hp.  Such  discrepancy 
must  necessarily  be  blamed  upon  the  i.hp.  rather  than  upon  the 
b.hp.,  since  the  latter  is  much  more  simply  and  easily  determined  in 
the  tests. 

Table  2  for  the  1916  series  furnishes  some  valuable  information 
concerning  the  influence  of  superheat  on  steam  consumption  for  a 
uniflow  engine. 

Test  7-180-4  was  made  witli  a  load  of  73.3  b.hp.  and  a  superheat 
of  136  deg.  Correcting  the  steam  consumption  to  a  load  of  74  b.hp. 
(on  a  tentative  steam-per-hour-per-b.hp.  curve  —  not  shown)  gives  a 
steam  consumption  per  b.hp-hr.  of  21.8  lb.  Test  16-180-4  at  a  load 
of  74  b.hp.  gives  a  steam  consumption  per  b.hp-hr.  of  27.2  lb.  at 
0  d^.  superheat.  This  is  a  gain  of  5.4  lb.  for  136  deg.  superheat, 
or  24.7  per  cent,  which  is  18.2  per  cent  per  100  deg. 
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Again,  test  10-180-3*,  at  a  load  of  67.6  b.hp.  and  a  superheat  of 
131  deg.,  shows  a  steam  consumption  of  21.3  lb.  per  b.hp-hr.  Cor- 
recting in  a  similar  manner  to  a  load  of  64.7  b.hp.,  the  steam  con- 
sumption becomes  21.6  lb.  Test  15-180-3,  at  a  load  of  64.7  b.hp. 
and  0  deg.  superheat,  gives  a  steam  consumption  of  25.6  lb.  per 
b.hp-hr.  This  is  a  gain  of  4.0  lb.  for  131  deg.,  or  18.5  per  cent,  which 
is  14.2  per  cent  per  100  deg. 

The  average  of  the  two  examples  is  16.2  per  cent  per  100  deg.  of 
superheat,  based  on  the  steam  consumption  which  accompanies  the 
superheat. 


40       90     60       70      ftO      90 
WkKE  HORSEPOWER 


FiQ.  15    Rbplot  of  Axtthor's  Curves 

Applying  this  correction  factor  to  reduce  the  tests  made  with 
superheated  steam  to  a  common  basis  of  superheat,  say,  130  deg., 
and  plotting  corrected  steam  per  hour  against  b.hp.,  the  curve  B  of 
Fig.  15  is  obtained. 

The  ciurve  A  is  obtained  by  plotting  the  steam  per  hour  of  the 
tests  of  both  the  1915  and  1916  series,  at  180  lb.  pressure  and  0  deg. 
superheat,  against  b.hp. 

It  is  very  instructive  to  plot  the  total  steam  per  hour  against  the 
output,  as  is  done  in  Fig.  15,  for  two  reasons.  In  the  first  place, 
where  a  number  of  points  are  available,  as  is  the  case  here,  such 
ciurves  serve  to  distinguish  those  tests  which  are  probably  in  error 
from  some  cause  or  other,  from  those  which  are  accurate.    It  is 
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evident  from  the  curves  in  Fig.  15  that  some  discrepancy  exists  in 
connection  with  tests  6-180-3,  U-ISO-S^,  and  14-180-2. 

In  the  second  place,  these  curves  are  instructive  as  exhibiting  a 
characteristic  of  the  uniflow  engine  different  from  that  of  either  a 
counterflow  engine  or  a  steam  turbine.  The  steam-per-hour  curve 
of  the  uniflow  engine  has  a  marked  and  continuous  bend;  while  for 
the  counterflow  engine,  or  steam  turbine,  the  curve  is  usually  straight, 
at  least  for  the  greater  part  of  its  length. 

The  indicator  diagrams  of  Fig.  10  show  a  rise  in  the  back  pressure 
from  the  time  the  central  exhaust  ports  are  closed  by  the  piston  until 
the  auxiUary  exhaust  port  is  closed.  This  is  probably  due  to  wire- 
drawing in  the  auxiliary  exhaust  port  and  represents  some  loss. 
Undoubtedly,  from  the  standix)int  of  economy  alone,  the  engine 
would  be  better  without  the  auxiliary  ix)rt,  that  is,  operating  on  the 
strictly  uniflow  principle.  However,  it  is  presumable  that  the  pur- 
pose of  the  additional  port  is  to  secure  greater  capacity,  which  it  does 
by  giving  thicker  diagrams  than  would  be  obtained  without  it. 

I  note  that  the  percentage  of  moisture  which  the  steam  actually 
carried  is  not  given  in  Table  2,  but  the  superheat  is  given  as  0  deg. 
imd  the  steam  is  referred  to  as  dry  in  columns  10  and  11.  I  should 
Uke  to  ask  the  author  if  there  was  any  moisture  in  the  steam,  and  if 
so,  what  factor  he  appUed  in  correcting  the  steam  to  100  per  cent 
quality. 

GsoRGE  H.  Barrus  (written).  The  term  "uniflow"  as  used  in 
the  paper  is  a  misnomer,  for  the  engine  described  embodies  a  com- 
bination of  the  uniflow  and  counterflow  principles,  with  the  latter 
predominating.  In  a  purely  "uniflow"  engine  the  exhaust  steam 
passes  out  through  ports  located  midway  between  the  two  ends  of 
the  cylinder.  In  the  engine  described  there  are  two  sets  of  ports, 
one  located  at  the  middle  and  the  other  at  or  near  the  ends.  With 
light  loads  the  larger  part  of  the  exhaust  steam  goes  through  the  end 
ports,  counterflow  style.  With  medium  and  heavy  loads  quite  as 
much  steam  goes  through  the  end  ports,  counterflow  style,  as  through 
the  central  ports.  The  tests  reported  are  not  therefore  tests  of  a 
''uniflow"  engine,  but  are  tests  of  what  might  well  be  called  a  coun- 
terflow-uniflow  engine,  with  the  counterflow  features  in  the  lead. 

There  is  nothing  in  the  paper,  so  far  as  I  can  see,  showing  that  the 
uniflow  characteristics  possessed  by  the  Baker  engine  have  anything 
to  do  with  the  superior  economy  reported.  In  fact,  I  cannot  see  that 
these  characteristics  are  suflSciently  pronounced  to  produce  any 
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marked  influence  on  the  results.  The  indicator  diagrams  are  not 
materially  different  from  those  that  would  be  given  by  any  coimter- 
flow  engine  having  ihe  same  valve  gear  and  working  imder  the  same 
pressure  and  speed. 

To  justify  the  conclusion  that  the  superior  results  given  are  due 
to  any  uniflow  characteristic,  a  comparison  should  be  made  between 
the  engine  in  question  and  an  ordiniuy  counterfiow  engine  having  the 
Baker  valve  gear,  but  the  paper  makes  no  such  comparison.  All 
that  the  paper  shows,  to  my  mind,  is  the  difference  in  economy  be- 
tween an  engine  having  excellent  steam  distribution,  such  as  that 
obtained  by  the  Baker  valve  gear,  and  ordinary  throttling  slide-valve 
engines  having  defective  steam  distribution,  which  at  best  give  very 
poor  economy. 


TABLE  4    PRINCIPAL  DIBIENSIONS  OF  HUBER  TRACTOR 


Boiler 


Number  of  tubes 18 

Outside  diameter  of  shell,  in 41 

Length  of  shell,  in. 100 

Diameter  of  tubes,  in 3 

Diameter  of  large  flue  at  front,  in 24 

Diameter  of  large  flue  at  rear,  in 27 

Grate  area,  sq.  ft «.69 

Total  water  heating  surface,  sq.  ft 173 


Engine 


Nominal  horsepower 18 

Nominal  speed,  r.p.m 2S0 

Diameter  of  cylinder,  in. 9 

Stroke,  In 11 

Diameter  of  piston  rod,  in If 

Diameter  of  flywheel,  in M 

Face  of  flywheel,  in. 10 


If  the  title  of  the  paper  were  changed  to  read  Tests  of  Counter- 
flow-Uniflow  Steam  Traction  Engines,  and  the  term  "oounterflow- 
uniflow"  were  substituted  for  "uniflow"  throughout,  the  conclusions 
would  be  less  Uable  to  be  misconstrued  than  Uiey  are  in  its  present 
form. 

L.  V.  LuDY  (written).  A  few  years  ago  the  writer  was  called 
upon  to  conduct  a  series  of  tests  on  a  Huber  steam  tractor,  which  gave 
some  very  interesting  information.  The  results  of  these  tests  are 
presented  herewith  for  comparison  with  those  reported  in  the  paper. 

The  engine  was  fitted  with  a  common  D-slide  valve  which  was 
unbalanced.  The  boiler  was  of  the  marine  type,  having  a  large  flue 
extending  throughout  the  entire  length  of  the  boiler,  the  back  end  of 
which  served  as  a  firebox.  No  superheater  was  provided.  The 
method  employed  in  carrying  out  the  tests  was  exactly  similar  to 
that  used  by  the  author. 
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Table  4  gives  the  principal  dimensions  of  the  tractor,^  and  Tables 
5  and  6  the  general  results  obtained. 

In  the  results  reported  by  the  author  the  maximum  i.hp.  in  per 
cent  of  the  normal  rated  hp.  is  imusually  high,  being  over  460  per  cent 
for  the  1915  engine  and  about  600  per  cent  for  the  1916  engine. 
Similar  results  reported  by  the  writer  gave  this  ratio  of  the  greatest 
i.hp.  to  the  normal  rated  hp.  to  be  over  230  per  cent,  but  in  this  case 
the  engine  was  not  operated  at  maximum  load. 

R.  J.  S.  PiGOTT  (written).  In  considering  the  curves  of  water 
rate  and  boiler  efficiency  the  writer  has  found  it  expedient  to  make 


TABLE  I 

\    SUMMARY  OF  ENGINE  RESULTS 

UnfthofUtt. 
rain. 

R.p.m. 

lb.  per  sq.  in.. 

Average  eut-off 

in  per  cent  of 

•troke 

I.hp. 

Dryfteftin  per 

i.hp.  per  hr., 

lb. 

00 
120 
00 

227.0 
217.3 
200.3 

110.8 
111.7 
112.4 

358 
40.5 
53.1 

28.00 
37.08 
42.21 

28.7 
20.7 
29.8 

TABLE  0    SUMMARY  OF  BOILER  RESULTS 


UocihofUet. 

Boiler  preBsure, 

lb.  per  sq.  in., 

face 

Coel  fired  per 

sq.  ft.  of  grate 

surface  per  hr.,  lb. 

Equiy.  evap.  per 

•q.  ft.  water 

heating  surface 

per  hr..  lb. 

Equiv.  evap.  per 
lb.  air-dry  coal.  lb. 

00 
120 
00 

110.8 
111.7 
112.4 

14.3 
24.5 
27.1 

5.58 

7.75 
8.72 

10.25 
8.30 
8.44 

use  of  the  input  and  output,  or  Willans,  line  rather  than  the  water- 
rate  or  efficiency  curves. 

In  the  first  place,  the  Willians  line  for  all  throttle-governed 
engines,  and  for  all  turbines,  up  to  the  point  where  the  relay  valve 
opens,  is  substantially  straight.  For  the  automatic  engine  the  line 
is  represented  by  an  equation  of  the  second  degree,  and  is  ciurved 
upward  more  or  less.  The  valuable  feature  is  that  as  these  Willans 
lines  are  either  straight  or  only  sUghtly  curved,  and  the  zero  steam 
consumption  alwayB  falls  within  reasonably  well-defined  limits — say 
15  to  20  per  cent  of  full-load  steam  consumption  —  the  direction  of 
the  cimre  can  be  very  much  more  definitely  settled,  especially  if  the 
tests  vary  considerably  from  average.  The  water-rate  curve  can 
then  be  plotted  from  the  Willans  line. 
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One  feature  in  Fig.  12  which  seems  peculiar  is  the  crossing  of  the 
lower  boiler-pressure  curves  by  the  175-lb.  curve  at  low  loads.  This 
is  very  unusual,  as  in  all  cases  the  writer  has  seen,  the  raising  of  the 
boiler  pressure  improves  the  water  rate  and  lowers  the  Willans  line  at 
all  loads.  The  crossing  of  the  water-rate  curves  indicates  that  the 
Willans  Une  also  crosses  Uiose  at  the  lower  pressures,  giving  a  high 
no-load  steam  consumption,  which  is.  extraordinary.  He  would  in 
general  suspect  an  error,  especially  as  the  tests  seem  short  for  accurate 
results  by  the  feedwater  method.  Quite  large  errors  are  introduced 
by  the  capacity  of  the  system  and  the  impossibility  of  getting  accurate 
indications  of  water  content  of  the  boilers  by  gage  glasses;  the  shorter 
the  test,  the  larger  the  effect  of  the  error. 

A  further  suggestion  to  the  author  is  that  the  results  be  computed 
in  thermal  eflSciency,  Rankine-cycle  efficiency  ratio,  and  B.t.u.  per 
hr.,  all  referred  to  brake  horsepower;  the  variations  with  i.hp.  are  of 
little  value  for  a  comparison  with  other  types  of  prime  mover. 

The  thermal  efficiency  is  a  basic  measure  of  the  real  economy; 
so  is  B.t.u.  per  b.hp-hr.  Water  rates  are  not  basic  and  vary  with 
every  set  of  steam  conditions.  The  Rankine-cycle  efficiency  ratio  is 
a  valuable  means  of  comparing  the  design  of  one  engine  with  another, 
since  it  shows  how  well  the  engine  makes  use  of  its  steam  range, 
although  the  thermal  efficiencies  may  be  very  different.  For  instance, 
the  efficiency  ratio  of  a  non-condensing  compound  engine  may  be  as 
high  as  75  or  80  per  cent,  and  its  thermal  efficiency  only  7  to  10  per 
cent;  that  of  a  condensing  compound,  55  to  60  per  cent,  and  the 
thermal  efficiency  16  or  17  per  cent;  showing,  as  we  now  well  know, 
the  extremely  low  efficiency  ratios  of  low-pressure  cylinders  imder 
condensing  conditions. 

These  two  efficiencies  are  the  only  ones  of  value  in  comparing 
steam  results  with  intemal-combustion-engine  results.  Messrs. 
Stott,  Gorsuch  and  the  writer  have  advocated,  in  a  Prime  Mover 
Committee  report  for  the  A.I.E.E.,  1915,  that  tlie  use  of  water  rates 
be  abandoned  as  not  basic,  and  that  the  above  efficiencies  be  sub- 
stituted. 

A.  G.  Christie  (written).  The  paper  gives  some  excellent  data 
of  the  effect  of  superheat  in  a  uniflow  non-condensing  engine.  Con- 
siderable emphasis  has  been  laid  on  the  comparison  of  the  uniflow  and 
counterflow  engines,  and  Fig.  14  shows  comparative  performance 
curves  for  several  types  of  engines.  It  does  not  seem  that  any  of 
these  curves  show  compound  condensing  units  with  superheat. 


Digitized  by  VjOOQIC 


DISCUSSION 


65 


In  large  power  plants  there  is  a  tendency  to  increase  both  steam 
pressures  and  superheat.  The  tests  in  this  paper  show  the  highly 
beneficial  effect  of  adding  superheat  in  a  non-condensing  unit. 
Engineers  should  therefore  be  interested  in  the  performance  of  a  small 
unit  with  high  pressure,  high  superheat,  reheating  between  cylinders, 
feedwater  heating  and  condensing. 

When  the  new  laboratories  of  Johns  Hopkins  University  were 
Imilt,  a  75-kw.  Buckeyemobile  was  purchased  from  the  Buckeye 
Engine  Co.  and  direct-connected  to  a  5(>-kw.  generator.    This  unit 

TABLE  7    PART  OF  RESULTS  OF  TESTS  ON  75-KW.  BUCKEYEMOBILE » 


BoOar  pwwurt,  gate,  lb 

IUetiT«r  preMure,  i»ge,  lb 

Tiemim  tt  eihaaflt,  inehcs  of  mercury 

Sivarheai  entorixic  h.-p.  oylindar,  dtg.  (ahr 

Suparheat  eotariDg  L^.  cylinder,  deg.  fahr 

Ttmptratuieof  flue  fsaes.  deg.  fahr 

Oilorifie  value  of  coal  aa  fired,  B.t.u.  per  lb 

OOt.pvoeiit 

Total  Lhp.  of  engme 

Total  b.lip.  of  engiiie 

Kw.  output  of  generator 

Baroltttiona  p&r  minute 

Di7eoalperi.hp-hr 

Dry  eoal  per  kw-hr.,  lb 

B.ta.  in  ooal  eonaumed  per  kw-hr 

Lb.  of  ftaam  oondenaed  per  i.hp-hr 

Lb.  of  ftaam  oondenaed  per  b.hp-hr 

Lb.  of  fleam  oondenaed  per  kw-hr 

£ffieimey  ratio  of  engine  baeed  on  indicated  horoepower  re* 

farrad  to  adiabatic  expanaion,  per  cent 

Eflideoey  of  boiler  alone,  per  cent 

Efficiaiiey  of  boiler,  auperheater,  reheater  and  feedwat«r 

haatar,  per  cent 

Effidanoy  of  oompleCe  plant  from  kilowatta  at  awitchboard  to 

haat  in  ooal  aa  flred,  per  cent 


212.4 

212.5 

0.83 

9.65 

27.28 

26.88 

170.0 

185.1 

117.3 

130.2 

422 

427 

14.151 

13,545 

12.38 

13.82 

27.8 

51.2 

23.3 

47.4 

15.57 

31.6 

247.7 

247.6 

2.32 

1.57 

4.06 

2.55 

57,453 

34,540 

10.80 

10.5 

12.05 

11.32 

18.04 

17.0 

64.3 

(67.0 

36.8 

55.1 

43  2 

64.6 

5.92 

9.88 

213.4 
22.6 
26.32 
235.6 
126.7 
500 
13,780 
13.34 
88.6 
73.2 
51.5 
247.7 
1.40 
2.27 
31.280 
9.63 
11.0 
15.62 

72.7 
55.4 

66.3 

10.85 


>  Rated  horaepower  of  unit,  75  i.hp.  Cylinders,  6i  in.  and  12|  in.  in  diameter  by  15  in.  stroke 
(taodam  eompound).  Engine  alao  drivea  a  three-throw  boiler-feed  pump.  Generator,  24a-volt. 
^kw.,  direct-current,  3-wire. 

had  been  used  to  carry  the  summer  light  and  power  load  of  the 
University,  and  for  test  purposes  by  the  students  during  the  winter 
months.  A  portion  of  the  test  results  is  given  in  Table  7,  which 
results  were  obtained  by  members  of  the  senior  mechanical-engineer- 
ing class  in  a  series  of  tests  made  last  winter.  The  unit  was  not 
prepared  especially  for  test  and  was  operated  as  in  general  service. 
It  is  fdt  that  the  results  represent  very  closely  average  operating 
conditions,  though  other  previous  tests  have  indicated  lower  coal 
consumptions  at  the  various  loads. 
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The  unit  has  given  very  satisfactory  service  since  it  has  been 
installed,  and  the  operating  and  maintenance  charges  have  been 
quite  low.  American  engineers  can  well  afford  to  give  more  attention 
to  this  type  of  unit  with  the  rapidly  increasing  costs  of  fuel  and  labor. 

The  Author.  I  agree  with  Professor  Emswiler  that  it  is  often 
preferable  to  refer  steam-consumption  curves  to  b.hp.  instead  of  i.hp. 
In  the  present  case  the  difference  in  the  form  of  the  curves  would  be 
very  sUght,  and  it  was  decided  to  use  i.hp.  in  view  of  the  fact  that  it 
proved  more  difficult  to  find  results  of  tests  of  engines,  with  which  it 
was  desired  to  make  comparisons,  expressed  with  reference  to  b.hp. 

In  answer  to  Mr.  Adams's  question,  the  heat  value  of  the  coal 
used  was  approximately  13,700  B.t.u.  per  lb.,  as  fired. 

In  reply  to  Mr.  Pigott's  suggestion  that  the  fact  that  the  water 
rates  are  not  in  all  cases  lower,  at  all  loads,  with  higher  boiler 
pressure  than  with  lower  boiler  pressure,  indicates  an  error,  and  that 
the  results  might  be  adjusted  with  the  aid  of  the  Willans  lines  so  as 
to  eliminate  this  feature,  I  should  like  to  call  attention  to  the  fact 
that  if  a  Willans  line  is  plotted  for  each  boiler  pressure  of  the  saturated- 
steam  runs,  a  very  clearly  defined  tendency  throughout  for  the 
higher-pressure  lines  to  cross  the  lower-pressure  ones  at  light  loads 
will  be  evident.  It  is  realized  that  the  work  doubtless  contains  some 
experimental  errors,  but  it  does  not  seem  reasonable  to  infer  that 
errors  would  occur  in  such  a  way  as  to  indicate  consistently  the  same 
thing.  It  does  not  therefore  seem  justifiable  to  adjust  the  results  as 
suggested. 

Moreover,  it  is  evident  that  the  cylinder  condensation  will  be 
greater  with  high  boiler  pressures,  due  to  the  increased  temperature 
ranges,  than  with  lower  ones.  It  does  not  seem  unreasonable  to  infer 
that  as  the  load  becomes  lighter  and  the  cut-off  earlier,  a  point  will 
finally  be  reached  where  the  loss  due  to  increased  cyUnder  condensa- 
tion will  overbalance  the  gain  due  to  increased  available  energy,  and 
the  Willians  lines  cross,  as  actually  indicated  by  the  data  presented. 

I  agree  entirely  with  Mr.  Pigott  as  to  the  value  of  the  use  of  the 
thermal  efficiency,  B.t.u.  per  hour  (or  per  minute),  and  the  Rankine- 
cycle  efficiency  ratio,  for  comparison  with  other  types  of  prime  movers. 
The  Rankine-cycle  efficiency  ratios  referred  to  i.hp.  will  be  found  in 
column  12  of  Table  2.    The  others  are  not  presented  in  the  paper. 
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RELATION    OF    EFFICIENCY  TO  CAPACITY 
IN  THE   BOILER  ROOM 

By  Victor  B.  Phillips,  Cleveland,  Ohio 
Junior  Member 

By  typical  cast  figures  the  author  shows  that  90  per  cent  of  the  cost  of  producing 
ttoom  is  for  Jud  and  fixed  charges  {including  labor) .  He  states  that  these  two  charges 
art  oj  almost  equal  importance^  and  thai  their  reduction  depends  respectively  on  the 
(OUxinment  of  efficiency  and  capacity.  He  then  sets  about  to  establish  the  procedure 
fcr  determining  the  relation  of  maximum  efficiency  at  various  loads  to  those  variables 
of  operation  ufkich  the  fireman  may  observe  and  over  which  he  must  exercise  control. 
Test  data  ona  B,  &W,  boiler  equipped  with  a  Taylor  stoker  for  a  very  wide  range 
of  operaHng  conditions  are  used  to  illustrate  the  procedure  and  to  show  the  validity 
of  the  sdection  of  variables. 

The  data  applying  to  the  furnace  and  boiler  are  shown  respectively  in  charts 
having  efficiency  and  capacity  as  codrdinateSf  and  the  interrelation  of  the  operating 
variables  is  indicated,  as  on  steam  charts,  by  lines  of  constant  values.  These  two 
duals  are  then  combined  into  a  single  chart  having  as  eoMtinates  overall  efficiency 
and  capacity  of  the  steam-generaHng  plant,  and  which  graphically  represents  the  two 
cbjeds  to  be  sought  —  efficiency  and  capacity  —  in  terms  of  the  variables  of  operation 
through  the  manipulation  of  which  they  may  be  obtained. 

The  striking  test  results  shown  in  the  furnace  operation  chart  are  discussed  in 
an  appendix,  which  also  gives  details  of  the  procedure  employed. 

• 
T^HERE  are  two  ways  in  which  the  cost  of  producing  steam  may 
be  reduced.  They  are  efficient  operation  and  the  attain- 
ment of  high  capacity  from  equipment.  Table  1  gives  typical  fig- 
ures for  the  various  elements  of  cost  entering  into  the  production 
of  steam,  according  to  the  accounts  of  the  Cleveland  Railway  Com- 
pany for  the  year  1914.  The  numbers  shown  in  parentheses  refer 
to  the  accounting  system  prescribed  by  the  Interstate  Conmierce 
Commission.  This  table  shows  the  predominating  importance  of 
fuel  and  fixed  charges,  and  hence  the  importance  of  both  efficiency 
and  capacity  and  their  interrelation. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May   1017,  of  The 
AmsiGAN  SociSTT  OP  Mechanical  Engineers. 
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2  To  the  end  of  establishing  the  operating  conditions  giving 
maximum  efficiency  for  a  wide  range  of  capacities,  the  writer  has 
made  an  extensive  series  of  tests  for  the  Cleveland  Railway  Company. 
The  tests  were  conducted  under  widely  different  operating  oonditions 
in  order  to  bring  out  clearly  the  importance  of  the  several  variables 
and  also  to  throw  light  on  questions  of  design.  In  Table  2  is  a  con- 
densed summary  of  the  data  obtained,  together  with  some  notes  as 
to  procedure. 


TABLE  1    COST  FACTORS  IN  STEAM  PRODUCTION 
CiMWWLum  Railway  CouPAinr 


Par  otnt  ol  toUl  oo«i 


PutI 

Wfttor 

Oil  and  mitoelUneom  soppUv. . 


1  (U) 
l2  (64) 
is  [(55  AM) 

4  (45A47-AAB) 

5  (53-A)  EmplosreM 

[t  (50)  DcpreoUtion.  4|peromtoninv«itinMit 

To  th«89  mutt  b«  «dd«d  inttrttt,  Uxm  and  iniunmoe.  7|  per  omt  on  in- 
vestment  


Total  ocet  of  produoinc  fteam . 
Fuel  and  fiied  ohaiiM 


QBNBRAL    DESCRIPTION    OF    TESTS 

Equipment  (see  Fig.  1).  Taylor  six-retort  stoker  with  extension  grate. 
Babcock  &  WUoox  boiler,  5120  sq.  ft.  heating  surface. 

DuToHon,  Eight  hours,  preceded  by  preliminary  run  under  test  oonditionB; 
setting  under  heat  for  several  days  before  tests,  except  for  Tests 
7  and  8,  which  therefore  show  small  discrepancies  when  referred  to 
boiler  operation  chart.    Readings  taken  every  15  min. 

Personnel,  In  addition  to  regular  operating  fireman  and  hdpers,  penonn^ 
included  six  men  all  of  whom  had  become  thoroughly  familiar  with 
thdr  duties  through  previous  tests. 

Coal  and  Water.  Both  items  were  weighed  on  newly  calibrated  scales. 
Coal  sample  taken  from  every  wheelbarrow  and  placed  in  oovered 
receptacle. 

Air  Supply.  Air  delivered  to  furnace  from  fan  was  measured  by  pitot 
tubes  placed  in  air  ducts  and  preceded  by  baffles  to  create  parmllel 
flow;  permanently  located  pitot  tubes  were  calibrated  by  complete 
traverses  in  two  directions  through  the  pipe  and  results  checked 
with  an  anemometer  and  by  the  oalorimetric  method.  Pressure  and 
draft  gages  checked. 

Temperatures.  Obtained  by  thermoelectric  pyrometers,  checked  by  manu- 
facturer before  and  after  tests. 
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Om  AfudytiB.  Conducted  by  chemist.  Continuouil  sampleB  taken  during 
consecutive  half-hour  periods.  Sampling  tube  inserted  at  top  of 
first  pass;  lined  with  hard  glass  tubing  and  open  at  end  only;  moved 
in  and  out  so  as  to  get  representative  sample.  Anal3r8is  made  with 
Orsat  apparatus. 

Reffulation  of  Fire.  Fuel  bed  was  kept  uniform  and  constant  in  thickness, 
by  very  close  and  frequent  observation  on  the  part  of  three  different 
men,  all  experienced  firemen. 

Ash  Analysis,  All  ash  was  spread  out  and  crushed  to  about  1}  in.  on  a 
large  concrete  floor  and  dried  before  weighing.  The  sample  for  analy- 
sis was  taken  by  dividing  the  ash  when  evenly  spread  out,  into  a 

TABLE  2    SUMMARY  OP  TEST  DATA 
Clbteland  Railway  Cokpakt 


TertNo. 


Futl.b«lthiekn«M. 


2 
Thin 


2  HoiBepowv  output  of  boil«r 
(itiun  prwiurt  150  lb.  gaga)  | 
S  Dry  eoal  per  hour,  lb 

4  CodaiudTiiK 

•  B.t.tt. 

6  sulphur,  pvoant 

e  aah,  pm  otnt 

5  Air  piBMuie  under  tuyeres 

(uioheeol  water) 

f  Draft  in  combustion  oham- 

ber  (inches  of  water) 

7  Pounds  air  psr  hour  by 


8  Average  of  air  by  meter  and 

by  analysis,  lb.  per  hr. . . . 

9  Tempsraturs  of  air,  deg. 

fahr 

10  Tempsraturs  in  last  pass. . . 

11  Ssosible  heat  to  staek,  per 


U  Combustible  in  ash,  per 

eentloss* 

WOO  loss* 

U  Latent  heat  of  steam  in  flue 

•M 

15  Orsrall  effioienoy,  per  cent. 

16  Fumaee  effieieney,  per  cent 

17  Output  of  fumaoe,  boiler  hp. 


452 

1.606 

12.631 
4.00 
13.2 

0.46 

0.22 

20,100 

25.900 

66 

682 

14.5 

5.1 
0.4 

3.5 
70.7 
85.2 
544 


661 

2.450 

12.718 
4.00 
12.4 

1.83 

0.26 

80.900 

32.000 

66 

644 

17.0 

4.0 
0.8 

8.4 
71.2 
88.2 
820 


895 

8.700 

12.744 
4.00 
12.6 

2.63 

0.25 

42.600 

88.500 

68 
784 

14.6 

7.6 
10.9 

3.4 
63.5 
78.0 


4  5  6 

Medium 


1.100 


500 

736 

1.960 

8.100 

12.796 

12.888 

4.00 

4.00 

12.4 

11.8 

0.56 

1.68 

0.25 

0.27 

15.700 

80.200 

17.850 

30.800 

66 

69 

500 

659 

8.4 

12.1 

4.6 

10.0 

6.6 

11.2 

3.4 

8.4 

66.9 

61  7 

75.8 

73.8 

563 

880 

928 

4.000 

12,944 
4.00 
11.6 

2.79 

0.41 

46.500 

40.250 

70 
771 

14.7 

7.0 
13.9 

3.4 
59.7 
74.4 
1.150 


Thiok 


504 

718 

2.690 

3.600 

12.802 
4.16 
12.5 

12.802 
4.16 
12.5 

1.03 

2.41 

0.15 

0.15 

20.900 

37,200 

21,900 

84.250; 

79 
509 

80 
596 

7.6 

10.4 

17.8 
14.8 

17.8 
11.4 

I 


3.4 
49.0 
56.5 
683 


3.4 
62.1 
62.5 
862 


I 


902 

4.320 

12.672 
8.93 
13.2 

8.27 

0.45 

48,500 

42.850 

72 
728 

13.7 

20.0 


8.7 
54  8 
68.5 
1.127 


*  Flue  gas  per  pound  of  ooal,  taken  from  items  3  and  8.  to  which  is  added  0.8  pound  for  gasified  coal. 

*  One  sample  for  Tests  7  and  8. 

*  Tbs  CO  analysss,  especially  for  the  overload  tests  (Nos.  3. 6  and  9).  were  probably  somewhat  in 
vior  due  to  taking  of  sample  at  top  of  first  pass  where  gases  were  not  thoroughly  mixed.  During  Test 
9  both  tiie  ozsrgen  and  CO  content  of  the  flue  gaa  taken  at  this  same  point  were  high.  There  was  also 
s  msrked  amount  of  incandescent  matter  in  the  flue  gas.  It  is  therefore  probable  that  considerable 
eombostion  of  CO  occurred  in  the  second  and  last  passes.  This  is  indicated  by  the  fact  that  the 
itsms  of  the  heat  balance  for  this  Test  9  added  up  to  a  little  more  than  100  per  cent. 
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large  number  of  Bqaaree,  and  then  moving  away  alternate  squares 
until  a  comparativdy  small  sample  for  grinding  was  obtained.    Dur- 


f^7^' 


FiQ.  1    Sectional  Vibw  op  Boiler  Unct  op  the  Cleveland  Railway 

Company 

ing  this  reduction  process  the  ash  was  continually  mixed  by  turning 
it  over.  The  samples  were  analyzed  for  moisture,  combustible  and 
in  some  cases  for  sulphur  or  volatile  constituent. 

SCOPE  OP  PAPER 

4    This  paper  proposes  for  discussion  the  systematic  treatment 
of  the  steam  boiler  in  relation  to  the  two  f midamental  variables  — 
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^dency  and  capacity.  The  efficiency  which  obtains  at  a  given 
capacity  depends  upon  the  interrelation  of  a  large  number  of  variable 
factors  of  operation.  It  is  essential  that  these  factors  be  system- 
atically conceived  and  that  in  a  given  case  some  idea  of  their  relative 
importance  be  formed.  Recent  stoker  developments  to  the  end  of 
greater  flexibility  have  introduced  a  large  number  of  adjustments 
over  which  intelligent  control  must  be  exercised.  This  merely  goes 
to  illustrate  the  necessity  of  less  prejudice  and  more  rational  procedure 
in  boiler-room  design  and  operation. 

5  In  what  follows,  a  classification  of  the  variables  of  operation 
will  be  outlined,  and  a  system  of  testing  discussed,  whereby  their 
interrelation  may  be  established.  The  results  of  the  tests  abeady 
quoted,  which  were  made  in  accordance  with  this  system^  will  be 
used  by  way  of  illustration.  All  mathematical  treatment  and  detail 
of  procedure  are  listed  in  the  Appendix.  It  should  be  pointed  out  at 
the  outset  that  the  test  data  used  are  necessarily  limited  and  in  some 
respects  incomplete.  Yet  perhaps  th^  will  serve  as  a  concrete 
basis  or  example  in  outlining  the  method  of  treatment. 

ELEMENTS    OF   BOHJQB   UNIT   AND   BASIC    FACTORS   WHICH 
GOVBBN   ITS   PEBFORMANCE 

6  The  steam-boiler  unit  b  considered  here  in  relation  to  each  of 
its  two  elements,  the  /limoee,  or  heat  liberator,  and  the  boiler ,  or 
heat  absorber. 

7  The  furnace  is  a  means  whereby  the  chemical  energy  of  coal 
or  other  fuel  is  transformed  into  sensible-heat  energy.  The  function 
of  the  furnace  is  chemical  reaction  between  the  combustible  fuel  and 
the  oxygen  of  air.  As  such,  it  b  governed  by  the  three  factors,  (1) 
amount  of  air,  (2)  degree  of  air  mixture  and  (3)  time.  These  three 
{actors  together  govern  the  rate  of  combustion,  the  completeness  of 
combustion  and  the  resultant  temperature  of  combustion;  in  a  word, 
they  completely  determine  the  nature  of  combustion. 

8  The  boiler  is  a  means  whereby  the  heat  liberated  in  the  furnace 
is  absorbed  and  transferred  to  the  water.  Its  function  is  heat  trans- 
mission and  it  is  governed  by  the  laws  expressing  the  several  modes  of 
heat  transmission  —  conduction,  convection  and  radiation.  It  is 
evident  that  the  factors  which  govern  combustion  likewise  govern 
very  largely  the  heat  transmission  of  the  boiler,  by  the  regulation  of 
temperature  and  amounts  of  gas.  Hence,  it  follows  that  in  the 
end  the  performance  of  the  entire  boiler  unit  may  be  expressed  in 
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terms  of  a  number  of  factors  over  which  the  fireman  either  does  or 
should  be  able  to  exercise  proper  control. 

9  Before  proceeding  with  the  separate  discussions  of  the  two 
elements  of  the  boiler  unit,  it  is  necessary  to  define  clearly  the  lines 
of  separation  of  the  furnace  and  the  boiler.  It  is  desirable  so  to 
define  furnace  efficiency  and  boiler  efficiency  that  their  product  will 
be  the  overall  efficiency  of  the  unit.^  To  this  end  boiler  efficiency  is 
taken  as  the  ratio  of  heat  absorbed  to  the  heat  available  for  absorp- 
tion, i.e., 

„   __i heat  in  the  steam 

^  "heat  in  steam  and  sensible  heat  in  flue  gas 
Furnace  efficiency  is  defined  as  the  ratio  of  heat  available  for  absorp- 
tion by  the  boiler  to  the  heat  in  the  coal,  i.e., 

-,    _  heat  in  steam  and  sensible  heat  in  flue  gas 
'  "  heat  in  coal 

and 

E  (overall  efficiency)  ^  Er  X  Eb 

10  This  method  arbitrarily  charges  against  the  furnace  all 
losses  through  the  setting,  such  as  radiation  and  leakage.  Most 
of  these  losses  do  occur  in  the  setting  around  the  furnace  and  so 
this  arbitrary  classification  is  reasonable.  It  also  charges  against 
the  furnace  the  loss  in  latent  heat  in  the  vapor  of  the  discharged 
flue  gases. 

THE    FURNACE 

11  The  ideal  furnace  for  any  form  of  fuel  is  one  in  which  the 
three  factors  of  combustion  mentioned  above  —  amount  and  ad- 
mixture of  air,  and  time  for  completion  of  combustion,  may  be 
regulated  independently.  This  furnace  would  have  wide  limits  of 
efficient  operation  wherein  it  would  be  possible  to  attain  at  once 
both  efficiency  and  capacity.  Unfortunately,  the  present  status  of 
the  art,  particularly  in  regard  to  coal-burning  furnaces,  falls  far 
below  this  ideal. 

12  The  most  important  methods  of  firing  coal  employ  the  chain 
grate  and  the  underfeed  and  overfeed  gravity  stokers.  In  each  of 
these  cases  the  time  of  transit  of  coal  decreases  with  increase  of  load 
and  is  not  subject  to  independent  regulation,  and  also  it  is  impossible 
to  regulate  independently  the  amount  and  admixture  of  air.  The 
factors  of  air  supply  are  controlled  together,  by  the  amount  of  draft  or 

'  The  definitions  here  used  have  been  drawn  so  as  to  simplify  the  analysis. 
They  ofiFer  no  radical  change  over  similar  definitions  and,  while  open  to  some 
objections,  are  simple  and  easily  imderstood. 
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pressure  and  by  the  condition  of  the  fuel  bed.  These  several  inflexi- 
bilities are  inherent  in  the  present  status  of  the  art.  They  are  seri- 
ous disadvantages  which  may  be  reduced,  however,  by  introducing 
in  other  wa3rs  a  large  degree  of  flexibility. 

13  Since  regulation  of  the  time  element  by  r^ulation  of  grate 
surface  seems  to  be  impracticable,  the  problem  of  furnace  operation 
becomes  amply  the  problem  of  the  air  supply,  not  merely  over  the 
fuel  bed  as  a  whole  but  in  its  several  parts  separately.  That  flexi- 
bility of  air  supply  will  to  some  extent  compensate  for  inflexibility 
in  time  of  transit,  may  be  illustrated  by  any  of  the  underfeed  gravity 
stokers.  The  grate  areas  of  these  stokers  have  been  proportioned 
to  give  the  proper  time  element  for  rated  capacity. 

14  For  example,  take  the  case  of  the  Taylor  stoker  used  in  the 
equipment  of  the  Cleveland  Bailway  Company's  plant  which  the 
writer  tested.  When  the  capacity  is  increased,  the  air  supply  on 
the  lower  or  coking  grates  cannot  be  increased  enough  to  bum  the 
coal  as  fast  as  it  is  received  from  the  upper  grates.  The  result  is  a 
piling  up  of  coke  and  ash  on  the  dump  and  extension  grates,  causing 
not  only  a  large  loss  from  carbon  monoxide  and  coke  to  the  ashpit, 
but  perhaps  serious  clinker  difficulties.  A  variable  grate  surface 
would  eliminate  this  trouble.  It  could,  however,  be  largely  mitigated 
by  flexible  and  independent  air  control  for  this  section  of  the  fuel 
bed.    This  is  discussed  further  in  the  Appendix. 

FUNDAIOBNTAL    FACTORS    OP    OPERATION    OP    THE    FURNACE 

15  The  operating  variables  of  the  furnace  are  simply  the  vari- 
ables governing  air  supply.  They  are  (1)  thickness  of  fuel  bed, 
(2)  condition  of  fuel  bed,  and  (3)  pressure  drop  through  fuel  bed. 
These  variables  r](iay  be  regulated  differently  in  different  parts  of  the 
furnace,  but  they  are  in  all  events  the  fimdamental  factors  involved. 
They  determine  efficiency  and  capacity.  In  order  to  operate  a 
furnace  properly,  the  interrelations  between  efficiency  and  capacity 
and  the  iforegoing  variables  must  be  established. 

16  The  validity  of  this  principle  has  not  been  generally  realized. 
Instruments  for  the  indication  of  certain  variables  have  been  ex- 
tensively used.  Yet  either  the  number  of  instruments  or  the  amoimt 
of  rational  interpretation  has  been  insufficient.  It  is  only  in  very 
special  and  limited  cases  that  efficiency  or  capacity  is  indicated  by 
a  single  variable  factor  such  as  carbon  dioxide,  or  flue  temperature. 

17  Having  defined  the  fimdamental  factors  of  operation,  it  now 
i^^ooains  to  select  means  of  indicating  these  quantities  to  the  fireman. 
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The  means  of  indication  necessarily  vary  for  different  types  of  stokers 
and  furnaces.  With  a  chain  grate  the  thickness  of  fuel  bed  may  be 
readily  measured  and  adjusted,  and  its  condition  is  for  the  most  part 
imiform.  The  draft  in  the  combustion  chamber  constitutes  the 
pressure  drop  through  the  fuel  bed.  Thus  the  chain  grate  readily 
lends  itself  to  this  system,  and  it  is  a  simple  matter  to  determine  by 
tests  the  relation  of  furnace  efficiency  and  capacity  to  the  operating 
variables.  In  fact,  the  limits  of  expedient  and  efficient  operation 
with  the  chain  grate  are  not  only  narrow  but  readily  apparent.  This 
is  a  salient  feature  of  this  type  of  stoker.    On  the  other  hand,  the 
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Fio.  2    FuBNACE  Opebation  Chart.    Tatlob  Six-Rbtobt  Stokeb  with 
Extension  Grate 

forced-draft  underfeed  stoker  is  not  by  any  means  so  simple,  and 
here  intelligent  control  is  not  only  effective  but  essential.  In  this 
case  the  thickness  of  fuel  bed  cannot  be  direcUy  measured,  nor  is  its 
uniformity  so  much  a  matter  of  course. 

18  The  point  of  primary  import^mce  is  the  amount  of  air  pushed 
through  the  fuel  bed  and  the  intimacy  with  which  it  is  mixed  with 
the  volatile  matter  forming  in  the  lower  layers  of  green  coal  and  the 
coke  of  the  upper  layers.  Roughly  speaking,  this  intimacy  increases 
with  the  resistance  to  air  flow.  It  is  the  condition  and  thickness  of 
the  fuel  bed  that  determines  both  the  amount  and  admixture  of  air. 
The  pressure  necessary  to  force  up  a  certain  quantity  of  air  is  both  a 
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simple  and  an  efiFective  indication  of  the  mean  condition  and  thickness 
of  the  fuel  bed;  in  other  words,  an  air-pressure  gage  and  an  air  meter 
mdicate  the  thickness  of  bed.  In  stokers  of  sufficient  size  to  warrant 
the  use  of  two  air  ducts,  it  is  necessary  to  duplicate  the  air-measuring 
apparatus.  By  proper  arrangement  of  the  means  of  indication  it 
now  becomes  possible  to  gage  the  uniformity  of  the  fuel  bed  by  com- 
paring the  air  indications  to  the  two  halves.    Thus  all  the  conditions 


Fio.  3    Air  Meter 

governing  air  supply  may  be  readily  measured  and  indicated  to  the 
fireman.  In  order  that  he  may  make  proper  use  of  these  indications, 
they  must  be  related  to  the  objects  sought  —  efficiency  and  capacity. 

19  As  an  illustration  of  the  actual  interrelating  of  the  above 
indications,  there  is  presented  in  Fig.  2  a  chart  showing  graphically 
the  results  of  the  teste  applying  to  the  furnace. 

20  It  may  be  seen  that  this  chart  is  a  graphical  representation 
of  the  principles  outlined  above.    It  shows  how  furnace  capacity 
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and  efficiency  are  functions  of  extremely  simple  variables,  imd  how 
any  two  of  the  variables  fix  conditions  of  operation.  An  analogy  is 
a  steam  chart  on  which  any  two  conditions  such  as  heat  and  pressure, 
or  quality  and  temperature,  determine  a  point  from  which  the  other 
corresponding  conc^tions  may  be  found.  The  chart  brings  out  in 
conclusive  manner  the  essential  importance  of  the  variables  selected 
at  the  beginning  of  the  discussion  —  thickness  of  fuel  bed  and  pres- 
sure drop.  So  far  as  the  furnace  as  a  heat  liberator  is  concerned, 
it  establishes  the  conditions  of  maximum  efficiency  for  each  and 
every  load. 

MEASUBEMENT    OF    AIR    SUPPLY 

21    Of  the  instruments  used  by  the  writer  in  obtaining  the  results 
presented  here,  the  apparatus  for  directly  measuring  the  air  supply, 
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Fig.  3,  merits  perhaps  a  brief  statement.  It  is  quite  possible  to 
employ  the  pitot  tube  with  close  accuracy  for  measuring  the  air  sup- 
ply of  forced-draft  furnaces  and,  even  where  conditions  are  extremely 
ui^avorable,  to  obtain  at  least  excellent  relative  results.  The  ma- 
nometer used  in  connection  with  the  pitot  tube  may  be  placed  at  a 
distance  from  the  air  duct,  along  with  the  other  boiler  instruments, 
without  impairing  its  accuracy.  When  two  manometers  are  neces- 
sary because  of  two  air  ducts  the  sloping  tubes  may  be  placed  side 
by  side  and  readings  taken  from  a  single  scale.  The  only  time  that 
the  liquid  levels  will  not  be  side  by  side  will  be  when  the  fuel  bed  is 
not  uniform,  a  condition  requiring  immediate  attention  from  the 
fireman.  For  example,  a  hole  will  cause  a  very  marked  difference  in 
the  two  manometer  levels. 
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22  Another  principle  may  be  employed  in  cjonnection  with  the 
form  of  air  meter  just  described.  The  pitot-tube  manometers  show 
deflections  increasing  as  the  square  of  the  air  velocities.  Similarly, 
needing  the  relatively  small  amoimt  of  gas  formed  from  the  burning 
coal,  the  pressure  drop  through  the  fuel  bed  varies  as  the  square  of 
the  air  velocities.  Hence,  as  is  shown  in  Fig.  4,  the  relation  between 
this  pressure  drop  and  the  manometer  deflection  is  a  direct  propor- 
tion. Utilizing  this  principle,  another  manometer  tube^  may  be 
placed  beside  the  other  tubes  for  the  measurement  of  pressure  drop. 
By  using  liquids  of  the  proper  relative  densities,  or  by  introducing 
variation  in  the  sectional  area  of  the  manometer,  the  levels  can  be 
set  to  move  up  and  down  together  for  the  proper  thickness  of  fuel  bed ; 
and  a  ready  indication  of  amount  of  variation  from  the  prescribed 
thickness  is  available.  This  last  function  is  valuable  in  plants  having 
short  peak  loads.  The  fireman  may  gage  the  amount  by  which  he 
is  building  up  his  fuel  preparatory  to  the  short  overload.  Thus  a 
single  instrument  has  been  made  to  indicate  all  the  fundamental 
conditions  of  combustion  —  amount  of  air,  pressure  drop  through 
the  fuel  bed,  and  thickness  and  uniformity  of  fuel  bed. 

THE    BOILER 

23  The  performance  of  the  boiler  as  an  apparatus  for  absorbing 
heat  may  be  analyzed  along  the  same  general  lines  as  the  furnace. 
The  furnace  produces  heat  which  is  available  for  absorption  in  the 
form  of  radiant  energy  and  of  hot  gases,  that  is,  the  heat  generated 
in  the  incandescent  fuel  bed  is  transmitted  to  the  boiler  surfaces 
by  radiation  and  by  convection.  It  is  then  transmitted  from  the 
outer  to  the  inner  surfaces  and  to  the  water  by  conduction.  The 
boiler  employs,  therefore,  all  three  modes  of  heat  transmission,  and 
the  variables  of  operation  are  those  determining  the  effectiveness  of 
each  of  these  three  modes.  These  variables  are  (1)  temperature, 
(2)  condition  of  surfaces,  and  (3)  gas  velocity.  Temperature  is  the 
predominant  variable;  it  affects  all  three  modes  of  transfer,  in  each 
case  a  temperature  gradient  being  necessary.  The  condition  of 
surfaces  affects  principally  two  modes  of  transmission,  convection  and 
conduction;  while  gas  velocity  affects  simply  convection. 

24  The  researches  of  Messrs.  Kreisinger  and  Ray,  of  the  U.  S. 
Bureau  of  Mines,  have  shown  that  of  the  total  temperature  differ- 
ence between  the  hot  gases  and  the  boiler  water  the  drop  through 
the  solid  material  is  only  a  small  part.    The  principal  drop  is  through 

^  Not  shown  in  Fig.  3,  but  exactly  similar  to  the  two  tubes  shown. 
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the  gas  film  which  adheres  to  the  boiler  surfaces.  Since  the  thick- 
ness of  this  film  for  a  particular  condition  of  the  boiler  surfaces  is 
governed  by  the  conditions  of  gas  flow,  the  drop  through  it  should 
be  classed  as  part  of  the  convection  process. 

25  The  relatively  small  temperature  drop  through  the  solid 
material  also  serves  to  explain  the  matter  of  soot  and  scale.  Within 
the  limits  set  by  good  practice,  variation  in  soot  and  scale  does  not 
seriously  affect  boiler  performance.  For  this  reason,  tube  condition 
as  a  variable  of  operation  will  not  be  treated.  Furthermore,  inasmuch 
as  conduction  is  a  supplementary  process  of  heat  transfer  and  is 
governed  by  the  variables  of  radiation  and  convection,  the  heat 
absorbed  by  a  boiler  may  be  divided  logically  into  two  items  —  the 
heat  absorbed  by  radiation  and  the  heat  absorbed  by  convection. 

26  It  is  obviously  impossible  to  separate  sharply  radiation  and 
convection.  Heat  is  transferred  by  radiation  in  all  parts  of  the  boiler 
and  the  same  holds  true  of  convection.  However,  the  theoretical 
laws  expressing  these  modes  of  transfer  create  a  working  distinction. 
The  heat  transmitted  from  a  hot  to  a  cold  body  by  radiation  increases 
much  more  rapidly  with  temperature  difference  than  the  heat  trans- 
mitted by  convection.  For  ideal  conditions  radiation  increases  as 
the  difference  of  the  fourth  powers  of  the  two  temperatures.  Con- 
vection heat  increases  directly  with  temperature  difference.  From 
this  it  is  apparent  that  heat  is  transmitted  to  the  boiler  by  radiation 
very  much  more  rapidly  in  the  regions  of  high  temperature.  Radi- 
ation will  become  the  preponderant  means  of  heat  transfer  as  the 
temperature  increases;  while  convection  becomes  relatively  more  im- 
portant at  low  temperatures. 

INFLUENCE    OF    RADIATION    AND    CONVECTION 

27  The  curves  in  Fig.  5  illustrate  the  parts  played  in  a  boiler 
by  radiation  and  convection.  The  upper  curve  shows  actual  tem- 
peratures along  the  path  of  gas  travel.  The  lower  curve  shows  the 
temperatures  for  the  same  conditions  of  loading,  as  calculated  from 
the  convection  constants  for  the  second  and  last  passes.  These  con- 
stants were  determined  from  observations  made  only  at  the  top  of 
the  first  pass  and  the  end  of  the  last  pass.^  Hence  the  intervening 
temperatures  shown  by  the  lower  curve  correspond  to  strictly  theo- 
retical convection.  It  will  be  noticed  that  in  the  second  half  of  the 
boiler  actual  conditions  of  heat  transfer  conform  closely  to  those  of 
pure  convection.    As  the  regions  of  maximum  temperature  are  ap- 

'  For  complete  data  on  methods  of  procedure,  see  Appendix. 
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proached  the  actual  curve  diverges  more  and  more,  due  to  some 
factor  not  accoimted  for  by  the  laws  of  convection.  This  factor  is 
radiation. 

28  By  reason  of  a  number  of  conditions,  radiation  is  an  important 
mode  of  heat  transmission  through  a  large  part  of  the  boiler.  For 
water-tube  boilers  there  are  lanes  through  which  the  radiant  energy 
of  the  fuel  bed  and  furnace  walls  has  direct  ingress  to  remote  tubes. 
In  all  boilers  the  gases  remain  to  some  extent  incandescent  through 
a  considerable  part  of  the  path  of  travel.  This  may  be  due  to  sus- 
pended matter  or  to  belated  combustion.    Furthermore,  boiler  sur- 
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Fig.  5    Tempebaturb  Drop  throuqh  Boiler  Setthig 


faces  will  have  slight  protruding  irregularities,  especially  in  the  way 
of  foreign  matter.  These  irregularities  will  become  heated  to  in- 
candescence and  thus  radiate  heat  to  surrounding  surfaces  inde- 
pendently of  the  gas  films  which  so  seriously  hinder  convection. 

29  The  relative  importance  of  the  two  modes  of  heat  transmission 
—radiation  and  convection  —  has  been  indicated  by  the  foregoing. 
It  now  remains  to  present  a  means  whereby  the  two  components  of 
the  heat  absorbed  may  be  separated  for  further  investigation.  The 
increased  temperature  gradient  produced  in  the  first  pass  by  reason 
of  radiation  also  serves  to  modify  the  process  of  convection.  In 
oonndering  the  above  curves  it  is  evident  that  more  heat  will  be 
absorbed  by  true  convection  than  the  convection  relation  determined 
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from  the  last  two  passes  would  show;  this  because  the  higher  tem- 
peratures cause  a  greater  flow  of  heat  from  gas  to  water. 

30  In  view  of  the  difficulties  incident  to  studying  convection 
in  the  regions  of  very  high  temperatures,  the  following  arbitrary 
method  of  dividing  the  beat  is  presented.  The  convection  relations 
are  determined  for  the  last  two  or  three  passes  in  the  path  of  gas 
travel,  depending  upon  the  t3rpe  of  boiler.  These  constants  are 
then  assumed  for  the  entire  boiler  and  the  heat  absorbed,  as  calculated 
on  this  basis,  is  called  the  heat  from  convection.    The  difference 
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between  this  convection  item  and  the  total  heat  absorbed  is  called 
the  beat  from  radiation.  The  fault  with  this  plan  is  the  inclusion  of 
some  convection  heat  imder  the  head  of  radiation.  Whether  or  not 
this  is  a  serious  fault  will  be  brought  out  by  a  concrete  example. 

31  It  has  been  said  that  radiation  is  a  function  of  the  one  vari- 
able —  temperature.  Because  of  the  wide  temperature  range  in  the 
zone  where  radiation  is  active,  it  is  desirable  to  select  a  mean  tempera- 
ture in  terms  of  which  total  radiant  heat  may  be  expressed.  In  the 
present  example  the  initial  or  furnace  temperature  (Ti),  found  by  the 
convection  equation,  is  used.  This  temperature  is  very  nearly  equal 
to  the  mean  effective  temperature  in  the  first  pass  and  is  therefore 
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an  excellent  indication  of  the  range  of  temperaturea  which  determine 
radiation  heat. 

32  The  vaUdity  of  the  plan  presented  here  is  now  shown.  Heat 
from  radiation  found,  as  e^lained  above,  by  the  method  of  differ- 
ence is  plotted  (Fig.  7)  against  the  initial  temperature  taken  from  the 
convection  chart,  Fig.  6,  expressed  in  degrees  absolute.  The  result 
is  a  logarithmic  curve  the  exponent  of  which  is  3.4,  whereas  the  ex- 
ponent for  theoretically  ideal  conditions  is  4.0.  This  indicates  that 
the  heat  values  plotted  are  ahnost  ^itirely  heat  from  radiation  and 
that  the  foregoing  hypotheses  are  sound. 


BOHJBB  OPERATION   CHART 

33    The  relations  just  derived  between  the  heat  absorbed  by  the 
boUer  and  the  two  variables — jlue  temperature  and  gas  velocity,  may 
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be  combined  into  a  single  chart.  This  chart,  Fig.  8,  is  the  boiler 
operation  chart,  and  corresponds  to  the  furnace  operation  chart 
previously  shown.  It  expresses  the  relation  of  eflSciency  and  capacity 
to  the  fundamental  factors  —  temperature  and  velocity  of  the  gases. 
In  working  out  this  particular  example  no  accoimt  has  been  taken  of 
the  only  other  operation  variable  —  cfyndiiixm  of  the  heating  surfaces, 
A  complete  treatment  should  include  this  condition  as  a  variable 
factor.  To  do  this  requires  simply  a  redetermination  of  convection 
and  radiation  constants  for  each  of  several  degrees  of  soot  and  scale. 
34  The  foregoing  method  of  boiler  analysis  is  valuable,  not 
merely  as  a  guide  to  operation,  but  also  as  a  means  of  studying  de- 
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sign.  For  example,  it  serves  to  explain  a  number  of  tendencies  in 
recent  practice.  The  boiler  settings  used  by  the  Detroit  Edison 
Company  emphasize  the  predominance  of  radiation  in  the  first  bank 
of  tubes,  first,  by  the  direct  exposure  of  surface  to  the  radiant  heat, 
and  second,  by  keeping  the  gas  velocity  low.  On  the  other  hand, 
convection  is  improved  in  the  second  and  third  passes  by  increasing 
the  velocity  in  this  region. 

COBIBINED  BOILBR-UNIT  OPBRATION  CHART 

35    Having  treated  separately  the  two  elements  of  the  boiler 
unit — the  furnace  as  a  heat  liberator  and  the  boiler  as  a  heat  absorber. 
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Fig.  8    The  Boilbb  as  a  Hbat  Absobbbb.    Boilbb  Opbration  Csabt 
SBOwiNQ  Intebbblahon  or  Vabiablbs 

it  remains  to  combine  the  results  of  the  two  analyses.  As  an  example 
of  such  procedure  there  is  presented  in  Fig.  9  the  combined  boiler-unit 
operation  chart. 

36  It  is  evident  that  the  factors  governing  furnace  operation 
also  determine  the  variables  of  boiler  operation.  The  gas  pasmng 
through  the  boiler  is  simply  the  air  of  combustion  plus  the  weight  of 
gasified  coal  (corrected,  if  necessary,  for  infiltration).  The  tempera- 
tures in  the  boiler  are  governed  by  the  combustion  conditions  in  the 
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funace.  Hence,  overall  boQer  efficiency  and  capacity  are  to  be 
expressed  simply  in  terms  of  the  furnace  variables  —  thickness  of 
{ud  bed  and  pressure  drop  through  fuel  bed.  In  the  case  presented 
here  fuel-bed  thickness  is  indicated  by  weight  of  air  and  pressure 
drop,  and  these  values  therefore  become  the  criteria  of  combined 
performance.  The  function  of  flue  temperature  is  simply  a  check 
upon  the  condition  of  the  heating  surfaces.     The  combustion-rate 
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Fig.  9    Operation  Chabt,  Combined  Boiler  Unit 

curves  shown  on  the  chart  are  of  value  only  in  assisting  in  the  proper 
mamtenance  of  fuel  bed.  However,  this  information  is  not  necessary 
since  an  msufficient  fuel  supply  shortly  disturbs  the  prescribed  relation 
between  air  and  pressure  drop.  Reference  to  the  data  shows  very 
little  variation  in  the  character  of  coal  used  in  the  tests  the  results  of 
wliich  have  been  presented.  This  condition  is  indispensable  under 
such  a  system  of  testing  and  can  be  attained  easily  by  using  coal 
fiXHn  a  pre-mixed  source  of  supply.  Once  the  desired  relations  have 
been  established  for  an  average  and  uniform  grade  of  coal,  the  value 
of  the  results  is  not  impaired  by  reasonable  variation  from  such 
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grade.  Boiler  performance  will  change,  but  the  interrelation  of  vari- 
ables over  which  the  fireman  exercises  control  should  not  change 
appreciably.  It  would  be  only  a  radical  variation  in  size  or  quality 
of  coal  that  would  necessitate  a  change  in  fuel-bed  thickness  in  order 
to  maintain  maximum  efficiency.  The  real  objective  is  the  best  per- 
formance for  each  load  for  the  grade  of  coal  available.  More  than 
this  can  be  claimed  by  no  system  of  operation  or  class  of  design* 

37  The  combined  boiler-unit  operation  chart  brings  out  the 
essential  importance  of  the  variable  factors  which  have  been  selected 
as  determining  performance.  It  supplies  the  information  whereby 
the  firemen  may  operate  with  maximum  efficiency  for  each  different 
load.  It  establishes  the  relation  between  efficiency  and  economy 
wherewith  the  economic  policy  of  the  boiler  room  may  be  rationally 
planned.  Lastly,  a  study  of  the  chart  and  of  the  reasons  for  its 
characteristics  becomes  a  sound  basis  for  improvement  in  design. 

38  In  conclusion,  the  writer  wishes  to  state  clearly  his  position. 
It  is  not  an  unqualified  acceptance  of  any  single  system  of  analysis, 
but  rather  the  acceptance  of  the  principle  of  systematic  analysis. 
There  is  no  engineering  problem  which  is  immune  to  this  principle. 
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APPENDIX 

(A)  PROCEDURE  FOR  CONVECTION  TESTS 
39    Pory's  equation. 


is  used  in  the  determination  of  convection  heat. 
$9  m  initial  temperature  difference  between  hot  gas  and  boiler  water 
$  m  temperature  difference  between  gas  and  water  at  distance  x  from  starting 

point 
W  «  weight  of  flue  gas  per  unit  time 
c  =  tube  conductivity 
e  a  Napierian  base 

C  and  K  are  constants  depending  upon  the  units  in  which  6,  W  and  c  are  meas- 
ured and  upon  the  nature  of  the  siuf  aces,  path  of  travel,  etc. 

40  The  equation  may  be  changed  to  the  form 

$  ^Cx 

^•^^^0,  -  7+KW 
which  shows  that  the  logarithm  of  6/$q  varies  directly  as  the  length  of  path  of 
gas  travel;  and  that  $/$q  for  a  single  value  of  x  is  a  logarithmic  function  of  W, 
The  problem  here  has  been  to  determine  this  function. 

41  It  is  obviously  impractical  to  determine  the  value  of  W  for  each  space 
ioocment  from  the  walls  to  the  center  of  the  setting,  and  it  is  desirable  for  several 
reasons  to  oooflider  W  simply  as  the  total  weight  of  gas,  measured  in  pounds  per 
hoar.  This  W,  weight  of  gas,  is  distributed  across  the  setting  with  different 
Tdocities  in  the  different  space  increments.  Hence,  it  is  necessary  to  determine 
mean  effective  temperature  differences  as  the  values  of  $  and  Bo.  In  other  words, 
9  and  0b  are  in  terms  of  average  temperatures,  weighted  with  regard  to  gas  velocity 
and  density.  Their  determination  therefore  required  traverses  across  the  setting 
for  both  temperature  and  velocity. 

42  By  means  of  a  special  form  of  pitot  tube  and  a  bare  thermocouple  of 
small  mass  a  large  number  of  traverses  were  taken.  These  traverses  were  taken 
at  two  points  —  the  top  of  the  first  pass  and  the  top  of  the  last  pass,  where 
it  was  poenble  to  place  the  couple  and  pitot  tube  well  away  from  the  boiler  tubes. 
It  was  found  that  variation  in  temperature  across  the  setting  was  negligible  in 
the  last  pass,  so  that  here  velocity  traverses  were  unnecessary.  In  the  first 
pan,  however,  the  temperature  varied  considerably.  At  this  point  the  gases  are 
frequently  incandescent,  thus  permitting  direct  observation  of  the  stream  lines 
of  flow.  From  this  the  pitot  tube  was  set  with  its  axis  properly  directed.  Two 
complete  sets  of  traverses  were  taken  for  each  of  five  different  conditions  of 
boikr  loading.  A  set  of  traverses  comprised  readings  for  temperature  and 
vdoctty  at  five  equally  spaced  points  from  the  wall  to  the  center  of  the  setting, 
repeated  in  rapid  succession  at  least  five  times  and  twice  that  number  if  variation 
for  a  single  point  was  appreciable. 

43  The  results  of  these  tests  have  been  presented  graphically  and  show 
the  desired  relation  between  $/&9  and  W,    In  accordance  with  the  above  the 
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ratio  of  temperature  (Merenoes  may  be  calculated  for  the  entire  path  of  gaa 
travel  and  earweeUon  hanepawer  expressed  in  terms  of  the  variables  flue  tempera- 
ture and  weight  of  gas. 

(B)  DETERMINATION  OF  RADIATION  HEAT 

44  The  data  given  in  Table  2  of  the  paper  afford  simultaneous  averages  for 
the  following: 

a  Total  heat  absorbed  per  hour,  boiler  hp. 

b  Total  weight  of  gas  passing  through  boiler,  lb.  per  hr. 

c  Temperature  of  escaping  gases,  deg.  fahr. 
The  last  two  values  when  applied  to  the  convection  curves  determine  c<nweclion 
heat  (so-called),  and  also  the  value  initial  temperature  previously  referred  to. 
By  difference,  the  item  radiation  heat  la  found.  It  has  been  shown  already  that 
radiation  heat  is  a  logarithmic  function  of  initial  temperature  and  may  be  ex- 
pressed by 

where  Us  is  in  boiler  horsepower  and  Ti  in  degrees  absolute. 

45  The  theoretical  law,  Stefan's  law  of  radiation,  is  expressed 

Hjj  =  C  (T*  -  (*) 
where  T  and  t  are  the  temperatures  in  degrees  absolute  of  the  hot  and  cold  bodies 
respectively.     This  law  is  for  the  ideal  case  of  black  bodies  where  the  bodies 
see  each  other  completely.    It  is  evident  that  if  7  is  much  larger  than  t  the  item 
t*  may  be  dropped  from  Stefan's  equation,  leaving 

Hr  »  CT* 
This  expression  is  similar  to  the  one  derived  for  the  boiler.    The  difference  be- 
tween the  exponents  4.0  and  3.4  may  be  readily  accounted  for  by  the  practical 
variation  from  ideal  conditions  and  by  the  small  item  of  convection  heat  ar- 
bitrarily included  in  He- 

46  It  has  been  pointed  out  above  that  one  reason  for  radiation  being  active 
throughout  the  boiler  is  the  incandescence  produced  by  suspended  particles  of 
ash  and  coke.  During  Tests  7,  8  and  9  (Table  1)  such  incandescence  was  very 
marked  —  much  more  so  than  during  the  other  tests.  As  a  result  the  radiation 
heat  for  these  three  tests  is  considerably  higher  for  the  same  temperatures.  The 
data  for  Tests  7  to  9  have  not  been  plotted  on  the  radiation  curve  sheet  because 
they  are  not  comparable.  The  points  for  these  tests  lie  approximatdy  on  a 
straight  line  displaced  to  the  right. 

(C)    DISCUSSION  OF  FURNACE  AND  STOKER  CHARACTERISTICS 

47  The  furnace  characteristic  data  and  curves  which  have  been  presented 
are  primarily  for  the  purpose  of  practical  illustration  in  developing  a  theory  of 
conUx>l.  They  are  the  characteristics  of  one  particular  stoker  and  furnace  set- 
ting (the  Taylor  stoker  and  the  setting  shown  in  Fig.  1).  It  has  been  pointed 
out  that  a  study  of  such  characteristics  should  bring  out  weaknesses  and  possible 
improvements  in  design.  This  ia  strikingly  true  in  the  present  instance.  Hence, 
further  discussion  of  the  furnace  data  is  perhaps  of  interest. 

48  It  will  be  noticed  that  the  effect  of  fuel-bed  thickness  upon  furnace 
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effioienpy  is  most  marked  for  the  light  loads  and  least  marked  for  the  heavy 
loads.  With  a  thin  fuel  bed  a  drop  in  efficiency  characterises  heavy  over* 
loading.  With  heavy  fuel  bed  the  reverse  is  true.  The  explanation  of  all  this 
lies  primarily  in  the  air  supply  and  distribution. 

49  The  data  are  self-evident  in  showing  an  insufficiency  of  air  for  all  loads 
in  the  case  of  the  heavy  fuel  bed.  Obviously,  at  light  loads  the  thick  bed  shuts 
off  the  air  most  effectively.  However,  the  k^  to  these  peculiar  characteristics 
is  to  be  found  in  the  air  supply  to  the  lower  extension  and  dump  grates.  Quite 
regardless  of  the  fuel-bed  thickness,  overloading  b  accompanied  by  a  piling  up 
of  unbumed  coke  on  these  grates.  The  grates  are  designed  for  rated  load,  and  for 
rated  load  the  air  supply  is  sufficient.  The  extension  grates  are  supplied  with 
air  from  a  chamber  opening  through  slide  valves  into  the  main-grate  air  boxes. 
Hence,  any  regulation  of  the  main  air  supply  affects  proportionally  the  extension- 
grate  air  supply. 

50  The  stoker  also  depends  to  some  extent  on  the  air  drawn  up  through  the 
damp  grates  by  the  small  draft  carried  in  the  furnace.  When  the  boiler  is  over- 
loaded it  becomes  necessary  to  increase  proportionately  the  combustion  rates  and 
therefore  the  air  supply  on  all  sections  of  the  grate  surface.  This  I4)plie8  just 
as  much  to  the  extension  and  dump  grates  as  to  the  main  grates.  However, 
doe  to  both  an  insufficient  and  an  almost  inflexible  air  supply  on  these  lower 
grates,  combustible  is  delivered  from  the  upper  or  main  grates  much  faster  than 
it  can  be  burned  on  the  lower  grates.  The  result  has  been  indicated.  The  piling 
up  ol  ash  and  combustible  rapidly  makes  worse  the  insufficiency  of  air.  The 
losses  from  CO  and  the  combustible  to  the  ashpit  increase  excessively,  and 
the  net  results  are  low  efficiency  and  a  tendency  to  the  formation  of  clinker.  The 
gas^uialysis  charts  show  that  almost  all  the  CX)  is  formed  on  these  lower  grates. 
The  CO  begins  at  a  low  value  just  after  cleaning  and  increases  as  the  piling  up 
of  combustible  increases. 

DISCUSSION 

William  Kent  said  that  about  twenty-five  years  ago  he  had 
stated  before  the  Society  that  the  relation  of  the  efSciency  of  a 
boiler  to  its  capacity  was  not  expressed  by  any  curve  or  formula, 
but  by  a  field  the  upper  limit  of  which  represented  the  results  that 
could  be  obtained  under  the  best  possible  conditions.  The  width 
of  this  field  was  very  great  and  was  a  measure  of  our  ignorance 
conceming  how  to  get  the  best  conditions. 

ffis  studies  for  forty  years  had  been  directed  toward  helping  to 
narrow  the  limits  of  this  field,  which  had  now  been  done  to  the 
extent  that  the  action  of  a  boUer  could  be  predicted  to  within  5  per 
cent  or  less  when  the  conditions  as  to  quaUty  of  fuel,  air  supply 
and  rate  of  driving  were  known. 

In  regard  to  the  thickness  of  the  fire,  some  thirty  years  ago  he 
had  made  a  24-hr.  test  with  pea  and  dust  coal  and  with  every  facility 
for  making  good  observations.    The  test  was  divided  into  8-hr. 
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periods  and  the  first  period  was  run  witii  thin  fires,  the  second  with 
medium  fires,  and  the  third  with  thick  fires.  The  best  results  were 
obtained  with  thin  fires  and  with  thick  fires,  and  the  worst  with 
medium  fires.  From  these  data  he  did  not  think  anyone  could  draw 
any  conclusion. 

In  1896  he  had  made  a  series  of  76  tests  on  a  Babcock  &  Wilcox 
boiler  with  a  great  many  variable  conditions.  Some  of  these 
tests  run  with  thick  fires  and  strong  draft  gave  results  within  1} 
per  cent  of  those  obtained  with  thin  fires  and  moderate  draft,  again 
leading  to  no  conclusion  as  to  the  merits  of  thin  fires  and  thick 
fires  except  that  when  the  thickness  of  the  fire  is  properly  regulated 
with  reference  to  the  draft  then  equally  good  results  may  be  ob- 
tained with  either  a  thin  or  a  thick  fire. 

In  regard  to  carbon  monoxide,  he  had  a  series  of  collecting  bottles 
arranged  so  that  gas  samples  could  be  taken  from  a  point  halfway 
through  the  boiler  tubes  every  minute.  The  first  minute  gave  no 
oxygen  and  7  per  cent  COj;  the  second  minute  4  per  cent  CO2  and 
a  trace  of  oxygen,  and  at  the  end  of  five  minutes  there  was  7  per 
cent  free  oxygen  and  no  carbon  monoxide.  This  showed  the  tre- 
mendous variation  in  conditions  that  could  exist  inside  of  five 
minutes. 

This  test  led  to  no  conclusion  as  to  the  COs  except  that  it  was 
extremely  variable.  Results  of  75  tests  were  plotted  against  every 
variable,  and  such  conclusions  drawn  as  could  be. 

What  conclusions  he  had  obtained  in  nearly  forty  years  of  making 
boiler  tests  were  to  be  found  in  his  Steam  Boiler  Economy.  A  little 
differential  calculus  had  been  used  in  dealing  with  the  problem, 
but  the  results  have  now  been  reduced  to  simple  straight-line  form- 
ula and  diagrams.  He  hoped  Mr.  Phillips  would  check  his  results 
against  those  given  in  that  work  and  see  if  he  could  not  reach  more 
definite  conclusion^  than  those  given  in  the  paper. 

L.  C.  BowES  thought  the  paper  pointed  out  one  very  essential 
thing:  namely,  that  the  results  given  in  Fig.  9,  as  he  interpreted 
them,  showed  that  the  maximum  efficiency  was  gained  at  about 
25  per  cent  overload.  There  seemed  to  be  a  great  tendency  at 
present  for  stoker  manufacturers  to  recommend  stokers  to  fire  above 
the  rated  capacity  of  the  boiler,  for  which  tendency  central-station 
practice  had  probably  been  responsible. 

With  a  stoker  and  boiler  giving  a  high  overload  capacity,  with 
a  12-hr.  peak,  the  loss  in  the  boiler  due  to  high  overload  capacity, 
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in  order  to  operate  the  stoker  at  an  efficient  point,  would  exceed 
the  loss  due  to  maintenance  charges  on  additional  boiler  capacity 
with  stokers  somewhere  near  consistent  with  the  rating  of  the 
boiler.  This  point  was  very  essential  where  there  was  a  standing 
load  on  a  10-,  12-  or  24-hr.  peak. 

In  central-station  practice,  where  there  was  only  a  three-  or 
four-  or  sometimes  a  single-hour  peak,  high  overload  capacity  of 
course  was  required,  but  he  would  like  to  see  some  curves  showing 
in  some  way  the  relation  between  the  fixed  charges  and  fuel  cost 
dependent  on  varying  relations  between  the  stoker  capacity  and  the 
boiler  capacity. 

W.  F.  M.  Goss.  In  our  efforts  to  increase  efficiency  we  are 
likely  to  lose  sight  of  a  matter  of  considerable  present-day  impoH- 
ance  to  which  mechanical  engineers  should  give  due  attention: 
when  boilers  are  driven  to  higher  capacities,  an  increase  in  the 
pollution  of  the  atmosphere  results. 

The  record  of  locomotive-boiler  performance  in  this  respect  has 
long  since  been  defined.  We  know  that  as  we  increase  the  capacity 
of  a  locomotive  boiler  we  also  increase  the  percentage  of  soUd  fuel 
passing  up  the  stack.  The  exact  relation  between  soUds  (fuel  and 
ash)  passing  up  the  stack  and  rates  of  combustion  for  a  considerable 
number  of  different  fuels  is  known  for  locomotives  from  which  a 
third  and  sometimes  a  half  horsepower  is  secured  per  square  foot  of 
heating  surface.  There  is  very  little  similar  information  concern- 
ing the  behavior  of  boilers  in  stationary  power  plants,  notwith- 
standing the  fact  that  we  are  constantly  increasing  the  rates  of 
combustion  in  such  plants,  and  by  so  doing  are  bringing  stationary 
practice  to  a  point  where  it  overlaps  a  portion  of  the  field  covered 
by  locomotive  service. 

Mechanical  engineers  are  naturally  interested  in  the  relation  of 
boiler  capacity  to  boiler  efficiency;  my  present  purpose  is  to  urge 
the  importance  of  their  being  interested  in  the  relation  of  boiler 
capacity  to  atmospheric  pollution. 

J.  M.  Spitzolass.  I  woidd  not  hesitate  to  say  that  the  relation 
between  operating  efficiency  and  capacity  is  the  most  important 
factor  in  the  boUer  room,  also  in  the  engine  room,  and,  in  fact,  in 
every  unit  of  a  plant. 

The  author  had  two  objects  to  accomplish  in  his  paper:  to 
demonstrate  that  the  boiler  operation  should  be  studied  qrstemati- 
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I 

cally  in  relation  to  the  two  fundamental  variables,  efficiency  and 
capacity^  and  to  actually  study  this  relation.  While  he  succeeded 
in  accomplishing  the  first  object,  he  utterly  failed  in  the  second. 

The  author's  treatment  of  the  furnace  factors  is  very  interesting, 
indeed.  The  combination  of  an  air  meter  and  draft  gage,  assisted 
by  the  analysis  of  flue  gases  and  readings  of  temperatures,  will  an- 
swer very  well  if  there  is  always  some  reUable  person  whose  duty  it 
is  to  take  these  various  readings. 

When  it  comes  to  the  boiler,  however,  after  demonstrating  that 
the  relation  between  efSciency  and  capacity  is  the  most  important 
factor  in  operation,  the  author  does  not  suggest  the  direct  method 
of  indicating  or  determining  the  capacity  of  the  boiler  at  all  times, 
which  is  by  a  steam  meter.  He  ^merely  contents  himself  with  say- 
ing that  the  factors  governing  furnace  operation  should  also  govern 
boiler  operation. 

It  cannot  be  denied  that  some  idea  of  the  capacity  can  be  ob- 
tained from  the  conditions  of  the  furnace  and  measurement  of  air 
supply  when  six  extra  men,  trained  for  the  purpose  as  was  the  case 
in  the  paper,  are  present  to  observe  and  manipulate  the  readings  of 
the  various  devices  operated  during  the  test.  But  how  many 
firemen  will  be  found  who  are  able  to  observe  air  velocities,  draft- 
gage  readings,  gas  analyses  and  flue-gas  temperatures;  and  if  they 
are,  how  many  can  interpret  them?  Many  places  will  be  found 
where  most  of  these  instruments  are  present  but  are  seldom  followed 
by  the  firemen,  but  I  have  yet  to  see  the  place  where  a  boiler-steam 
meter  was  installed  that  it  was  not  watched  by  the  firemen  the  same 
as  the  pressure  gage  or  the  time  clock. 

Some  may  object  that  the  steam-flow  meter  is  not  100  per  cent 
accurate.  It  is  not;  neither  are  any  of  the  attachments  to  the 
furnace,  as  far  as  we  know.  The  author  has  demonstrated  that 
under  a  given  set  of  conditions  differential-pressure  readings  will 
repeat  themselves  for  the  same  quantities  they  represent.  It  stands 
to  reason  that  the  flow  meter,  which  is  merely  the  index  of  the  differ- 
ential pressure  corresponding  to  the  flow,  will  repeat  itself  for  the 
same  flow,  and  by  weighing  the  f eedwater  for  only  a  short  period  the 
absolute  caUbration  may  be  readily  obtained  for  each  boiler  or  line. 

But  this  caUbration,  or  even  the  whole  accuracy,  is  not  the 
question  of  the  boiler-steam  meter  at  all.  The  main  object  is  hav- 
ing something  definite  and  comparatively  accurate  striking  the 
fireman's  eye  at  all  times  —  something  that  he  can  easily  under- 
stand without  any  interpretation  or  calculation. 
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The  fireman  has  a  problem  which  we  seldom  reaUze.  With  no 
steam  meter  on  the  line,  he  does  not  know  what  the  boiler  is  actu- 
aOy  producing,  he  merely  guesses  at  it.  The  demand  for  steam  is 
out  of  his  control  and  knowledge.  Suppose  he  learned  that  by 
following  a  certain  operation  he  kept  up  the  pressure  at  a  given 
time,  how  is  he  to  know  what  the  actual  demand  was  at  that  time? 

We  cannot  expect  a  fireman  to  operate  eflSciently  from  a  set  of 
charts  drawn  up  after  a  boiler  test.  But  when  he  sees  that  by 
performing  a  certain  operation  he  causes  the  steam-meter  hand  to 
move  to  the  high-capacity  side,  he  visuaUzes  the  result  and  will 
surely  repeat  the  same  operation,  knowing  it  effects  better  and 
eaaer  work  in  general. 

R.  C.  Carpenter  (written).  So  far  as  I  can  now  recall,  the 
paper  represents  the  first  series  of  investigations  conducted  so  as 
to  determine  the  results  produced  by  varying  the  coal  consumption. 

It  is  a  matter  of  regret  that  in  the  tests  the  air  supply  proved 
insuflScient  for  complete  combustion  at  the  highest  limits  of  coal 
consumption.  Reference  to  lines  13  and  15  of  Table  2  gives  informa- 
tion as  to  the  drop  in  eflSciency  following  the  increase  in  the  com- 
bustion of  coal  as  indicated  on  line  3.  The  determination  of  the 
weight  of  air  employed  for  the  combustion  of  the  fuel  afforded  an 
opportunity  for  investigating  the  effect  of  the  regulation  of  the  air 
supply,  which  important  item  has  seldom  been  given  consideration 
in  boiler  tests.  The  particular  air  meter  employed  is  of  interest; 
80  are  also  the  scientific  results  which  are  given  as  deductions  from 
the  investigation. 

The  records  of  the  investigation  will  be  of  value  in  predicting 
the  limit  of  capacity  of  steam  boilers  under  similar  conditions  of 
operation.  An  increase  of  capacity  is  commercially  of  importance, 
for,  obviously,  as  the  limit  of  capacity  for  a  given  eflSciency  is  in- 
creased, the  overhead  and  operating  costs  are  reduced. 

M.  Alpern  (written).  I  take  it  that  the  matter  of  primary 
interest  is  a  method  for  securing  the  highest  possible  furnace  effi- 
ciencies, such  a  method  as  will  be  easily  followed  by  a  boiler-room 
op^itor.  Accordingly,  I  should  like  to  mention  some  of  the  things 
that  form  a  part  of  the  instructions  to  our  own  technical  operators, 
and  incidentally  point  out  some  operating  faidts  which  produced 
such  extremely  poor  results  in  the  tests  mentioned  by  the  author. 
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Theoretically,  the  Taylor  stoker  consists  of  an  inclined  retort, 
throughout  which  the  air  pressure  is  supplied  under  constant  pressure 
and  through  constant  areas  of  air  discharge;  an  auxiliary  grate 
surface  at  the  rear  of  the  inclined  retort  for  the  purpose  of  burning 
out  the  devolatilized  fuel,  and  a  substantially  imperforate  dump 
plate  on  which  the  residue  can  remain  for  a  relatively  long  period, 
for  the  purpose  of  further  reducing  the  carbon  in  the  refuse  and 
discharging  the  refuse  into  an  ashpit.  *  In  operation  it  is  intended 
that  a  maximum  fuel-burning  e£fect  shall  take  place  in  the  space 
occupied  by  the  mouth  of  the  retort  and  that  the  feed  of  the  fuel  in 
the  retort  shall  be  so  regulated  by  the  adjustable  feeding  mecha- 
nism that  the  fuel  will  rise  from  the  mouth  of  the  retort  imiformly 
throughout.  Such  of  the  fuel  as  remains  unbumed  together  with 
the  refuse  feeds  over  the  auxiliary  grate  at  the  rear,  which  grate  has 
a  hand-regulated  air  supply.  This  air  supply  can  be  regulated  from 
zero  to  a  maximum  opening. 

Technical  operators  are  instructed  in  the  operation  of  the  Taylor 
stoker  by  observation  of  the  fire  only.  When  properly  adjusted 
and  properly  operated,  the  fire  will  go  through  a  regular  cycle. 
The  mixture  of  fuel  and  ash  will  be  deposited  on  the  dump  plate 
until  the  plate  is  covered  to  a  depth  of  possibly  12  to  15  in.  While 
the  stoker  continues  to  operate,  the  material  is  deposited  on  the 
dump  plate  only  as  the  material  already  there  wastes  away  by  the 
process  of  combustion  and  provides  room  for  it.  Accordingly,  at 
the  end  of  a  period  of  three  or  four  hours,  the  material  on  the  dump 
plate  takes  on  a  dead  and,  to  some  extent,  blackened  appearance. 
This  indicates  that  the  time  has  arrived  to  dump.  At  what  are 
normally  known  as  low  rates  of  combustion,  that  is,  rates  of  com- 
bustion below  500  lb.  per  retort  per  hour,  no  air  is  used  on  the  aux- 
iliary grate;  that  is,  the  damper  is  closed.  A  small  amount  of  air 
may  escape  through  leakage.  Just  prior  to  the  dumping  period,  for 
an  interval  of  perhaps  15  min.,  the  damper  is  open  (sometimes  wide 
open,  sometimes  only  part  way  open).  It  is  only  at  rates  higher 
than  500  lb.  per  retort  that  there  is  any  opening  of  the  damper 
through  the  period  of  operation  between  dumps.  If  the  stoker  does 
not  go  through  the  regular  cycle  and  produce  a  burned-out  ash  at 
the  end  of  a  3-  or  4-lir.  period,  no  better  indication  need  be  had 
that  one  of  two  things  is  wrong:  either  insufficient  air  is  being 
suppUed  to  the  fuel  emerging  from  the  retort,  or  the  feed  of  the 
lower  ram  is  not  adjusted  properly.  These  adjustments  are  very 
simple  to  make.    It  is  apparent  in  the  tests  reported  by  Mr.  Phillips 
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that  the  air  supplied  to  the  fuel  over  the  retort  was  insufficient 
and  the  damper  to  the  extension  grate  was  wide  open  all  the  time, 
and  it  would  also  appear  that  the  fuel  bed  was  not  properly  adjusted. 
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The  accompanying  curves  will  clearly  indicate  the  trouble.  In 
%.  10  are  plotted  first  the  efficiencies  obtained  by  Mr.  Phillips 
^th  light,  medium  and  heavy  fuel  beds.    In  the  same  figure  are 
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shown  the  efficiencies  obtained  on  the  Taylor  stoker  of  exactly 
similar  design  with  the  same  ratio  of  heating  surface  to  grate  sur- 
face, on  tests  run  at  the  New  York  Edison  Company's  plant.  The 
coal  used  in  the  latter  tests  was  somewhat  better  than  the  coal  used 
during  the  Cleveland  Railway  tests. 
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Fig.  12    Comparison  op  Draft  Over  Fire 

In  Kg.  11  are  indicated  the  air-pressure  curves.  The  air  pres- 
sures in  both  the  New  York  Edison  tests  and  the  Cleveland  Rail- 
way tests  represent  the  difference  in  pressure  between  the  windbox 
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Fig.  13    Compabison  of  Attthor's  and  National  Tube  Company's 
Efficiencies  for  Taylor  Stokers 

of  the  stoker  and  the  furnace  over  the  fuel  bed.  It  will  be  noted  that 
the  New  York  Edison  tests  show  very  much  higher  pressures  at 
corresponding  rates  of  fuel  burning. 
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Fig.  12  shows  the  draft  over  the  fire  in  the  case  of  the  New  York 
Edison  tests  and  the  Cleveland  Railway  tests.  The  draft  over  the 
fire  in  the  latter  tests  was  materially  higher,  as,  of  course,  was  the 
draft  throughout  the  boiler,  causing  a  larger  loss  from  infiltration 
of  air. 
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Fig.  14    Ck)MPARi80N  of  Air  Pressures 

Fig.  13  illustrates  tests  run  on  a  Taylor  stoker  of  similar  design 
with  a  similar  ratio  of  heating  surface  to  grate  surface  at  the  National 
Tube  Company's  plant,  Kewanee,  111.  In  this  case  a  much  lower 
grade  of  fuel  was  burned  than  that  reported  in  Mr.  Phillips's  tests. 

Fig.  14  shows  the  relative  air  pressures  of  the  National  Tube 
Company  tests  and  the  Cleveland  Railway  tests.    In  the  case  of 
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Fio.  15    Comparison  of  Draft  Over  Fire 

these  tests  the  air-pressure  curves  are  much  closer  together,  owing 
to  the  fact  that  the  actual  combustible  burned  with  Illinois  coal  was 
much  less  per  pound  of  dry  coal  than  was  true  of  the  coal  burned  at 
the  Cleveland  Railway  tests. 

Fig.  15  illustrates  the  draft  over  the  fire. 
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Fig.  11  also  shows  the  air  pressures  used  by  Mr.  Phillips  at 
corresponding  rates  of  combustion  per  pound  of  dry  coal.  It  will 
be  noted  that  with  the  heaviest  fuel  bed  the  lowest  air  pressures 
were  employed,  and  with  the  thinnest  fuel  bed  the  highest  air  pres- 
sures were  employed,  which  is  just  contrary  to  what  is  necessary 
for  good  operation.  The  heavy-fuel-bed  condition  was  an  unnatural 
one  for  the  Taylor  stoker,  and  existed  only  because  the  fire  vras 
starved  for  lack  of  air. 

Georqe  H.  Barrus  (written).  The  Society  is  asked  in  this 
paper  to  accept  conclusions  based  on  stoker-fired-boiler  tests  having 
a  duration  of  only  eight  hours.  This  is  done  in  the  face  of  a  Code 
of  Rules  for  Conducting  Boiler  Tests  which  the  Society  has  issued, 
and  which  makes  an  8-hour  efficiency  test,  under  the  circumstances 
named,  quite  unreUable.  The  paper  states  that  the  "fuel  bed  was 
kept  uniform  and  constant  in  thickness  by  very  close  and  frequent 
observation  on  the  part  of  three  different  men,  all  experienced  fire- 
men." From  this  it  is  evident  that  "the  flying  start  and  stop" 
was  the  method  pursued  in  beginning  and  ending  the  tests.  Every- 
one who  has  had  experience  with  the  operation  of  Taylor  stokers 
realizes  that  it  is  almost  impossible  for  an  observer,  whether  an 
experienced  fireman  or  even  an  experienced  expert,  to  judge  of  the 
exact  condition  of  the  fuel  bed  in  the  regular  operation  of  such  a 
stoker.  It  is  therefore  well-nigh  impossible  to  make  a  flying  start 
and  stop  with  a  stoker  of  this  kind  and  be  assured  that  the  con- 
dition is  an3rwhere  near  the  same  at  the  beginning  as  at  the  end  of 
a  test.  Realizing  this,  the  Power  Test  Committee  of  the  Society 
has  prescribed  certain  rules  regarding  the  duration  of  stoker-fired 
tests  and  the  method  to  be  employed  in  starting  and  stopping 
them. 

In  regard  to  duration,  I  quote  from  Par.  45  of  the  Power  Test 
Report,  as  follows: 

45  In  the  case  of  a  boiler  using  a  mechanical  stoker,  the  dura- 
tion, where  practicable,  should  be  at  least  24  hours.  If  the  stoker 
is  of  a  type  that  permits  the  quantity  and  condition  of  the  fuel  bed 
at  beginning  and  end  of  the  test  to  be  accurately  estimated,  the 
duration  may  be  reduced  to  10  hours,  or  such  time  as  may  be  re- 
quired to  bum  the  above  noted  total  of  250  lb.  per  sq.  ft. 

In  commercild  tests  where  the  service  requires  continuous  operation  night 
and  day,  with  frequent  shifts  of  firemen,  the  duration  of  the  test,  whether 
the  boilers  are  hand-fired  or  stoker-fired,  should  be  at  least  24  hours. 
Likewise  in  commercial  tests,  either  of  a  single  boiler  or  of  a  plant  of 
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aevend  boilers,  which  operate  regularly  a  certain  number  of  hours  and 
during  the  baUnce  of  the  day  the  fires  are  banked,  the  duration  should 
not  be  lesB  than  24  hours. 

There  is  nothing  in  this  paragraph  that  permits  a  test  of  the 
Taylor  type  of  stoker  to  be  less  than  24  hours  in  duration,  in  a  plant 
like  the  one  in  question  operating  for  24  hours  per  day. 

I  also  call  attention  to  Par.  48  of  the  Power  Test  Code,  which 
relates  to  the  starting  and  stopping  of  a  stoker  test: 

48  To  obtain  the  desired  equality  of  conditions  of  the  fire 
when  a  mechanical  stoker  other  than  a  chain  grate  is  used,  the 
procedure  should  be  modified  where  practicable,  as  follows: 

RepJate  the  coal  feed  so  as  to  bum  the  fire  to  the  low  condition  required  for 
deaning.  Shut  off  the  coal-feeding  mechanism  and  fill  the  hoppers  level 
fuU.  Glean  the  ash  or  dump  plate,  note  ouickly  the  depth  and  condition 
of  the  coal  on  the  grate,  tne  wat^  level,  the  steam  pressure,  and  the 
time,  and  record  the  latter  as  the  starting  time.  Then  start  the  coal- 
feedmg  mechanism,  dean  the  ashpit,  and  proceed  with  the  regular  work 
of  the  test. 

When  the  time  arrives  for  the  dose  of  the  test,  shut  off  the  ooal-f ceding 
mechanism,  fill  the  hoppers  and  bum  the  fire  to  the  same  low  point  as  at 
the  beginmng.  When  this  condition  is  reached,  note  the  water  level, 
the  steam  pressure,  and  the  tin&e,  and  record  the  latter  as  the  stopping 
time.    Finally  clean  the  ash  plate  and  haul  the  ashes. 

There  is  certainly  nothing  in  these  requirements  that  counte- 
nances the  flying  start  and  stop,  which  appear  to  have  been  employed 
in  the  tests  reported. 

Bryant  Bannibtbr^  (written).  The  author  has  invited  dis- 
cussion which  should  be  quite  beneficial  to  boiler-plant  designers. 
It  goes  without  argumeht  that  the  designer  should  attempt  to  pro- 
vide the  maximum  of  capacity  with  a  given  investment,  without 
corresponding  contingent  losses.  With  the  data  available  pertain- 
ing to  heat  transmission  through  setting  walls,  boiler  tubes,  etc., 
we  can  safely  design  a  boiler  plant  for  what  might  be  termed  '*  in- 
tensive steam  production." 

Since  the  two  great^t  sources  of  heat  loss  in  steam  production 
originate  in  the  boiler  furnace  and  through  the  boiler  proper,  we  can 
expect  the  greatest  interference  with  the  design  for  maximum  steam 
production  either  in  the  stoker  or  the  boiler  proper.  It  is  possible 
to  meet  the  first  interference  by  the  use  of  stoker  equipment  which 
improves  the  furnace  efficiency  as  the  rate  of  fuel  consumption  is 
increased.  One  make  of  stoker  has  this  important  characteristic  up 
to  a  burning  rate  of  about  1000  lb.  of  coal  per  retort  per  hour,  and 

*  National  Tube  Company,  Pittsburgh,  Pa. 
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possibly  further.  Referring  to  Fig.  2,  it  will  be  noted  that  a  curve 
connecting  the  points  of  maximum  furnace  efficiency  has  an  upward 
trend,  rising  from  68  per  cent  at  a  furnace  output  of  555  boiler  hp. 
to  76  per  cent  at  1055  boiler  hp.  output.  It  then  becomes  the  duty 
of  the  boiler  unit  to  absorb  the  heat  evolved  without  unduly  high 
exit-gas  temperatures. 

The  second  interference  pertaining  to  heat  transfer  into  the 
boiler  has  been  very  admirably  treated  by  Messrs.  Kreisinger,  Ray 
and  Barkley  in  Bulletin  18  and  Technical  Paper  114  of  the  Bureau 
of  Mines.  These  papers  are  both  splendid  arguments  for  greater 
capacity  from  a  given  boiler  heating  surface. 

Presuming  commercially  clean  tube  surfaces,  both  inside  and 
out,  it  follows  that  we  must  go  further  than  is  usually  considered 
good  practice  toward  providing  a  long  gas  passage  in  contact  with 
tube  surface,  also  toward  increasing  the  gas  velocity.  Just  where 
we  should  stop  with  the  boiler  surface  proper  and  introduce  econo- 
mizer surface  must,  of  course,  be  governed  by  local  conditions,  costs, 
etc.,  but  the  writer  believes  that  such  economizer  surface  can  be  pro- 
vided adjacent  to  the  boiler,  preferably  above,  with  tubes  of  suitable 
size  and  so  arranged  that  high  gas  velocity  is  obtained,  in  many 
cases  with  a  single  pass  for  gas  flow. 

Because  large  boiler  units  lend  themselves  so  well  to  the  above 
scheme,  they  should  be  given  consideration  as  an  essential  feature 
in  the  design. 

If  the  principle  of  "intensive  steam  production"  is  adhered  to 
in  both  design  and  operation,  the  result  will  be  miniinum  invest- 
ment per  unit  of  steam  produced,  while  the  cost  of  operation,  includ- 
ing fuel,  labor  and  material  for  repairs  and  maintenance,  etc.,  will 
not  be  increased  much  over  similar  costs  for  normal  steam  pro- 
duction. 

The  tendency  toward  the  proposed  design  is  apparent  in  central- 
station  construction,  and  the  writer  hopes  that  it  will  be  appreciated 
and  followed  for  the  average  industrial  boiler  plant  of  the  future. 

N.  G.  Reinicker  (written).  The  author  is  correct  in  his  state- 
ments of  the  importance  of  efficiency  and  capacity,  but  any  con- 
clusions regarding  these  items,  based  upon  the  tests  reported,  will 
be  entirely  out  of  accord  with  results  which  can  be  and  are  being 
obtained  with  similar  equipment  and  coal  throughout  the  country. 

The  fact  that  the  runs  were  of  only  eight  hours'  duration  leaves 
room  for  wide  variation  in  results.    In  furnaces  having  a  large  amount 
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of  fuel  on  the  grate,  as  is  the  case  with  the  underfeed  stoker,  it  is 
possible  in  an  8-hr.  test  to  get  any  efficiency  desired.  Twenty- 
four  hours  is  the  minimum  time  in  which  such  nms  should  be 
made. 

In  every  test  reported  there  was  a  large  deficiency  of  air.  The 
furnace  was  apparently  used  as  a  gas  producer,  with  secondary 
combustion  in  some  of  the  passes,  as  shown  by  the  exit-gas  tempera- 
tures and  CO  loss,  and  undoubtedly  considerable  smoke  came  from 
the  stack. 

The  drafts  for  all  runs  show  no  consistency,  especially  furnace 
draft,  which  is  much  higher  than  necessary.  The  air  pressure  under 
the  tuyeres  should  have  been  from  J  in.  to  1  in.  higher  to  supply 
the  required  air  to  bum  the  coal. 

Assuming  the  tests  were  greater  in  number,  rnore  carefully  run, 
and  representative  of  the  equipment  and  coal  used,  the  conclusions 
reached  from  an  analysis  of  the  Combined  Boiler-Unit  Operation 
Chart  would  be  of  no  value  to  an  operating  man.  The  experience 
of  trying  to  pick  from  a  chart  the  air  pressure  required  for  any 
rate  of  burning  coal  is  Uke  the  experience  gained  by  a  number  of 
engineers  who  bought  tachometers  for  their  stokers  and  had  a 
second  scale  added  showing  the  air  pressure  the  fireman  should 
cany  for  that  stoker  speed.  They  found  the  second  scale  of  no 
value. 

The  author  fails  to  mention  the  most  important  item  controlling 
capacity  and  efficiency  in  an  underfeed-stoker  furnace,  and  that  is 
the  temperature  at  which  the  ash  fuses.  With  a  coal  causing  con- 
siderable clinker,  air  quantity  will  not  affect  capacity  unless  the 
air  can  be  made  to  distribute  through  the  fuel  bed,  and  not  through 
holes  in  the  fire.  Clinker  will  cause  holes  and  will  limit  capacity 
and  reduce  efficiency. 

Less  attention  should  be  paid  to  convection  and  radiation,  the 
losses  from  these  items  being  such  a  small  part  of  the  total  losses 
in  a  boiler-and-fumace  heat  balance,  and  much  more  attention 
paid  to  losses  from  combustible  in  the  ash  and  from  CO,  which  losses 
together,  using  the  equipment  and  coal  of  these  tests,  should  not 
be  more  than  10  per  cent  of  the  total  heat  supplied. 

C.  F.  HiRSHFfiLD  (written).  There  are  three  distinct  subjects 
treated  in  the  paper  and  they  should  be  recognized  as  such  and 
separately  considered.    These  subjects  are: 
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1  A  discussion  of  the  combustion  of  solid  fuel  on  chain 

grates  and  on  underfeed  stokers,  with  a  sugg^tion  as  to 
the  essential  variables  and  means  for  their  indication 
and  control 

2  A  discussion  of  the  factors  influencing  the  efficiency  of 

the  boiling  vessel 

3  A  demonstration  of  the  fact  that  the  efficiency  of  the 

furnace  as  a  heat  liberator  and  the  efficiency  of  the 
boiling  vessel  as  a  heat  absorber  are  interrelated,  and 
that  there  is  one  set  of  furnace  conditions  at  each  load 
which  gives  the  best  efficiency  for  the  combination. 

With  reference  to  the  discussion  of  combustion  and  its  control, 
there  has  been  a  very  general  recognition  recently  of  the  fact  that 
the  burning  of  coal  under  steam  boilers  can  be  reduced  to  a  fairly 
exact  procedure  if  the  proper  indicating  instruments  are  supplied. 
It  has  also  been  recognized  that  if  the  best  results  are  to  be  obtained 
it  is  not  sufficient  to  supply  only  instruments  by  means  of  which 
the  operator  may  measure  the  degree  of  success  achieved.  It  is 
also  necessary  to  furnish  instruments  which  will  measure  for  the 
operator  the  values  of  the  various  variables  which  combine  to  give 
the  indicated  result,  in  order  that  he  may  be  able  to  change  the 
values  of  these  variables  wisely  and  methodically  for  the  purpose  of 
obtaining  the  highest  possible  effect. 

The  author  proposes  thickness  of  fuel  bed  and  pressure  drop 
through  the  fuel  bed  as  the  important  controlling  variables.  He 
further  proposes  an  inferential  method  of  determining  fuel-bed 
thickness:  namely,  the  measurement*  of  the  quantity  of  air  passing 
through  the  fuel  bed  in  a  given  time  and  the  pressure  drop  required 
to  force  this  quantity  of  air  through  the  bed. 

If  the  operation  is  to  be  conducted  by  men  of  such  mental  caliber 
that  they  cannot  be  educated  beyond  the  point  required  to  enable 
them  to  keep  the  indications  of  two  instruments  at  prescribed  points, 
it  is  admitted  that  the  author's  suggested  method  of  fumaoe  con- 
trol will  probably  give  as  satisfactory  average  results  as  can  be 
obtained  under  those  conditions.  However,  it  may  be  pointed  out 
that  it  represents  Uttle  if  any  advance  over  the  automatic  interlock 
between  fan  speed  and  stoker  speed,  originally  a  characteristic  part 
of  a  Taylor-stoker  installation. 

If  the  operation  is  to  be  conducted  by  men  of  such  mental  caliber 
that  they  can  be  educated  to  a  true  appreciation  of  the  meaning 
of  all  or  most  of  the  variables  which  interact  to  give  a  certain 
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result  in  the  furnace,  then  the  j^ropod^  metho«i  ^«Sttlb«-  decidedly 
inadequate  and  imperfect,  particularly  as  appdied«-tor  un'cterfeed 
stokers.  In  this  case  the  pressure  drop  through  the  bed,  taken  in 
conjunction  with  the  quantity  of  air  passing,  would  be  a  true  indi- 
cation of  the  average  thickness  of  the  fuel  bed  if  that  bed  were 
always  formed  of  coal  of  the  same  kind  and  size,  if  the  damper 
settings  on  extension  grates  and  other  controllable  points  were  al- 
ways the  same,  and  if  the  character  of  the  fire  as  influenced  by  its 
past  history  were  always  the  same.  Unfortunately,  all  of  these 
variables  have  marked  effects. 

To  take  extreme  illustrations,  assume,  for  one  case,  that  an 
operator  has  managed  to  pile  up  a  thick  fire  at  the  top  of  the  stoker 
and  has  binmed  it  very  thin  toward  the  toe;  and  for  another  case, 
that  he  has  forwarded  the  fuel  more  rapidly  than  he  should  have, 
80  that  he  has  a  thin  fuel  bed  near  the  top  of  the  stoker  and  a  thick 
fuel  bed  near. the  toe.  In  each  case  he  would  obtain  and  observe 
some  definite  pressiure  drop  which  would  correspond  to  perfect  fires 
of  certain  definite  thicknesses,  and  yet  his  fire  would  be  far  from 
perfect.  Or  again,  assimie  the  character  of  the  coal  and  its  method 
of  combustion  to  be  such  that  there  is  serious  clinkering  in  spots, 
with  burning  through  in  others.  Such  a  condition  would  give  a 
pressure  drop  corresponding  to  some  definite  thickness  of  perfect 
fuel  bed,  and  yet  the  actual  conditions  would  be  far  different. 

After  all  is  said  and  done,  optical  inspection  of  the  fire  and  a 
good  knowledge  of  its  past  history  are  required  if  the  best  results 
are  to  be  obtained.  The  combination  of  such  inspection  and  such 
knowledge  with  the  readings  of  properly  chosen  instruments,  by  an 
operator  educated  to  the  point  where  he  can  appreciate  the  true 
significance  of  all  facts  and  indications,  is  the  most  promising  method 
of  obtaining  high  efficiencies. 

The  firing  methods  in  use  in  the  boiler  rooms  of  The  Detroit 
Edison  Ck)mpany  practically  include  the  features  which  the  author 
proposes,  but  others  have  been  added  and  it  is  recognized  that  more 
must  be  added  before  l^e  best  control  now  in  sight  can  be  attained. 
At  the  plants  of  this  company  it  is  customary  to  maintain  a  certain 
definite  draft  at  a  chosen  point  above  the  fire  and  to  vary  the  imder- 
fire  pressure  to  suit  conditions.  This  arrangement  gives  the  fireman 
a  measure  of  the  pressure  drop  through  the  fire.  The  quantity  of 
air  used  is  not  measinred  in  conventional  imits  but  in  terms  of  blower 
^)eed  and  resistance  through  the  bed,  which  is  just  as  good  a  com- 
bination measurement  so  far  as  the  operation  is  concerned. 
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,  .No.att^mp.tUo^recfcce/te'S^  to  chart  form  has 

•  b^n  4d^;  bec^tiHe  the  constant  effort  of  the  engineers  has  been 
(levoted  to  the  education  of  the  men  to  such  a  point  that  they  could 
reason  from  the  known  condition  of  their  fire  and  the  reading3  of 
their  instruments,  instead  of  going  it  blind  on  the  basis  of  charts 
which  at  best  can  represent  only  average  conditions. 

In  these  plants  it  has  been  found  advisable  to  supply  instruments 
for  indicating  stoker  speed,  carbon-dioxide  content  of  flue  gases,  tem- 
perature of  flue  gases  and  boiler  output,  as  well  as  the  values  men- 
tioned above,  and  it  has  also  been  found  advisable  to  supply  numerous 
dampers  for  controlling  the  distribution  of  air  to  the  various  parts  of 
the  fire.  With  all  of  these  tools  in  the  hands  of  thinking  operators, 
remarkably  good  results  are  obtained  and  maintained. 

The  author  has  performed  a  real  service  in  emphasizing,  in  what 
have  been  previously  referred  to  as  the  second  and  third  parts  of 
his  paper,  the  known  fact  that  the  best  overall  efKciency  of  the 
unit  is  really  the  product  of  the  efficiencies  of  its  two  component 
parts  and  that  the  best  combined  efficiency  might  not  correspond  to 
the  highest  efficiency  of  furnace  or  of  boiler.  There  are  astound- 
ingly  few  figures  available  by  means  of  which  one  may  even  approxi- 
mately determine  values  of  this  sort,  and  it  would  be  of  great  value 
to  the  industry  if  typical  imits  could  be  tested  over  wide  ranges 
with  respect  to  all  essential  variables  in  about  the  same  way  as  was 
the  imit  tested  by  the  author  of  the  paper. 

Unfortunately  for  the  type  of  control  advocated  and  for  the 
worth  of  the  data  submitted,  the  tests  recorded  in  the  paper  do  not 
seem  to  represent  good  furnace  practice.  The  so-called  overall 
efficiencies  are  low,  even  for  modem  operating  conditions  \mder 
variable  loads,  and  are  correspondingly  lower  in  comparison  with 
what  would  be  expected  under  test  conditions. 

Moreover,  when  these  efficiencies  are  considered  in  conjunction 
with  the  stated  thickness  of  fire  and  the  under-fire  pressure,  one  is 
driven  to  the  conclusion  that  what  the  author  calls  a  thin  fire  must 
really  be  thick  and  what  he  calls  a  mediimi  fire  must  be  very  thick, 
or  else  that  some  other  variable  of  great  importance  must  have  been 
neglected.  The  flue-gas  temperatures  and  carbon  in  refuse  also 
appear  to  be  abnormally  high  for  the  various  loads  and  conditions 
to  which  they  correspond* 

The  Author.  In  their  discussions  both  Mr.  Barms  and  Mr, 
Reitiicker  are  unwilljiig  to  attach  any  accuracy  to  tests  of  eight 
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hours'  duration.  The  author  understands  fully  the  validity  of 
objections  to  eight-hour  tests,  and  the  tests  in  question  were  con- 
ducted with  these  objections  in  mind.  They  could  not  have  been 
conducted  otherwise.  As  regards  the  degree  of  accuracy  of  the 
^deacies  obtained,  it  may  be  said  that  the  closely  accurate  deter- 
mination of  efficiency  was  throughout  of  secondary  importance. 
None  of  the  data  sought  or  conclusions  reached  is  impaired  by  an 
inaccuracy  of,  say,  3  per  cent  in  the  overall  efficiency.  The  overall 
efficiency  is  the  only  quantity  that  the  employment  of  the  short 
test  can  bring  into  question.  It  will  be  noted  that  differences  in 
efficiency  by  virtue  of  differences  in  fuel-bed  thickness  are  far  in 
excess  of  any  possible  inaccuracy  in  the  values  of  efficiency.  Fur- 
thennore,  all  other  observations  and  the  conclusions  drawn  there- 
from are  in  no  way  subject  to  the  criticism  of  the  short  duration. 
It  is  quite  conceivable  that  the  curvature  or  slope  of  some  of  the  lines 
on  the  furnace  and  boiler-unit  operation  charts  may  be  appreciably 
in  error.  These  charts  were  presented,  however,  to  illustrate  cer- 
tain general  principles,  and  are  believed  to  be  of  sufficient  accuracy 
to  serve  this  purpose.  The  entire  part  of  the  paper  relating  to  the 
boiler  as  a  heat  absorber  is,  of  course,  not  subject  to  the  above 
criticisms. 

The  reason  for  the  short  tests  was  the  impossibiUty  of  operating 
for  a  longer  period  at  the  heavy  overloads.  It  will  be  noted  that 
the  coal  used  was  very  high  in  sulphur.  The  resultant  difficulties 
with  clinker  building  out  from  the  bridge  wall  prevented  continuing 
these  tests  over  eight  hours.  The  eight-hour  test  was  adopted  for 
this  investigation  only  after  considerable  experimentation.  It  was 
found  that  very  small  changes  in  the  fuel  supply  \;ould  be  readily 
observed  in  their  effect  upon  the  fuel-bed  thickness.  In  consider- 
ing the  accuracy  of  the  tests  it  must  be  remembered  that  firing 
conditions  were  kept  very  constant.  Every  effort  was  made  to  this 
end.  Under  such  conditions,  objections  to  the  eight-hour  test  are 
minimised.  In  view  of  the  observed  fact  that  cutting  off  the  fuel 
supidy  for  five  minutes  produced  an  easily  observed  change  in  the 
fuel  bed,  the  author  feels  justified  in  claiming  an  accuracy  in  effi- 
ciency figures  within  a  3  per  cent  limit  of  variation. 

Mr.  Spitsglass  speaks  of  the  author's  failure  to  study  the  rela- 
tion between  efficiency  and  capacity.  The  author  would  say  here 
that,  asfluming  the  possession  of  complete  data  on  the  operating 
diaracteristics  of  a  steam  boiler,  the  study  of  the  above  relation 
must  necessarily  be  a  prolonged  affair.    It  involves  the  loading 
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conditions  of  the  plant,  prices  of  coal  and  labor,  cost  of  equi^Hnent 
and  of  land  and  other  conditions  affecting  power  costs.  Mani- 
festly it  could  not  be  so  much  as  touched  upon  in  the  present  paper. 
All  that  the  author  hoped  to  do  was  to  establish  the  importance  of 
the  relation  of  efficiency  to  capacity  in  the  boiler  as  the  prime  basis 
of  the  investigation  which  has  been  presented. 

Mr.  Spitzglass  also  questions  the  ability  of  the  fireman  ''to 
observe  air  velocities,  draft-gage  readings,  gas  anal3rsi8  and  the  flue 
temperatures,"  or  to  interpret  such  readings.  As  regards  flue-gas 
analyses,  the  author  fully  agrees  with  Mr.  Spitsglass  and  takes 
great  pains  in  the  paper  to  point  out  how  the  conditions  of  combus- 
tion may  otherwise  be  easily  and  simply  indicated.  As  regards  the 
observing  of  air  velocities,  the  author  believes  that  the  air  meter, 
an  illustration  of  which  is  shown  in  the  paper,  may  be  read  as  easily 
as  any  other  form  of  meter.  Concerning  the  use  of  instruments  in 
general,  the  practice  of  the  best  plants  throughout  the  coimtry  is  a 
sufficient  answer.  The  author  heartily  subscribes  to  the  value  of 
the  steam-flow  meter  as  mentioned  by  Mr.  Spitzglass. 

The  author  wishes  to  correct  the  impression  that  may  have  been 
gained  that  he  ever  had  in  mind  the  use  by  the  fireman  of  charts 
such  as  have  been  presented  in  this  paper.  He  would,  however, 
propose  the  use  of  scales  on  the  various  instruments,  having  the 
numbers  so  arranged  as  to  correspond  when  operating  conditions 
are  proper;  e.g.,  all  numbers  indicating  6  when  No.  5  load  is  to  be 
carried.  Such  a  system  would  be  readily  intelligible  to  the  fireman. 
Necessarily,  the  fireman  could  never  be  guided  by  it  exclusively, 
but  it  would  constitute  an  average  basis  for  the  comparison  and 
better  understai^ding  of  firing  conditions,  and  a  guide  at  all  times. 

Messrs.  Alpem  and  Reinicker  both  call  into  question  the  matter 
of  air-pressure  drops  through  the  tuyeres  and  fuel  bed  (i.e.,  sum  of 
pressure  in  air  boxes  of  stoker  and  draft  in  combustion  chamber). 
Clearly  this  drop  is  a  function  of  the  amount  of  air  forced  through 
the  fuel  bed,  the  areas  of  air  openings  in  the  grates,  and  the  thick- 
ness and  resistance  of  the  fuel  bed.  The  criticisms  seem  to  assume 
ability  on  the  part  of  the  operator  to  regulate  this  pressure  drop 
independently  of  load.  Such  cannot  be  the  case,  since  any  increase 
in  air  pressure  with  a  given  condition  of  fuel  bed  will  simply  result 
in  a  greater  combustion  rate  and  will  not  change  proportionately 
to  any  extent  the  ratio]^of  air  to  coal  burned.  This  ratio  may  be 
regulated  only  by  regulation  of  the  fuel-bed  resistance. 

Mr.  Alpern  speaks  of  "some  operating  faults  of  the  tests."     The 
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author  has  nowhere  indicated  that  the  air  supply  to  the  extension 
grates  was  kept  continuously  at  the  maximumi  nor  does  Mr.  Alpem's 
discussion  indicate  to  him  any  faults  in  operation.  The  point  is 
that  at  heavy  overloads  it  is  obviously  necessary  to  increase  the 
combustion  rates  on  all  p^urts  of  the  grate  surface.  This  necessity 
applies  to  the  extension  grates  as  well.  The  author  does  not  believe 
that  the  mftYirngiir^  supply  of  air  to  these  ^tes  is  sufficient  for  pro- 
longed overloads  in  the  stoker  under  discussion.  Mr.  Alpem's 
statement  r^arding  the  relation  of  air  pressures  to  the  different 
fuel-bed  thicknesses  is  not  in  accord  with  the  data  given  in  the 
paper.  The  author  certainly  agrees  with  Mr.  Alpem  that  "the 
heavy-fuel-bed  condition  was  an  unnatural  one." 

In  answer  to  Mr.  Reinicker's  statement  that  the  furnace  drafts 
were  too  high,  the  author  would  say  that  in  the  particular  setting 
tested,  lesser  drafts  could  not  be  used  without  driving  some  gas 
out  of  the  setting  near  the  top  of  the  first  pass  and  without  endan- 
gering dump-grate  bars.  The  author  fully  agrees  with  Mr.  Reinicker 
as  regards  the  limitations  placed  upon  both  capacity  and  efficiency 
by  Jliigh  furnace  temperatures.  Difficulties  from  clinker  and  de- 
struction of  the  refractory  lining  are  perhaps  the  greatest  single 
barriers  operating  against  heavy  overloading.  Mr.  Reinicker's  state- 
ment regarding  the  unimportance  of  radiation  and  convection  as 
ioues  and  his  criticism  based  thereon  have  no  bearing  on  the  paper 
under  discussion.  The  author  treated  radiation  and  convection  as 
the  modes  of  heat  transmission  from  the  furnace  to  the  boiler  and 
at  no  point  considered  their  bearing  upon  the  incidental  losses  from 
the  setting. 

The  author  considers  Mr.  Hirshfeld's  discussion  especially  inter- 
esting and  pertinent.  His  observations  as  to  optical  inspection  of 
the  fire  are  imquestionably  correct.  Optical  observation,  as  Mr. 
Hirshfeld  indicates,  supplements  the  use  of  indicating  instruments 
but  does  not  displace  them.  As  regards  the  peculiar  fire-bed  condi- 
tions described  in  this  discussion,  the  author  does  not  believe  that 
such  conditions  would  even  be  approached  in  the  course  of  properly 
uniform  operation  of  the  stoker.  The  question  of  holes  and  lack  of 
unifonnity  due  to  clinker  has  been  taken  up  in  the  paper  itself, 
where  it  is  shown  that  the  proposed  instruments  are  of  value  in  this 
connection.  The  author  is  glad  to  have  Mr.  Hirshfeld  reiterate  the 
divisions  into  which  the  subject-matter  of  ihe  paper  properly  falls. 

In  several  of  l^e  discussions  presented  the  overall  efficiencies  have 
been  criticised  as  being  low.    The  author  would  like  to  state  by 
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way  of  explanation  that  the  analyses  of  the  coal  do  not  fully  indi- 
cate its  character,  and  that  the  coal  used  was  not  only  high  in  sulphur 
and  productive  of  great  difficulty  with  clinker,  but  was  slack  of  the 
poorest  grade  as  regards  structure,  with  a  large  proportion  of  dust. 

In  the  first  paragraph  of  his  discussion,  William  Kent  has  put  in 
a  few  words  the  idea  that  has  been  in  the  mind  of  the  author  for 
some  years,  and  which  led  to  the  preparation  of  this  paper. 
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RADIATION   ERROR  IN   MEASURING 
TEMPERATURE  OF  GASES 

.  Bt  HeNRT  ErBISINQSR,  PmBBURGH.  Pa. 

Member  of  the  Society 

AND 

J.  F.  Barklbt,!  PirrBBUROHi  Pa. 
Non-Member 

In  measwring  the  temperalure  of  a  itream  of  hoi  gasea  surrounded  by  colder  or 
hotter  surfaces,  heat  radiates  to  or  from  the  mecLSuring  instrumentf  making  U  read 
high  or  low,  and  the  difference  between  the  true  temperature  of  the  gases  and  that 
indicated  by  the  instrument  is  called  the  radiaHon  error. 

The  paper  entanerates  the  factors  with  which  this  error  varies,  and  to  show  the 
fnagnitude  of  the  effects  of  some  of  them,  gives  results  of  a  series  of  measurements 
mode  with  thermocouples  placed  at  different  points  along  the  paths  of  gases  flowing 
through  water'4ube  boilers,  dUng  one  instance  where  the  error  under  certain  condi- 
tions can  be  as  much  as  320  deg.  cent. 

lyHILE  investigating  the  temperatures  of  gases  in  boiler  settings 
the  Bureau  of  Mines  found  it  necessary  to  study  the  errors  of 
the  current  temperature-measuring  methods.  Of  the  errors  entering 
into  the  determination  of  the  average  temperature  of  a  stream  of 
hot  gases  surroimded  by  colder  or  hotter  surfaces,  the  radiation  error 
is  the  most  serious  one  and  the  most  difficult  to  correct.  Ordinary 
temperature  measurements  made  with  commercial  devices  under  such 
conditions  are  from  5  to  25  per  cent  in  error.  If  the  siurounding 
surfaces  are  cooler  than  the  gases,  the  temperatures  indicated  by  the 
measuring  instrument  will  be  too  low;  or  if  the  surrounding  surfaces 
are  hotter,  as  is  the  case  in  regenerating  furnaces,  the  temperatures 
indicated  will  be  too  high. 

2  The  object  of  this  paper  is  to  show  primarily  how  large  the 
radiation  error  may  become  under  certain  conditions  of  temperature 
measurements,  and  that  judgment  must  be  used  in  interpreting  the 
accuracy  and  the  value  of  temperature  readings. 

1  Junior  Electrical  Engineer,  U.S.  Bureau  of  Mines. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  The 
AmuGAN  SodBTT  OF  MECHANICAL  ENGINEERS.  By  permission  of  the  Director 
of  the  Bureau  of  Mines. 
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3  The  radiation  error  is  due  to  the  fact  that,  to  a  large  extent, 
gases  are  permeable  to  radiation.  When  a  temperature-measuring 
instrument  is  immersed  in  a  stream  of  hot  gases  surrounded  by  cooler 
surfaces,  it  absorbs  heat  from  the  gases  by  convection  and  its  tem- 
perature rises.  As  soon  as  its  temperature  exceeds  that  of  the 
surroimding  surfaces,  heat  passes  by  radiation  from  the  instrument 
to  these  surfaces  through  the  intervening  gases.  Thus  the  in- 
instrument  receives  heat  from  the  hot  gases  by  convection,  and 
gives  off  heat  by  radiation  to  the  surrounding  colder  surfaces.  The 
temperature  of  the  instrument  continues  to  rise  with  a  decreasing 
rate,  until  the  quantity  of  heat  it  gives  off  is  equal  to  the  quantity 
of  heat  it  receives;  the  temperature  then  remains  constant.  Under 
these  equilibrium  conditions  the  temperature  of  the  instrument  is 
between  that  of  the  stream  of  gases  and  that  of  the  surrounding 
surfaces;  in  other  words,  it  is  lower  than  the  temperature  of  the 
gases  which  it  is  intended  to  measure. 

4  When  the  instrument  is  inserted  in  a  stream  of  gases  sur- 
roimded  by  surfaces  hotter  than  the  gases,  it  receives  heat  by  radia- 
tion from  the  hot  surfaces  and  at  first  also  by  convection  from  the 
stream  of  gases,  and  its  temperature  rises.  When  the  temperature 
of  the  instrument  has  risen  above  the  temperature  of  the  gases,  the 
flow  of  heat  from  the  gases  to  the  instrument  reverses,  the  instrument 
begins  to  give  off  heat  by  convection  to  the  hot  gases,  and  receives 
heat  only  by  radiation  from  the  surrounding  surfaces.  The  rise 
of  temperature  of  the  instrument  continues  at  a  rapidly  decreasing 
rate  until  the  quantity  of  heat  received  by  the  instrument  by  radia- 
tion from  the  hot  surfaces  is  equal  to  the  quantity  given  off  to  the 
stream  of  gas;  the  temperature  of  the  instrument  then  remains 
constant.  With  these  equilibrium  conditions  the  temperature  of 
the  instrument  is  somewhere  between  that  of  the  surrounding  sur- 
faces and  that  of  the  stream  of  gases;  in  other  words,  it  is  higher  than 
the  temperature  of  the  gases  which  the  instrument  is  supposed  to 
measure.  The  difference  between  the  temperature  of  the  gases  and 
that  indicated  by  the  instrument  is  the  radiation  error. 

5  The  magnitude  of  the  error  depends  mainly  on  (1)  the  sise 
of  the  part  of  the  instrument  exposed  to  the  gases  and  the  radia- 
tion, and  (2)  the  difference  between  the  temperature  of  the  gases 
and  the  temperature  of  the  surrounding  surfaces.  The  smaller  the 
exposed  part  of  the  measuring  instrument,  the  smaller  the  radiation 
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error;  also,  the  smaller  the  diflference  between  the  temperature  of 
gases  and  the  temperature  of  the  surrounding  surfaces  the  smaller 
the  radiation  error.  In  the  measurement  of  the  temperature  of 
gases  only  the  first-named  factor  can  be  controlled.  The  second 
factor  is  fixed  by  the  kind  of  the  apparatus  and  its  operation. 

6  Of  the  instruments  used  in  the  measiupement  of  temperature 
of  gases,  the  thermocouple  lends  itself  the  best  to  the  reduction  of  its 
ase.    It  can  be  made  so  small  that  the  radiation  error  is  negligible 
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>  LENGTH  OF  PATH  OF  GASES  FROM 

POSITION  OF  THERMOCOUPLE  A,  FEET 

Fig.  1    Tbmpsbaturs  of  Gases  as  thet  Pass  thbough  a  Babcock 

AND  Wn^cox  Boiler 

The  heavy  curve  oonnecta  readings  obtained  with  a  couple  0.5  in.  in  diameter 

aad  the  light  curve  reading?  obtained  with  a  couple  0.008  in.  in  diameter.    Dotted 

curve  is  estimated  true  temperature  of  gases.    Curve  drawn  in  dashes  shows 

approximate  velocity  of  gases. 

for  practical  purposes.  The  correct  temperature  would  be  indicated 
only  by  a  thermocouple  having  an  exposed  hot  junction  made  of  wires 
of  jero  diameter,  which,  of  course,  is  a  physical  impossibility. 

™(PERATUBE  MEASUREMENTS   IN  A  BABCOCK    AND  WILCOX    BOILER 
TO  DETERMINE  EFFECT  OF  SIZE  OF   THERMOCOUPLES 

7    The  e£fect  of  the  size  of  thermocouples  is  shown  in  Fig.  1, 
which  gives  two  sets  of  temperature  measurements  of  the  gases 
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passing  through  a  Babcock  and  Wilcox  boiler^  fired  with  natural 
gas.  One  of  these  sets  of  measurements  was  taken  with  thermo- 
couples having  the  hot  junction  made  of  wires  0.008  in.  in  diameter 
and  the  other  set  with  couples  having  the  hot  junction  parts  made  of 
tubes  about  0.500  in.  in  diameter.  This  large  couple  is  about  the 
size  of  commercial  instruments  used  for  such  purposes.  Several 
thermocouples  of  each  size  were  made  and  clamped  together  in  pairs, 
each  pair  containing  a  large  couple  and  a  small  couple,  with  their 


Fig.  2    Setting  of  Gas-fired  Babcock  and  Wilcox  Boiler  in  which 

THE  Measurements  were  made.    Total  Heating  Surface,  3400  sq. 

FT.;  Steam  Pressure,  165  lb.  by  Gaqe 

hot  junctions  about  Ij  in.  apart.  These  pairs  were  placed  at  dif- 
ferent points  along  the  path  of  gases,  indicated  by  the  small  circles 
and  designated  by  the  letters  A,  JS,  C,  D,  E,  and  F  in  Fig.  2.  All 
the  couples  were  connected  to  a  central  switch  and  read  in  rapid  suc- 
cession with  a  portable  potentiometer.  While  the  readings  were 
taken  the  furnace  conditions  were  kept  uniform,  which  was  a  com- 
paratively easy  task  with  the  gas  firing. 

8  In  Fig.  1  the  abscissae  are  the  approximate  lengths  of  the 
paths  of  gases,  measured  from  the  position  of  the  first  pair  of  couples 

>  One  of  several  boilers  in  the  power  plant  of  the  Carnegie  Technical  Schoob, 
Pittsburgh,  Pa.,  which  were  placed  at  the  disposal  of  the  authors  for  their  in- 
vestigations,  through  the  courtesy  of  Prof.  W.  Trinks,  Mem.Am.Soc.M.E. 
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A.  The  full  heavy  curve  connects  the  readings  obti^ned  with  the 
large  couples,  and  the  full  light  curve  the  readings  obtained  with  the 
small  couple.  The  dotted  curve  above  the  full  curves  gives  the 
probable  true  temperature  of  the  gases  which  was  obtained  by  ex- 
trapolation from  the  readings  of  the  two  couples  of  different  sizes  by 
means  of  curves  similar  to  those  shown  in  Fig.  6.  The  curve  near 
the  bottom  of  the  figure  (drawn  with  dashes)  gives  the  approximate 
velocity  of  the  gases  computed  from  the  volume  of  gas  burned,  the 
chemical  analysis  of  the  products  of  combustion  and  the  true  tem- 
perature of  the  gases.  The  small  black  circle  at  the  upper  left-hand 
comer  gives  the  furnace  temperature  as  measured  with  the  Wanner 
optical  pyrometer  sighted  through  one  of  the  gas  burners,  as  shown 
in  Fig.  2. 

9  The  two  full  curves  of  Fig.  1  indicate  that  the  small  couples 
consistently  showed  temperatures  considerably  higher  than  the  large 
couples,  although  the  small  couples  themselves  read  somewhat  too 
low.  The  difference  between  the  readings  of  the  two  couples  is 
nearly  proportional  to  the  difference  between  the  true  temperature 
of  the  gases  and  the  temperature  of  the  surrounding  boiler  surfaces 
which  was  about  50  deg.  higher  than  the  temperature  of  steam  in 
the  boiler.  The  large  couple  at  B  shows  a  radiation  error  of  about 
575  deg.  fahr.,  whereas  the  small  couple  at  the  same  place  indicates 
an  error  of  only  150  deg.  fahr.  In  position  F  where  the  tempera- 
ture of  the  gases  is  much  lower,  the  large  couple  reads  only  about 
25  deg.  fahr.  too  low,  and  the  small  couple  shows  an  error  of  only 
5  deg.  fahr. 

DESCRIPTION    OP    THERMOCOUPLES 

10  Two  kinds  of  couples  were  used  in  these  temperature  measure- 
ments: copper  and  constantan  for  temperatures  up  to  900  deg.  fahr. 
and  platinum  and  platinum-rhodium  for  all  higher  temperatures. 

11  The  details  of  both  kinds  of  couples  are  indicated  in  Fig.  3, 
the  upper  half  of  the  figure  showing  th^  copper-constantan  couples 
and  the  lower  half  the  platiniun  couples.  A  feature  of  interest  in 
comiection  with  the  subject  of  this  paper  is  that  the  hot  junctions  on 
all  of  the  small  couples  were  made  of  short  pieces  of  wire  0.008  in. 
in  diameter,  welded  to  larger  wires  in  order  to  obtain  mechanical 
strength  and  to  avoid  sa^ng  of  the  projecting  parts.  In  each 
couple  the  two  dimhnilar  small  wires  forming  the  hot  junction  at 
the  bend  are  kept  uniform  in  diameter  without  the  formation  of  the 
usual  bead. 
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12  The  large  copper-constantan  couples  were  made  of  tbln- 
walled  copper  tubes,  0.550  in.  in  outade  diameter,  having  a  cup- 
shaped  copper  plug  rolled  into  one  end.  The  hot  junctions  were 
made  by  peening  into  these  plugs  constantan  wires  0.025  in.  in 
diameter.  The  constantan  wires  were  placed  into  the  copper  tubes, 
from  which  they  were  insulated  with  glass  tubing. 

13  The  large  platinum  couples  were  made  of  wires  0.025  in. 
in  diameter.  The  hot-junction  end  of  the  couples  was  placed  in 
a  closed-end  silica  tube,  about  11  in.  long  and  fitted  into  a  water- 
cooled  metal  holder.    The  closed-end  silica  tubes  were  0.450  in. 


Fia.  3    Construction  of  Thbrmocouplbs.    Upper  Half,    CovTEBrCUyN^ 

8TANTAN  CoUPLES;   LOWBR  HaLF,  PlATINUM  AND  PlaTINUM-RhODIUII  Ck>UPLS8 

outside  diameter,  and  inasmuch  as  it  was  the  outside  surface  of  these 
tubes  which  received  and  gave  off  heat,  this  construction  gave  the 
same  readings  as  would  have  been  obtained  with  couples  made  of 
a  large  platinum  tube  in  a  similar  way  as  the  large  copper  couples. 
The  length  of  the  silica  tubes  was  sufficient  to  make  ne^gible  any 
lowering  of  temperature  of  the  closed  end  due  to  conduction  of  heat 
to  the  water-cooled  holder.  (The  Bureau  of  Standards,  when  cali- 
brating thermocouples  at  high  temperatures,  uses  an  immersion  of 
25  cm.  or  about  9}  in.) 

14  The  water-cooled  holder  of  the  platinum  couples  was  made 
of  three  concentric  copper  tubes  arranged  in  such  a  way  that  the 
cooling  water  flowed  twice  the  full  length  of  the  holder.  The  outside 
tube  was  }  in.  in  outside  diameter,  making  the  holder  of  oonv^ent 
size  for  manipulation.  The  cold  junctions  of  the  couples  were 
placed  in  a  water  bath  attached  to  the  cold  end  of  the  couples  as 
shown  in  Fig.  3. 
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'^^  Effect  of  TEAiPSBATURE  and  the  nature  of  exposure  of 

COUPLES  on  radiation  ERROR 

^^  Fig.  4  shows  how  much  lower  the  large  couples  read  than 
the  small  ones  when  the  couples  were  placed  in  the  boiler  settings 


SK 

on 

a 

u 

TI 

afPERATURE; 
1112    1256    U 

•F 

00 

"iML 

-^ 

St 

JS 

Fi 

1W8 

r^ 

IL 

280 

u 

r 

L_ 

464 »: 

y>emi 

^ 

A 

^ 

IZJ 

• 

i 

^/ 

£200- 

-    OR4W. 

• 

7^ 

*i= 

^ 

g 

^ 

^ 

U 

^ 

nn^ 

m1«- 

• 

/. 

• 

>>< 

^ 

1 

3 

•  ' 

> 

y* 

r^ 

0 

3120- 

f* 

/'^ 

<^ 

x^' 

i 

^'if' 

.^ 

^* 

c 

^^ 

.'*' 

r^ 

^- 

^   ut 

$e 

n   ^' 

k 

f 

^^' 

•»* 

'' 

lAA  2 

«  fi 

^^ 

H 

••  •^' 

ii  1? 

US   H 

Hmo- 

^9 

464g 

oSliri 

te 

,^ 

X 

r^ 

* 

m 

•  DouUeiMiHflim 

•  StmdanlHeiM 

^ 

;-- 

• 

J 

/ 

e3 

''^ 

x 

^ 

ElM  — 

*^ 

i^ 

^1. 

"^ 

1^ 

7^ 

820  I! 

HJIOU 

• 

f 

^ 

^ 

■ 

s_ 

H 

• 

> 

> 

• 

' 

Msi 

SUQ" 

• 

^'^ 

i 

2  M  — 

* 

.^• 

\ 

IMm 

a 

. 

^ 

,•'' 

ftfOH 

a  Mi  — 

>Vi 

;/. 

umB 

t^tA 

!^*r 

> 

« 

^f 

Til 

A* 

iS 

^^■-sr 

M 

■-* 

rEM 

ST" 
PCRA1 

Sir 

rURi 

4 

:oi 

So 

PF 

Mi 

Ir 

JUl 

iT 

* 
lA 

TBI 

w 

ar 

TT 

«r 

n 

FiQ.  4    ErFBCT  OF  Temfbbatuhb  of  Gasbb  on  Radiation  Error 
IN  Various  Types  of  Boilers 

of  five  of  the  common  types  of  water-tube  boilers.  The  readings 
were  plotted  on  two  charts  to  avoid  crowding  the  points.  With 
the  exception  of  the  groups  marked  A^  all  the  readings  were  obtained 
with  the  thermocouples  placed  among  the  tubes,  or  in  other  places 
where  they  were  almost  totally  exposed  to  the  heating  surfaces  of 
the  boilers. 
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16  The  group  A  of  the  Babcock  and  Wilcox  boiler  was  obtained 
with  the  thermocouple  placed  in  position  A^  Fig.  2.  In  this  position 
the  thermocouples  were  exposed  partly  to  the  boiler  tubes  and  partly 
to  the  brick  walls  and  the  clay-tile  furnace  roof,  which  latter  surfaces 
were  much  hotter  than  the  boiler  tubes.  Therefore  the  thermocouples 
did  not  lose  as  much  heat  by  radiation  as  those  couples  which  were 
completely  surrounded  by  the  boiler  tubes,  and  their  radiation 
error  was  smaller. 

17  Group  A  of  the  lower  half  of  Fig.  4  was  obtained  with  the 
couples  placed  about  1  ft.  above  the  arch  and  1  ft.  from  the  front 
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Fig.  5 


TTHE.  HINUrS? 

Effect  of  Size  of  Couple  on  Temperature  it  Indicates 


nest  of  tubes  in  a  setting  of  a  standard  Stirling  boiler.  They  were 
therefore  exposed  partly  to  the  boiler  tubes  and  to  some  extent  also 
to  the  hot  brickwork  of  the  furnace.  Therefore  the  radiation  error  of 
these  couples  was  somewhat  smaller  than  the  radiation  error  of  the 
other  couples  completely  surrounded  by  the  boiler  tubes. 

18  Dotted  curves  were  drawn  through  the  groups  of  points 
representing  readings  of  couples  having  nearly  the  same  exposure 
to  indicate  that  the  radiation  error  is  roughly  proportional  to  the 
temperature  of  the  gases. 

RELATION    BETWEEN    RADIATION    ERROR    AND    SIZE    OF    IN8TRUMSNT 

19  To  determine  the  nature  of  the  relation  between  the  radiation 
error  and  the  size  of  the  hot  junction  of  a  thermocouple,  four  thermo- 
couples of  dififerent  sizes  were  clamped  together  and  placed  in  the 
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setting  of  a  Heine  boiler  in  a  position  similar  to  Ay  Fig.  2.  The 
diameters  of  the  hot  junctions  of  these  couples  were  0.008,  0.025, 
0.31  and  0.45  in.  These  couples  were  clamped  together  in  such  a 
way  that  the  two  small  couples  were  between  the  large  ones,  the 
distance  between  the  hot  junctions  of  the  two  end  couples  being  4 
in.  The  couples  were  read  in  rapid  succession  by  means  of  a  multiple 
switch  and  a  potentiometer.  In  Fig.  5,  A  and  B  give  two  series  of 
such  readings,  falling  in  the  order  of  the  size  of  the  couples,  the 
smallest  cou^de  reading  the  highest.  Individual  readings  are  repre- 
sented by  the  dots,  and  the  readings  of  each  couple  are  connected 
by  a  broken  Une. 

20  A  similar  set  of  three  couples  was  placed  in  the  uptake  of 
the  same  Heine  boiler.  The  diameter  of  the  hot  junctions  of  these 
couples  were  0.008,  0.25  and  0.55  in.  Two  series  of  readings  taken 
with  these  couples  are  given  in  C  and  D,  Fig.  5,  the  readings  falling 
in  the  order  of  the  size  of  the  couple,  the  smallest  reading  the  highest. 
That  is,  in  all  cases  the  smallest  couple  has  the  smallest  radiation 
error  and  therefore  reads  the  nearest  to  the  true  temperature  of  gases. 

21  It  is  apparent  that  the  radiation  error  has  a  definite  relation 
to  the  size  of  the  part  of  the  couple  containing  .the  hot  junction. 
Very  likely  it  is  the  extent  of  the  surface  of  the  hot  junction  which 
determines  the  magnitude  of  the  radiation  error.  Inasmuch  as  the 
surface  is  proportional  to  the  diameter,  the  radiation  error  should 
have  a  rather  definite  relation  to  the  diameter  of  the  hot- junction 
part  of  the  couple.  To  test  this  relation  the  averages  of  the  two 
aeries  of  readings,  A  and  B  of  Fig.  5,  were  plotted  on  the  diameters 
of  the  couples  as  absciss®,  and  are  given  as  curves  A  and  B  in  Fig.  6'. 
The  points  of  curve  Af  at  the  bottom  of  the  figure  are  the  averages  of 
several  series  of  readings  obtained  with  the  three  couples  placed  in 
the  uptake  of  the  Heine  boiler.  The  approximate  average  tem- 
perature of  the  surrounding  surfaces  for  each  set  of  points  is  shown 
by  the  dotted  lines.  All  three  curves  have  been  extended  to  a  point 
of  zero  diameter,  giving  approximately  the  true  temperature  of  the 


22  The  shape  of  the  curve  is  shown  the  best  by  curves  A  and  jB, 
having  four  points  each.  As  the  diameter  of  the  hot  junction  of  the 
couple  decreases,  the  temperature  indicated  by  the  couple  rises,  at 
first  very  slowly,  but  after  the  diameter  of  about  0.100  in.  is  passed 
this  rise  in  temperature  becomes  very  rapid;  and  also,  the  greater 
the  difference  between  the  temperature  of  gases  and  that  of  the  sur- 
rounding surfaces,  the  steeper  this  rise.    In  all  these  three  curves 
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diameter  of  couple  ,  inches. 
Fig.  6    Relation  between  Diametbb  of  Couple  and  Radiation  Error 
WHEN  the  Gases  are  Surrounded  bt  Surfaces  at  DnrrBRBNT 
Tempbra'Tures 
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the  temperature  difiFerence  between  the  gases  and  surrounding  sur- 
faces is  oomparatively  small.  Among  the  boiler  tubes  near  the 
entnmce  of  furnace  gases  this  temperature  difiFerence  is  very  large, 
and  therrfore  for  that  position  the  part  of  the  curve  below  the  diam- 
eter of  tlie  hot  junction  of  0.1  in.  is  very  steep.  Curve  R  represents 
such  conditions;  the  two  points  of  the  curve  are  the  readings  ob- 
tained with  the  two  couples  placed  at  B  in  the  Babcock  and  Wilcox 
boiler,  and  plotted  in  Ilg.  1.  The  shape  of  the  curve  R  has  been 
determmed  by  studying  the  curves  A  and  B.  The  shape  of  the 
corves  may  also  be  derived  mathematically.  Curves  similar  to  R 
were  prepared  for  the  readings  of  the  couples  in  other  positions,  and 
the  points  where  these  curves  met  the  zero  diameter  line  have  been 
used  m  plotting  the  dotted  curve  in  Fig.  1,  giving  the  approximate 
true  temperature  of  the  gases. 

DISCUSSION 

E.  A.  Fessenden  and  R.  B.  Fehr  (written).  The  paper  is  of 
decided  value  in  calling  attention  to  a  source  of  error  that  has  hereto- 
fore been  almost  universally  neglected.  It  is,  of  course,  obvious  that 
there  is  no  radiation  error  where  the  temperature-measuring  device 
is  completely  surrotmded  by  surfaces  at  the  same  temperature  as  the 
medium  whose  temperature  is  being  measured.  Many  experiments 
ooQceming  gas  temperatures  in  steam  boilers,  however,  have  failed 
to  be  of  material  value  because  the  conclusions  have  been  based  upon 
direct  temperature  measurements  of  gases  surrounded  by  compara- 
tively cool  surfaces. 

In  Par.  21  it  is  stated  that  "very  likely  it  is  the  extent  of  the 
surface  of  the  hot  junction  which  determines  the  magnitude  of  the 
radiation  error."  It  is  not  clear,  however,  just  what  is  meant  by 
"the  surface  of  the  hot  jimction."  Apparently  the  authors  have 
tak^  this  to  mean  the  siuf  ace  of  a  cylinder  whose  diameter  is  that  of 
the  junction,  which  in  their  case  was  made  the  same  as  the  diameter 
of  tiie  elements.  No  mention  is  made,  however,  of  the  length  of  this 
cylinder,  and  the  surfaces  have  been  assumed  to  be  proportional  to 
the  diameters.  The  efifects  of  conduction  along  the  elements  from  the 
couple  ought  to  be  discussed  in  connection  with  these  radiation 
effects.  It  would  seem,  therefore,  that  the  length  of  the  cylindrical 
surface  as  well  as  the  diameter  should  be  considered  on  account  of 
the  rffect  of  the  conduction  of  heat  to  or  from  the  hot  junction. 
Three  cases  may  be  noted: 
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1  Where  the  couple  leads  are  surrounded  by  material  of 

the  same  temperature  as  the  jtmetion  (as,  for  example,  in 
the  authors'  experiments  in  which  the  couple  leads  are 
perpendicular  to  the  direction  of  flow  of  a  large  volume  of 
gases),  the  temperature  of  the  leads  is  the  same  as  that  of 
the  junction  and  no  conduction  effects  are  produced. 

2  Where  the  couple  leads  are  surrounded  by  material  cooler 

than  at  the  junction,  the  temperature  of  the  leads  will  be 
lower  than  that  of  the  jtmetion  so  that  heat  ¥rill  be  con- 
ducted away  from  the  junction  by  the  leads.  The  amount 
of  heat  carried  away  from  the  junction  in  this  maimer, 
and  consequently  the  lowering  of  the  junction  tempera* 
ture,  will  depend  upon  the  material  of  the  leads,  their 
cross-section,  and  the  temperature  gradient.  An  example 
of  this  condition  is  the  case  where  the  couple  is  inserted 
in  a  boiler  tube  in  which  the  gases  are  flowing  parallel  to 
the  couple  leads  and  with  the  hot  junction  pointing 
upstream. 

3  This  case  is  similar  to  the  second  one  except  that  the 

material  surrounding  the  leads  is  hotter  than  at  the  junc- 
tion, as  when  a  thermocouple  in  a  boiler  tube  points 
downstream.    Here  heat'  will  flow  toward  the  junction 
and  tend  to  raise  its  temperature. 
In  the  second  case  radiation  to  cooler  surrounding  surfaces  and 
conduction  along  the  elements  both  tend  to  make  the  reading  lower 
than  the  actual  temperature  of  the  substance,  while  in  the  third  case 
conduction  tends  to  raise  the  reading  and  radiation  to  lower  it. 

It  is  to  be  hoped  that  this  paper  may  be  considered  as  preliminary, 
and  that  the  authors  will  continue  these  investigations  and  at  a  later 
date  give  definite  and  quantitative  information  as  to  the  effects  of 
radiation  and  conduction  upon  thermocouples,  taking  into  account: 
a  Size  and  material  of  couple  elements 
6  Size  of  bead  at  hot  junction 
c  Length  of  exposed  elements 
d  Size  and  kind  of  protecting  tubes 
e  Application  of  Stefan-Boltzmann  law 
/  Temperature  gradient  in  the  substance  surrounding  the 
leads. 

Henrt  Kreisinger.    Repl3nng  to  the  su|^estion  of  Messrs. 
Fessenden  and  Febr  that  the  effects  of  conduction  along  the  elements 
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of  the  couples  should  have  been  discussed  along  with  radiation  effects, 
I  would  say  that  this  point  is  simply  a  question  of  how  complete  a 
treatise  on  the  errors  in  measuring  the  temperature  of  gases  one 
wishes  to  write.  The  authors  decided  to  treat  the  radiation  error, 
and  limit  themselves  in  the  present  paper  to  this  error  as  far  as 
I^acticable.  The  thermocouples  they  used  in  their  experimental 
woric  were  so  constructed  and  the  experiments  so  planned  that  the 
conduction  effect  was  eliminated. 

In  all  cases  the  leads  from  the  hot  junction  are  sufficiently  long 
as  compared  to  their  cross-section  that  any  lowering  of  the  tempera- 
ture of  the  hot  junctions  by  heat  conduction  along  these  leads  is 
prevented.  With  the  smallest  couples  the  leads  are  0.008  in.  in 
diameter  for  a  length  of  )  in.,  and  then  0.025  in.  in  diameter  for  a 
length  of  f  in.  The  cross-sections  of  these  leads  are  too  small  for 
heat  to  be  conducted  along  their  lengths.  Within  the  lengths  of 
these  leads  the  temperature  gradient  of  the  gases  can  be  but  very 
small.  This  construction  of  the  couples  is  very  well  adapted  to  the 
measuring  of  temperature  of  gases  within  a  boiler  tube,  as  cited  in  the 
second  case  noted  by  Messrs.  Fessenden  and  Fehr. 

The  large  copper-constantan  couples  are  made  of  copper  tubing 
i  in.  in  diameter^  having  a  wall  0.052  in.  thick.  This  tube  which 
forms  the  leads  was  immersed  in  the  gases  for  a  length  of  about  four 
feet.  The  temperature  gradient  for  a  large  part  of  this  length  is  very 
small,  so  that  it  is  not  necessary  to  consider  the  conduction  of  heat 
from  ihe  hot  junction  along  the  leads.  The  same  can  be  said  as  to 
conduction  of  heat  along  the  protecting  siUca  tube  of  the  large  plati- 
num tiiermocouples. 

The  surface  of  the  hot  jtmction  of  the  small  couples  may  be  con- 
sidered as  a  cylinder,  but  in  the  large  couple  this  surface  is  partly  a 
^here  and  partly  a  cylinder.  Just  how  much  of  each  should  be 
considered  is  difficult  to  determine.  The  particular  construction  of 
the  large  couple  was  adopted  because  it  is  simple  an{)  inexpensive, 
and  mainly  because  commercial  thermocouples  are  of  a  similar 
design. 

It  should  be  added  that  the  hot  junctions  of  all  the  couples  were 
placed  in  the  center  of  the  stream  of  gases  and  pulled  out  by  steps, 
temperature  readings  being  taken  every  two  inches  to  determine 
temperature  gradient  of  gases.  The  results  of  this  part  of  the  experi- 
ments are  given  in  detail  in  the  Bureau  of  Mines'  publication  on 
Measuring  the  Temperature  of  Gases  Inside  Boiler  Settings. 

The  fact  that  the  radiation  error  becomes  smaller  as  the  diameter 
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of  the  couple  decreases  may  be  explained  without  going  into  too 
detailed  refinements  in  the  following  manner:  The  couple  receives 
heat  from  the  gases  by  convection  and  gives  it  off  by  radiation. 
When  the  temperature  of  the  couple  is  constant  the  quantity  of  heat 
received  by  the  couple  is  equal  to  the  quantity  given  off  by  radiation. 
The  convection  does  not  impart  the  heat  directly  to  the  metal  of  the 
couple  but  to  the  outside  surface  of  a  gas  film  adhering  to  the  solid. 
Through  this  gas  film  the  heat  passes  by  conduction.  On  the  other 
hand|  the  heat  is  radiated  directly  from  the  surface  of  the  metal 
through  the  layer  of  gas. 

The  quantity  of  heat  that  is  received  or  given  off  by  the  couple 
depends  on  temperature  difference  and  the  extent  of  the  surface 
receiving  or  giving  off  the  heat.  Since  the  thickness  d  of  the  gas  film 
remains  practically  constant  no  matter  what  the  diameter  of  the 
couple  is,  it  is  apparent  that  as  the  diameter  of  the  couple  decreases 
the  heat-radiating  surface  decreases  faster  than  the  heat-reoeiving 
surface  of  the  gas  film.  The  effect  of  the  unequal  decrease  of  the 
two  surfaces  is  especially  marked  when  the  diameter  of  the  couple 
becomes  less  than  the  thickness  of  the  gas  film.  As  the  zero  diameter 
of  the  couple  is  approached  the  ratio  of  the  heat-receiving  surface  to 
the  radiating  surface  becomes  infinitely. large,  the  radiation  ceases, 
and  the  temperature  of  the  couple  becomes  the  same  as  the  tempera- 
ture of  the  gases. 

Following  this  course  of  reasoning,  it  is  possible  to  apply  the 
Stefan-Boltzmann  radiation  law  and  the  law  governing  the  heat 
transmission  by  convection  and  derive  an  equation  expressing  the 
relation  between  the  diameter  of  a  couple  and  the  true  temperature 
of  the  gases  when  the  temperature  of  the  surrounding  surfaces  and 
the  temperature  of  the  couple  are  given.  The  temperature  of  the 
couple  is  read  when  the  quantity  of  heat  received  by  convection  is 
equal  to  the  quantity  given  off  by  radiation;  or  if  He  designates  the 
heat  received  |md  Hr  the  heat  given  off, 

Hc^Hr [1] 


Let      T  =  temperature  of  the  stream  of  j 

Tt  =  temperatiu^  of  the  outside  surface  of  the  gas  film  ad- 
hering to  the  couple 

Ti  =  temperature  of  the  couple 

Tt  =  average  temperature  of  the  surfaces  surrounding  the 
stream  of  gases,  expressing  all  temperatures  in  abso- 
lute imits 
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S  =  surface  of  the  gas  film  receiving  heat  by  convection 
Si  =  surface  of  the  metal  giving  oflf  heat  by  radiation. 

Then  from  the  law  of  heat  transmission  by  convection, 

ff,  =  ii:(r-r,)s [2] 

Inasmuch  as  with  a  set  of  any  number  of  couples  the  velocity 
and  density  of  gases  are  the  same  for  all  couples,  these  two  factors 
are  embodied  in  the  constant  K.  And  from  the  Stefan-Boltzmann 
law, 

Hr^r{Ti*-Tt*)Si [3] 

From  Equation  [1], 

K{T  -  Tt)S  =  r{Ti*  -  Tt*)Si [4] 

The  same  quantity  of  heat  that  is  imparted  to  a  unit  of  the  out- 
side surface  of  the  gas  film  by  convection,  passes  through  the  film  by 
conduction  and  may  be  expressed  by  the  simple  equation: 

jy  =  c(r,-ro [6] 

therefore  C  (T,  -  TO  =  /ST  (r  -  T,) [6] 

or  T,  -  Ti  =  (K/C)  (T  -  T,). 

But  *     T-Ti^{T-  Tt)  +  {Tt-Ti) [71 

or        r  -  Ti  =  (T  -  Tt)  +  (K/C)  {T  '-Tz)^k{T  -  Tt). 
Therefore,  for  the  whole  couple, 

H.  =  cCr-Tv)S [8] 

Taking  D  as  the  diameter  of  the  couple,  then 
SocD,  andS«D  +  25 
Equation  [4]  would  then  become 

C  (T  -  Ti)  (D  +  25)  =  (Ti^  -Ti')D [9] 

where  C  embodies  all  the  constants. 

It  should  be  remembered  that  the  constant  C  embodies  the  con- 
vection constant,  which  is  affected  by  the  velocity  and  the  density  of 
Sases,  and  the  radiation  constant,  which  is  affected  by  the  conditions 
of  exposure  of  the  couple.  So  when  any  one  of  these  factors  changes 
the  constant  must  be  changed  also.  It  is  also  probable  that  the 
thickness  of  the  gas  film  changes  with  the  velocity  of  gases  passing 
the  couple.  However,  the  data  available  do  not  justify  more  detailed 
analysis  of  the  equation.  On  account  of  the  fourth-power  variable, 
the  equation  is  rather  cumbersome  to  work  with.  The  work  can  be 
nuide  somewhat  easier  by  making  Tt  equal  to  unity  and  expressing  the 
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Other  temperatures  as  ratios  of  Tt,  remembering  what  this  provisional 
unit  is  and  changing  the  final  results  into  the  standard  units.  Such 
substitution  of  units  eliminates  one  fourth-power  factor. 

Using  this  method  of  arbitrary  temperature  units  and  taking 
26  -  0.08  in.  and  C  =  Z.9,  the  equation  fits  the  curves  A  and  B 
of  Fig.  6  of  the  paper.  The  readings  for  both  of  these  curves  were 
taken  under  the  same  conditions  of  exposure  and  with  about  the  same 
velocity  of  gases. 

For  curve  R  the  conditions  of  exposure  and  the  velocity  of  gases 
were  entirely  different,  so  the  constant  C  must  be  changed.  If  the 
constant  is  made  equal  to  12,  the  equation  will  fit  the  curve  R.  The 
value  of  C  =  10.8  satisfies  the  curve  Af . 


Digitized  by  VjOOQIC 


No.  1587 

DEVELOPMENT   OF    SCIENTIFIC    METHODS 
OF  MANAGEMENT  IN  A   MANU- 
FACTURING PLANT 

By  Santord  E.  Thompson,*  William  O.  Lichtnbr,*  and  Kbppble  Hall,' 

Boston,  Mass. 

Members  of  the  Society 

and 

Henrt  J.  Guild,'  Bangor,  Me. 

Non-Meodber 

The  atUhors  present  in  considerable  detail  the  outline  of  the  development  of  sciefUiJic 
methods  as  applied  to  the  ordinary  manufacturing  plant.  To  make  this  a  more  concrete 
iUustraHon  the  disctission  is  centered  in  the  plarUshioum  as  the  Eastern  Manufacturing 
Company,  at  Bangor  and  Lincoln,  Maine,  one  of  the  largest  concerns  in  the  country 
manvfacturing  writing  paper  as  its  final  product.  The  development  of  scientific 
methods  cU  these  mills,  however,  is  not,  as  one  might  assume,  descriptive  of  a  simple 
and  comparatively  localized  industry.  As  a  matter  of  fact,  the  processes  involved  in 
pulp  and  paper  making  are  similar  in  type,  so  far  as  management  methods  —  not  in 
I  specific  technique  —  are  concerned,  to  a  vast  number  of  industries, 

I  In  the  paper  are  discussed  the  development  of  the  organization,  comparing  the  old 

I  method  of  control  with  the  new  method  through  its  planning  department;  the  progress 

toward  standardization  of  the  making  and  machining,  with  the  results  already  ob- 
tained; the  methods  of  job  analysis,  with  iUuslralions  describing  the  standardization 
of  machine  and  hand  processes  and  the  introduction  of  bonuses;  the  effect  of  reduction 
in  working  hours;  the  classification  of  paper,  with  balance-ofstores  inventories;  the 
effect  of  standardisation  and  boniis  installation  in  the  pulp  mill;  the  method  of  han^ 
dMng  another  miU  from  the  one  planning  department;  and  the  development  of  the 
I  Service  Department,  with  the  effect  on  the  personnel  of  the  establishment. 

The  results  secured  by  the  scientific  standardization  of  the  various  operations  in 

combination  with  the  routing  system  and  bonus  plan  have  effected  an  increase  in  pro^ 

\  ductUm;  a  decrease  in  hours;  an  increase  in  wages;  a  reduction  in  labor  cost  per  ton 

'  of  production;  a  saving  in  materials;  an  effective  control  of  production  throughout 

'  the  plant;  and  the  development  of  a  spirit  of  co&peration  between  the  management 

the  employees. 

'  Thranpflon  and  Liohtner. 

*  Su|>mntendent  of  Pi^)er  Manufacturing,  Eastern  Manufacturing  Company. 


Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,   May   1917,-  of  The 
American  Socistt  of  Mechanical  Engineers. 
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nPHE  development  of  scientific  methods  in  manufacturing  is  being 
recognized  almost  universally  as  an  essential  toeconomic  manage- 
ment. We  say  recognized,  but  this  must  be  qualified  by  the  acknowl- 
edgment that  in  the  majority  of  concerns  who  accept  this  as  a  theory 
the  treatment  has  been  superficial  instead  of  covering  the  devdop- 
ment  of  plans  which  are  accurate,  exact,  based  on  facts,  and  which 
account  for  all  variable  conditions.  An  encouraging  feature  of  the 
situation  lies  in  the  fact  that  the  most  scientifically  managed  shops 
realize  that  they  have  by  no  means  reached  the  ideal.  In  fact,  a 
truly  scientific  development  necessarily  shows  up  the  deficiencies  as 
it  proceeds.  On  the  other  hand,  too  many  plants  are  settling  back 
into  self-sufficiency  after  establishing  a  so-called  ''Efficiency  Depart- 
ment"—  a  most  worthless  piece  of  mechanism  as  ordinarily  con- 
ducted —  and  a  "Cost  System"  which  at  best  indicates  how  money 
is  lost,  and  not  how  conditions  can  be  improved.    ' 

SCOPE  OF  PAPER 

2  Nearly  all  of  the  published  matter  relating  to  the  application 
of  sdentific  methods  of  management  has  pertained  to  the  machine 
shop.  In  this  paper  it  is  the  aim  of  the  authors  to  present  in  con- 
siderable detail  an  outline  of  the  development  of  scientific  methods 
as  applied  to  the  ordinary  manufacturing  plant.  At  the  same  time, 
to  make  this  a  more  concrete  illustration,  the  discussion  will  be 
centered  in  the  plants  of  the  Eastern  Manufacturing  Company  at 
Bangor  and  Lincoln,  Maine,  one  of  the  largest  concerns  in  the  country 
manufacturing  writing  paper  as  its  final  product. 

3  The  development  of  scientific  methods  at  these  mills,  however, 
is  not,  as  one  might  assume,  descriptive  of  simply  a  single  and  com- 
paratively localized  industry.  As  a  matter  of  fact,  the  processes 
involved  in  pulp  and  paper  making  are  similar  in  type,  so  far  as  man- 
agement methods  —  not  in  specific  technique  —  are  concerned,  to 
those  in  a  vast  number  of  industries.  The  treatment,  for  example, 
involves  the  scientific  development  and  standardization  of  processes; 
the  job  anal3r8is  of  hand  and  machine  operations;  the  inlaroduotion 
of  planning  methods  to  control  very  diverse  conditions;  the  system- 
atizing of  stores,  including  supplies,  raw  materials  and  matmal  in 
process;  the  training  of  the  worker;  and  the  co5peration  of  the 
workers  with  the  management  through  the  Service  Department  and 
personal  relations. 
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4  In  treating  the  subject  it  is  proposed  after  a  brief  summary 
and  a  statement  of  general  principles  to  take  up  the  plan  of  control 
of  maDufacturing  and  the  methods  adopted  in  the  different  proc- 
esses to  standardize  practice. 

INITIAL  CONDITIONS  IN  THE  PLANT 

5  The  plant  at  Bangor  manufactures  writing  paper  of  high  grade 
and  also  operates  its  own  pulp  mill,  part  of  the  product  of  which  is 
for  use  in  the  paper  and  a  part  for  sale.  The  Bangor  mills  employ 
some  800  people.  A  photograph  of  some  of  the  principal  buildings  is 
shown  in  Fig.  1. 

6  The  individual  processes  group  themselves  into: 

1  The  manufacture  of  sulphite  pulp  from  spruce  wood 

2  The  manufacture  or  making  of  paper  from  rags  and  sulphite 

pulp 

3  The  finishing  of  the  paper  to  make  it  produce  the  various 

finishes  required  for  writing  paper. 

The  manufacture  pf  wooden  boxes  or  cases  for  shipping  the  paper 
also  is  carried  on  as  a  separate  department. 

7  Before  beginning  the  introduction  of  the  more  intimate 
analyses  of  the  methods  and  processes,  the  plant  had  been  brought 
during  the  previous  two  years  to  a  stage  much  above  the  average 
plant  of  the  old  tjrpe  of  management  in  efficient  operation.  In  1914 
it  was  decided  by  the  directors  to  introduce  scientific  methods  so  as 
to  go  down  to  the  bottom  of  things  and  develop  standard  methods  of 
fa&ndling  materials  and  labor. 

RESULTS 

8  The  results  secured  by  the  scientific  standardization  of  the 
various  operations  in  combination  with  the  routing  system  and  bonus 
idan  have  effected  an  increase  in  production;  a  decrease  in  hours  of 
labor;  an  increase  in  wages;  a  reduction  in  labor  cost  including  over- 
bead  per  ton  of  production;  a  saving  in  materials;  an  effective  con- 
trol (rf  production  throughout  the  plant;  and  the  development  of  a 
spirit  of  codperation  between  the  management  and  the  employees. 

9  To  express  the  results  in  another  way,  scientific  management 
has  decreased  the  time  of  performing  operations  about  40  per  cent  on 
the  average,  largely  through  changes  in  methods  and  eUmination  of 
^&8te.    A  large  part  of  this  saving  is  spent  in  paying  higher  wages 
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and  in  providing  more  indirect  labor,  such  as  is  required  by  the  plan- 
ning room.  The  company,  however,  gets  the  saving  in  overhead 
and  the  profit  on  the  excess  production,  items  of  much  greater  mo- 
ment than  the  labor  account  alone.  Thus,  through  the  adoption  of 
scientific  methods  and  with  scarcely  any  overtime,  it  has  been  possible 
during  the  recent  rush  period  to  put  through  some  50  per  cent  more 
paper,  and  this  notwithstanding  the  fact  that  before  scientific 
methods  were  introduced  the  mill  was  overcrowded.  Of  scarcely 
less  importance  has  been  the  practicability  of  largely  increasing 
wages  without  increasing  labor  costs  per  pound  of  paper.  The 
better  planning  and  sequence  of  the  work  through  the  mill  has  re- 
sulted in  obtaining  a  grasp  of  the  manufacturing  problem  and  a  con- 
trol absolutely  impossible  of  attairmient  except  through  planning  and 
routing.  The  effect  upon  the  personnel  of  the  estabUshment  has 
been  most  marked. 

THE   PROCESS   OF   PAPER  MAKING 

10  Paper  making  today,  both  in  method  and  machinery,  is 
substantially  the  same  as  it  was  one  hundred  years  ago.  It  has  been 
carried  on  during  all  this  time  by  using  traditional  methods  trans- 
mitted from  one  generation  to  another.  The  process  consists  in 
brirf  of  beating  the  ''furnish,''  that  is,  the  raw  materials,  in  a  large 
tub  or  beating  engine,  passing  this  through  Jordan  machines,  and  then 
on  to  the  paper  machine,  after  which  it  is  cut  and  finished  by  machine 
drying,  or  calenders,  or  by  loft  drying  and  plating.  The  cutting, 
sorting,  and  packing  have  to  be  done  with  the  greatest  care  to  avoid 
injury  to  the  paper. 

SCOPE  OF  DEVELOPMENT 

11  Scientific  management  consists  fundamentally  in  finding  the 
best  way  ci  doing  a  thing  and  putting  the  plan  into  execution. 

12  The  logical  process  in  the  development  of  scientific  methods 
is  to  begin  with  the  handling,  classification,  and  storage  of  the  raw 
materials;  next  establish  control  of  the  manufacturing  processes,  and 
finally  establish  by  scientific  investigation  standards  of  material  and 
standard  practice  for  operating  the  plant. 

13  It  is  evident  that  there  are  two  distinct  features  involved  in 
ttus:  first,  the  introduction  of  a  system  in  management,  and,  second, 
tbe  establishment  of  standards.  It  must  be  recognized  very  clearly 
^  and  it  is  because  of  lack  of  appreciation  of  this  point  that  scientific 
nianagement  is  confounded  with  mere  mechanism  —  that  S3rstem 
•lone  is  never  in  itself  the  goal.    System  is  merely  the  tool,  and  a 
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necessary  tool  for  control.  It  is  the  classification  of  facts,  the  job 
anal3rsis,  the  intimate  study  of  conditions,  that  produce  the  real 
results  in  output,  in  quality,  in  elimination  of  fatigue,  and  in  basic 
cooperation  and  pulling  together  between  the  men  and  the  manage- 
ment. These  are  principles  of  general  application.  The  actual 
work  to  be  accomplished  presents  in  different  manufacturing  estab- 
lishments problems  singularly  alike.  The  methods  of  procedure, 
for  example,  at  the  Eastern  Manufacturing  Cpmpany,  were  similar 
to  those  required  in  almost  any  plant  operating  under  the  ordinary 
type  of  management. 

DEVELOPMENT  WITHIN  THE  ORGANIZATION 

14  In  the  introduction  of  scientific  management  in  any  indus- 
trial establishment  it  must  not  be  overlooked  that  by  far  tiie  most 
important  feature  of  the  problem  is  the  development  of  a  set  of  prin- 
ciples within  the  organization.  It  is  nothing  that  can  be  imposed  from 
without.  Unless  the  management  and  the  workers  undergo  a  change 
in  mental  attitude  and  bring  themselves  to  look  at  things  from  a  new 
viewpoint,  scientific  management  cannot  exist.  The  difficulty  of 
attaining  the  desired  end  is  always  considerable.  In  an  old  estab* 
lished  industry,  such  as  the  making  of  paper,  where  the  methods 
employed  are  substantially  those  which  have  been  in  vogue  for  over 
sixty  years,  this  difficulty  assumes  large  proportions.  The  men  who 
act  as  superintendents  and  foremen  have  attained  their  present  posi- 
tions by  absorbing  the  traditional  rule-of-thumb  methods  that  have 
been  handed  down  for  generations  and  applying  them  with  personal 
effort  and  energy.  Practically  no  scientific  study  of  the  industry  has 
ever  been  made.  It  presents  a  striking  example  of  a  case  where 
opinion  has  legislated  and  fact  has  never  been  established,  where 
force  has  ruled  instead  of  law.  From  these  considerations  it  can  be 
understood  readily  that  the  task  is  no  easy  one  of  convincing  a  group 
of  mill  men  who  stand  at  the  top  in  their  industry,  that  a  scientific 
study  of  the  art  of  paper  making  will  make  it  possible  to  predeter- 
mine exactly  the  quantity  of  materials  to  be  used,  how  each  machine 
is  to  be  operated,  the  length  of  time  of  each  operation,  and  the  quality 
of  product  which  will  result. 

15  The  workers  themselves  readily  codperate  as  a  rule  with  the 
introduction  of  new  methods  of  management,  provided  they  see  that 
the  management  is  in  earnest  and  is  going  to  see  the  thing  through  to 
a  finish.  Of  course  at  the  beginning  questions  are  raised  as  to  whether 
the  increased  output  can  be  produced  without  working  too  hard, 
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whether  the  pay  will  be  maintained  permanently  at  a  higher  rate, 
and  whether  there  is  danger  of  discharge  of  part  of  the  employees. 
Fith  a  careful  explanation  and  practical  demonstration  of  results  the 
worker  soon  perceives  that  the  thing  is  for  his  advantage  as  well  as 
for  the  benefit  of  the  management.  The  difficulty  invariably  comes 
Qot  from  the  workers  themselves  but  from  the  men  in  the  manage- 
ment, including  the  foremen,  who  have  been  accustomed  to  doing 
work  over  and  over  again  in  a  certain  way  and  hold  the  viewpoint 
that  becaijffie  a  thing  has  always  been  done  in  a  certain  way,  that 
muBt  be  right,  or  —  which  is  fully  as  aggravating  —  who  meet  every 
new  suggestion  with  the  claim  that  ''it  has  already  been  tried  out  and 
faSed."  Such  an  attitude  is  almost  inevitable,  especially  with  the 
older  men.  Fortunately,  in  the  case  under  consideration  the  con- 
trolling management  was  in  the  hands  chiefly  of  progressive  men  who 
were  ready  to  adopt  new  things. 

16  It  reflects  great  credit  on  the  Eastern  Manufacturing  Com- 
pany's organization  that  the  men  who  are  now  operating  the  mills 
under  the  new  methods  —  the  men,  in  fact,  who  are  carrying  on  the 
further  work  of  development  along  scientific-management  lines  — 
are  in  most  cases  the  same  men  who  were  in  charge  under  the  old 
Bystem;  some  of  whom  at  the  outset  opposed  strenuously  and  from 
the  most  sincere  and  loyal  motives  the  innovations  and  readjust- 
ments that  were  necessary. 

PLAN  OF  DEVELOPMENT 

17  The  work  was  undertaken  in  accordance  with  the  following 
plan: 

1  Classify  the  product  so  as  to  eliminate  the  confusion  caused 

by  a  multiplicity  of  trade  names  and  designations  for  the 
same  article  and  to  permit  of  keeping  a  proper  balance  of 
stock  of  the  various  grades,  weights,  colors,  sizes,  and 
finishes  for  promptly  filling  orders 

2  Develop  a  system  of  routing  controlled  by  a  central  planning 

department  that  will 

Insiu'e  orders  being  filled  in  the  proper  sequence 
Designate  the  required  material  for  every  order 
Eliminate  wasted  time  of  men  and  machines  by  al- 
ways having  a  definite  job  ahead  of  each  opera- 
tor and  each  machine;  and 
Move  materials  promptly  from  one  operation  to 
another  with  a  minimum  amount  of  confusion 
and  delay 
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3  Make  a  scientific  job  analysis  of  every  operation  to  establish 

standards  of  materials  and  standards  of  operation  so  as  to 
increase  output  without  undue  exertion.  Fix  rates  and 
bonuses  based  on  these  scientific  studies  that  will  permit 
of  a  largely  increased  wage  to  the  worker  and  decreased 
cost  of  production  through  the  larger  output 

4  Develop  the  personnel  of  the  whole  organization  —  man- 

agement and  employees  —  to  a  point  that  will  insure  a 
large  measure  of  cooperation  by  functionalizing  duties,  by 
training,  by  assuming  responsibilities,  by  recognizing  merit, 
and  by  encouraging  any  expression  of  thought  which  will 
facilitate  the  work  in  any  way  whatever. 
For  clearness  of  illustration  the  classification  of  the  product  is  dis- 
cussed after  the  treatment  of  the  methods  of  control  and  standardi- 
zation. 

COMPARISON  OF  OLD  AND   NEW  METHODS  OF  CONTROL 

18  The  distinctive  difference  between  the  old  method  and  the 
new  lies  in  the  substitution  of  definite  planning  for  snap  judgment. 
To  illustrate  this,  let  us  compare  briefly  the  old  with  the  new  method. 

19  Old  Method,  Formerly,  as  is  common  practice  in  a  plant 
under  ordinary  management,  each  foreman  controlled  the  work  in 
his  own  department  subject  to  more  or  less  erratic  calls  from  his 
superiors.  With  a  bunch  of  orders  in  his  file,  he  assigned  the  ma- 
terials, as  they  were  delivered  to  him,  to  the  various  machines  or 
operators  under  his  control,  using  in  general  his  own  best  judgment  as 
to  the  sequence.  If  material  did  not  come  fast  enough  he  would 
look  over  his  file  of  orders  and  chase  up  the  departments  through 
which  the  work  was  to  pass  before  reaching  him.  If,  in  spite  of  every- 
thing, his  work  ran  short,  the  employees  would  all  work  very  slowly, 
so  as  to  prevent  shutting  down  some  of  the  machines  in  the  depart- 
ment. On  the  other  hand,  if  work  accumulated,  he  would  be  up 
against  it  to  get  enough  machines  or  men  to  do  the  work,  and  if  these 
were  unavailable,  it  meant  the  running  of  his  department  overtime 
with  the  incident  extra  expense  and  dissatisfaction  of  all  concerned. 
In  the  filling  of  orders  there  was  the  same  old  story  of  broken  promises, 
notwithstanding  the  best  efforts  of  the  Sales  Department  and  the 
Manufacturing  Department,  and  notwithstanding  the  fact  that  the 
boss  finisher  was  very  active  and  the  foremen  an  exceptionally  capable 
set  of  men. 

20  One  great  difficulty  lay  in  keeping  customers  satisfied  with 
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the  ddiveries.  The  Sales  Department  would  receive  a  telegram  from 
aeustomer  and  call  the  boes  finisher  on  the  phone.  The  latter  would  go 
out  to  the  mill  and  instruct  the  various  foremen  to  give  the  order  pre- 
ference. This  was  almost  sure  to  sidetrack  some  other  customers' 
orders,  who  in  turn  would  send  in  their  kicks  shortly.  With  some  500 
or  more  orders  in  process  during  the  time  necessary  to  make  the  paper 
mi  finish  it,  with  the  difficulty  from  temporarily  changing  the  ma^ 
chines  to  introduce  the  rush  orders,  the  personal  skill  required  to 
keep  things  straight  is  evident,  as  well  as  the  wasted  time  of  men  and 


21  New  Method  vnth  Its  Planning  Department.  The  Planning 
Department,  centrally  located  in  the  Finishing  Department  Build- 
ing, now  controls  in  complete  detail  the  progress  of  each  order  through 
the  mill.  The  advantages  gained  over  the  old  method  are  manifold 
and  obvious: 

a  It  has  placed  in  the  hands  of  the  two  men  who  are  responsible 
for  the  filling  of  all  orders  —  the  Production  Man  of  the 
Making  Department  (formerly  assistant  superintendent) 
and  the  Production  Man  of  the  Finishing  Department 
(formerly  boss  finisher)  —  absolute  control  of  the  sequence 
in  which  they  shall  be  run.  They  decide  when  the  work 
is  to  be  done:  the  one,  when  the  paper  is  to  be  made,  and 
the  other,  when  it  is  to  go  through  the  finishing  depart- 
^ment 
6  It  affords  these  production  men  precise  information  as  to 
the  exact  status  of  any  order  in  the  mill  at  any  time  with- 
out leaving  the  room 
c  Each  clerk  in  the  planning  department  has  some  definitely 
specified  duty  to  perform  and  detailed  instructions  as  to 
just  how  to  do  it.  There  is  thus  a  trained  corps  of  men 
and  women,  each  an  expert  on  his  own  job,  who  are  em- 
ployed in  planning  in  advance  the  details  of  each  step 
d  The  condition  of  each  department  and  of  every  machine  or 
worker  in  that  department  as  regards  supply  of  work  is 
shown  by  the  Planning  Department  Control  Board  and 
permits  the  shifting  of  employees  from  one  department 
to  another,  in  order  to  prevent  congestion  of  work  or  lost 
time  on  machines 
e  It  is  impossible  for  anyone  to  be  out  of  work  without  the 
fact  being  known.  In  fact,  conditions  can  be  foreseen 
and  provisions  made  to  meet  them. 
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FUNCTIONS  OF  PLANNING  DEPARTMENT 

22  The  Planning  Department  performs  the  following  functions: 
a  It  receives  all  orders  from  the  Sales  Department  and  ac- 
knowledges them  the  day  they  are  received  with   a 
promised  date  of  shipment 

6  It  determines  the  sequence  in  which  jobs  are  to  be  run 

c  It  routes  each  individual  order  to  the  machines  and  woric 

places  at  which  the  different  operations  are  to  be  done, 

sometimes  weeks  ahead  of  the  starting  of  the  order 
d  It  makes  out  in  advance  the  time  tickets  which  will  be  given 

to  the  operators  when  they  are  assigned  a  job 
e  It  keeps  each  machine  and  work  place  supplied  with  work 
/  It  directs  and  controls  the  moving  of  materials  and  orders 

from  operation  to  operation 
g  It  transfers  operators  from  one  job  to  another  so  that  every 

worker  in  the  mill  always  has  some  defined  task  to  work 

on. 

23  It  will  be  evident  that  any  such  radical  departure  from  old 
established  methods  produced  no  less  than  consternation  in  the  minds 
of  these  very  competent  and  intelligent  foremen.  They  could  not 
but  regard  the  new  plan  as  stripping  them  of  all  authority  and  relegat- 
ing them  to  merely  subordinate  positions  in  which  their  talents  could 
find  no  place  for  expression.  .  And  it  was  only  after  months  of  patient 
persuasion  by  the  management,  careful  instruction,  and  fiim  and  un- 
compromising insistence  that  they  were  brought  to  see  that  the  great 
variety  of  duties  they  had  been  performing  were  for  the  most  part 
impositions  on  them  and  were  in  reality  diverting  them  from  the 
main  function  of  their  positions,  viz.,  seeing  that  the  work  was  de- 
livered to  them  in  proper  condition,  at  the  proper  time,  and  then 
properly  executed.  In  reality  they  had  been  deprived  of  any  real 
chance  to  develop  themselves  along  the  lines  that  would  make  them 
of  more  value  to  the  company  and  to  themselves. 

PLANNING  THE  MAKING  OF  PAPER 

24  The  chief  aims  in  routing  the  materials  and  planning  the  run- 
ning of  the  different  kinds  of  paper  are  to  (1)  produce  uniformity  of 
product,  (2)  reduce  number  of  furnishes,  (3)  get  the  paper  out  on 
time,  and  (4)  avoid  changes  on  the  machines  by  grouping  orders. 
Careful  planning  of  the  runs  permits  various  economies,  such  as 
in  arrangement  of  colors,  grades,  weights,  water  marks,  and  deckle 
widths,  to  give  best  results  and  prevent  extensive  washing  up.    For 
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example,  not  merely  may  whites  be  run  consecutively  and  colors 
varied  from  light  to  dark,  but  runs  may  start  with  light-weight  paper 
and  run  up  to  the  heaviest,  then*  the  next  run  start  with  heavy,  work- 
ing down  to  light,  always  arranging,  except  in  very  long  runs,  to 
bring  washups  at  the  time  grades  are  changed. 

25  A  photograph  of  the  planning  department  with  its  control 
board  is  shown  in  Fig.  2. 

26  To  lay  out  and  follow  up  the  work,  the  production  man  of  the 
making  department  accumulates  the  different  orders  for  same  grade 
but  varying  weights,  and  when  enough  are  ready  for  a  run  he  puts 


Flo.  2    Vdbw  op  Planning  Department,  Showing  CJontrol  Board 

them  through  on  a  furnish  order  and  fixes  a  date  on  which  each  will 
be  nuL  He  knows  from  his  records,  not  merely  by  memory,  the  time 
required  for  running  each  kind  of  paper.  The  orders  for  a  certain 
kind  are  grouped  and  the  time  required  to  run  the  lot  is  scheduled, 
always  providing  a  certain  leeway  to  take  care  of  special  or  import- 
ant orders  that  may  come  in  late.  From  this  order  of  work  the 
production  man  prepares  a  schedule  or  running  list  for  each  of  the 
tbree  paper  machines.  By  this  means  it  is  easy  to  provide  for  rush 
iobs  without  the  fuss  and  confusion  incident  to  ordinary  methods. 
At  the  same  time  the  extra  expense  of  such  rush  orders  is  clearly  seen, 
with  the  result  of  closer  cooperation  between  Sales  and  Manuf actur- 
uig.   The  running  lists  are  handed  to  the  Route  Clerk,  who  can  now 
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make  out  his  route  sheet,  indicating  the  way  in  which  each  order  is  to 
be  handled;  and  the  '^stores  issue"  can  be  made  calling  for  the  kind 
and  quantity  of  matentds  to  be  usecf  in  making  each  furnish. 

27  Individual  time  tickets  for  the  workmen  on  the  machines, 
such  as  are  ordinarily  used  in  scientific-management  work,  are  next 
made  out,  and  placed  with  the  route  sheet.  They  are  now  ready  for 
the  Order-of-Work  Clerk  to  hang  on  the  Planning  Department  Board 
under  the  symbol  for  the  machine  or  work  place  designated.  When 
these  tickets,  properly  stamped  by  the  time  dock,  are  given  out  to 
the  operator  either  directly  or  through  a  pneumatic  tube  to  his  de- 
partment, the  recording  clerk  checks  the  route  sheet  for  each  par- 
ticular job.  This  checking  of  the  route  sheet,  which  is  sometimes 
n^lected  in  management  work  improperly  installed,  is  one  of  the 
most  necessary  features  for  a  proper  control  of  the  work.  It  indi- 
cates where  each  order  is,  what  operations  have  been  done  on  it,  and 
what  remains  to  be  done. 

28  Criticism  of  this  accurate  planning  of  the  work  will  doubtless 
be  made  by  the  manager  of  the  old  school,  who  raises  his  hands  in  holy 
horror  at  the  extra  employees  involved.  The  fact  is,  however,  that 
it  is  cheaper  for  a  clerk  to  make  the  entries  and  designate  the  order 
of  the  work  than  it  is  for  the  superintendent  or  the  boss  finisher,  as  is 
more  usually  customary,  to  write  out  the  same  information  on  a 
rough  sheet  of  paper,  trusting  to  his  judgment  or  memory,  or  to 
a  personal  notebook,  for  the  information  necessary.  The  proof  of 
the  pudding  is  in  the  eating.  This  planning  has  been  one  of  the 
important  factors  in  the  saving  in  time  and  cost  of  materials. 

CONTBOL  OF  THE  BEATING  OF  THE  PAPBB 

29  One  of  the  fundamental  processes  of  paper  making  is  the 
treatment  in  the  beating  engines,  which  separates  the  fibers  and 
produces  after  several  hours  of  beating  a  mass  of  pulpy  gelatinous 
consistency. 

30  Economy  and  Quality  Due  to  Uniformity.  The  problem  is 
one  of  standardisation.  The  importance  of  uniformity  in  a  process 
like  this,  both  from  standpoints  of  quality  and  cost,  is  little  appr&> 
dated.  The  point  is  this:  A  product  must  come  up  to  a  certain 
standard.  In  paper,  for  example,  Government  orders  not  only  specify 
quality  but  require  that  the  paper  pass  definite  tests,  with  a  penally 
for  failure  to  maintain  this.  Now  if  the  process  is  inexact,  as  most 
manufacturing  processes  still  are  —  the  variations  in  beating,  the 
variations  in  the  rdative  amounts  of  ingredients,  and  the  variations 
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in  moisture  in  the  raw  materials  which  affect  the  net  weights  make  it 
neoeBsary  for  the  manufacturer  to  err  on  the  safe  side.  This  means 
beating  long  enough  to  allow  for  the  worst  conditions,  and  using 
enoughof  the  most  expensive  ingredients  so  that  every  batch  will  pass 
muster.  Consequently,  the  average  time  of  beating  and  the  average 
amount  of  the  most  expensive  ingredient  must  be  away  above  the 
required  standard.  Money  is  thrown  away  in  material  and  the 
quality  is  irregular.  If,  on  the  other  hand,  the  variations  are  elimi- 
nated and  uniformity  strictly  maintained,  the  average  times  and 
quantities  may  be  maintained  very  dose  to  the  standard,  and  not 
only  will  there  be  immense  savings  where  the  raw  materials  are 
expensive,  but  the  quality  will  be  more  acceptable  to  customers  be- 
cause of  greater  certainty  of  uniformity. 

31  Standcardvsaiion  of  Beating.  For  the  past  hundred  years  the 
furnish  has  been  proportioned  by  the  individual  judgment  of  the 
{M4)er  maker;  and  the  amount  of  beating  has  been  determined  by  the 
beater  man  chiefly  by  "feel"  of  the  stock,  with  a  resultmg  difference 
of  some  20  to  50  per  cent  in  the  time  required  by  different  men  or  by 
the  same  man,  according  to  his  humor.  The  standardization  in- 
vdves,  then,  primarily  a  study  of  materials  and  secondarily  the 
fixing  of  a  standard  practice.  No  attempt  has  yet  been  made  to 
change  radically  the  machinery  or  the  process.  The  strength  of  the 
product  resulting  from  the  beating  is  dependent  upon  the  length  of 
time  and  manner  of  beating  the  fibers,  which  is  controlled  by  the  set 
of  the  beater  roll.  The  variables  which  had  to  be  considered  and 
studied  in  the  making  of  paper  are  as  follows: 

1  C!ontrol  oi  amoimt  of  bone-dry  stock  put  into  beaters 

2  Control  of  density  of  stock,  that  is,  the  percentage  of  water 

3  Devdopment  of  proper  method  of  beating  for  maximum 

strength,  this  beinff  dependent  upon  set  of  beater  roll  at 
start  and  the  varymg  of  beater  roll  during  the  process  of 
beating 

4  Development  of  proper  methods  of  testing  for 

a  Density 

b  Fiber  length 

c  Fiber  strength 

d  Slowness 

e  Set  of  beater  roll 

/  Hand  sheets 

g  Vdodty  of  stock  in  beater 

h  Strength  of  each  of  the  raw  materials 
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5  Determination  of  relation  between  proper  method  of  beat- 
ing and  proper  method  of  jordaning  and  of  running  cm 
paper  machine. 

32  The  endeavor  to  standardize  all  these  things  at  one  operation 
would  mean  a  corps  of  at  least  a  half-dozen  thoroughly  trained  men, 
whose  services  probably  could  not  be  obtained,  and  three  to  five  years 
of  solid  work,  not  to  mention  the  large  amount  of  money  required 
to  finance  the  proposition.  In  view  of  these  considerations  it  was 
decided  to  do  things  on  a  smaller  scale,  so  the  investigation  was 
limited,  for  a  start,  to  the  beating  alone;  and  by  means  of  following 
the  stock  on  to  the  jordans  and  the  paper  machines  and  by  taking 
tests  off  the  end  of  the  machines,  it  was  possible  to  proceed  with  the 
investigation,  as  outUned. 

33  What,  then,  is  the  problem?  The  problem  is  to  use  the 
beater  without  any  change  whatever  in  its  construction,  to  standardize 
the  raw  materials  which  go  into  the  paper,  and  to  standardize  the 
operations.  In  other  words,  we  expect  to  get  identical  results  pro- 
vided we  use  a  definite  quantity  of  rags,  a  definite  quantity  of  wood 
pulp  of  a  definite  strength,  definite  quantities  of  alum,  size,  glue,  gum, 
etc.,  each  passing  certain  standard  specifications,  and  mix  these 
ingredients  in  a  definite  way. 

34  The  difficulty  in  this  proposition  is  in  getting  each  of  the  in- 
gredients going  into  the  beater  to  contain  the  same  amount  of  bone- 
dry  stock  per  unit  of  volume.  This  seems  a  very  simple  matter  but 
in  reality  is  very  difficult  to  bring  about.  Gross  weights  of  pulp  and 
rags  are  easy  to  obtain,  but  to  determine  the  percentage  of  moisture 
special  centrifugal  apparatus  had  to  be  developed  and  a  well-defined 
S3rstem  of  taking  records.  The  accomplishments  have  well  warranted 
the  labor.  Through  the  investigations  of  these  various  conditions 
it  is  possible  at  the  present  time  to  know  what  is  actually  going  into 
each  furnish,  both  as  to  percentages  of  raw  materials  and  density, 
and  to  fix  definite  times  of  beating.  With  the  aid  of  the  information 
already  obtained,  more  intimate  investigations  are  being  continued 
with  a  view  to  still  more  definite  control  of  the  processes  and  the 
beating  engines.  In  somewhat  similar  fashion  the  sizing  has  been 
standardized.  Through  the  accurate  adjustment  of  furnishes  and  sise, 
a  marked  saving  has  been  made  in  cost  of  materials. 

INCREASE  IN  OUTPUT  OP  PAPER  MACHINES 

36  During  the  period  while  the  investigation  was  being  made  on 
the  beaters,' it  was  found  advisable  to  increase  the  output  of  the  paper 
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machines.  This  could  be  acoomplished  in  three  ways:  (1)  by  in- 
creasing the  speed  of  the  machine,  (2)  by  widening  the  sheet  on  the 
pi^  machine,  or,  as  it  is  technically  known,  increasing  the  deckle 
width,  and  (3)  by  reducing  the  number  and  length  of  shutdowns 
through  better  planning  of  the  orders. 

36 '  To  establish  correct  speed  standards,  past  records  were  tabu- 
lated showing  the  speed  of  the  paper  machine  for  each  kind  of  paper 
run  on  liie  machines.  It  was  found  that  with  the  same  furnish  the 
speeds  of  machines  at  different  times  would  vary  as  much  as  50  per 


bO       85        90       95 
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Fig.  3    Speeds  of  Paper  Machine  for  a  Certain  Grade 


cent  This  variation  in  speed  was  caused  sometimes  by  variation 
in  the  condition  of  the  stocki  and  particularly  by  the  lack  of 
onifomiity. 

37  As  a  result  of  this  study  and  through  the  partial  standard- 
isation of  beatingy  definite  speeds  for  certain  grades  of  paper  were 
established  for  each  furnish,  and  were  specified  to  the  men  on  the 
niachines  with  each  order.  In  Kg.  3  are  shown  the  curves  for  one 
land  of  paper  for  different  weights  of  stock  and  different  watermarks. 
For  uncut  paper  the  standard  speeds  are  indicated  by  the  curved 
lines.  If  the  paper  is  cut  at  the  end  of  the  machine  into  sizes  indi- 
eat«i  by  the  straight  lines,  the  speed  is  limited  by  the  length  of  sheet 
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cut  off  as  well  as  by  the  weight.  Then  the  speeds  for  plain  paper 
cut  into  sheets  34  in.  in  length  would  follow  the  dotted  curves  until 
they  reach  the  straight  line  marked  34'',  and  then  follow  this  straight 
Une.  For  example,  50-lb.  plain  paper  of  this  grade  would  be  run  at 
a  speed  of  195  ft.  and  70-lb.  paper  at  180  ft.  Before  fixing  these 
standards  there  was  no  definite  relation  between  speed  for  different 
weights.  It  was  found  possible  to  increase  the  speed  as  much  as  30 
per  cent — and  sometimes  more  —  over  the  average  <rf  the  old  speeds. 
The  small  circles  on  the  diagram  show  the  variable  speeds  before 
standardization. 

38  Another  big  factor  in  the  saving  of  dollars  and  cents  was  the 
forming  of  a  sheet  of  paper  off  the  end  of  the  machine  which  would 
not  be  appreciably  overweight.  Paper  is  bought  on  the  specifica- 
tion, for  instance,  that  500  sheets  of  24-in.  x  36-in.  should  weig^  80 
lb.  This  assumes,  however,  that  the  weight  can  vary  2}  per  cent 
either  way  of  the  80  lb.  Therefore,  any  sheet  taken  off  the  machine 
which  will  give  just  a  weight  of  80  lb.  for  500  sheets  will  bring  just  as 
much  money  as  a  sheet  2|  per  cent  overweight,  or  82  lb.  If  the 
sheet,  on  the  other  hand,  is  more  than  2|  per  cent  underweight,  the 
paper  is  sold  by  actual  weight.  The  uniformity  in  weight  also  makes 
it  more  acceptable  to  the  customer.  Besides  thi^,  the  paper  has  cer- 
tain qualifications  in  the  color  of  the  sheet,  the  rattle,  tear,  etc,  all 
of  which  can  be  affected  by  the  machine  man. 

39  By  studying  conditions  and  standardization  it  was  found 
possible  to  obtain  more  uniform  and  normal  weights.  To  maintain 
these  characteristics  of  weights  and  quality  at  a  high  standard,  a  bonus 
was  outlined  for  paying  the  machine  tender  and  his  assistant  according 
to  the  saving  which  they  made  on  these  various  factors.  In  Fig.  4 
is  shown  the  actual  record  of  variation  from  the  limits  specified  to 
the  machine  tender  and  the  bonuses  earned.  Formerly,  the  majority 
of  paper  had  been  run  overweight  and  with  large  variations.  To 
figure  the  bonus  for  the  week  the  sum  of  the  weights  between  each 
set  of  lines  is  found,  and  multiplied  by  the  factor  1,  2,  or  5.  The 
"fors"  are  added  and  the  ''againsts,"  and  the  per  cent  of  the  bonus 
earned  is  the  total  sum  of  the  "fors''  divided  by  the  "fors''  plus 
''againsts."  In  the  example  shown,  the  bonus  earned  is  95  per  cent 
of  the  maximum,  or  $3.60.  In  addition  to  this  bonus  is  another  of 
$3.00  per  week  maximum,  based  on  production. 

40  Further  increase  in  the  output  of  the  machines  was  found 
practical  from  time  to  time  by  increasing  the  deckle  width.  The 
number  and  length  of  shutdowns  of  the  paper  machines  have  bem 
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reduced  through  more  careful   planning  of   the   runs   to    avdd 
changes. 

41  In  describing  the  work  of  the  Planning  Department,  refer- 
ence has  been  made  already  to  the  routing  of  the  Making  Department 
As  is  there  stated,  as  soon  as  the  rtmning  list  of  orders  for  the  paper 
which  is  to  be  run  during  the  next  week,  two  weeks,  or  even  a  month 
ahead,  is  scheduled,  the  entire  work  is  routed  and  all  tickets  made 
out  for  each  run  of  paper.  The  route  sheet  shows  when  to  fill  each 
beater,  how  long  to  beat,  when  to  dump,  and  the  time  when  the  stock 
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Fio.  4    Weight  Bonuses  on  Papeb  Machine 


will  start  on  the  paper  machine  and  be  finished.  The  whole  thing  is 
tied  in  for  quantity  and  quality  of  product.  Since  the  development 
according  to  more  exact  methods,  the  quality  of  the  product  has 
been  greatly  improved,  especially  in  respect  to  uniformity. 

CONTROL   OF  THE   FINISHING  DEPARTMENT 

42  The  Production  Man  of  the  Finishing  Department  controls 
the  orders  after  the  paper  is  run  off  the  paper  machine.  From  the 
Production  Man  of  the  Making  Department,  whose  desk  adjoins  his 
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own,  he  obtains  the  date  on  which  the  paper  for  each  order  will  be  run 
on  the  paper  machine.  He  then  consults  the  list  of  the  various  orders 
which  are  in  progress  or  slated,  and,  knowing  the  time  required  for 
each,  he  determines  when  the  order  in  question  will  be  finished  and 
the  date  and  destination  of  the  car  in  which  it  will  be  shipped.  The 
list  of  promises  for  the  various  orders  is  sent  to  the  Sales  Department 
and  each  order  is  entered  in  the  Car  Promise  Book,  which  is  kept  in 
the  Planning  Department,  under  the  date  and  destination  given. 
With  the  acknowledgment  of  the  customer's  order  goes  tJie  promised 
date  of  delivery.  This  Promise  Book  is  one  of  the  most  important 
features  of  the  plant  in  its  effect  upon  the  deUvery  of  orders.  On  the 
very  day  on  which  the  order  is  received,  it  is  assigned  its  place  in  the 
running  list  and  (on  paper)  loaded  in  the  car  in  which  it  will  be 
shipped,  possibly  weeks  or  months  later.  The  Promise  Book  shows 
at  all  times  the  amount  of  goods  assigned  to  each  car.  When  the 
capacity  of  a  certain  car  for  a  certain  date  to  a  certain  destination  has 
been  reached,  either  an  additional  car  is  provided  for  the  same  date 
or  the  remainder  of  the  shipment  is  promised  for  the  next  date  on 
which  a  car  for  the  required  destination  is  to  go  forward. 

43  In  case  a  special  rush  or  some  other  cause  makes  it  necessary 
to  change  the  date  of  nmning  the  order  in  question  over  the  machine, 
the  Production  Man  of  the  Finishing  Department  is  notified  of  the 
change,  the  reason  for  it,  and  the  new  date  of  running  the  paper.  If 
this  necessitates  a  change  in  his  promised  date  of  delivery,  he  notifies 
the  Sales  Department  and  the  customer  of  the  change  and  the  reason 
for  it,  and  alters  the  order  in  the  promise  book  to  conform  to  the  new 
date.  It  will  be  seen  that  the  method  described  affords  a  means  of 
tracing  all  orders  with  a  view  of  shipping  on  time  J 

44  After  the  promises  have  been  made  and  the  orders  listed, 
they  are  sent  through  the  various  divisions  of  the  Planning  Depart- 
ment that  work  on  the  Finishing  Department  orders.  Here  they  are 
routed  and  the  tickets  and  material  issues  made  out  in  a  manner 
similar  to  that  described  for  the  Making  Department,  so  as  to  have 
everything  ready  in  advance  of  the  time  when  the  paper  comes  oflf 
the  paper  machine  ready  for  the  Finishing  Department. 

45  Control  Board.  The  Planning  Department  Board,  which  is 
illustrated,  together  with  th^  time  stamp  and  pneumatic  tube,  in  Fig.  5, 

1  During  1916  the  demand  for  paper  was  so  excessive  that  uniform  control 
was  less  possible  than  in  normal  seasons  and  many  orders  had  to  be  delayed  in 
shipment  to  adjust  the  supply  to  different  customers.  Since  January  1,  1917, 
however,  the  control  as  outlined  has  been  definitdy  lived  up  to. 
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shows  the  location  of  every  order  in  the  factory,  gives  the  time  re- 
quired for  the  job,  and  provides  aknost  automatically  for  the  sequence 
of  work.  It  thus  insures  continuous  work  for  every  man  or  machine 
or  dse  shows  the  reason  why. 

46  By  this  system  the  time  tickets  are  made  out  by  a  clerk  in- 
stead of  by  the  operative,  but  this  saves  the  time  of  the  operative, 
reduces  errors,  and  permits  making  carbons  which  can  be  used  for 
inspection  tickets,  move  tickets,  etc.  In  some  cases,  also,  brief  in- 
structions can  be  placed  on  the  time  tickets.    The  advantage  of  this 


Fio.  5    Control  Board 


system  of  individual  tickets  is  evidenced  by  the  fact  that  many 
plants  handling  the  most  intricate  and  detailed  work  are  using  them 
with  good  results. 

47  Shop  Ticker  Boards.  For  the  information  of  the  instructors, 
workmen,  and  move  men.  Shop  Boards  (shown  in  Fig.  6)  are  located 
conveniently  to  the  departments  which  they  aflfect.  There  is  a 
space  on  these  boards  for  every  machine  and  work  place  in  the  de- 
partment. The  order-of-work  clerk  posts  tickers  on  this  board  at  the 
same  time  that  he  posts  them  on  the  "  ready  "  hooks  of  the  control 
board,  and  in  the  same  sequence. 
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JOB  ANALYSIS 

48  Before  starting  the  detail  work  of  time  study,  a  careful  ex- 
amination was  made  of  the  physical  arrangement  of  each  department. 
In  certain  cases,  machinery  was  changed  to  new  locations  to  facilitate 
access,  afford  storage  space  for  orders,  obtain  better  Ught,  and  relate 
the  departments  to  each  other  in  a  better  manner.    Frequently, 


Fig.  6    Shop  Ticker  Board 

however,  the  necessity  for  changes  such  as  these  does  not  show  up 
until  after  the  detail  study  and  analysis  of  the  individual  jobs. 

49  The  establishment  of  a  system  of  control  of  materials  and 
orders  through  the  Planning  Department  as  described,  is  usually 
necessary  before  effective  work  can  be  done  in  connection  with  the 
detail  study  of  the  operations  themselves.  We  must  have  a  definite 
supply  of  materials,  a  proper  sequence  of  work,  and  a  means  for  re- 
cording the  time  taken  on  the  various  jobs. 
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50  The  taking  of  time  studies  does  not  consist,  as  is  sometimes 
aasumed,  in  simply  recording  the  time  in  which  an  operation  is  being 
perfoimed,  nor  even  in  finding  the  times  on  the  unit  operations  of 
which  it  consists.  A  time  study  made  in  this  way  is  valueless  from 
a  scientific  standpoint.  The  purpose  of  time  study  is  not  to  find  out 
the  time  in  which  a  piece  of  work  is  being  done  nor  even  the  quickest 
time  in  which  it  is  being  done.  It  is  to  find  out  the  best  method  of 
performing  each  unit  division  of  a  given  operation;  to  pick  out  any 
operations  that  can  be  eliminated;  to  differentiate  between  the  quick 
methods  and  the  slow  methods;  to  find  out  the  proper  sequence  of 
performing  the  unit  operations;  and,  in  short,  having  determined 
tbese  various  factors,  to  establish  the  best  methods  as  standard  prac- 
tice. Too  often  time  study  is  looked  upon  simply  as  a  means  of  rate 
fixing,  and  rates  are  set  not  in  accordance  with  the  way  wOrk  should 
be  done  but  simply  in  accordance  with  the  way  work  is  being  done. 

51  In  order,  then,  to  establish  standards  by  which  piece  rates 
may  be  set,  or  bonuses  fixed,  a  thorough  analysis  of  each  operation 
i?  necessary  —  an  anal  j^is  in  which  the  stop  watch  is  used  as  one  of 
t|ie  tools  for  reaching  the  proper  determinations.  Job  analysis 
iiivolveB  the  investigation  of  existing  methods  and  the  scientific 
(fev^IHnetot  of  standards.  To  illustrate  best  the  method  of  stand- 
ardijfiation,  one  of  the  operations  in  the  Finishing  Department,  that 
ojf  ttimming  paper,  will  be  taken  up  in  some  detail. 


.    .  STANDARDIZATION  OF  TRIMMING  PAPER 

'  52  The  manner  of  performing  the  various  operations  in  the 
I^^d&ng  Room-— ^md  this 4a  true  also  in  almost  every  manufactur- 
ing plant —  has  developed  partly  as  a  result  of  personal  judgment  and 
opinion  and  partly  from  rules  laid  down  by  the  management  based 
on  investigations  which  cover  only  part  of  the  conditions.  They*  do 
not  scientifically  treat  the  problem  as  a  whole  from  the  viewpoint  of 
reduction  in  waste  of  matmals,  economical  use  of  machines,  and  re- 
ducticm  in  overhead  charges  and  time  of  labor. 

53  Whatever  the  industry,  such  conditions  as  these  are  typical, 
and  a  description  of  the  method  of  developing  standards  in  this  class 
of  work  will  illustrate  the  general  plan  which  has  to  be  followed. 

54  All  paper  after  it  has  been  finished  is  trimmed  to  an  even  size 
by  making  cuts  on  all  four  edges.  The  work  is  done  by  placing  a 
certain  amount  of  paper  on  the  table  of  a  trimming  knife,  squaring 
it  up  against  a  gage,  trimming  one  edge,  then  turning  the  paper  about, 
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setting  the  gage,  trimming  a  second  edge,  and  so  on  until  all  four  have 
been  trimmed.     The  operation  is  shown  in  Fig.  7. 

55  It  is  apparent  that  one  great  factor  in  the  economy  of  this 
operation  is  the  amount  of  paper  that  can  be  trimmed  with  one 
cut  of  the  knife.  A  scientific  study  was  made  of  just  how  much  of 
each  of  the  different  kinds  of  paper  could  be  cut  at  once  without 
damaging  the  stock,  and  the  thickness  of  the  knifeful  prescribed  for 
each.    The  proper  sequence  in  which  the  diflferent  edges  should  be 


Fig.  7    Trimming  Paper 

triihmed  in  order  to  expend  the  minimum  of  time  and  eflfort  was  also 
determined.  The  amount  of  paper  a  man  could  lift  from  the  truck 
to  the  trimming  table  and  from  the  trimming  table  back  to  another 
truck  without  strain  or  undue  fatigue  on  him,  or  danger  of  cracking 
the  surface  of  the  stock,  was  also  determined.  The  curve  indicating 
the  amount  of  paper  per  lift  is  shown  in  Fig.  8.  The  small  amount 
below  the  35-lb.  weight  is  due  to  the  lightness  of  the  paper. 

56  When  the  results  were  finally  obtained,  it  was  found  that  the 
amounts  that  could  be  accurately  cut  varied  with  different  kinds  and 
weights  of  stock  from  less  than  3  in.  to  about  5^  in.,  the  maxi- 
mum that  could  be  placed  in  the  machine. 
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57  An  illustration  of  the  necessity  for  constant  care,  even  with 
the  best  management,  is  shown  by  the  fact  that  after  the  trimming 
and  subsequent  operations  had  been  operating  under  standard  meth- 
ods for  over  two  3rears,  a  slip-up  occurred  through  an  unauthorized 
change  in  method  of  sorting  which  resulted  in  a  few  shipments  of 
imperfect  paper. 

58  Time  Stvdies.  Not  until  these  standards  of  handling  had 
been  developed  could  the  studies  of  time  be  utilized,  although  in  con- 
nection with  the  standardization  some  time  studies  were  needed  for 
eomparative  purposes. 
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Fio.  8    NuifBEB  OF  Sheets  per  Lift  for  Trimmer 

59  When  making  time  studies  the  matter  is  first  taken  up  with 
Uie  operator,  and  he  is  invited  to  cooperate  with  the  time-etudy  man 
for  the  purpose  of  establishing  conditions  of  work  which  will  be  satis- 
factory. Detail  times  are  taken  of  the  unit  operations,  the  data  are 
thoroughly  analyzed,  and  the  units  are  recombined.  The  results  of 
a  study  such  as  is  required  on  paper  cutting  can  be  best  illustrated  by 
a  table  showing  the  unit  times  in  one  set  of  operations,  such  as  Table  1. 
The  standard  time  for  any  job  on  this  particular  paper  stock  is  ob- 
tained by  combining  these  units. 

60  Having  determined  not  only  the  unit  times  but  the  allowance 
necessary  for  delays  and  resting,  the  time  for  doing  the  work  is  fixed. 
The  next  step  is  to  make  out  instruction  cards  giving  details  of  each 
move  to  be  made  and  the  time  allotted  for  each. 

61  Ii^odudion  of  Standard  Methods.  Having  estabUshed  stand- 
lu-dfr  for  tins  trimming  operation,  one  operator  was  selected  and 
started  on  the  new  methods.  He  quite  naturally  did  not  like  to  be 
caUed  upon  to  try  to  trim  a  considerably  larger  quantity  of  paper  in  a 
day  tiian  be  had  previously  done.    He  was  assured,  however,  that 
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the  job  could  be  done  as  outlined,  and  under  the  olose  supervision  of 
the  man  who  had  made  the  time  studies  he  tried  out  the  job  and 
eventually,  though  much  to  his  surprise,  found  that  because  of  the 
improved  methods  it  could  be  done.    Little  by  little  and  step  by  step 


TABLE  1    UNIT  TIMES  FOR  TRIMMINQ  PLATER  STOCK.  IN  MINUTES 
AND  DBCIMALS 

(21X8S-S4XM) 


Plaoastook 
on  naohinat 
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Squara  stock 
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knifsful 

Squara  stock  and 

cut  2  sections,  par 
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knifsful 

Ch«. 
ioba. 

job 

Opomtiona 

llilt 

aiifts 

Vary 
hich 
sdga. 
7  cuts 

8cuts 

Scuts 

Scuts 

8  cuts 

llift 

2  lifts 

Standard  taak  timM. 

0.89 
0.27 
0.08 
0.09 

0.06 

0.07 

0.87 
0.48 
•0.08 
■0.07 
)0.06 
(0.04 
■0.07 

2.77 
1.91 

2.48 
1.70 

2.18 
1.40 

S.07 
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2.47 
1.70 
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0.40 

0.81 
0.68 

t.OO 
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s.oo 
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c  Gal  stock  in  hand 
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6  Ramova  board 

0  Sat  gac*  baok  lat  trim 

0.00 
0.08 
0.08 
>0.0B 
0.08 
K).04 
10.08 
>0.08 
■0.07 
■0.09 
■0.08 

0.09 
0.08 
0.08 
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0.08 
■0.04 
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■0.08 
■0.07 
■0.00 
•0.08 

0.00 
0.08 
0.08 
•O.OR 
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■0.08 
■0.08 
■0.07 
■0.00 
0.08 

0.00 
0.08 
0.08 
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0.08 
>0.04 
■0.08 
■0.06 
■0.07 
■0.00 
•0.08 

0.00 
0.08 
0.08 
■0.06 
0.08 
■0.04 
■0.08 
«0.08 
■0.07 
■0.09 
0.08 
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g  Sat  ftga  forward 

ff  Sat  caaa  bafor*  out 

A  Pwh  itoek  to  gac* 

ff  Phusa  padf 
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Turn  itook  M  dsg. 

Torn  Itook  180  6ftg 

f  Rtmova  padi 

a  Run  UD  caoa ^  mnova  ttock . 

0.09 
0.11 
0.04 
0.00 
0.07 

0.09 

■o.'oo 

■0.04 
■0.07 
0.07 

p  Oat  stock  in  hand 

' 

p  Garry  to  truck 

p  Ersn  stock  on  tmck 

niiAn**  inatruotion  card 

1.26 

Read  instructions 

1.76 

1  Multiply  by7 
t  Multiply  by  t 
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«Multiplylby8 
•Multlply.by6 
•Multiply  by  8 


be  acquired  confidence  in  the  instructions  given  him.  He  was  under- 
going a  change  in  mental  attitude  and  coining  to  look  at  his  job  from 
an  entirely  new  viewpoint.  He  finally  arrived  at  the  stage  where  he 
frankly  admitted  that  his  conception  of  his  job  and  the  practice  of 
years  were  very  inferior  to  the  detailed  instructions  now  given  him. 


Digitized  by  VjOOQIC 


8.  S.  THOMPSON,   W.   O.   UCHTNSB,   K.   HALL  AND  H.   J.   OmLD    147 

and  he  was  willing  to  try  to  do  anything  suggested,  with  the  keenest 
interest  and  confidence  in  the  outcome. 

62  Bonus.  The  incentive  for  a  man  to  do  a  piece  of  work  as 
prescribed  on  his  instructions  and  to  do  it  in  the  time  allotted  to  him 
lies  in  giving  him  a  remuneration  in  excess  of  what  he  can  earn  under 
ordinary  day  pay.  This  remuneration  is  best  given  in  the  form  of  a 
bonus.  In  the  present  case  a  bonus  of  35  per  cent  was  given.  This 
means  that  if  a  job  is  accomplished  in  the  allotted  time  of,  say,  2 
hours,  he  receives  his  r^ular  day  rate  for  the  two  hours  plus  a  bonus 
amounting  to  35  per  cent  of  his  wages  for  this  period.  If  he  fails 
to  accomplish  it  in  the  allotted  or  standard  time  he  still  receives  his 
regular  day  pay  with  no  reduction.  Today  the  particular  man  first 
started  on  this  trimming,  and  who  is  sixty-five  years  old,  practically 
never  loses  a  bonus.  He  is  earning  35  per  cent  more  money  than  he 
ever  earned  before,  and  admits  that  at  the  end  of  the  day  he  does 
not  feel  any  more  tired  than  he  ever  did  when  working  under  the 
old  systeuL  More  than  this,  he  states  that  there  is  to  him  a  great 
satisfaction  in  having  done  a  big  day's  work  and  having  done  it  well. 
The  first  step  is  always  the  hardest.  As  soon  as  one  man  in  a  depart- 
ment succeeds  in  accomplishing  his  task  and  earns  large  wages,  the 
others  immediately  become  interested  and  clamor  for  a  chance  to  do 
the  same  thing;  and  they  start  in,  knowing  that  it  actually  is  being 
done  by  someone  else  and  hence  is  possible  of  accomplishment. 

63  In  this  department,  under  old  methods,  seven  machines  were 
required  to  do  the  work,  and  frequently  the  dispartment  worked  over- 
time. After  all  the  work  was  put  on  task  and  bonus,  four  machines 
easily  handled  the  same  amount  of  work  with  no  overtime  and  the 
operators  were  transferred  to  other  work  until  again  required  to  take 
care  of  the  increased  production. 


INSPECTION 

64  The  establishment  of  bonus  work  has  been  accompanied  by  a 
close  and  rigid  inspection.  No  work  is  allowed  to  pass  that  is  not 
up  to  a  high  standard  of  quality.  Unless  the  work  passes  inspection, 
the  bonus  is  not  allowed.  Any  defects  in  previous  operations  that 
make  it  difficult  to  perform  the  present  operations  are  almost  sure  to 
be  detected,  for  work  is  supposed  to  come  to  each  operator  in  good 
ccmdition,  and  if  it  does  not  do  so,  he  is  the  first  to  notice  it  and  de- 
mand a  time  allowance  on  his  task.  Each  man's  task  thus  becomes 
a  chedc  on  tiie  various  operations  preceding  it. 
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65  The  foregoing  description  is  t3rpical  of  the  work  done  in  all 
divisions  of  the  Finishing  Department,  and  has  been  dwelt  on  in  de- 
tail in  order  to  clearly  illustrate  the  methods  that  have  been  followed 
throughout.  Particular  attention  is  called  to  the  effect  on  the 
workers.  In  most  cases,  they  have  been  given  an  entirely  new  con- 
ception of  their  jobs.  They  have  been  taught  the  best  possible  way 
of  doing  their  work,  and  take  pride  and  satisfaction  in  doing  it  well. 
Their  earnings  are  large,  and  the  tone  of  the  whole  organization  has 
been  raised. 

STANDARDIZATION  OF  PLATING  PAPER 

66  One  other  case  will  be  cited,  where  the  conditions  are  quite 
different  and  where  the  operators  are  women  instead  of  men.  The 
plating  of  paper  is  the  operation  which  produces  the  linen  finish  so 
popular  in  writing  paper,  and  is  accomplished  by  piling  up  sheets  of 
paper  with  alternate  sheets  of  linen  cloth  and  occasional  sheets  of 
zinc,  and  running  this  through  a  roll  press.  Different  types  of  finish 
require  different  arrangement  of  sheets,  different  linens  and  different 
numbers  of  sheets.  The  plating  is  done  by  a  gang  of  24  girls,  more  or 
less  dependent  upon  each  other  for  output.  The  gang  works  in 
groups  of  three  girls  each,  who  are  absolutely  dependent  on  each  other 
for  production.    The  operation  is  shown  in  Fig.  9. 

67  After  the  studies  had  been  made  on  this  job  and  the  instruc- 
tions prepared  and  the  rates  set,  no  one  in  the  organization  who  was 
supposed  to  know  anjrthing  about  plating  believed  that  the  tasks  were 
possible  of  accomplishment,  nor  did  they  have  the  least  hesitancy  in 
saying  so.  More  than  this,  there  were  questions  raised  as  to  whether 
paper  plated  in  the  maimer  prescribed  would  be  fit  to  use  after  it  was 
done.  The  opinion  of  the  superiors  was  reflected  in  the  attitude  of 
the  workers;  and  we  were  confronted  with  the  proposition  of  tackling 
150  girls  and  women  —  all  predisposed  in  this  way  against  the  new 
methods — and  convincing  them  that  the  work  could  be  done  as  out- 
lined. Nor  was  there  any  chance  of  taking  them  one  by  one  as  in  the 
case  of  most  other  jobs.  The  smallest  unit  in  which  they  could  be  han- 
dled was  one  plater,  or  twelve  girls.  This  job  is  done  on  piece  work, 
and  in  spite  of  the  fact  that  the  rates  were  set  so  that  the  girls  could 
earn  a  very  much  larger  wage  than  they  had  been  receiving,  they  were 
so  convinced  that  the  work  could  not  be  done  as  intended  that  it  was 
over  a  year  after  they  had  been  started  before  they  were  able  to  attain 
to  the  standards  set.    During  this  period  they  were  instructed  daily. 
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encouraged  for  good  work,  and  reasoned  with  when  they  became  care- 
less or  discouraged.  Frequently  one  plater  would  show  marked 
progress  and  do  very  well  on  one  particular  finish  and  then  fall  down 
badly  when  a  different  kind  of  finish  was  assigned.  Eventually, 
however,  the  girls  became  familiar  with  all  the  different  finishes  and 
realized  the  fairness  of  the  rates. 

68  These  girls,  many  of  whom  at  the  beginning  found  it  difficult 
to  earn  enough  even  to  average  their  former  weekly  wage  (they  were 
paid  their  minimum  weekly  wage  whether  or  not  they  earned  it  by 


Fig.  9    Plating  Paper 

their  piece  prices)  are  now  averaging  a  great  deal  more  than  this.  The 
output  of  the  department  has  increased  greatly  and  the  labor  and 
machine  cost,  notwithstanding  the  large  increase  in  wages  paid,  has 
been  reduced  by  a  large  percentage  because  of  this  increase  in  output. 

REDUCTION  IN  WORKING  HOURS 

69  In  January  1916  the  management  of  the  company  decided 
to  reduce  the  working  hours  of  the  entire  Finishing  Department  from 
55}  hours  to  50  hours  per  week,  and  to  raise  all  rates  so  that  the  earn- 
ings for  the  50  hours  would  be  equal  to  those  paid  for  the  longer  time. 
Although  business  had  not  at  that  time  recovered  from  the  recent 
depression,  this  decision  was  reached  notwithstanding  the  knowledge 
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that  through  limitations  in  machines  the  labor  cost  in  at  least  certain 
cases  would  be  increased. 

70  like  almost  all  examples  of  reduction  in  hours^  it  is  difficult 
to  separate  the  effects  of  this  from  the  effects  of  other  conditions. 
In  one  department,  however,  working  on  piece  work  fixed  by  scien- 
tific job  analysis,  a  fairly  definite  conclusion  may  be  drawn.  The 
curve  in  Fig.  10  shows  the  earnings  of  the  girls  before  and  aftet  the 
reduction  in  hours.  From  a  study  of  the  curve  and  knowing  the 
conditions  in  the  shop,  it  is  fair  to  estimate  an  increase  of  output  per 
hour  of  about  10  per  cent,  due  to  the  shortening  of  the  hours.  In 
this  estimate  the  curve  for  the  latter  part  of  1915,  which  would  indi- 
cate a  much  larger  increase,  is  disregarded,  and  the  relation  is  taken 
between  the  middle  period  of  1915  and  the  year  1916.  It  will  be 
noticed  that  there  is  a  gradual  increase  in  production  as  soon  as  the 
hours  were  shortened,  and  after  about  six  weeks  a  period  of  slight 
further  increase.  Records  beyond  the  last  date  given  by  the  curve 
show  substantially  uniform  returns,  that  is,  a  nearly  horizontal 
line. 

71  It  must  be  understood  that  this  does  not  in  the  present  case 
represent  a  reduction  in  cost,  because  the  piece  rates  had  been  in- 
creased. It  does  indicate,  however,  that  in  the  shorter  day  the  girls 
actually  accomplished  the  same  amount  of  work  as  formerly  with  the 
longer  hours.  Furthermore,  because  the  girls  did  an  equal  quantity 
of  work  per  day  the  overhead  charges,  which  are  always  a  large  item, 
were  not  increased. 

CLASSIFICATION  OF  PAPER 

72  In  analyzing  the  affairs  of  any  manufacturing  estabUshment 
producing  a  great  number  of  articles,  or  a  great  number  of  varieties 
of  the  same  article,  the  management  engineer  is  alwa3rs  confronted 
with  the  lack  of  any  systematic  classification  of  the  product.  It 
frequently  occurs  that  no  list  of  the  different  items  can  be  found,  and 
but  very  imperfect  records  of  the  sales  of  each. 

73  This  company  makes  a  great  variety  of  grades  of  paper  in 
many  different  colors,  sizes  and  weights.  The  varieties  were  known 
sometimes  by  grade,  sometimes  by  watermark,  and  often  by  the 
customer's  trade  name.  There  was  no  existing  classification,  and 
while  the  mill  officials  themselves  seldom  became  confused,  owing  to 
their  acquired  familiarity  with  the  product,  it  was  necessary  to 
standardize  the  names  or  designations  of  the  product  before  the  prod- 
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uct  itself  could  be  standardized.  A  mnemonio-symbol  system  was 
devised  and  is  now  in  general  use.  By  means  of  the  symbol  the 
grade,  base  weight,  color,  size,  and  finish  of  any  paper  is  clearly  indi- 
cated. Incidental  to  this  work,  valuable  information  concerning  the 
variations  in  grades,  etc.,  was  secured. 

74  CoUeding  Data,  In  developing  the  symbol  classification  it 
was  first  necessary  to  accumulate  all  of  the  names  by  which  the  dif- 
ferent papers  were  known,  next  to  separate  these  into  grades,  then  to 
ascertain  the  different  colors  in  which  each  grade  was  made,  and 
finally  the  different  finishes  which  might  be  given  to  each.  The  dis- 
tinction as  to  the  grade  was  made  from  the  ''furnish,"  that  is,  the 
various  ingredients  and  the  quantity  of  each  from  which  it  was  made. 
All  papers  having  the  same  furnish  were  of  the  same  grade. 

75  Four  hundred  different  designations  of  product  were  collected. 
These  were  classified  into  125  grades  and  these  further  divided  into 
seven  general  groups:  Bonds,  Ekivelopes,  Flats,  Ledgers,  Linens, 
Maps,  and  Varieties,  the  last  being  composed  of  about  twenty  grades 
that  could  not  be  placed  in  any  of  the  other  groups.  There  were  46 
different  colors  and  35  finishes.  The  mnemonic  symbols  were  de- 
vised as  follows:  the  first  three  letters  indicated  the  grade;  the  next 
two,  the  color,  and  the  last  two,  the  finish.  Between  the  grade  let- 
ters and  the  color  letters  were  written  three  figures  giving  the  base 
weight  of  the  paper,  and  between  the  color  letters  and  the  finish 
letters  was  a  series  of  figures  giving  the  size  and  ream  weight  of  the 
paper;  thus,  the  symbol  PBC462EB172220PC  stands  for  Edgars  Blue 
Cascade  Bond  Paper,  46.2  lb.  base  weight,  crash  plated  finish,  size 
17  in.  X  22  in.,  ream  weight  20  lb.  Interpretation  of  nmemonics  is 
as  follows:  P  —  paper;  B  —  bond;  C  —  Cascade;  462  —  base  weight 
in  pounds,  the  last  figure  always  being  considered  as  a  decimal;  EB  — 
Edgars  Blue;  1722  — size  of  sheet,  17  in.  X  22  m.;  20  — weight  of 
ream,  20  lb.;  P  —  plated;  C  —  crash  finish.  This  symbol,  although 
lengthy  in  appearance,  only  contains  seven  letters  in  addition  to  the 
figures  which  are  necessary  for  giving  the  weight  and  size,  and  by  its 
use  avoids  writing  out  at  least  as  many  words  as  the  number  of  letters. 
Since  each  letter  is  selected  to  bring  the  word  which  it  represents  to 
mind,  usually  the  first  letter  of  the  word  being  chosen,  it  is  eaqr  to 
interpret  at  a  glance  any  symbol  which  may  be  devised. 

76  Reduction  in  Number  of  Grades.  In  analyzing  the  collected 
varieties  with  a  view  to  properly  classifying  them,  it  became  apparent 
that  there  were  a  great  many  supposedly  different  grades  that  did  not 
differ  at  all.    In  other  words,  the  lack  of  any  proper  classification  of 
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product  had  resulted  in  a  great  deal  of  ignorance  concerning  it. 
Further  study  of  the  matter  revealed  the  fact  that  the  distinctions 
between  some  of  the  grades  were  so  very  finely  drawn  that  there  was 
DO  value  in  maintAining  them;  that  the  furnishes  could  be  made 
identically  the  same  without  in  any  way  changing  the  results. 

77  If  this  condition  existed  as  to  grades,  was  not  the  same  or  a 
similar  condition  likely  to  exist  as  to  color  and  finish?  Sere  were 
other  matters  to  be  carefully  analyzed  from  the  making  standpoint. 
Investigations  are  now  being  conducted  with  a  view  to  eliminating 
needless  distinctions  and  reducing  the  variables  to  the  least  possible 
number. 

78  Determination  of  Amount  of  Stock  to  Carry.  The  stock  of 
paper  to  be  carried  in  order  to  fill  orders  promptly  and  at  the  same 
time  not  to  tie  up  too  much  capital  in  this  ^tock  was  a  matter  of  great 
importance  and  required  very  careful  study  and  investigation.  The 
results  accomplished  have  been: 

o  A  large  reduction  in  the  amount  invested  in  stock 

b  A  standardization  of  the  quantities  of  each  item  to  be  carried 

c  An  arrangement  of  the  stock  house  that  permits  the  quick 

and  easy  location  of  any  item  desired.    This  has  greatly 

reduced  the  amount  of  time  and  labor  that  was  previously 

necessary  to  secure  stock  for  filling  orders. 

There  were  two  g^ieral  classes  of  stock  carried: 

a  Eastern  stock.  This  consisted  of  ream  packages  of  the 
different  sizes,  weights,  and  colors  of  each  grade  that  were 
made  to  supply  the  general  trade 

b  Stock  "Holding."  This  was  the  designation  applied  to 
stock  packed  in  cases  which  had  been  made  on  customers' 
orders  and  which  was  being  held  for  future  delivery  upon 
notification. 

79  The  determination  of  amount  of  each  stock  to  carry  had  been 
based  on  the  judgment  of  the  superintendent  and  boss  finisher. 
When  orders  were  scarce,  it  was  the  custom  to  run  orders  for  stock 
rather  than  to  shut  down  the  machines,  and  the  requirements  as  to 
what  classes  of  stock  to  make  had  never  been  a  matter  of  anal3rtical 
study  based  on  past  sales  over  a  given  period,  taking  into  account 
known  seasonal  fluctuations.  The  first  step  toward  a  more  scientific 
determination  of  this  required  a  rearrangement  of  the  stock  house. 

80  Stock  House,    The  storage  of  finished  stock  was  complicated 
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greatly  by  the  large  number  of  kinds  and  grades  of  paper.  As  stock 
had  accumulated,  the  aisles  had  been  filled.  When  it  was  necessary 
to  get  out  stock,  a  man  with  a  flash  light  climbed  over  the  piles  of 
stock  and  hunted  for  the  item  needed.  The  stock  records  w^e 
incomplete  and  the  location  of  any  particular  item  only  known 
when  some  one  happened  to  remember  where  it  had  been  placed. 
The  congestion  and  overflow  into  the  aisles  prohibited  the  use  of  the 
motor  truck  designed  for  the  cased  stock,  so  that  cases  had  to  be  re- 
moved by  dragging  them  over  each  other  by  hand  or  by  some  con- 
trivance rigged  up  with  block  and  tackle. 

81  Study  of  CondUians.  Before  attempting  a  physical  re- 
arrangement, it  was  necessary  to  determine  exactly  what  items  of 
stock  should  be  carried,  how  much  of  each  should  be  ordered  at  a 
time,  and  how  low  the  antount  of  each  should  be  allowed  to  drop  be- 
fore it  was  replenished;  and  to  devise  a  balance-of-stores  system  by 
which  an  exact  record  of  every  item  would  be  carried  under  its 
mnemonic  symbol  and  be  available  for  instant  reference.  The  sales 
records  for  a  year  previous  were  carefully  scrutinized  and  exact  data 
as  to  the  amounts  of  all  items  sold  were  secured.  A  study  was  made 
of  the  then  existing  demands  and  the  known  seasonal  fluctuations  that 
would  afifect  certain  grades.  From  the  information  thus  obtained,  a 
decision  was  reached  as  to  the  minimum  to  which  each  item  on  the 
stock  list  should  be  allowed  to  drop  before  replenishing,  and  the 
amounts  to  order  when  this  point  has  been  reached.  The  "Mini- 
mums"  and  ''Amounts  to  Order''  were  set  with  a  view  to  holding  the 
amount  in  stock  down  to  the  lowest  possible  point  that  would  still 
permit  filling  orders  promptly. 

82  Balance  Sheets.  Worked  Materials  balance  sheets  were 
made  for  all  items.  These  contain  the  record  of  every  transaction  in 
each  item  of  stock  carried.  All  Issues  and  Materials  Received 
tickets  pass  through  the  hands  of  the  Balance  of  Stores  Clerk,  who 
keeps  these  records  and  makes  the  entries.  When  the  quantity  of 
stock  available  falls  to  the  amount  indicated  as  a  Tniniiniim^  the  Bal- 
ance of  Stores  Clerk  issues  an  order  for  the  amount  of  paper  to  be 
made.  No  order  for  stock  can  originate  from  any  other  source.  The 
balance  sheets  are  under  constant  surveillance.  Wh^i  sales  increase 
or  decrease,  the  fact  is  noted,  and  this  affords  a  means  of  keeping  the 
minimums  and  amounts  to  order  correctly  adjusted  to  both  the 
requirements  of  sales  and  the  policy  of  carrying  no  more  stock  than 
is  necessary. 

83  Economies  Effected  through  Rearrangement  of  Stock.    The 
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actual  rearrangement  of  the  stock  was  next  undertaken.  In  the  case 
of  Eastern  stock  this  necessitated  the  removal  of  all  stock  and  sorting 
it  into  separate  items.  Steel  racks  for  the  storage  of  the  ream  pack- 
ages were  installed,  divided  into  tiers,  so  that  no  pile  of  packages  was 
more  than  three  feet  high.  A  space  for  each  item  sufficient  to  hold 
the  maximum  amount  was  assigned  to  it,  and  all  were  arranged 
alphabetically  according  to  S3rmbols.  Each  item  was  piled  in  the 
proper  space  and  a  '^  Worked  Materials"  tag  for  every  order  of  each 


jy 

1 

i^^  1 

j 

Fig.  11    Rearranged  Stock  House  with  its  Racks 

item  made  out  and  inserted  with  the  order.  Whenever  any  of  it  is 
removed,  a  deduction  from  the  amount  is  made  on  the  tag.  A  view 
of  the  interior  of  the  stock  house  showing  the  racks  is  given  in  Fig.  11. 
In  rearranging  the  cased  stock,  a  number  of  disclosures  were  made. 
There  were  cases  of  customers'  stock  that  had  been  made  years  be- 
fore and  become  obsolete.  There  were  cases  that  had  been  made  on 
customers'  orders  and  never  been  ordered  out.  There  were  many 
cases  for  which  there  were  no  existing  records.  There  was  enough 
Btock  of  some  items  to  keep  customers  supplied  for  from  two  to  six 
years  at  the  rate  at  which  they  had  been  using  it. 

84  Obsolete  stock  was  removed;  customers  were  notified  that 
deliveries  of  holding  orden^  would  be  made,  and  the  stock  for  each 
customer  was  assigned  a  place  in  the  Stock  House.    No  cases  are 
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allowed  to  remain  in  the  pa8sagewa3rs  or  aisles  over  night,  so  that 
they  are  always  kept  open  for  easy  access  to  the  stock.  At  the  end 
of  each  row  of  cases  a  card  is  kept,  on  which  is  entered  the  number 
of  each  case  as  it  is  stored  there  together  with  its  location  in  the  row 
and  its  contents.  When  cases  are  removed  that  fact  is  noted  on  the 
card. 

85  Advantages  Secured.  The  advantages  secured  by  this  classi- 
fication and  arrangement  of  stock  are  as  follows: 

a  The  amount  of  stock  in  Stock  House  when  work  was  started 
was  equivalent  to  4800  cases  of  500  lb.  each;  the  new 
method  insures  there  never  being  more  than  the  equiva- 
lent of  2800  cases.  This  is  a  reduction  of  upwards  of  40 
per  cent,  or  one  million  pounds  of  paper 

6  The  Stock  House  which  was  considered  too  small  to  contain 
the  amount  necessary  to  be  carried  is  now  ample 

c  The  work  of  handling  the  stock  which  was  previously  done 
with  a  force  of  nine  men,  helped  out  on  occasions  by  one 
or  two  additional,  is  now  easily  handled  by  five,  who,  in 
addition  to  their  regular  work,  pack  all  shipments  to  be 
made  from  Eastetn  stock. 

SYSTEMATIZING   OF  GENERAL  STORES 

86  It  would  be  practically  a  repetition  in  substance  of  what  has 
just  been  written  to  go  into  details  of  the  work  done  in  the  company's 
general  storeroom  for  miscellaneous  and  mill  supplies. 

87  The  following  features  were  introduced: 

a  A  mnemonic-symbol  classification  and  a  balance-of-stores 
system  by  which  articles  were  automatically  ordered 
when  they  had  fallen  to  a  prescribed  limit,  and  by  which 
the  amount  of  stock  on  hand  was  held  down  to  the  lowest 
quantity  consistent  with  requirements 

b  The  storage  of  articles  in  standard  stock  bins  in  which  they 
are  arranged  alphabetically  according  to  S3mttbol 

c  The  control  of  all  materials  withdrawn  from  the  store  or 
added  to  it  by  means  of  Issues  and  Credits;  and  the  re- 
cording of  every  transaction  on  the  balance-of-stores 
cards  and  the  bin  tags. 

RESULTS  ACCOMPLISHED  IN  THE  BOX  SHOP 

88  The  Eastern  Manufacturing  CoQipany  manufactures  in  an 
auxiliary  department  all  of  the  packing  cases  in  which  paper  is* 
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shipped.  A  large  increase  in  business  necessitated  a  greater  number 
of  cases  than  the  Box  Shop  was  able  to  produce  under  existing  methods. 
In  addition  to  those  requirements,  the  company  was  desirous  of 
making  packing  cases  for  its  mill  at  Lincoln,  Maine,  instead  of  pur- 
chasing them  from  outside  parties,  a  practice  which  had  hitherto  been 
followed  Before  enlarging  the  shop  or  purchasing  new  and  improved 
machinery,  a  study  of  this  department  was  made  and  new  methods 
introduced  which  enabled  it  to  supply  the  increased  requirements 
without  the  addition  of  more  machinery  or  men. 

89  The  Box  Shop  is  equipped  with  woodworking  machinery  on 
which  the  lumber  for  cases  is  planed,  cut  off,  edged,  matched,  trimmed 
and  resawed.  A  nailing  machine  is  used  to  nail  cleats  on  to  the  heads 
of  the  cases.  The  cases,  after  the  sides,  tops,  bottoms  and  heads  are 
made,  are  nailed  together  or  ''assembled"  by  hand. 

90  As  a  result  of  the  new  methods  of  handling  the  work  the 
d^ly  output  per  operative  of  cases  of  the  same  materials  was  practi- 
cally doubled.  At  the  same  time  the  earnings  of  the  men  were  in- 
creased nearly  60  per  cent. 

91  This  increase  in  output  was  secured  through: 

a  A  routing  system  by  means  of  which  orders  were  controlled 

and  moved  from  operation  to  operation 
b  A  new  method  of  filling  orders  by  assembling  from  a  stock 

of  shooks  instead  of  making  aU  parts  for  each  order  and 

assembling  as  the  orders  were  rim  through 
c  Rates  set  on  various  operations  from  time  studies  made  on 

each. 

92  Prevention  of  Lost  Time.  A  study  of  Box  Shop  conditions  of 
existing  methods  disclosed  the  fact  that  each  machine  was  equipped 
with  an  operator  irrespective  of  the  length  of  time  his  particular  job 
took  with  reference  to  other  jobs.  When  not  actually  running  a 
machine,  for  lack  of  work,  the  operator  ''made  himself  generally  use- 
ful around  the  shop"  — in  other  words,  did  not  do  anything. 

93  Time  studies  were  made  and  the  relative  times  of  the  opera- 
tions ascertained.  The  organization,  it  should  be  stated  here,  was 
8(Hnewhat  handicapped  by  the  fact  that  no  more  than  a  certain  out- 
put could  be  used  in  a  given  day  and  that  the  capacity  of  some  of 
the  machines  was  greatly  in  excess  of  the  amount  that  could  pos- 
sibly be  used.  This  explains  a  machine-time  loss  which  in  this  par- 
ticular case  was  unavoidable  and  legitimate. 

94  The  operations  were  so  short  and  the  orders  so  numerous  that 
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the  different  tasks  were  done  on  piece  work.  The  Route  Sheet  for 
each  order  accompanied  it  through  the  shop,  and  as  it  passed  through 
the  different  operations  each  worker  detached  a  coupon  bearing  the 
name  of  the  operation,  the  amount  in  the  order,  and  the  piece  rate. 
This  coupon  was  signed  and  turned  in  and  from  it  his  pay  was 
figured. 

95  It  was  found  that  much  time  could  be  saved  in  filling  orders 
if  the  different  parts  were  made  ahead  and  placed  in  stock  and  these 
parts  drawn  from  stock  and  assembled  as  the  orders  came  through. 
There  were  thirty-three  different  standard  sizes  of  cases  and  these 
constituted  90  per  cent  of  the  output.  These  were  analyzed  into 
the  different  sizes  of  tops,  bottoms,  sides,  and  heads  required  for 
each. 

96  The  past  records  of  output  were  studied  to  determine  the 
quantity  of  each  size  of  case  that  would  be  required,  and  from  these 
data  a  list  of  minimums  and  amounts  to  order  for  each  part  was  cal- 
culated and  a  regular  balance  of  stores  kept  on  all  of  these  parts. 
Orders  are  now  made  to  replenish  this  stock  when  the  minimum  of 
any  part  has  been  reached;  and  orders  for  cases  are  filled  by  drawing 
the  requisite  number  of  each  part  from  stock  and  simply  assembUng 
them. 


STANDARDIZATION  IN  THE  BX7LPHITB-PX7LP  MILL 

97  During  the  progress  of  the  development  in  the  paper  mill, 
steps  leading  toward  the  standardization  of  methods  in  the  sulphite- 
pulp  mill  were  in  progress,  and  soon,  as  a  result  of  the  satisfaction 
with  the  bonus  system  in  the  paper  mill,  there  was  a  demand  on  the 
part  of  the  men  for  the  introduction  of  bonuses  in  the  pulp  making. 

98  The  results  of  the  introduction  of  the  standards  and  of  the 
bonuses  are  illustrated  by  curves  in  the  diagrams  preswted  in  the 
pages  which  follow.  It  will  be  seen  by  reference  to  Fig.  12  that  the 
increase  in  production  in  the  pulp  mill  from  1914  to  1916  was  very 
large,  while  at  the  same  time  tiie  materials  used  per  ton  of  pulp  were 
greatly  reduced.  This  is  notwithstanding  the  fact  that  previous  to 
1914  the  quantities  of  materials  used  per  ton  of  pulp  were  as  low  as  in 
the  average  pulp  mill. 

99  Of  special  significance  in  the  treatment  of  the  pulp  mill  is  the 
fact  that  the  increase  in  output  and  the  greater  uniformity  in  quality 
were  due  directly  to  the  establishment  of  standards  oi  praotioe. 
Even  when  bonuses  were  introduced — and  except  in  one  or  two  in- 
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staooeB  these  did  not  depend  upon  output — they  were  earned  by  fol- 
lowing standard  methods  of  procedure.  This  required  a  very  high 
degree  of  skill  and  initiative  on  the  part  of  the  worker. 


PROCESSES  OF  STTLPrnTE-PITLP  IfANUFACTUBE 

100  To  bring  out  more  clearly  the  development  in  the  pulp  mill, 
we  will  describe  very  brieflyXthe  process  of  making  the  sulphite 
pulp. 


1914 


Fia.  12    Ratios  Showing  Decrbasb  in  Matbrlil  and  Increase 
IN  Output  from  1914  to  1916 

101  Logs  ranging  in  diameter  from  4  to  12  in.,  or  even  larger, 
and  averaging  about  6  in.,  come  to  the  mill  in  4-ft.  lengths,  and  after 
cutting  in  two  are  barked,  the  bad  knots  are  removed,  and  the  pieces 
are  run  through  a  chipper  which  produces  chips  about  |  in.  in  length 
From  the  chipper  they  are  raised  to  bios  over  the  digesters.  The  steel 
digeBters,  about  14  ft.  in  diameter  and  38  ft.  high,  lined  with  add- 
IROof  lining,  are  filled  with  the  chips,  which  are  then  covered  with  bi- 
8ulphite-of-lime  liquor^produced  by  a  combination  of  sulphur  gas  and 
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slaked  lime.  After  cooking  for  a  period  of  8  to  14  hours  varying 
partly  with  the  character  of  material,  and  partly  with  the  judgment 
of  the  cook,  the  pulp  is  blown  off  into  large  tanks,  being  then  of  a 
consistency  something  like  coarse,  wet,  short-fibered  cotton.  This 
pulp  is  washed  in  various  ways,  screened,  bleached,  and  run  either 
into  wet  sheets  or  rolls  or  in  some  cases  pumped  to  the  paper  mill. 

102  As  usually  made,  the  pulp  is  extremely  variable,  conse- 
quently no  two  cooks  have  exactly  the  same  quaUty.  The  purpose 
of  the  standardization  was  to  overcome  this  lack  of  uniformity  and, 
as  a  consequence,  to  increase  the  production. 

QUALITY  OP  WOOD 

103  Studies  were  made  of  the  characteristics  of  different  kinds 
of  wood,  such  as  slabs,  green  wood,  dry  wood,  peeled  versus  Wrked, 
and  so  on,  to  determine  the  relative  economy  and  the  quaUty  of  the 
pulp  turned  out.  It  was  found  through  this  investigation  that  some- 
times the  cheapest  wood  was  the  most  expensive  in  terms  of  per  ton 
of  pulp. 

STANDARDIZATION 

104  The  standardization  of  the  pulp-making  process  involved, 
as  it  usually  does,  certain  changes  in  plant  as  well  as  in  methods  of 
management.  No  radical  changes  were  made,  however,  during  the 
periods  indicated  on  the  diagrams  referred  to,  December  1914  to 
December  1916.  Many  improvements  since  that  time  have  been  in 
progress,  with  the  idea  of  reducing  costs,  increasing  uniformity,  and 
improving  quality. 

105  The  standardization  of  the  processes  was  taken  up  and 
carried  through  by  the  newly  appointed  Superintendent,  Mr.  B.  M. 
Petrie,  who  also  cooperated  very  effectively  in  the  introduction  of  the 
bonus  plan.  The  problem  here,  as  elsewhere  in  plants  where  the 
process  is  a  continuous  one  and  not  like  the  machine  shop  —  or  even 
the  finishing  department  of  a  paper  mill  —  capable  of  division,  is  one 
of  scientific  investigation  to  determine,  in  the  first  place,  the  proper 
materials  and  methods  to  produce  the  desired  results,  and,  in  the 
second  place,  to  put  these  into  effect  as  standards. 

BONUS  INSTALLATION  IN   PULP  MILL 

106  As  already  stated,  bonus  work  was  not  begun  in  the  pulp 
mill  until  it  had  been  quite  thoroughly  developed  in  the  paper  mill, 
and  then  really  as  a  result  of  a  demand  on  the  part  of  the  operatives 
for  the  benefits  being  derived  by  their  fellow-workmen  in  the  adjacent 
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mill  Before  starting  a  bonus  installation,  many  of  the  processes 
had  been  brought  to  a  high  standard  of  excellence  and  were  thus 
ready  for  further  development.  As  a  matter  of  fact,  the  introduction 
of  scientific  management  into  a  continuous  process  like  a  pulp  mill, 
or  the  Making  Department  of  a  paper  mill,  consists  more  in  tiie  de- 
vdopment  of  standards  than  in  any  routing  or  job  analysis,  which 
are  so  essential  in  other  t3rpe6  of  plants. 

107  The  bonuses  in  the  pulp  mill  are  of  special  interest  because 
they  are  usually  independent  erf  questions  of  output.  They  involve 
the  study  of  each  operation  and  the  arranging  of  a  reward  for  meeting 
the  standard  requirements  in  each  individual  case.  In  general,  the 
process  consists  in  finding  just  what  is  being  done,  making  extended 
investigations  to  determine  the  standards  that  should  be  fixed,  and 
then  introducing  a  plan  for  maintaining  these  standards.  Two 
things  must  be  always  borne  in  mind,  and  neglect  of  these  is  re- 
sponsible for  many  a  failure  in  piece  work  and  bonus  work:  First,  no 
bonuses  should  be  paid  except  on  conditions  for  which  the  operative 
is  responsible;  and,  second,  the  operator  must  know  the  plan  and 
assist  in  working  it  out. 

108  To  illustrate  the  first  point:  One  of  the  authors,  visiting  a 
plant  where  certain  superficial  developments  had  been  made,  in- 
quired as  to  the  wages  per  hour  that  were  being  received  on  a  certain 
class  of  work.  He  was  told  that  the  range  was  from  25  cents  to  40 
cents.  Asking  why  this  great  fluctuation  on  so  simple  a  class  of  work, 
he  was  informed  that  it  was  entirely  due  to  the  character  of  the  ma- 
terial which  came  to  the  worker.  Now  this  was  absolutely  unfair, 
and  penalized  a  man  for  something  for  which  he  was  in  no  way  re- 
sponsible. 

109  In  a  pulp  mill  the  first  consideration  of  a  bonus  system  sug- 
gests the  basing  of  bonuses  on  final  output  and  quality  of  pulp. 
This  is  imfair  to  nearly  all  the  men  in  the  plant,  because  only  a  very 
few  men  are  responsible  for  the  output,  the  rest  having  simply  a 
routine  work  to  do  to  take  care  of  the  material  which  passes  through 
their  machines.  Instead,  therefore,  of  the  uniformity  scheme,  each 
operation  was  considered  by  itself,  and  a  bonus  fixed  to  satisfy  the 
requirement  of  individual  responsibility. 

110  While  the  bonuses  thus  are  applicable  only  to  these  indi- 
vidual pulp-mill  operations,  they  illustrate  by  their  diversity  the 
goieral  principles  for  bonus  payment  in  many  manufacturing  de- 
partaients  operating  under  a  continuous  process.  Very  briefly  the 
bonuses  adopted  in  a  pulp  mill  will  be  discussed. 
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111  Bonuses  in  Wood  Room.  The  preparation  and  cutting  up 
of  the  wood  is  a  manufacturing  proposition,  but  nearly  all  the  outputs 
are  limited  by  the  requirements  of  the  digester.  Only  where  the 
output  is  dependent  on  the  men  themselves,  as  in  barking,  is  the  re- 
muneration based  on  the  quantity  only.  Even  here,  in  fact,  the 
amount  of  bonus  is  aflfected  by  the  quality  of  the  work  done. 

112  The  bonuses  of  the  men  who  handle  the  sticks  to  the  wood 
room  are  based  on  uniformity  of  supply  as  recorded  by  a  clock  and  in 
getting  in  the  required  quantity  of  wood  on  time.  The  bonuses  of 
the  men  inspecting  the  logs  on  the  carriers,  and  throwing  out  the  poor 
ones,  are  reduced  by  the  number  of  poor  logs  which  they  leave  in  and 
which  the  chipper  men  have  to  throw  out.  To  balance  this  and  also 
to  prevent  any  collusion,  the  chipper  men  in  turn  are  paid  a  bonus  on 
every  poor  stick  they  throw  out.  Inspection  of  the  work  here  as  well 
as  at  other  places  further  regulates  the  quality.  As  a  matter  of  fact, 
in  some  of  the  work,  such  as  that  of  the  floor  men  and  the  men  at 
the  chip  screens,  a  regular  bonus  is  paid,  provided  the  inspector, 
who  makes  his  rounds  at  intervals,  reports  the  work  done  as  satis- 
factory. 

113  Acid-Making  Bonus.  An  acid  maker  is  paid  a  bonus  for 
keeping  the  strength  of  free  acid  within  certain  limits  for  specified 
temperatures;  another  bonus  for  maintaining  the  required  strength 
for  SOs  gas,  as  shown  by  an  automatic  recorder;  and  still  another 
for  firing  the  sulphur  furnaces  withip  two  minutes  of  the  specified 
time. 

114  The  men  who  slake  the  lime  are  paid  a  bonus  for  keeping 
the  strength  of  the  slaked  lime  to  the  specified  Baum^  tests,  and 
maintaining  uniformity  in  the  temperature  of  the  lime  water. 

115  Digester  Bonuses.  'The  most  important  operation  in  pulp 
making  is  the  cooking  of  the  chips.  The  output  of  the  digesters 
governs  the  production  of  the  plant.  Yet  even  here  the  bonuses 
were  not  based  directly  on  the  quantity  produced.  A  somewhat 
more  detailed  description  of  the  method  of  providing  this  bonus  may 
be  of  interest. 

116  By  the  old-fashioned  method  of  cooking,  and  the  method 
followed  today  by  the  majority  of  sulphite-pulp  mills,  the  manner  of 
cooking  is  put  up  entirely  to  the  cook  with  certain  directions  and 
without  sufficient  apparatus  to  enable  him  to  know  what  is  going  on 
in  the  digester.  In  the  Bangor  mill  the  first  step  was  to  provide,  not 
simply  pressure  gages,  but  recording  thermometers  showing  by  curves 
at  all  times  the  temperature  in  the  digester.    By  a  careful  study  of 
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the  effect  of  different  materials  and  conditions,  a  standard  tempera- 
ture curve  was  decided  upon,  and  also  a  standard  curve  of  pressure. 
This  was  done  by  the  superintendent  with  the  advice  and  assistance 
of  the  cooks.  The  temperature  chart  for  each  cooking  is  examined 
by  the  inspector  in  the  office  to  determine  how  much  it  varies  from 
the  standturd  chart.  Beginning  two  and  a  half  hours  after  the  cook 
is  started,  the  deviation  from  the  standard  is  noted  by  inspection  at 
intervals  throughout  the  remainder  of  the  cook.  If  the  curve  is 
maintained  within  3  deg.  of  the  standard  limits,  the  cook  is  paid  a 
bonus  of  3  cents  per  hour;  if  maintained  within  4  deg.  of  the  standard, 
he  receives  2  cents  an  hour;  within  5  deg.,  1  cent  per  hour;  while  if 
it  runs  more  than  this  he  receives  no  bonus  at  all  on  this  division  of 
his  work.  A  second  bonus  is  paid  forgetting  the  pressure  up  to  the 
required  point  at  the  designated  time;  a  third  bonus  is  paid  for  blow- 
ing off  the  cook  at  the  proper  color.  The  cooking  liquor  grows  darker 
as  the  cook  proceeds,  and  the  exact  time  to  Uow  off  is  governed  by 
the  color  of  the  liquor,  which  can  be  drawn  off  through  a  cock.  If 
the  sample  of  liquor  taken  at  time  of  blow-off  is  of  the  proper  color, 
the  cook  receives  a  certain  bonus;  if  the  next  color  to  it,  a  smaller 
bonus;  if  of  the  third  color,  a  still  smaller  bonus.  The  total  of  the 
three  bonuses  constitutes  his  total  bonus  for  the  day.  In  practice  the 
plan  works  out  very  simply  and  requires  very  little  labor  because 
the  number  of  cooks  per  day  are  comparatively  few. 

117  One  feature  of  the  type  of  bonus  which  is  of  special  interest 
is  the  graded  amount.  This  plan  is  frequently  followed  by  the 
authors,  especially  in  cases  where  an  exact  standard  is  almost  im- 
possible to  obtain  or,  on  the  other  hand  .(^nd  this  does  not  apply  to 
the  pulp  mill),  where  the  physical  characteristics  of  the  operative, 
such  as  lack  of  muscular  development  or  of  experience,  prevent  his 
attaining  the  highest  standard. 

118  Reduction  in  Cooking  Time  through  Standardization.  Fig. 
13  shows  results  of  the  standardization  on  the  time  of  cooking.  It 
will  be  seen  by  reference  to  the  two  curves  that  before  introducing 
standards  in  the  digester  house,  the  length  of  cook  varied  anywhere 
from  8|  to  12  hours.  After  standardization,  with  all  other  conditions 
substantially  the  same,  the  variation,  as  shown  by  the  full  line,  ranges 
from  10.4  to  11.3  as  extremes.  As  a  result  of  the  great  uniformity  in 
the  product  produced,  which  eliminated  entirely  the  poor  cooks,  it 
was  found  possible  to  reduce  very  materially  the  time  of  cooking 
bdow  this  latter  curve.  This  reduction  in  time  is  one  of  the  chief 
factors  in  the  large  increase  in  output  shown  in  Fig.  12. 
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119  Wet-Room  and  Bleaching  Bonuses.  The  operationB  in  the 
wet  room  consist  in  separating  the  fiber  and  washing  and  screening  it. 
The  bonuses  for  the  different  men  were  fixed  in  accordance  with  the 
individual  conditions  of  the  work,  as  in  processes  akeady  described. 
In  a  number  of  the  wet-room  operations  it  was  discovered  after  in- 
vestigations involving  extensive  series  of  tests  that  the  chief  requisite 
for  securing  a  pulp  of  the  proper  quality  was  the  maintaining  of  a 
certain  consistency  or  density,  that  is,  having  a  uniform  percentage 
of  water  mixed  vdth  the  pulp.  Ck>nsequently,  a  number  of  bonuses 
were  fixed  on  density.  In  connection  with  the  bleaching,  for  example, 
one  of  the  bonuses  was  paid  for  maint>aining  the  percentage  of  water 
within  the  defined  limits.  The  effect  of  this  on  the  product  is  shovm 
in  Fig.  14.  The  upper  curve  shovirs  the  large  variation  in  density 
before  the  installation  of  the  bonus,  and  the  lower  curve  the  greater 
uniformity  obtained  because  the  men  were  using  greater  ingenuity 
and  care  in  manipulating  their  valves  and  were  receiving  a  bonus  for 
keeping  within  definite  limits.  Other  features  of  the  bonus  on  bleach- 
ing included  maintenance  of  required  temperatures,  through  manipu- 
lation of  the  valves,  and  more  exact  standardizing  of  the  color. 

DRY  HACHINB 

120  The  final  operation  for  the  pulp  which  was  to  be  sold  con- 
sists in  running  it  through  the  wet  machine  and  over  the  dryers. 
To  obtain  uniformity  of  output  and  also  a  product  uniform  in  quality, 
it  is  necessary  to  keep  the  sheet  of  a  definite  thickness  and  with  a 
definite  percentage  of  moisture,  Consequently,  limits  were  set  for 
the  percentage  of  moisture  and  also  for  the  thickness  of  the  sheet  de- 
termined by  recording  tests  of  the  regular  samples,  and  bonuses  were 
paid  for  keeping  within  the  required  Umits. 

INTBODUCINQ  SaSNTIFIC  METHODS  INTO  A  HEWhY  ACQUIBED 

PAPER  HILL 

121  The  Eastern  Manufacturing  Ck)mpany  acquired  in  1916  a 
one-mAchine  paper  mill  located  at  lincok!,  Maine,  some  fifty  miles 
north  of  Bangor,  and  it  was  decided  to  take  the  data  acquired  at 
Bangor  and  apply  them  directly  to  the  new  mill.  The  control  of  the 
manufacturing  was  placed  in  the  Planning  Department  in  Bangor, 
the  two  production  men  there  handling  both  mill& 

122  The  systems  of  handling  the  production  and  the  bonuses 
were  installed  by  the  oompanjr's  production  engineer,  who  had  been 
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trained  at  Bangor.  He  took  with  him  the  standards  used  at  the  old 
mill  and  was  able  to  complete  his  work  at  the  new  mill  within  two 
months. 

123  Restdts  at  the  Lincoln  MiU.  The  improved  control  produced 
through  bonus  work  has  been  one  of  the  most  important  results.  In 
one  or  two  cases  where  lack  of  certain  unit  times,  not  yet  obtained, 
necessitated  putting  the  operatives  on  day  work,  a  telephone  call 
comes  from  the  Production  Man  asking  if  this  job  can't  be  put  on 
bonus  at  once,  "for  if  we  don't  we  will  get  back  to  the  old  congested 
way." 

124  The  results  have  been  as  follows: 

1  Congestion  in  the  Finishing  and  Shipping  Rooms  has  been 

eliminated 

2  Shipment  of  orders  is  on  a  better  schedule  of  time 

3  Better  conditions  have  resulted  from  more  orderly  arrange- 

ment or  the  storage  of  paper  both  while  being  finished  and 
shipped 

4  Production  hais  increased 

5  Wages  have  increased  and  a  feeling  of  satisfaction  has  been 

produced  among  the  employees. 

personnel 

125  Scientific  Management  is  essentially  a  system  of  develop- 
ment —  development  of  methods  and  development  of  the  individual 
Any  attempt  to  emphasize  the  former  and  minimize  the  latter  would 
result  in  failure.  The  development  of  the  individual  may  be  con- 
sidered in  two  aspects  —  the  material  and  the  personal. 

126  By  material  development  is  meant  the  training  of  the  man 
or  woman  to  become  a  more  efficient  and  skilled  worker,  and  so  be 
able  to  demand  and  receive  a  high  wage. 

127  By  the  personal  development  is  meant  the  growth  of  the 
individual  himself,  a  growth  which  gives  him  a  broadening  point  of 
view  and  permits  him  to  see  and  appreciate  the  values  of  morality 
and  decency,  truth  and  sincerity,  health  and  right  living,  self-respect 
and  self-expression. 

128  The  material  and  the  personal  development  are,  to  a  great 
extent,  interdependent.  Scientific  management  considers  them  as 
essentially  one.  Older  types  of  management  have  overlooked  entirdy 
the  personal  element  or  have  viewed  it  in  the  wrong  light. 

129  Advancement,    Not  the  least  of  these  benefits  to  the  em- 
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ployees  through  scientific  management  is  the  greater  opportunity 
for  promotion.  The  quality  ot  work  done  by  each  man  or  woman  is 
recorded  in  the  regular  routine  so  that  ability  can  be  recognized. 
There  is  also  a  greater  opportunity  for  adjustment  and  change  from 
one  class  oi  work  to  another.  Many  of  the  clerks  in  the  planning 
department^  for  example,  came  directly  from  the  mill  and  were 
sdected  because  of  the  intelligence  and  initiative  shown  in  their 
regular  work. 

130  Service  Department.  So  much  importance  has  been  attached 
to  this  feature  of  scientific  management  at  the  plant  of  the  Eastern 
Manufacturing  Ck>mpany,  that  a  department  known  as  the  Service 
Department  —  under  the  direction  of  a  trained  social  worker  —  has 
been  organized  and  deals  directly  with  all  matters  pertaining  to  the 
personal  development  of  the  employees. 

131  The  functions  of  this  department  are  as  follows: 

a  To  employ  all  help  and  to  keep  a  set  of  employees'  record 
cards 

b  To  maintain  a  library  for  the  free  circulation  of  books 

c  To  maintain  a  dispensary  for  the  treatment  and  care  of  the 
sick  or  injured 

d  To  operate  a  cafeteria  at  which  wholesome  food  may  be 
served  to  the  employees  at  cost 
'  e  To  inspect  the  factory  and  see  that  it  is  maintained  at  high 
standards  as  regards  cleanliness,  ventilation,  sanitation, 
and  safety 

/  To  hear  all  complaints  of  employees  regarding  wages,  treat- 
ment, or  conditions;  to  investigate  every  complaint  and 
when  necessary  see  that  matters  are  adjusted  so  that 
justice  is  always  done 

g  To  hear  all  complaints  of  foremen  and  department  heads 
regarding  employees;  to  investigate  these  thoroughly 
and  to  concur  to  any  discipline  or  discharge  that  may  be 
administered 

h  To  codperate  with  the  employees  in  furthering  any  sugges- 
tions they  may  offer  in  regard  to  activities  of  a  recreative 
or  social  nature 

i  To  codperate  with  all  outside  interests,  municipal  or  private, 
that  may  have  for  their  object  the  betterment  of  condi- 
tions in  the  community. 

132  Principlee  Involved.    It  is  not  necessary  to  enlarge  upon  the 
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foregoing  except  to  emphasize  very  emphatically  one  point,  namely, 
that  the  department,  as  its  name  indicates,  is  a  department  of  service 
in  the  broadest  sense  of  the  word.  It  is  conducted  on  democratic 
lines.  Its  activities  are  the  expression  of  the  workers  themselves  and 
not  the  policies  of  the  management  thrust  upon  them.  There  is 
nothing  about  it  that  savors  of  paternalism  or  of  charity.  It  is 
strictly  a  business  proposition,  guided  by  the  principle  of  scientific 
management  that  maintains  that  the  development  of  the  individual 
in  every  possible  way  is  one  of  the  requisites  to  an  increase  of  pro- 


FiG.  15    Cafeteria 

duction — production  not  only  of  materials,  but  of  all  the  worth- 
while things  of  life. 

133  To  provide  suitable  quarters  for  the  Service  Department  a 
new  floor  has  been  built  on  the  finishing  building.  This  contains  a 
men's  rest  and  smoking  room;  a  women's  rest  room,  with  the  offices 
and  nurses'  quarters  at  the  side,  and  the  cafeteria  which  is  shown  in 
Fig.  15. 

134  Results  Accomplished  by  Service  Department.  The  results 
that  are  being  accomplished  through  this  phase  of  scientific  manage- 
ment are: 

a  The  development  of  a  set  of  independent,  self-respecting 
men  and  women  who  are  skilled  in  their  work 
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b  The  establishment  of  a  better  understanding  between  the 
management  and  the  employee.  \^thout  this  feature 
of  management  the  employer  generally  does  not  even 
know  who  his  employees  are.  With  it,  he  is  constantiy 
having  the  affairs  of  individuals  forced  upon  his  attention 
until  he  must  recognize  his  ever-growing  responsibilities 
to  his  workers.  And  through  the  same  medium,  the 
employee  is  led  to  some  insight  into  management  and  an 
understanding  of  methods  that  he  otherwise  could  not 
comprehend. 

135  As  usual  in  any  really  permanent  piece  of  management  de- 
velopment for  which  engineering  advice  is  obtained,  the  results  cannot 
be  attributed  to  any  one  man  or  group  of  men,  but  have  been  produced 
by  ihe  co5peration  of  all  concerned.  For  a  considerable  period  the 
work  was  carried  on  under  the  direct  supervision  of  the  consulting 
eogbeers  and  their  resident  engineer,  but  the  entire  responsibility 
was  gradually  taken  over  by  the  mill  organization.  Success  in  this 
plant  in  particular  was  made  possible  in  a  large  measure  by  the  pro- 
gressive ideas  and  friendly  cooperation  of  the  managers. 

136  The  best  evidence  of  the  spirit  of  research  and  progress  de- 
vdoped  by  scientific  management  is  the  fact  that  the  mill  organization 
is  continuing  to  make  rapid  strides  in  the  line  of  discovery  and  im- 
provements, calling  to  its  aid  whatever  science  is  necessary  for  the 
solving  of  each  problem  and  for  the  elimination  of  obstacles. 


DISCUSSION 

W.  H.  Carrier  said  that  it  seemed  rather  remarkable  that  time 
study  as  related  to  eflBciency  as  a  whole  from  a  scientific  and  from 
a  manufacturing  standpoint  had  progressed  so  little  in  the  paper- 
making  art  in  the  last  number  of  years  as  compared  v^rith  other 
arts  in  this  country,  particularly  with  reference  to  the  work  in  the 
machine  room.  He  was  not  a  paper-mill  man,  but  had  been  con- 
nected with  problems  in  paper  mills  where  the  lack  of  manufacturing 
efficiency  in  the  art  of  paper  production  had  been  most  striking. 

It  had  been  determined  by  several  different  observers,  for  in- 
stance, that  in  the  process  of  the  machine  room  in  the  drying  of 
the  paper  from  30  to  50  per  cent  of  the  possible  strength  of  the 
paper  was  lost;  and  that  the  cost  of  producing  paper  of  a  standard 
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as  high  as  writing  paper  was  nearly  double  what  it  might  be  if  im- 
prove methods  were  introduced  and  studies  made. 

Even  at  the  present  date  it  had  been  shown  by  actual  tests  to 
be  possible  either  to  increase  the  strength  of  the  paper  or  decrease 
the  cost  of  a  given  standard  from  5  to  15  per  cent  by  the  use  of 
improved  methods,  and  at  the  same  time  to  increase  the  output 
10  to  20  per  cent  by  the  use  of  improvements  in  drying,  particularly 
the  application  of  air  and  the  proper  handling  of  the  rolls. 

Comparatively  few  machine  rooms  were  being  provided  with 
improved  machinery,  although  their  number  was  increasing.  But 
there  should  be  a  thorough  study  made  of  the  possibilities  which 
would  result,  he  was  certain,  in  a  practical  revolution  of  the  process 
of  paper  making  by  machinery. 

Calvin  W.  Rice  asked  what  proportion  of  the  value  of  the  prod- 
uct of  a  paper  mill  the  cost  of  coimting  the  sheets  represented. 
He  asked  whether  the  product  had  now  been  developed  to  such  a 
uniformity  that  the  number  of  sheets  could  be  arrived  at  by  weigh- 
ing them,  and  if  not,  whether  other  processes  had  been  found  which 
would  avoid  the  expense  of  counting. 

Habrinoton  Emerson  said  that  some  seven  years  ago  he  was 
engaged  to  standardize  the  woric  in  a  paper  mill  very  similar  in 
size  to  the  one  described  in  the  paper.  His  assistants  standardized 
operations  in  a  number  of  departments.  There  were  at  least  3500 
different  varieties  of  paper.  A  great  deal  of  work  done  there  would 
have  been  very  useful  to  Mr.  Thompson  at  the  beginning  of  his 
studies,  and  with  it  as  a  basis  he  would  undoubtedly  have  extended 
the  studies  already  made. 

Mr.  Emerson  mentioned  this  because  he  felt  that  he  also  was 
often  duplicating  work  already  more  thoroughly  done  by  Mr.  Thomp- 
son and  others,  and  he  regretted  that  there  was  no  av£dlable  clearing 
house  of  experiences. 

As  an  evidence  of  the  thoroughness  with  which  some  of  the 
work  was  done,  he  would  say  that  the  plant  in  question  was  the 
only  place  in  the  world  as  far  as  he  knew  in  which  labor  costs  were 
so  immediately  and  accurately  distributed  that  in  nine  months 
they  were  not  one  mill  out  on  the  work  of  600  or  700  men,  and  the 
distribution  of  labor  costs  to  orders  was  complete  at  10  ajn.  of  the 
day  following.  The  work  was  performed  by  three  girls,  one  of 
whom  was  a  substitute. 
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Frank  B.  Gilbrbth  said  that  he  wished  to  take  great  exception 
to  Mr.  Thompson's  admirable  paper,  in  that  he  followed  out  the 
procedure  of  his  predecessors  in  giving  the  impression  that  there 
were  such  things  as  elementary  units  in  stop-watch  time  study, 
and  that  the  data  obtained  from  such  study  were  accurate,  trans- 
ferable and  of  permanent  value. 

He  wanted  to  call  attention  to  the  fact  that  the  Society  could 
not  go  very  far  in  utilizing  data  unless  they  were  in  such  form  that 
they  were  usable  by  all  the  members.  Stop-watch  time  study  was 
inacciurate,  through  the  fact  that  the  variable  of  the  human  element 
was  involved  in  pressing  and  reading  the  stop  watch,  and  in  writing 
the  record.  It  was  not  transferable,  in  that  it  did  not  provide  for 
recording  the  surrounding  conditions  under  which  the  observed 
activity  took  place.  For  these  two  reasons,  among  many  others, 
it  lacked  permanent  value. 

It  was  possible  to  obtain  accurate  records  of  activity  that  in- 
cluded not  only  the  time  taken  by  the  activity  but  also  the  time  of 
really  elementary  units  of  which  it  was  composed,  through  methods 
that  were  inexpensive,  available  and  adequate.  Through  the  use 
of  the  micromotion  method  and  the  cyclegraph  method,  which  he 
illustrated  by  lantern  slides,  it  was  possible  to  obtain  data  that  were 
so  complete  and  so  accurate  that  they  were  usable  at  any  time  by 
any  person.  From  these  data  might  be  obtained  charts  that  would 
enable  one  to  transfer  the  facts  obtained  not  only  from  one  activity 
to  another  but  from  one  type  of  worker  to  another  who  had  an 
entirely  different  mental,  physical,  or  material  equipment. 

The  special  importance  of  these  facts  at  this  time  was  their  rela- 
tion to  waste  elimination.  If  we  were  to  do  our  part  in  the  savings 
that  were  today  so  necessary,  we  must  begin  to  collect  our  data 
in  a  more  economical  fashion  and  put  them  into  such  shape  that 
they  might  be  universally  useful  in  the  shortest  amount  of  time 
possible.  He  would  therefore  urge  such  men  as  Mr.  Thompson,  who 
had  both  the  natural  ability  and  the  training  that  lead  to  expert- 
ness  in  observing  and  recording  data,  to  discard  inaccurate  and 
unscientific  devices  and  to  insure  that  the  results  of  investigations 
were  both  inmiediately  and  permanently  usable. 

Sanford  E.  Thompson  replied  to  Mr.  Rice  that  sheets  still 
were  counted  in  many  kinds  of  paper.  The  cost  of  counting,  how- 
ever, using  the  rubber  finger  tiftand  counting  by  fives,  was  small,  con- 
siderably less  than  one  cent  per  ream.    They  had  found  that  for 
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the  thicker  grades  it  was  possible  to  count  by  measurement  of  the 
thickness  of  the  pile. 

He  considered  that  Mr.  Carrier  was  too  low  in  his  percentages  of 
possible  cost  reduction.  There  was  a  chance  for  an  appreciable  in- 
crease in  production  and  improvement  in  quaUty  by  radical  changes 
in  machinery,  not  only  in  the  paper  machine^  but  also  in  the  beating 
engines,  and  these  problems  were  now  being  studied  in  the  mills 
referred  to  in  the  paper.  All  paper  mills  are  still  using  the  Hollander 
beating  engine,  which  was  invented  not  less  than  fifty  years  ago. 

Mr.  Gilbreth  was  correct  in  his  statement  that  time  study  was 
capable  of  further  standardization,  and  that  we  had  gone  only  a 
very  short  way  in  the  developing  of  standard  methods  of  taking 
time  and  in  getting  these  methods  so  that  the  results  of  different 
operators  would  be  comparable.  He  was  not  quite  ready  to  admit, 
however,  that  Mr.  Gilbreth's  methods  would  revolutionize  the  tak- 
ing of  times,  although  he  felt  that  moving  pictures  could  be  of 
great  value  in  many  cases. 
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DISK-WHEEL   STRESS   DETERMINATION 

By  S.  H.  Wbavbb,*  Schenectady,  N.  Y. 
Non-Member 

ThU  paper  describes  and  applies  a  simplified  method  for  determining  ike  cen- 
trifugal 8iresses  in  a  disk  wheel  of  given  irregular  shapes  of  section,  Stodola*s 
disk  theory  is  assumed,  together  with  his  formida  for  disks  of  hyperbolic-section 
profile.  The  formvlla  are  then  transformed  so  as  to  give  the  tangential  stresses 
at  the  inner  and  outer  radii  in  terms  of  the  radial  stresses,  ratio  of  radii,  and  shape 
ccnstanl  of  disk  section. 

For  a  given  disk  tvith  a  single  hyperbolic  oiUline  the  tangential  stresses  are 
expressed  in  terms  of  the  radial  stresses  or  loads;  and  if  the  latter  are  known,  the 
stresses  are  determinate.  In  case  the  disk^ecHon  outline  would  require  to  be  fitted 
hy  two  hyperbolas  meeting  at  the  same  thickness  of  disk,  the  wheel  section  can  he 
divided  at  the  meeting  point  of  the  curves  into  two  imaginary  rings.  The  rings 
at  the  meeting  poirU,  by  the  continuity  of  material  and  same  thickness,  are  held 
together  by  a  radial  stress  common  to  both  and  have  the  same  elongation  and  tangential 
ihtss.  One  can  then  write  the  tangential  stress  of  the  one  ring  equal  to  the  tangential 
stress  of  the  other  at  their  common  radii,  giving  one  equation  unth  the  one  unknown 
quantity,  the  radial  stress  common  to  both,  and  all  stresses  are  determinate.  Thus 
any  irregular-shaped  disk  can  be  fitted  within  hyperbolas,  divided  into  n  imaginary 
rings,  and  (n  —  1)  equations  written  for  the  common  meeting  points  of  the  curves 
viih  (n  —  1)  unknown  radial  stresses,  and  the  stress  problem  is  solvable. 

The  six  coefficients  whose  values  are  given  in  Equation  [4]  as  functions  of  the 
ntio  of  radii  and  hyperbolic  outline  of  disk  section,  are  laborious  to  calculate  but 
should  he  used  for  accurate  results.  For  commercial  work  approximate  equations 
[6]  are  given  which  cover  the  practical  disk  proportions,  and  within  the  limits  shoum 
hose  a  range  ijf  error  qf  less  than  one  per  cent. 

As  a  further  labor-saving  device  when  a  number  of  disks  are  to  be  estimated, 
the  approximate  equations  can  be  placed  in  an  alignment-chart  form.  An  appendix 
gives  the  range  and  proportion  of  the  five  charts  required  which  experience  has  shown 
to  he  the  most  useftd.  The  number  and  size  of  these  charts  for  accurate  reading  do 
not  permit  of  reproduction, 

A  practical  example  is  given  showing  the  actual  application  to  the  usual  disk 
wheel, 

^  General  Electric  Company. 


Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  The 
Ambrican  Society  of  Mechanical  Engineers. 
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TN  high-speed  machine  parts  a  disk  construction  of  the  rotating 
element  is  often  necessary,  because  a  disk  shape  has  a  smaller 
maximum  stress  in  the  material  used  than  any  other  construction; 
and  to  reduce  the  maximiun  stress  still  further  the  section  of  the  disk 
is  given  an  irregular  shape,  which,  however,  makes  the  stress  deter- 
mination more  difficult.  The  mathematical  determination  of  the 
three  stresses,  radial,  tangential,  and  axial,  acting  at  a  given  point  in 
the  disk  section,  is  impractical.  But  if  there  is  no  sudden  change  in 
the  axial  thickness  of  the  disk,  as  at  a  hub,  the  axial  stress  is  of  negli- 
gible value,  and  the  mathematical  side  is  greatly  simplified  by  con- 
sidering only  the  radial  and  tangential  stresses.  This  method  is 
treated  fully  in  Stodola's  Die  Dampfturbinen  and  Stodola's  Steam 
Turbine,  translated  by  Dr.  L.  C.  Loewenstein,  Mem.Am.Soc.M.E., 


Fig.  1     Disk  Profile,  Giving  Stress  Data 

but  the  resulting  fonnula  is  left  in  such  a  form  that  it  is  difficult  to 
apply,  even  by  those  well  acquainted  with  the  theory  and  the  mathe- 
matics. 

2  In  this  paper  is  described  a  method  developed  for,  and  used 
by,  the  General  Electric  Company,  which  has  resulted  in  reducing 
the  time  required  for  a  stress  computation  of  an  irregular-shaped 
turbine  disk  wheel  to  about  one-tenth  of  that  required  for  previous 
computations. 

3  While  the  profile  of  the  radial  sections  of  disk  wheels  is  usually 
made  up  of  straight  lines  and  arcs  of  circles,  the  equations  of  such 
lines  present  mathematical  difficulties  in  the  solution.  The  outline 
of  the  disk  section  can  be  closely  approximated  by  one  or  more 
hyperbolas  with  the  equation  t  =  a^^  where  t  is  the  thickness  at  the 
radius  r,  c  is  a  dimension  constant,  and  a  is  a  shape  constant  for  the 
profile  of  the  section;  a  has  a  negative  value  when  the  thickness  de- 
creases with  a  larger  radius,  a  zero  value  for  a  constant  or  uniform 
thickness,  and  a  positive  value  when  the  thickness  increases  with  a 
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larger  radius.    For  a  given  disk  profile  (see  Fig.  1)  the  value  of  a  may 
be  found  from 

_.  log((,A)      ^^     ^  _  log{ti/k)  ... 

log(r,/ri)     '''  log(r,/rx) ^^^ 

the  formula  being  chosen  which  gives  one  or  more  for  the  ratio  of 
thickness  numerically. 

4  The  equations  of  the  tangential  and  radial  stresses  as  given  in 
the  above  reference  are  as  follows: 

^  (1  ~  y>)  uio' 

^  5i[8  +  (3+7)a] 

T  =  i-3^[(l  +  3  V)pf^  +  (1  +  miF)frir«'-^  +  (1  +  nhV)  hnr^'^j 

where    mi,  m%  and  p  are  algebraic  quantities 

a  »  shape  constant  of  profile  of  disk  section 
u  »  mass  of  disk  material  per  unit  of  volume 
w  =  angular  velocity  of  rotation 
V  =  Poisson's  ratio  of  deformation  =  0.3  for  steel 
El  =  Young's  modulus  of  elasticity 
12  =  radial  stress  at  radius  r 
T  —  tangential  stress  at  radius  r 
r  =  any  radius  in  disk  section 
6i  and  hn  —  boundary-condition  constants. 

5  To  transform  these  equations  it  will  be  necessary  to  know 
two  stresses  so  as  to  determine  the  values  of  the  condition  constants 
6i  and  &ii.  Assume  a  known  radial  stress  Ri  at  radius  n  and  Rt  at 
radius  ft,  then  write  from  the  above  equations 

fii  =  i-^J(3  +V)w^  +  irrti  +  V)  ftin-i-^  +  (m,  +  V)  bnn^-'] 
Ri  =  Y~rvi  1(3  +  V)  pr,«  +  (mi  +  F)  biu^-^  +  (w,  +  V)  hufJ^''] 
Solving  for  6i  and  feu  gives,  writing  X  =  -i 

,            1  -  V^[Ri  -  K^'^Rii  +  (3  +  V)  prt^[K^-^  -  K^\ 
(>j  = — 


6a  =  + 


El  (mi  +  V)  (X"^-!  -  X-H-i)  rj'-^-i 

El  (mj  +  7)  (X-^-^  -  K"^-^)  r,»»»-^ 
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Placing  in  the  original  equation  for  tangential  stress  the  value  of  Ti 
at  n  and  Tj  at  rj  with  K  =  Vi/rt,  pves 

Ti  =  j-^  1(1  +  ZV)  vKW  +  (1  +  miV)  bx  (Xr,)--' 
+  il+m,V)bn{Krt)'^-^ 

Ti  =  YZryi  t(l  +  3  ^>  P^**  +  (1  +  '»'^)  ^"■»'"'"' 
+  (1  +  m,V)  fciir,--'] 

6    Substituting  in  these  equations  the  values  of  bi  and  hn  as  de- 
rived above,  and  remembering  that 
\  +  mxV  1  -H  nttV 

gives        Ti  =  4r,«  -  5fi,  +  Cft,    T,  =  Z)r,»  -  ERi  +  FRt, [2) 

where       B  =  '^'-^X^^~,    £=       '"'"'^ 


C  =  B^,.    F  =  B  +  a [3] 


^  =  -  8  +  (3  +  F)at(^  +  ^^^^'''^^  +  ^^  iK*B  -  C)] 

D  ^  -  ^_^_^^^y^^[(l  +  ZV)  +  (?  +  V)(K*E  -  F)] 

The  formula  for  A  and  D  can  be  further  simplified  by  substituting 
numerical  values  for  constant  conditions  in  practice. 

7  Disk  wheels  are  usually  made  of  cast  steel  or  steel  forging,  the 
weight  of  material  varying  from  0.28  to  0.283  lb.  per  cu.  in.  Take 
the  average  value  0.2815,  because  it  will  result  in  an  even  numeral 
m  the  reduction;  gravity  is  32.16  X  12  in.  per  sec.  per  sec.;  Poisson's 
ratio  of  deformation  V  =  0.3.  The  stresses  due  to  the  external 
centrifugal  load  and  the  weight  of  disk  itself  vary  as  the  square  of  the 
speed.  One  can  then  take  a  constant  1000  r.p.m.  for  all  disks,  and 
after  finding  stress  values,  reduce  to  any  desired  speed  by  multiply- 
ing by  the  square  of  the  speed  ratio. 

8  With  these  values 

0.2815     /2t  X  lOOOy 
uw"  32.16  X  12  V       60       /  1 


8  +  (3+  V)a  8+(3  +  0.3)a  l  +  0.4125a 

3.3  (C~JPg)- Log*      ^  ^  3.3  (F  -  K*E)  -  1.9 
1  + 0.4125a  '  l+0.4126a 

Collect  the  formul»  required  for  a  solution  of  the  stresses  (see  Fig.  1). 
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jr^n    ^_log(Vfi)    ^^    _     log(<i/<2) 

"^"v  " "■  iogaA)_^ "   iog(i/fcr 

F  =  S  +  a 

1  +  0.4125  a         '  1  +  0;4125  a 

The  tangential  stresses  at  n  and  ri  are 

Ti  =  Ar,«  -  BiJi  +  CRt [6a] 

Ti  =  Dr,*  -  £jBi  +  FRt [56] 

9  These  formula  are  in  a  form  more  easily  applied  than  the 
original  ones.  The  factors  A,  B,C,  D,  E  and  F  are  functions  only  of 
the  shape  constant  a  and  the  ratio  of  radii  K;  and  when  they  are 
computed  in  a  given  disk  for  particular  values  of  a  and  K,  they  may 
be  preserved  in  tabulated  form  for  future  problems  involving  the 
same  a  and  K  and  may  be  used  even  if  the  actual  dimensions  and  speed 
of  the  wheel  are  entirely  different. 

10  As  the  determination  of  the  values  of  the  functions  consumes 
the  greater  part  of  the  time  in  a  stress  calculation,  the  next  attempt 
was  to  place  the  tabulated  values  of  the  functions  in  a  curve  form  with 
the  function  and  a  and  K  as  variables.  When  plotted  on  rectangular 
coordinates,  the  curves  covered  so  much  space  and  some  of  the  func- 
tions gave  curves  crossing  each  other  in  such  a  maze  that  it  was  im- 
poBsible  to  read  the  values.  For  the  form  of  an  alignment  chart  the 
functions  are  so  complicated  that  an  accurately  constructed  chart 
would  involve  cumulative  readings,  introducing  too  large  an  error 
in  the  final  values  read.  The  conditions  were  finally  met  by  using 
simple  alignment  charts  based  on  approximate  equations  with  known, 
negligible  errors. 

11  The  approximate  equations  were  found  by  a  combination  of 
mathematical  and  cut-and-try  methods  and  apply  to  the  disks  of 
practical  proportions.  The  ratio  of  thicknesses  is  limited  to  a  value 
not  greater  than  5.  For  values  of  a  between  0  and  —5  and  K  be- 
tween 0.1  and  0.8  (except  C  where  the  K  range  is  0.4  to  0.8),  the  total 
range  of  error  from  the  plus  to  the  minus  value  is  about  0.7  of  one  per 
cent.  For  the  large  plus  values  of  a  between  0  and  +40  and  K  be- 
tween 0.8  and  0.97,  the  total  range  of  error  is  about  0.6  of  one  per  cent. 
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12    These  approximate  equations  are,  using  common  logarithms: 

log—  ®*    ""* 

S=_^(a.+  lOa)-|  +  (^,-2)     [K[a 

0.1       0 

log—  ®-®^    *® 

._«(„  +  :„„)  _2+(j4^-2)     K  . 

0.8       0 


io4 

3.33 


0.8      -< 


(a*  +  4.8o)+|  +  j^,  [^[a 


0.4      0 
0.07     40 


•  16) 


0.8       0 

A  =  3.1  (1  -  K)^^a+  (6.6  +  lAK^) 
D  «  1.25  (1  -  KY'^  a  +  (6.6  K^  +  1.4) 

On  charts  made  from  the  above  equations  one  can  read  three  numerals 
from  the  scales,  which  is  close  enough  for  commercial  stress  work. 

13  Wheels  usually  have  parts  of  uniform  or  constant  thickness, 
and  the  values  of  the  functions  are  then  so  simple  that  they  can  be 
calculated  accurately  as  quickly  as  reading  the  values  from  the  charts. 
For  uniform  thickness  the  functions  reduce  to 

a  =  0,    K-^l,    C  =  j-:^,B  =  F  =  C-1,  B  =  C-2       j^ 

A  =  6.6  +  1.4/J:«,    Z)  =  6.6X*+1.4 
with  A  and  D  for  1000  r.p.m.  and  disk  material  of  0.2815  lb.  per  cu.  in. 

EXAMPLE 

14  The  application  of  the  formula  and  principle  involved  can 
be  shown  in  connection  with  an  example.  Fig.  2  shows  the  half- 
section  of  a  disk  wheel  designed  to  run  at  3600  r.p.m.  The  profile  of 
the  disk  must  be  represented  by  a  number  of  connecting  hyperbolas 
whose  a  value  can  be  found  from  Equation  [4].  The  disk  section  is 
divided  mto  sub-sections  or  rings  numbered  1,  2,  3, 4  and  5,  each  sub- 
section having  a  value  of  a,  and  the  same  thickness  where  they  join 
the  adjacent  section.    Rings  1  and  5  are  of  uniform  thickness,  hence 
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a  is  aero.  Ring  4,  the  thickness  of  which  increases  very  rapidly  with 
the  radius,  has  a  large  positive  value  for  a.  For  the  part  marked 
rings  2  and  3,  two  sections  are  used  because  the  profile  is  better  repre- 
sented by  larger  values  of  K,  and  since  the  thickness  decreases  as  the 
radius  increases,  both  values  of  a  are  negative. 

15  Of  the  different  radial  stresses  two  must  be  known.  The 
radial  stress  at  the  bore  may  be  taken  as  zero,  for  the  shrink  fit  with 
which  the  wheel  is  placed  on  the  shaft  may  be  supposed  to  be  ahnost 
neutralized  at  normal  speed  by  the  centrifugal  expansion  at  the  bore, 
and  at  some  overspeed  the  radial  stress  is  zero.  The  outer  radial 
stress  of  the  bucket  load  equals  the  centrifugal  force  of  the  buckets, 
covers,  etc.,  at  1000  r.p.m.  (14.2  X  weight  in  lb.  X  diameter  in  in.) 


/5<./ 


ji*-^  tf^->| 


Fig.  2    Half-Section  of  Disk  Wheel  Designed  to  Run 
3600  R.P.M. 

divided  by  the  outer  cylindrical  area  of  the  rim.  In  the  example  this 
radial  pull  per  sq.  in.  of  surface  at  r  =  ISf  in.  is  156.1  lb.  per  sq.  in. 
at  1000  r.p.m. 

16  Let  the  unknown  radial  stress  at  the  lines  dividing  the  imagi- 
^^  rings  be  e  between  rings  1  and  2,  /  between  rings  2  and  3,  g  be- 
tween rings  3  and  4,  and  h  between  rings  4  and  5.  Collect  the  data 
in  tabular  form  (Table  1).  For  the  constants  A  to  F  calculate  for 
accurate  work  from  Equations  [4]  and  [7];  for  approximate  results 
calculate  from  Equations  [6]  and  [7],  or  read  from  alignment  charts 
values  of  Equation  [6]  when  placed  in  chart  form. 

17  Prom  construction  there  is  only  one  thickness  at  any  given 
radius,  therefore  only  one  set  of  streiSs  values  at  any  particular  rQ,dius. 
Thus  at  the  line  dividing  the  imaginary  rings  1  and  2  there  can  be 
only  one  radial  stress  e  and  one  tangential  stress,  so  that  one  can  write 
the  outer  tangential  stress  of  ring  1  by  Equation  [66]  equal  to  the  inner 
t^^i^gential  stress  of  ring  2  by  Equation  [6a].    In  the  same  way  at  the 
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line  separating  rings  2  and  3,  the  outer  tangential  stress  of  ring  2 
equals  the  inner  tangential  stress  of  ring  3.  Write  an  equality  of  the 
tangential  stress  for  each  division  line  between  imaginary  rings  and 
then  solve  for  the  unknown  radial  stresses  (e,  /,  g  and  h). 

18    The  equalities  of  the  tangential  stresses  are: 
at  r  =  6.25, 

3.18  X  (6.25)«  -  7.4  X  0  +  1.74  e  =  5.99  X  (10)*  -  4.17  e  +  1.49  /; 
at  r  =  10, 

3.33  X  (10)«  -  2.31 6  +  1.27  /  =  6.58  X  (16.25)*  -  2.99/  +  2.25  g 
at  r  =  16.25, 

3.59  X  (16.25)«  -  1.62/ +  1.69  g  =  8.09  X  (18)*  -  4.03(7  +  21.33  h 
atr  «=  18, 
7.09X(18)*-3.75(/+19.03A  =  7.89X(18.75)*-24.5U+25.5lXl56.1 

TABLE  1    DATA  FOR  STRESSES  AT  LINES  DIVIDING  THE 
IMAGINARY  RINGS  IN  FIG.  2 


Ring  Number 

1 

2 

3 

4 

5 

n 

3.25 

6.25 

10.00 

16.25 

18.00 

n 

6.25 

10.00 

16.25 

18.00 

18.75 

h 

5.00 

5.00 

1.28 

0.68 

3.14 

«■ 

5.00 

1.28 

0.68 

3.14 

3.14 

K^n/rt 

0.52 

0.625 

0.615 

0.903 

0.96 

• 

0.00 

-2.9 

-1.3 

15.00 

0.00 

Ri 

0.00 

« 

/ 

0 

k 

Ri 

« 

/ 

0 

k 

156.1 

A 

6.08 

5.M 

6.58 

8.09 

7.80 

B 

1.74 

4.17 

2.90 

4.03 

24.51 

C 

2.74 

1.40 

2.25 

21.33 

25.51 

D 

S.18 

3.83 

8.59 

7.00 

7.48 

B 

0.74 

2.81 

1.62 

3.75 

28.51 

F'B-\-a 

1.74 

1.27 

1.69 

19.03 

24.51 

19    The  solution  of  these  equations  gives 

e  =  433,  /  =  1398,  g  =  1578,  and  A  =  238. 
Substituting  in  either  the  right  or  left  side  of  the  above  equations 
gives  the  tangential  stress  at  the  respective  radii.  The  tangential 
stress  at  the  bore  is  6.98  X  (6.25)*  -  1.74  X  0  +  2.74  X  433  =  1458; 
at  the  outer  rim  =  7.48  X  (18.75)*  -  23.51  X  238  +  24.51  X  156.1 
=  853.    The  stresses  at  1000  r.p.m.  are 

for    r  =  3.25  6.25  10  16.25  18        18.75 

£  =  0  433  1398  1578  238  156 

T  =  1458         877  1109  1345  915  853 
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The  stress  at  intennediate  points  in  any  ring  can  be  computed  from 
the  above  known  values  by  the  use  of  both  Equations  [6a]  and  [66]. 

20  For  3600  r.p.m.  all  the  stresses  should  be  multiplied  by 
(3600/1000)*  =  12.96,  giving 

for    r  =  3.25  6.25  10        16.25  18        18.75 

iJ  =  0  5608       18115       20450         3189         2020 

T  =  18900  11386       14368       17430       11858       11052 

The  radial  elongation  at  any  radius  r  is  e  =  (T  -  0.3  jB)r/29,000,000, 
where  29,000,000  is  the  modulus  of  elasticity  of  the  disk  material. 
The  radial  elongation  at  3600  r.p.m.  is  then 
for  r  =  3.25  6.25        10  16.25        18  18.75 

€  =  0.00212    0.00208    0.00308    0.00633    0.00677    0.00676 

21  The  time  required  for  an  accurate  solution,  using  the  original 
Stodola  formula,  is  about  forty-five  hours;  the  use  of  the  approxi- 
mate formula  in  alignment-chart  form  reduces  the  time  to  about  five 
hours.  As  to  the  error  in  the  approximation,  a  comparison  has  been 
made  on  seven  disks  in  which  one  wheel  had  the  maximum  stress  one 
per  cent  low;  the  remaining  disks  had  too  high  a  value  of  stress,  the 
greatest  error  being  three  per  cent. 
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APPENDIX 

ALIGNMENT  CHARTS 

22  While  any  one  acquainted  with  alignment  charts  can  place  Equation  [6| 
in  chart  form,  experience  has  shown  the  methods  that  involve  the  least  amount 
of  work  and  the  range  of  values  required.  Each  function  or  letter  is  placed  in  two 
charts,  one  for  the  a  range  of  0  to  —  5,  and  the  other  for  the  a  range  of  0  to  +40. 

23  A  chart.  Title,  **Art*  »  tangential  stress  at  n  at  1000  r.p.m.  due  to  the 
weight  of  disk.  When  o  «  0,  A  =  6.6  +  1.4  K*."  The  o  scale  is  linear  and 
ranges  from  0  at  the  bottom  to  —  5  at  the  top.  The  A  scale  is  linear  and  ranges 
from  3  at  the  bottom  to  7.5  at  the  top.  K  varies  from  0  to  0.8.  The  support  or 
middle  scale  with  valuesoof  K  is  curved.  Locate  the  points  for  K  »  0.8,  0.7,  0.6, 
etc.,  by  using  two  values  of  a,  say  0  and  —  3,  then  draw  a  smooth  curve  through 
the  points.  The  smaller  divisions  are  located  by  using  A  values  for  a  «  0.  In  the 
second  A  chart,  the  a  scale  is  linear  and  ranges  from  0  at  the  top  to  +40  at  the 
bottom;  the  A  scale  is  linear  and  ranges  from  7.5  at  the  bottom  to  8.5  at  the  top, 
while  K  varies  from  0.8  to  1,  the  X  points  being  located  as  in  the  first  chart. 

24  D  chart.  Title,  **Dr^  ~  tangential  stress  at  ft  at  1000  r.p.m.  due  to  the 
weight  of  disk.  When  a  =>  0,  D  »  6.6  X>  +  1.4."  The  a  scale  is  linear  and 
ranges  from  0  at  bottom  to  —  5  at  the  top.  The  D  scale  is  linear  and  ranges  from 
1.5  at  bottom  to  5.5  at  the  top.  K  varies  from  0  to  0.8.  The  D  chart  is  con- 
structed the  same  as  the  A  chart.  In  the  second  D  chart  the  a  scale  is  Linear  and 
ranges  from  0  at  top  to  +  40  at  bottom.  The  D  scale  is  linear  and  ranges  from 
5.5  at  bottom  to  8  at  the  top.    K  varies  from  0.8  to  1. 

25  B  and   F  chart.    Title,  "B  =  X—  ^,  /^  =  X  +  |,  Bft  =  tangraitial 

stress  at  n  due  to  the  radial  stress  Ri,  FRt  =  tangential  stress  at  ft  due  to  the 
radial  stress  jBj.    When  a  =  0,  B  =  F  =  C—  1."    The  equation  is 

los  -" 

In  the  first  chart,  a  values  are  from  0  at  top  to  —  4  at  bottom  of  scale,  plotting  dis- 
tance from  zero  of  (a*  —  1.2  a)  instead  of  a.  The  range  is  from  0  for  a  »  0  to 
20.8  f or  a  "  r*  4.  The  range  of  the  X  scale  is  linear  from  1  at  the  bottom  to  5  at 
the  top.  K  varies  from  0  to  0.8  and  is  located  as  in  the  A  curve.  In  the  second 
chart,  the  a  scale  ranges  from  0  at  the  top  to  +40  at  bottom  and  is  scaled  by  the 
values  from  (a*—  1.2 o).  The  range  is  from  0  for  a  =  0  to  1552  for  o  =  40. 
The  X  scale  is  linear  and  ranges  from  5  at  the  bottom  to  35  at  the  top.  K  varies 
from  0.8  to  0.97. 

26    C  chart.    Title,  "C  =»  y  +  x.    CRt  -  tangential  stress  at  n  due  to  the 

2       " 
radial  stress  Rt.    When  o  =  0,  C  =  ^ ^.       The  equation  is 

1  ~~  A* 


C-^=y  =  -^(a*  +  4.8a)  + 


2"       3.33  '•'  ^'•"•"^i-K« 
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In  the  first  chart  a  varies  from  0  to  —  4.8,  plotting  distance  of  a  on  the  scale 
from  sero  at  the  bottom  from  the  value  (a*  +  4.8  a)  to  a  »  —2.4  at  the  top. 
Range  of  scale  distance,  0  to  5.76;  y  scale  is  linear  and  ranges  from  0  at  bottom 
to  5.5  at  the  top.  K  varies  from  0.4  to  0.8;  the  i>oints  are  located  as  in  the  other 
curyes.  In  the  second  chart  a  varies  from  0  to  +40,  plotting  scale  distance  of  a 
from  0  at  the  top  to  +40  at  the  bottom  from  the  values  of  (a*  +  6  a).  The 
equation  is 

a  ^^^ 


2^       4.66  ^"  ^--'^i-ii:« 

The  range  of  scale  distance  is  0  to  1840;  y  scale  is  linear  and  ranges  from  0  at 
botUnn  to  30  at  the  top.    K  varies  from  0.8  to  0.07. 

27    JSr  chart.    Title,  "  J?  »  Z  —  | .    ^/2i  »  tangential  stress  at  ri  due  to  the 

radial  stress  Ri.    When  a  »  0,  E  =  C  —  2."    The  equation  for  the  first  chart  is 

ayariesfrom  0  at  bottom  to  —  5  at  top,  and  scale  distance  is  measured  from  0  by 
the  value  of  (a^  +  10  a).  The  range  of  distance  is  0  to  25.  The  Z  scale  is  linear 
and  rangee  from  0  at  the  bottom  to  3.6  at  the  top.  K  varies  from  0.4  to  0.8,  with 
the  points  for  K  located  as  in  previous  charts.  The  equation  for  the  second  chart 
is 

^  +  ^  =- Z  -  "7^  (o' +  1 0  a)  +  pf^  -  2 

where  a  varies  from  0  to  +40,  plotting  the  scale  distance  of  a  from  0  at  the  top  by 
means  of  the  values  from  (a*  +  10  a).  The  range  of  dbtance  is  0  to  2000.  The 
Z  acale  is  linear  and  ranges  from  3.5  at  the  bottom  to  30  at  the  top.  K  varies 
from  0.8  to  0.97,  with  the  [>oints  for  K  located  as  in  the  other  curves. 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Ko.  1689 

A  FOUNDATION   FOR  MACHINE-TOOL 
DESIGN  AND  CONSTRUCTION 

By  a.  L.  Db  Leeuw,  Plainfield,  N.  J. 
Member  of  the  Society 

The  author  emphasizes  the  fad  that  engineering  development  fias  been  most  rapid 
in  those  branches  which  have  had  the  assistance  of  mathematics  and  science.  For 
tumpUf  the  development  of  the  steam  engine  in  its  first  stages  ivas  slow  and  hesitating; 
InU  tohen  the  fundamental  facts  of  thermodynamics  were  understood  its  progress  he- 
came  mare  rapid.  It  thus  became  possible  to  imagine  a  lOO-per-cent-efficient  engine 
working  on  an  ideal  cyde,  with  which  the  operative  engine  could  be  compared, 

Siimlarlyf  in  respect  to  machine  tools,  questions  are  enumerated  upon  which  in- 
formation is  needed  in  order  to  follow  the  line  of  recent  development  of  the  steam  engine. 
Tkeu  relate  particularly  to  the  functions  and  action  of  the  cutting  tool,  the  action  of  the 
cutting  Ivbricantf  etc. 

Experiments  already  made  by  the  author  are  outlined  and  suggested  lines  of  ex- 
pmmentation  are  indicated, 

THE  rapidity  of  progress  of  the  various  branches  of  engineering 
may  be  said  to  be  in  proportion  to  the  ease  with  which  their 
principles  can  be  reduced  to  mathematics.  This  was  perhaps  never 
so  clearly  shown  as  in  the  case  of  the  development  of  alternating- 
current  apparatus.  It  may  ahnost  be  said  that  the  branch  of  alter- 
nating-current engineering  was,  like  Pallas  Athene,  bom  full-grown. 
Here  was  a  case  where  the  science,  the  mathematics  of  this  branch, 
was  at  hand,  waiting  for  somebody  to  apply  it.  As  a  result,  alter- 
nating-current apparatus  has  known  no  period  of  experimentation, 
of  stumbling,  fumbling  progress. 

2  Ck)mpare  this  with  the  slow,  hesitating  development  of  the 
steam  engine  in  its  first  stages.  In  that  case  nothing  was  known 
except  that  steam  would  exert  pressure;  but  no  knowledge  existed  of 
the  properties  of  steam,  of  thermodynamics,  nor  of  the  mathematics 
of  engmeering  materials.  The  moment  that  the  fimdamental  facts 
of  thermodynamics  were  imderstood,  and  were  reduced  to  mathe- 
matics, the  progress  of  the  steam  engine  became  more  rapid. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  The 
Ambucak  Socibtt  or  Mechanical  Engineers. 
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3  Many  instances  could  be  given  to  show  that  the  opening  state- 
ment of  this  paper  is  true;  but  the  writer  believes  that  the  truth  of 
the  statement  is  so  well  recognized  nowadays  that  further  proof  may 
be  omitted.  There  are  branches  of  engineering  which  are  not  capable 
of  such  rapid  development,  because  their  fundamentals  are  not  so 
much  based  on  science  as  on  art.  Though  ceramics  may  be  assisted 
by  the  engineer,  it  can  never  be  a  true  branch  of  engineering,  because 
it  depends  on  art,  on  skill,  and  not  on  science.  All  that  science  can 
do  for  ceramics  is  to  improve  the  facilities  for  applying  the  art  of  the 
workman,  for  expediting  his  processes,  and  for  delivering  the  materials 
to  the  artists.  The  same,  though  to  a  lesser  degree,  may  be  said  of 
the  textile  industry. 

4  There  are  other  branches  of  engineering  which  have  not  had 
the  assistance  of  science  up  to  the  present  time,  but  which  might  have 
that  assistance  if  science  could  dig  out  the  foundations  on  which 
these  branches  of  engineering  rest. 

5  Machine-shop  methods  have,  as  a  whole,  developed  so  slowly 
and  through  so  many  centuries  that  we  are  apt  to  forget  that  these 
methods  should,  and  actually  do,  rest  on  fundamental  knowledge  of 
materials  to  be  worked,  and  tools  to  work  with. 

6  As  it  is,  the  knowledge  we  have  is  legendary;  transmitted 
from  father  to  son,  or  from  teacher  to  pupil,  by  word  of  mouth.  Now 
and  then  some  article  or  book  has  been  written  describing  the 
methods  in  use  but  without  giving  any  fimdamentals,  and,  as  a  con- 
sequence, is  soon  forgotten  or  replaced  by  some  more  up-to-date  or 
more  fashionable  knowledge.  Considering  the  fsict  that  by  far  the 
greater  part  of  mechanical-engineering  work  is  done  in  workshops, 
and  that  by  far  the  greater  work  done  in  these  workshops  has  to  do 
with  the  cutting  of  metals,  it  is  really  surprising  that  no  positive 
knowledge  exists  on  this  subject.  Millions  of  people  have  spent  a 
large  portion  of  their  lives  cutting  metals;  improvements  in  tools  and 
methods  have  been  made,  and  yet,  at  the  present  day,  we  cannot 
predict  along  what  lines  we  may  look  for  further  progress.  Here  and 
there  attempts  have  been  made  by  individuals  to  reduce  to  a  S3rstem 
the  fragmentary  knowledge  that  we  have,  but  without  much  success. 
At  the  best,  it  may  be  said  that  we  now  have  better  records  of  what 
we  are  doing  than  we  formerly  had,  but  any  little  progress  we  make  is 
due  to  the  cleverness  of  individuals  and  not  to  the  existence  of  a 
guiding  science. 

7  It  might  be  objected  here  that  numerous  investigators  have 
collected  data  and  have  made  comparative  tests  of  machines  and 
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tools  for  cutting  metals.  The  writer  needs  to  point  only  to  the  work 
of  Professor  Nicolson  and  The  Art  of  Cutting  Metals,  by  the  late 
Frederick  W.  Taylor.  However,  important  and  meritorious  as  these 
attempts  are,  they  do  not  establish  fundamentab,  nor  were  they  in- 
tended to  do  so. 

8  We  might  imagine  that  the  steam  engine,  without  the  assist* 
ance  of  mathematics,  or  the  knowledge  of  its  fundamental  laws,  had 
stumbled  along  for  a  number  of  centuries,  and,  by  the  perseverance 
and  ingenuity  of  a  number  of  individuals  had  finally  developed  into  a 
variety  of  more  or  less  highly  perfected  engmes,  just  as  machine  tools 
have  arrived  at  that  stage.  We  might  then  further  imagine  that 
some  intelligent  and  inquisitive  individual  was  making  comparative 
tests  of  these  various  engines,  boilers,  etc.,  and  that  finally  he  arrived 
at  a  set  of  data  quite  new  and  of  great  interest  to  future  designers 
and  users  of  steam  engines  and  boilers.  Such  a  man  would  then 
have  done  for  steam  engines  and  boilers  what  Professor  Nicolson  and 
F.  W.  Taylor  have  done  for  cutting  tools  and  machines.  He  would 
not,  however,  have  established  a  solid,  scientific  foundation  for  the 
design  and  analysis  of  steam  engines,  such  as  we  have  at. the  present 
time.  Such  a  foundation  can  only  be  furnished  by  the  knowledge 
of  the  laws  of  nature  underlying  the  science,  and  by  the  ability  to 
apply  mathematics  to  these  laws,  which  makes  the  laws  of  nature 
into  laws  of  mechanics. 

9  To  go  further  with  the  idea:  As  soon  as  the  laws  of  thermo- 
dynamics were  understood  and  had  been  reduced  to  mathematics, 
it  became  possible  to  imagine  an  ideal  steam  engine,  which  is  another 
term  for  a  100-per-cent-efficient  steam  engine,  and  to  show  what  is 
the  inaTrimum  obtainable  efficiency  in  any  steam  engine.  It  was 
therefore  possible  to  express  the  efficiency  of  existing  or  of  contem- 
plated steam  engines  in  percentage  of  the  ideal  engine.  In  other 
words,  the  ideal  steam  engine  became  the  standard  or  unit  of  measure- 
ment. It  was  no^  longer  possible  for  any  designer  or  builder  to  think 
that  he  had  produced  a  steam  engine  of  the  highest  possible  efficiency 
merely  because  his  steam  engine  was  twice  as  efficient  as  some  other 
existing  engine. 

10  Mathematical  analysis  would  soon  show  him  that  his  engine 
was  stiD  very  far  from  the  ideal,  that  is,  from  the  standard,  and  after 
buil.ding  his  engine  a  test  would  show  him  how  closely  he  had  ap- 
proached in  practice  the  product  he  had  intended  to  build.  In  other 
words,  he  could  use  his  theory  to  check  up  his  practice.    The  fact 
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that  the  mefficiency  of  the  engme  was  known,  left  the  door  open  for 
further  improvements. 

11  Boiler  construction,  and  especially  boiler  design  and  furnace 
design,  made  rapid  progress  when  engineers  began  to  apply  knowledge 
of  physics,  chemistry,  and  of  mathematics  to  the  art.  Many  times 
analysis  showed  that  the  results  obtained  were  very  unsatisfactory 
as  compared  with  the  possible  results,  and  that  there  was  no  immediate 
possibility  of  making  improvements,  either  because  here  and  there 
was  a  gap  in  the  engineer's  knowledge,  or  else  the  proper  materials 
were  lacldng  for  the  building  of  a  structure  such  as  his  mathematical 
vision  had  shown  him. 

12  The  writer  needs  to  refer  only  to  the  history  of  gas  engines 
and,  especially,  of  steam  turbines.  Though  the  engineer  was  not  able 
to  accomplish  at  once  the  things  he  wished  to  do,  the  problem  was 
formulated  and  further  developments  could  be  grasped  and  used  for 
the  solution  of  these  problems.  Disastrous  strains  in  the  rotor  of  a 
turbine  are  no  longer  disastrous;  insurmountable  difficulties  of  lubri- 
cation are  no  longer  insurmountable;  and  the  steam  turbine  is  with 
us,  though  at  one  time  it  was  merely  the  vision  of  the  scientist;  or, 
as  he  is  often  called  by  those  lacking  in  vision,  the  theorist. 

SCIENTIFIC  DEVELOPMENT  OF  MACHINB  TOOLS 

13  What  are  the  things  we  should  know  about  tools  and  machine 
tools  to  enable  us  to  make  these  important  servants  of  our  present- 
day  civilization  follow  the  line  of  development  which  the  steam  ^igine 
had  enjoyed? 

14  Is  it  possible  to  develop  a  theory  of  the  ideal  machine  tool, 
such  as  has  been  developed  for  the  steam  engine? 

15  Fig.  1  shows  two  stress  diagrams  of  cold-roUed  steel,  of  which 
one  specimen  had  a  tendle  strength  of  95,000  lb.  and  an  elongation 
in  2  in.  of  12  per  cent,  and  the  other  a  tensile  strength  of  85,900  lb. 
and  an  elongation  in  2  in.  of  7.4  per  cent.  The  area  of  each  piece 
was  i  sq.  in.  and  the  length  between  gripping  jaws  2  in.  The  amount 
of  work  done  in  separating  the  first  piece  was  3500  ft-lb.  per  sq.  in. 
of  s^tion,  and  for  the  second  piece  2000  ft-lb.  per  sq.  in. 

16  In  parting  th^  pieces,  the  same  result  was  obtained  as  if  half 
the  piece  were  removed  by  means  of  a  cutting  tool.  Of  course,  this 
way  of  removing  metal  does  not  permit  of  controlling  the  shape  or 
the  finish  of  the  renudning  piece;  but  just  the  same,  a  cbrtajn  amount 
of  metal  has  been  removed  as  effectively  as  if  it  had  been  done  with 
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a  cutting  tool.  If  this  amount  of  metal  bad  been  removed  in  one 
minute  by  a  cutting  tool  used  in  one  of  the  present-day  machme  tools, 
the  amount  of  power  required  to  do  this  work  would  have  depended 
on  the  quality  of  the  tool  and  the  nature  of  the  machine;  but  in  no 
case  would  it  have  been  less  than  ^  hp.,  assuming  a  reasonable  time 
dement. 

17    If  the  only  function  of  a  machine  tool  were  the  removal  of 
metal,  we  would  find  that  our  best  machine  tool  has  an  efficiency  of 
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from  0.12  to  0.22.    Even  the  better  of  these  figures  is  very  low  com- 
pared with  the  efficiency  of  other  machines. 

18  If  chips  could  be  removed  from  a  piece  of  work  by  a  straight 
puU,  the  ideal  machine  tool  would  be  one  which  would  remove  ma- 
terial with  the  same  amount  of  poyirer  expenditure  as  that  required 
by  the  testing  machine.  While  we  would  not  expect  to  obtain  such 
effidency  in  practice,  we  would  certainly  aim  to  reach  a  much  higher 
efficiency  than  we  are  now  able  to  obtain.  However,  the  question 
is  whether  material  is  removed  by  a  straight  pull,  and  this  leads  to  the 
confession  that  the  writer  does  not  know  what  the  exact  nature  of  the 
cutting  of  metal  is,  and  he  believes  further  that  he  is  not  alone  in  his 
ignorance. 

19  To  the  writer's  knowledge,  no  experiments  have  been  made 
which  establish  the  true  nature  of  the  cutting  of  metals  with  a  reason- 


Digitized  by  VjOOQIC 


190      FOUNDATION  FOR  MACHINB-TOOL  DESIGN  AND   CONSTBUCTION 

able  certainty.  In  The  Art  of  Cutting  Metals  and  elsewhere  dia- 
grams are  shown  of  the  supposed  action  of  a  cutting  tool.  (See 
Fig.  2.)  The  writer  is  inclined  to  believe  that  these  diagrams  repre- 
sent a  very  good  first  guess;  but  he  wishes  to  point  out  that  this  guesB 
is  not  based  on  anything  better  than  the  inward  vision  of  the  authors 
of  these  various  works.  If  this  guess  is  correct,  then  the  act  of  cut- 
ting metal  is  a  removal  of  the  chip  by  tension,  and  the  amount  of 
power  consumed  for  cutting  should  not  be  more  than  that  required 
by  the  testing  machine.  If  this  is  so,  the  total  wastage  of  power  in 
all  the  machine  shops  of  the  world  is  enormous;  and  it  certainly 
would  be  worth  while  to  investigate  this  matter  thoroughly,  merely 
from  the  standpoint  of  the  conservation  of  energy. 

20  But  this  is  not  all.  Every  foot-pound  of  energy  wasted  in  a 
machine  tool  means  expenditure  of  power  in  destroying  tools  and 
wearing  out  machines.  It  seems  to  the  writer  that  the  problem  of 
this  wastage  of  power,  tools  and  machines  is  of  enough  importance  to 
bring  it  to  the  attention  of  this  Society. 

QUESTIONS  WHICH  NEED  TO   BE  ANSWERED 

21  Among  the  questions  which  should  be  answered  before  we 
can  design  machine  tools  in  a  thoroughly  scientific  manner  are  the 
following: 

a  When  we  turn  up  a  narrow  disk  by  means  of  a  square-nosed 
turning  tool  of  which  the  width  is  greater  than  the  width 
of  the  disk,  is  the  action  of  removing  the  chip  purely  a 
matter  of  tension?    Or,  if  not,  what  is  it? 

b  Does  the  front  end  of  the  tool  have  any  function  at  all? 

c  How  far  from  the  edge  of  the  tool  is  the  point  where  the  chip 
strikes  the  tool? 

d  If  the  action  is  purely  a  matter  of  pull,  and  the  chip  does  not 
strike  the  top  of  the  tool  at  the  cutting  point,  but  some 
distance  farther  back,,  then  is  it  necessaiy  that  the  cutting 
edge  of  the  tool  be  sharp? 

6  What  is  the  nature  of  the  lamination  of  the  chip? 

/  How  much  power  is  required  for  the  actual  removal  of  the 
chip,  for  the  friction  between  chip  and  tool,  and  how  much 
for  laminating  the  chip? 

g  What  would  be  the  best  shape  for  such  a  turning  tool  for 
this  particular  turning  operation? 

h  How  does  the  amount  of  power  vary  witji  the  various  angles 
of  the  tool? 
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i  If  the  turning  operation  is  not  as  simple  as  the  one  assumed 
in  question  a;  if,  for  instance,  there  is  a  idde  feed,  such  as 
in  ordinary  shaft-turning  operations,  how  is  the  cutting 
action  modified  by  this  side  feed? 

;  If  the  chip  is  removed  by  the  action  of  the  top  of  the  tool, 
that  is,  if  the  front  of  the  tool  has  no  function,  then  what 
determines  the  nature  of  the  finish  of  a  cut? 

k  In  what  relation  does  the  power  required  for  the  side  feed 
stand  to  the  power  required  for  the  actual  removal  of  the 
chip?  ,, 

22  A  great  many  other  questions  which  could  be  asked  cannot 
be  answered  at  the  present  time,  and  still  more  questions  would 
naturally  present  themselves  as  soon  as  we  had  some  little  elementary 
knowledge  on  this  subject. 

ACTION  OF  A  CUTTING  LUBRICANT 

23  As  dark  a  subject  as  the  action  of  the  tool  itself  is  the  action 
of  a  cutting  lubricant.  It  is  a  well-known  fact  that  the  use  of  a  lubri- 
cant and  the  nature  of  the  lubricant  used  affect  both  the  finish  and 
the  size.  A  very  pertinent  question  which  might  be  asked  is  this: 
If  the  chip  is  separated  by  tension,  that  is,  if  the  point  where  the  chip 
begins  to  separate  from  the  work  is  some  distance  ahead  of  the  point 
of  the  cutting  tool,  how  can  the  cutting  lubricant  affect  either  size  or 
nature  of  finish? 

24  Another  equally  puzzling  question  is:  If  one  of  the  functions 
of  the  cutting  lubricant  is  to  reduce  the  friction  between  chip  and 
tool,  why  should  we  not  use  a  heavy  lubricating  oil  instead  of  a  light 
lard  oil  which  has  practically  no  lubricating  quaUties? 

25  Or  again,  we  might  ask  this  question:  If,  as  facts  seem  to 
show,  the  best  results  are  obtained  with  a  cutting  lubricant  which 
has  littie  viscosity  and  which,  therefore,  can  readily  rise  between  chip 
and  work  by  capillary  action,  what  is  the  action  of  the  oil  on  the 
separation  of  the  chip,  seeing  that  the  oil  only  gets  to  the  point  of 
separation  after  the  chip  is  separated? 

26  Even  more  puzzling  than  the  effect  of  a  cutting  lubricant  on 
finish  is  the  effect  it  seems  to  have  on  the  size  of  the  work.  We  do 
not  see  at  the  present  time  how  it' is  possible  for  the  lubricant  to  in- 
fluence the  size,  yet  that  it  does  do  this  has  been  observed  a  great 
many  times. 

27  The  writer  had  occasion  to  look  into  this  matter  when  trying 
to  determine  the  best  cutting  lubricant  for  automatic  screw  machines 
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on  small  and  medium-sized  work.  The  lubricant  in  use  was  a  mineral 
oil  with  15  per  cent  lard  oil.  A  certain  job  was  selected,  for  which  a 
form  tool  was  used,  and  24  screws  were  made  with  the  regular  com- 
pound. The  screws  came  true  to  size  within  the  limit  of  one-half  of 
one  thousandth.  The  oil  was  then  removed  from  the  machine  and 
machine  and  tools  were  cleaned.  The  cutting  compound  to  be  in- 
vestigated was  substituted,  and  another  24  screws  were  made.  These 
screws  were  all  larger  than  those  cut  with  the  regular  oil.  Further- 
more, they  varied  from  two  and  one-half  to  five  thousandths  over 
size.  The  machine  was  once  more  cleaned^nd  the  original  oil  put 
back.  The  screws  again  came  uniform  and  to  size,  showing  that  the 
cutting  of  the  first  24  screws  had  not  dulled  the  tool  or  caused  any 
other  disturbing  element  to  enter  into  the  equation. 

28  The  fact  that  the  cutting  compound  caused  the  screws  to  be 
oversize  might  possibly  be  explained  by  a  difference  in  heating  or 
cooling  effect  of  the  different  lubricants;  but  how  can  the  difference 
in  size  of  screws  made  with  the  same  lubricant  be  explained  when 
there  was  no  such  difference  with  the  use  of  oil? 

29  Many  other  questions  could  be  asked  which  cannot  be 
answered  at  the  present  time.  This  should  not  prevent  us  from  care- 
fully investigating  the  true  action  of  cutting  metab,  and  determining 
the  fundamental  data,  if  we  are  interested  in' this  matter  in  a  purely 
scientific  way.  However,  the  engineer  should  not  indulge  in  scientific 
investigation  unless  he  feels  that  the  results  will  be  of  practical  value. 

30  To  be  of  value  the  results  should  lie  in  the  direction  of  saving 
of  power,  diminished  wastage  of  tools,  and  less  strain  on  the  machine; 
or  in  the  direction  of  increased  output,  with  or  without  the  other 
advantages.  That  such  advantages  may  be  reached  seems  very 
clear  to  the  author,  and  he  wishes  to  outline  some  isolated  experi- 
ments which,  though  not  complete  in  themselves,  point  to  very  in- 
teresting possibilities. 

31  Forged  spindles  of  sixty-point  carbon  steel  were  roughed  by 
a  tool  as  shown  in  Fig.  3.  As  a  rule,  the  tool  was  able  to  rough  three 
spindles  before  a  breakdown.  In  its  broken-down  condition  the  tool 
appeared  as  shown  in  Fig.  4.  A  hollow  had  been  groimd  out  by  the 
chip,  but  a  land  of  a  little  more  than  ^\  in.  in  width  had  been  left  at 
the  front  end,  showing  that  the  extreme  front  of  the  tool  had  not  been 
in  action.  The  experiment  consisted  of  carefully  measuring  the 
broken-down  tools  and  making  new  tools  of  just  that  shape;  in  other 
words,  a  tool  like  the  old  tool,  but  with  a  hollow  ground  in  the  top 
of  the  same  shape,  size,  and  location  as  in  the  old  tool. 
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32  This  tool  is  shown  in  diagram  in  Fig.  4.  The  hollow  was 
carefully  polished,  and  a  tool  thus  prepared  would  rough  from  9  to  13 
spindles.  Examination  showed  that  the  hollow  in  the  tool  would 
remain  smooth  almost  to  the  last,  and  that  a  complete  breakdown 
foDowed  very  soon  after  the  surfaee  of  the  hollow  began  to  show 
scratches.  No  tests  of  power  consimiption  were  made,  but  it  may 
be  assumed  that  the  power  required  with  the  old  tool  was  more  than 
with  the  new  tool,  as  the  chip  did  not  have  to  bend  so  sharply  and 
as  the  work  required  for  hollowing  out  the  tool  was  omitted. 


Figs.  2,  3  and  4    Cutting  with  Lathe  Tools 

33  Another  interesting  point  about  this  tool  was  that  the  actual 
contained  angle  between  the  front  of  the  tool  and  the  front  of  the 
hollow  was  much  less  than  we  would  have  dared  to  make  between 
the  front  and  top  of  an  ordinary  lathe  tool,  especially  if  this  lathe 
tool  were  to  be  used  for  roughing.  Nevertheless,  under  the  condi- 
tions given,  this  tool  with  the  small  front  angle  stood  up  better  than 
the  original  tool  with  the  large  angle. 

34  In  The  Art  of  Cutting  Metals  Mr.  Taylor  stated  that  his 
experiments  showed  no  perceptible  difference  in  power  consumption 
for  various  contained  angles  of  the  cutting  tool.  The  writer  thought 
ttat  this  conclusion  would  probably  be  correct  only  for  the  range  of 
cutting  an^es  tried  by  Mr.  Taylor.    He  imagined  that  the  relation 
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between  contained  angle  and  power  consumption  would  probably 
be  a  curve  of  the  nature  of  Fig.  5,  and  that  all  the  experiments  made 
by  Mr.  Taylor  were  within  the  horizontal  part  of  the  curve. 


Fio.  5 


Probable  Relation  Between  Contained  Angle  of  Cuttino 
Tool  and  Power 


35  The  writer  therefore  set  out  to  experiment  with  angles  much 
below  the  angles  mentioned  in  The  Art  of  Cutting  Metals.  Realizing 
that  an  ordinary  lathe  tool  would  not  stand  up  with  much  smaller 


F/O.  6 


Figs.  6  and  7     Axtthor's  Small-Angle  Tool  and  Tool  Holder 

angles  than  those  used  in  present-day  practice,  he  devised  the  tool 
shown  in  Fig.  6.  This  tool  is  a  body  of  revolution  and  was  held  in  a 
rigid  block  of  metal  and  directly  over  the  lathe  carriage.  Fig.  7 
shows  the  arrangement  of  tool  and  tool  holder  used.    The  tool  was 
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ased  for  turning,  preparatory  to  grinding,  milling-machine  overarms 
about  4|  in.  in  diameter  and  5  ft.  long.  When  the  tool  gave  out,  it 
was  turned  in  the  tool  holder  so  as  to  present  a  new  piece  of  the  edge 
to  the  work.  In  this  manner  from  12  to  16  settings  could  be  made 
irith  one  sharpening  of  the  tool.  The  sharpening  itself  was  a  matter 
of  circular  grinding.  The  tool  would  make  a  very  smooth  cut,  and 
without  a  steady  rest  would  turn  half  the  length  of  the  bar  with  a 
variation  in  diameter  of  less  than  three  thousandths.    The  surface 


Fig.  8    Experdiental  Rotart  Lathe  Tool 


Fig.  9    Rotart  Tool  Machininq  a  Shaft 

of  the  work  was  unusually  smooth,  and  the  amount  required  for 
grinding  was  much  less  than  usual.  Unfortunately,  the  lathe  on 
which  this  work  was  done  was  too  large  and  heavy  to  make  accurate 
power  readings  for  so  sUght  an  amount  of  power  consumed,  the  cut 
being  only  ^  in.  reduction  in  diameter  and  the  feed  xV  in.  to  ^  in. 
The  action  of  the  tool  was  quite  peculiar,  and  did  not  give  one  the 
impression  that  metal  was  being  cut.  Though  nothing  was  learned 
about  the  relative  efficiency  of  this  tool,  the  writer  thinks  it  worth 
while  to  bring  it  to  the  attention  of  the  Society,  on  account  of  the 
possibilities  for  further  investigation  to  which  it  points. 

36  This  matter  of  the  relation  of  the  contained  angle  to  the 
power  consumption  for  a  given  cut  had  previously  led  to  the  intro- 
duction of  .the  helical  cutter,  where  the  actual  angle  of  the  tool  is  not 
small,  but  where  the  tool  is  presented  to  the  work  in  such  a  manner 
as  to  have  the  effect  of  a  small  angle. 
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37  Another  experiment  more  or  less  related  to  the  same  question 
was  an  attempt  to  use  a  rotary  lathe  tool,  such  as  shown  in  Fig.  8. 
The  edge  of  this  tool  would  bear  up  against  the  work  (Fig.  9),  so  as  to 
have  a  very  slight  difference  in  speed  between  the  work  and  the  tool, 
and  it  was  further  set  in  such  a  way  as  to  make  the  virtual  cutting  angle 
very  small.  The  result  was  that  it  became  possible  to  use  very  high 
cutting  speeds  without  any  apparent  effect  on  the  tool.  The  cuttmg 
speed  was  limited  only  by  the  machine.  With  a  reduction  of  ^  in. 
in  diameter  and  a  feed  of  12  to  the  inch,  a  cutting  speed  of  650  ft.  was 
used  for  cast  iron  as  well  as  for  steel.  All  cutting  was  done  dry. 
Again  no  attempt  was  made  to  get  accurate  data  as  to  power  con- 
sumption, especially  as  it  was  realized  that  the  lathe  in  its  present 
form  is  not  well  adapted  to  this  kind  of  cutting  tool.  The  chips  made 
by  this  tool  were  not  broken  up  and  were  practically  solid  steel  bars. 
Furthermore,  the  chips  as  they  came  off  the  lathe  were  cold  enough 
to  be  caught  in  the  hand.  It  is  therefore  very  likely  that  a  test  would 
have  shown  a  remarkably  low  power  consumption. 

38  Though  the  foregoing  experiments  are  incomplete  in  them- 
selves, they  do  show  that  there  are  great  possibilities  before  us,  and 
further  that  these  possibilities  lie  away  from  the  present-day  shop 
practice.  The  writer  believes  that  it  would  be  almost  useless  to  try 
experiments  along  a  great  many  lines,  and  by  a  great  many  experi- 
menters, without  a  complete  plan  of  campaign;  and  that  such  a  plan 
of  campaign  should  be  based  on  some  theory,  or  at  least  on  some 
hypothesis;  and  he  further  believes  that  no  such  hypothesis  can  be 
developed  unless  we  start  in  collecting  some  elementary  data. 

39  A  few  years  ago,  L.  P.  Alford,  Mem.Am.Soc.M.E.,  who 
was  then  in  close  touch  with  the  writer  on  this  subject,  ap- 
proached Dr.  Stratton  of  the  Bureau  of  Standards  with  the  view  of 
having  that  bureau  take  up  the  first  investigation  of  the  process  of 
cutting  metal.  Dr.  Stratton  promised  the  assistance  of  the  bureau, 
and  at  a  preliminary  meeting  a  general  plan  of  campaign  was  dis- 
cussed. The  writer  believes  that  an  order  was  placed  for  a  special 
dynamometer  for  measuring  the  stresses  in  various  directions  when 
planing  metal.  This  proceeding  will  probably  give  some  valuable 
data,  but,  according  to  his  ideas,  not  of  a  land  which  will  make  it 
possible  for  other  experimenters  to  use  them  as  a  basis  for  their  own 
experiments. 
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SUGGESTED  LINES  OF  EXPERIMENTATION 

40  The  writer  beUeves  that  interesting  results  may  be  obtained 
by  following  a  line  of  experimentation  such  as  the  following: 

41  An  instrument  should  be  built,  somewhat  along  the  lines  of  a 
microtome,  in  which  a  soft  material  is  to  be  cut  by  a  razor-like  blade 
or  tool.  This  tool  should  be  arranged  so  that  it  can  present  various 
angles  to  the  work,  and  tools  of  various  contained  angles  should  be 
experimented  with.  The  angles  presented  to  the  work  should  vary 
as  to  angle  of  clearance,  angle  of  rake,  and  angle  of  shear.  A  dy- 
namometer, which  should  be  part  of  the  instrument,  should  register 
the  pull  required  for  the  cut.  The  material  to  be  cut  should  be 
standardised,  and  it  is  suggested  that  paraffin  may  fill  all  require- 
ments; by  selecting  a  paraffin  of  standard  melting  point  we  would 
{Jso  get  a  material  of  standard  hardness.  In  this  maimer  the  relation 
between  cutting  angles  and  power  required  could  be  established  over 
a  very  wide  part  of  the  curve.  Though  the  actual  figures  obtained 
would  not  be  immediately  applicable  to  metal  cutting,  it  would  make 
it  possible  to  find  the  controlling  law,  and,  this  done,  it  would  then  be 
possible  to  investigate  the  cutting  of  harder  materials  over  a  small 
portion  of  the  curve  and  compare  this  portion  with  the  corresponding 
portion  of  the  curve  already  obtained.  The  same  instrument  could 
possibly  be  used  for  tests  on  such  materials  as  lead,  soft  white  metal, 
etc. 

42  Another  line  of  experimentation  would  be  to  arrange  some 
machine  tool,  such,  for  instance,  as  a  lathe,  for  running  at  a  very  low 
speed,  say,  1  in.  per  hour;  mount  a  steel  disk  on  this  lathe  and  take 
a  cut  at  the  circumference  of  this  disk.  In  this  maimer  the  cutting 
acticm  would  be  of  the  simplest  kind,  as  the  tool  to  be  used  could  be 
a  square-nosed  tool  of  greater  width  than  the  thickness  of  the  disk 
80  that  there  would  be  no  side  cut.  A  moving  picture  taken  at  a 
high  rate  of  speed  could  then  be  reeled  ofif  at  a  low  speed,  and  it  would 
probably  be  possible  in  this  way  to  visualize  what  actually  takes  place 
in  cutting  metal.  It  would  readily  show  whether  cutting  is  merely 
the  result  of  tension,  or  whether  shear  plays  a  r61e,  or  whether  both 
are  responsible.  It  would  probably  show  whether  the  chip  leaves  the 
work  ahead  of  the  tool  point,  and  whether  or  not  the  front  end  of  the 
tool  is  in  contact  with  the  work.  It  would  probably  show  many  other 
things  beades,  and  might  be  made  the  foundation  for  a  number  of 
Hnes  of  experimentation. 

43  The  writer  believes  that  the  time  has  come  to  try  to  interest 
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as  many  engineers  as  possible  in  the  subject  of  collecting  fundamental 
data  in  regard  to  the  cutting  of  metals,  but  rather  than  to  suggest 
individually  some  method  by  which  universities,  industrial  establish- 
ments, and  engineers  might  be  asked  to  codperate,  he  prefers  that  this 
matter  should  be  discussed  by  the  Society,  and  would  like  to  have  this 
paper  lead  ultimately  to  a  systematic  efifort  in  this  direction,  fathered 
by  The  American  Society  of  Mechanical  Engineers. 

DISCUSSION 

Albbrt  Kingsbubt  (written).  It  is  very  well  known  that  a 
proper  lubricant  applied  to  tools  when  cutting  tough  metals  improves 
the  cutting,  but  it  is  not  obvious  how  the  lubricant  acts,  since  the 
cutting  edge  of  the  tool  is  apparently  buried  in  the  metal  and  there- 
fore it  is  not  readily  seen  how  the  lubricant  can  reach  the  cutting  edge. 

An  experimental  study  of  this  question  was  made  by  the  writer 
about  the  year  1895.  A  nuld-steel  bar  was  mounted  in  a  lathe,  held 
by  chuck  and  center  rest,  and  was  cut  by  a  parting  tool  with  one  side 
flush  with  the  end  of  the  bar.  A  microscope  magnifying  about  30 
diameters  was  placed  for  examination  of  the  chip  during  formation. 
The  bar  was  rotated  very  slowly  by  using  the  back  gear  and  pulling 
the  belt  by  hand. 

Figs.  10,  11  and  1*2  show  roughly  successive  stages  of  formation 
of  the  chip.  The  most  important  phenomenon  is  the  fact  that  a 
crack  in  the  metal  precedes  the  cutting  edge  of  the  tool  at  all  times. 
The  crack  begins  at  the  point  C  in  Fig.  10;  it  extends  in  substantially 
the  direction  of  the  finished  surface  of  the  work,  as  in  Fig.  1 1,  up  to  a 
certain  point,  where  it  suddenly  turns  outward  about  45  deg.  as  in 
Fig.  12.  This  action  is  cyclical,  beginning  again  when  the  point  C 
reaches  the  cutting  edge.^  The  successive  surfaces  of  these  cracks 
form  the  finished  surface  of  the  work  if  the  tool  is  sharp,  thus  giving 
the  well-known  cross-banded  appearance  of  the  tool  marks;  but  if 
the  tool  is  dull  there  is  more  or  less  rubbing  of  the  tool  over  the  surface 
after  the  cracks  are  formed,  altering  the  appearance  of  the  surface 
very  noticeably.  Oil  being  applied  to  the  work,  as  the  crack  extended 
the  oil  was  seen  to  flow  into  the  crack,  the  flow  being  made  evident 
by  the  motion  of  minute  particles  of  steel  suspended  in  the  oil.  Thus 
the  oil  was  enabled  to  reach  the  top  surface  of  the  tool,  even  to  the 
cutting  edge.    The  principal  effect  of  the  lubricant  appears  to  lie  in 

1  Similar  desoriptions  of  the  formation  of  the  ohip  are  given  in  Trans.Am. 
Soo.M.E.,  vol.  28,  pp.  75  and  333. 
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the  reduction  of  friction  on  the  top  face  of  the  tool;  this  increases  the 
frequency  of  the  cyclical  breaking  of  the  chip,  shortens  the  chip 
segments  and  reduces  the  length  of  the  cracks  in  advance  of  the 
cotting  edge,  and  thus  makes  the  finished  siuiace  smoother. 

This  phenomenon  explains  several  facts  regarding  the  lubrication 
of  cutting  tools,  well  known  to  machinists,  as  follows: 

a  Good  lubricants  of  rather  high  viscosity,  such  as  lard  oil,  are 
very  effective  when  the  cutting  speed  is  slow,  as  in  tapping  and  ream- 
ing by  hand,  but  if  the  cutting  speed  is  high,  as  in  high-speed  milling 
and  drilling,  lubricants  of  very  low  viscosity,  such  as  soda  water  or 
soap  and  oil  emulsions,  are  more  effective.  The  lubricant  is  forced 
into  the  vacuum  in  the  crack  mainly  by  atmospheric  pressure  (capil- 
larity probably  being  secondary  if  the  cutting  speed  is  high).    There- 


Fig.  10  Fig.  11  Fig.  IS 

Figs.  10  to  12.    SnccBasiys  Staqes  in  Fobmation  of  Cmp 

fore,  if  the  viscosity  of  the  lubricant  is  high  the  cracks  may  not  be 
filled  fast  enough. 

b  In  the  case  of  a  parting  tool  cutting  off  a  bar  the  tool  lubricates 
well  at  the  beginning  of  the  out,  but  not  when  the  cut  becomes  deeper. 
In  the  deep  cut  the  chip  ''upsets"  and  fills  the  slot,  and  therefore  the 
lubricant  cannot  readily  enter  the  cracks  from  the  sides  of  the  cut. 
It  has  therefore  been  found  efficacious  in  large  work  to  use  two  tools 
simultaneously  in  parting  or  slotting  cuts,  the  leading  tool  being 
narrower  than  the  following  tool;  thus  both  tools  are  fairly  lubricated, 
the  leading  tool  from  both  edges,  and  the  following  tool  from  one 
edge  of  each  of  its  two  narrower  chips. 

c  In  finishing  cuts  with  broad  tools  the  lubricant  must  pene- 
trate the  cracks  for  long  distances;  thus  it  is*necessary  to  run  dowly 
and  to  use  thin  lubricants  such  as  kerosene  or  turpentine.    More 
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viscous  lubricants  may  be  used  if  the  speed  of  cutting  be  exceedingly 
slow.  There  must  be  sufficient  time  for  the  lubricant  to  flow  in  the 
cracks  from  the  edges  to  the  center  of  the  cut. 

d  In  slab  milling,  etc.,  it  is  found  advantageous  to  notch  the 
cutting  edges  at  frequent  intervals;  this  breaks  the  wide  chips  into 
narrower  ones  and  thus  favors  the  entrance  of  the  lubricant. 

6  In  general,  the  more  viscous  lubricants  are  used  only  for  slow 
speeds  or  narrow  cuts,  the  less  viscous  for  higher  speeds  or  wider  cuts. 
Even  a  poor  lubricant,  if  it  flows  readily  enough  to  penetrate  the 
cracks  rapidly,  is  more  effective  than  a  good  lubricant  which  is  too 
slow  in  getting  to  the  spot  where  it  may  be  effective. 

Carl  G.  Barth  (written).  I  am  delighted  with  the  maimer  in 
which  Mr.  De  Leeuw  has  pointed  out  the  part  that  mathematics 
plays  in  the  development  of  engineering,  for  there  are  as  yet  too 
many  among  those  who  practice  engineering  that  are  sadly  lacking 
in  the  everyday  recognition  of  that  fact. 

However,  I  believe  that,  when  it  comes  to  the  art  of  cutting 
metals,  we  already  have  at  our  command  a  wealth  of  information 
that  should  be  made  more  generally  available  and  applicable  in 
everyday  machine  design  and  machine-shop  practice  before  we 
undertake  to  spend  money  and  efforts  in  further  experiments  and 
investigations,  even  along  the  undoubtedly  fundamentally  sound 
and  interesting  lines  suggested  by  Mr.  De  Leeuw,  which  at  the  same 
time  do  not  promise  enough  in  early  results  that  might  be  immediately 
applied  to  increase  the  production  of  the  present  machine-tool  equip- 
ment of  the  country  through  the  present  workers  and  their  foremen. 

Having  for  some  fifteen  years  made  it  my  principal  specialty  to 
increase  the  production  of  machine  shops,  I  have,  after  all,  found 
that  the  greatest  diffieulty  in  the  way  of  increased  efficiency  is  that 
of  educating  workers  and  their  foremen  to  see  the  fundamental 
principles  underlying  their  work. 

In  my  judgment  the  Society  could  dp  more  immediate  good  by 
appointing  a  committee  to  gather  together  and  formulate  the  knowl- 
edge now  available,  and  then  perhaps  supplement  this  by  further 
experiments  with  the  various  forms  of  cutting  tools  already  in  use; 
this  committee  finally  instituting  a  regular  campaign  of  education 
of  the  metal  workers  of  the  country  to  utilize  the  information  com- 
piled. 

Personally,  I  stand  ready  to  cooperate  with  such  a  conmiittee  and 
to  give  up  the  information  I  have,  and  to  divulge  the  means  I  have 
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from  time  to  time  devised   to  make  this   readily  applicable   in 

When  I  offer  this  counter-suggestion  to  Mr.  De  Leeuw's  proposi- 
tion, it  is  merely  as  a  practical  expedient  to  obtain  results  quicker, 
for  I  am  sure  that  I  believe  fully  as  much  in  getting  to  the  bottom  of 
things  as  do  other  members  of  the  Society,  Mr.  De  Leeuw  not  excepted. 

I  obtained  my  principal  training  through  my  codperation  with 
Dr.  Taylor,  and  he  always  said  that  it  was  better  to  concentrate  on 
making  use  of  whatever  useful  facts  we  have  than  to  spend  an  un- 
certain amoimt  of  time  in  ascertaining  even  better  facts. 

H.  Wade  Hibbard.  As  in  thermodynamics,  the  fundamental 
consideration  in  machine  designing  is  the  ultimate  constituency  of 
matter.  In  a  piece  of  steel  there  are  millions  of  atoms  held  in  relation 
to  each  other  by  "springs"  —  forces  of  cohesion  and  repulsion.  If 
this  piece  of  steel  be  heated,  the  forces  that  tend  to  separate  the 
atoms  are  increased;  if  cooled,  these  same  forces  are  diminished.  To 
make  a  study  of  how  to  cut  a  piece  of  steel,  one  must  consider  what  is 
being  done  with  these  ''springs"  connecting  the  atoms  together. 

All  the  forces  applied  to  a  piece  of  steel  in  cutting  it,  or  in  testing 
it,  as  Mr.  De  Leeuw  has  shown  in  his  diagram  of  the  tension  test  of  a 
piece  of  steel,  can  be  resolved  into  just  two  kinds  of  forces :  the  normal 
forces,  i^us  or  minus,  and  the  tangential  forces,  either  plain  shear  or 
rotating  shear. 

Upon  this  theory  of  the  ultimate  constituency  of  matter  and  the 
forces  which  hold  atoms  together,  some  of  the  things  that  pussle  us 
in  machine-tool  designing  are  made  more  clear.  For  example,  the 
author  asks,  ''When  we  turn  up  a  narrow  disk  by  means  of  a  square- 
Qosed  turning  tool  of  which  the  width  is  greater  than  the  width  of  the 
dttk,  IB  the  action  of  removing  the  chip  purely  a  matter  of  tension? 
Or,  if  not,  what  is  it?"  No,  it  is  not  purely  a  matter  of  tension, 
because  according  to  the  above  reasoning  both  normal  and  tangential 
forces  are  acting  on  the  "  springs  "  holding  the  atoms  together.  Also, 
"What  is  the  nature  of  the  lamination  of  the  chip?"  Its  nature  is 
almost  purely  the  action  of  the  tangential  force  upon  those  "springs" 
holding  two  adjacent  layers  of  atoms  together. 

''We  do  not  see  at  the  present  time  how  it  is  possible  for  the 
lubricant  to  influence  the  mie,  yet  that  it  does  do  this  has  been  ob- 
served a  great  many  times,"  the  author  states  later.  That,  I  believe, 
if  we  think  of  these  two  kinds  of  forces,  the  normal  and  the  tangential, 
means  that  by  lubricating  the  top  of  the  tool  we  reduce  the  normal 
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force  necessarily.  In  other  words,  we  reduce  the  coinpressi<m  of  iixe 
chip  in  the  direction  of  the  length  of  the  chip,  and  that  of  course  has 
its  effect  upon  the  size  of  the  turned  part  which  is  left,  after  the  part 
has  been  turned  by  the  tool. 

R.  PouAKOFF^  (written).  In  Par.  32  the  author  refers  to  a  tool 
which  he  shows  in  Fig.  4,  and  mentions  that  this  tool  broke  down 
very  soon  after  the  surface  of  the  hollow  began  to  show  scratches. 
I  do  not  know  what  was  the  plan  of  the  tool,  whether  it  had  a  round 
edge  or  not,  but  the  scratches  might  have  been  attributed  to  ihe 
following  reason: 

If  you  take  the  ordinary  roimd-edge  tool  (Fig.  13)  with  the 
ordinary  angles  of  front  rake,  side  rake  and  clearance,  you  will  find 
by  a  very  simple  mathematical  analysis  that  when  the  front  rake  is 
less  than  the  side  rake,  as  it  usually  is,  the  cutting  angle  ihea  changes 
from  point  to  point  of  the  edg^.  I  assvune  here  that  the  chip  and  all 
its  elements  go  off  the  bar  at  a  right  angle  to  the  cutting  edge  at  the 
respective  point.  It  will  have  one  value  at  the  plane  ab  (i.e.,  at  the 
plane  of  the  front  rake),  a  lesser  value  at  the  plane  be  (side  rake),  and 
intermediate  values  at  points  de,  etc.;  and  if  the  respective  values  of 
the  cutting  angles  are  laid  off  at  the  corresponding  different  points 
a,  d,  e,  c,  of  the  cutting  edgei  then  these  values  will  diange  like  the 
curve  aiditnici,  Fig.  14.  In  other  words,  the  angles  will  first  de- 
crease, then  go  up  a  little,  then  decrease  again  until  they  reach  the 
lesser  value  cci,  corresponding  to  the  plane  be  With  an  ordinary 
round-edge  tool  and  the  ordinary  usually  accepted  angles  of  side  and 
front  rake,  they  change  in  a  ciurve  which  has  some  peak  points. 

If  it  be  assvuned  tJiat  the  chip  consists  of  elementary  chips,  each 
element  going  off  the  bar  at  ri^t  angles  to  the  cutting  edge,  then 
these  different  elementary  chips  have  to  descend  on  inclined  planes 
with  changing  angles,  and  necessarily  one  elementary  chip  is  eith^ 
retarded  or  accelerated  in  its  downward  movement  by  its  adjoining 
chip;  and  this  retardation  or  acceleration  necessarily  must  create 
inner  friction  and  cause  the  different  scratches  on  the  hollow  of  the 
tool,  every  single  scratch  being  the  mark  left  by  an  elementary  chip. 

As  I  stated  at  the  beginning,  if  the  scratch  to  which  Mr.  De 
Leeuw  referred  can  be  attributed  to  the  reasons  just  cited,  then,  in 
my  judgment,  the  following  procedure  could  be  suggested  to  avoid 
these  scratches  and  prolong  the  life  of  the  tool: 

All  the  cutting  imgles  must  be  equal  at  all  points  of  the  cutting 

Mil  Broadway,  New  York,  N.  Y. 
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edge,  starting  at  the  ab  plane  and  terminating  at  the  plane  be;  and  in 
order  to  achieve  this  end  the  quadrant  adec  should  not  be  a  plane  but 
a  quadrant  of  a  curole  drilled  out  by  a  drill  with  its  center  point  at  b 
and  having  a  radius  ab  equal  to  be  and  its  cylindrical  body  projecting 
in  the  line  ode.  In  this  way  all  the  cutting  angles  would  be  equal  all 
the  way  through  from  a  to  c,  just  as  in  the  case  of  a  straight-edge 
tool 

Of  course,  this  calls  for  another  way  of  preparing  the  turning  tool 
altogether,  both  with  regard  to  machining  and  grinding,  but  this  can 
be  very  easily  arranged.    In  fact,  I  introduced  such  a  tool  in  the 


Q 


ai 


Fia.  13.    Round-Edge  Tool 


a  d  e  c 

Fig.  14    Values  of  Cutting  Angles 

Laboratory  of  Technology  at  the  Technical  Institute,  Moscow, 
Russia,  some  two  and  a  half  years  ago,  and  have  also  designed  some 
grinding  attachments  to  grind  the  hollow  produced  by  the  drill. 

I  started  to  make  some  experiments  with  a  tool  so  designed,  but 
bad  to  discontinue  them  on  account  of  being  sent  over  to  this  country 
in  connection  with  some  war  problems.  I  hope,  however,  that  I  shall 
be  able  to  resume  the  experiments  in  the  near  future,  and  shall  be 
gjad  to  report  to  your  Society  the  results  obtained. 

I  also  made  some  dynamometer  tests  with  such  a  tool,  but  these 
t^sts  are  likewise  in  an  unfinished  condition  as  yet. 

Referring  to  the  circular  tool  of  Mr.  De  Leeuw,  Par.  35, 1  believe 
that  he  originated  this  tool  about  two  and  a  half  years  ago.    I  do  not 
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know  how  much  experimenting  has  been  done  with  this  tool  in  this 
coimtry,  but  I  may  mention  that  as  soon  as  I  read  about  it  in  the 
American  Machinist,  where  it  was  originally  described,  I  prepared  a 
tool  along  the  same  lines  with  the  object  of  making  some  experiments, 
but,  as  already  stated,  I  had  to  leave  for  the  United  States  and  there- 
fore could  not  make  them. 

However,  I  published  an  article  in  one  of  the  Russian  technical 
magazines  describing  the  construction  of  this  tool,  and,  based  upon 
this  description,  a  few  tools  have  been  prepared  in  the  Ijev  Rifle 
Works,  in  the  Ural  Mountains,  in  northeastern  European  Russia. 
When  I  visited  these  works  in  1915  I  was  shown  the  results  of  their 
experiments,  which  proved  to  be  very  satisfactory,  both  with  regard 
to  speed  and  Ufe  of  the  tool.  I  have  sent  these  facts  to  the  Russian 
magazine,  Veatnik  IngeneroVj  for  publication. 

Referring  to  Mr.  De  Leeuw's  Suggested  Lines  of  Experimentation, 
Pars.  4(M2,  I  fully  agree  with  what  the  author  says,  but  can  easily 
see  some  objections  from  thie  so-called  practical  viewpoint  of  practical 
shop  men.  Mr.  De  Leeuw  suggests  that  these  experiments  should 
be  made  at  low  speeds,  but  whatever  the  results  of  such  experiments 
may  be,  the  ordinary  shop  man  will  probably  say,  "That's  all 
right  —  it  may  be  all  right  in  theory,  but  how  about  the  practical 
side,  where  the  results  of  such  experiments  are  quite  different?" 
They  will  doubt  if  the  results  of  such  experiments  can  be  fully  applied 
to  practice. 

In  connection  with  this  I  may  mention  that  very  few  experimental 
data  have  been  published  along  the  line  of  cutting  with  fine  cuts, 
although  a  little  has  been  done  in  this  direction. 

Eklward  Herbert,  of  Manchester,  England,  has  been  working 
along  such  lines  for  some  time,  and  has  invented  a  special  machine 
for  taking  very  fine  cuts  from  a  hollow  tube.  He  has  published  some 
of  the  results  of  his  experiments  and  they  are  very  interesting, 
especially  with  reference  to  the  cut,  as  they  show  that  a  finishing 
tool  fails  quite  differently  from  an  ordinary  roughing  tool. 

In  the  roughing  cut,  when  you  increase  the  speed,  leaving  all  other 
conditions  equal,  the  time  of  the  endurance  of  the  tool  decreases, 
something  like  curve  ac,  Fig.  15,  in  which  the  abscissse  represent 
the  speed  and  the  ordinates  the  endurance  time.  In  the  case  of  the 
finishing  tool,  however,  the  endurance  curve  is  something  like  the 
curve  abcdf  Fig.  16,  with  some  peaks  in  it,  which  means  that  when 
you  increase  the  speed  of  the  finishing  cut  the  endurance  time  may 
increase  up  to  a  certain  limit,  and  then  will  start  to  decrease  with  a 
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further  increase  in  the  cutting  speed.  If  the  cutting  speed  continues 
to  increase,  the  endurance  time  may  go  up  again.  From  this  one 
can  draw  the  conclusion  that  there  is  probably  a  certain  speed  which 
is  the  most  profitable  for  working  so  far  as  endurance  of  the  tool  (and, 
as  experiments  show,  also  the  appearance  of  the  machined  surface) 
is  concerned. 

When  Mr.  Herbert  presented  his  paper  on  this  subject  some  three 
or  four  years  ago,  he  met  with  the  same  objections  to  which  I  have 


Fig.  15. 
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Endxtrance  ^Time  of  Tool  in  Roughing  Cut 
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Fig.  16    Endurance  Time  of  Tool  in  Finishing  Cut 

just  referred,  i.e.,  that  these  experiments  may  be  of  much  theoretical 
value  but  are  very  doubtful  so  far  as  practical  results  are  concerned. 
In  order  to  meet  these  objections  to  a  certain  extent,  I  made  some 
experiments  on  finishing  cuts,  but  in  a  quite  practical  way  and  under 
conditions  absolutely  identical  with  those  prevailing  in  ordinary  shop 
practice.  It  would  perhaps  be  out  of  place  to  go  into  too  many 
details  of  these  experiments  at  this  time,  especially  as  I  have  already 
presented  them  in  a  paper  before  the  Institution  of  Mechanical 
^Inpieers,  in  Manchester,  an  extract  of  which  was  pubUshed  in  the 
American  Machinist  some  ten  months  ago. 
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Suffice  it  here  to  say  that  these  practical  experiments  fully  con- 
firmed the  results  of  Mr.  Herbert's  experiments  made  under  condi- 
tions different  from  shop  practice. 

Therefore  I  can  most  assuredly  say  to  shop  men  that  practice 
and  theory  go  hand  in  hand  together;  and  if  the  theoretical  experi- 
ments are  conducted  on  the  right  lines,  they  are  sure  to  yield  valuable 
practical  results. 

A.  Lewis  Jenkins  said  that,  at  the  suggestion  of  Mr.  De  Leeuw, 
about  three  years  ago  a  set  of  stationary  cup-shaped  lathe  tools 
similar  to  the  tools  shown  in  Fig.  6  in  the  paper  was  made  at  the 
University  of  Cincinnati.  Something  like  600  tests  were  made  to 
compare  the  power  required  for  the  De  Leeuw  tool,  as  they  called  it, 
with  that  for  a  standaj-d  Taylor  tool  made  by  the  0.  K.  Tool  Com- 
pany. 

The  cutting  angles  were  varied  from  16  to  90  deg.  and  the  diam- 
eters of  the  tools  from  1.25  to  1.4  in. ;  the  work  specimen  was  a  piece . 
of  steel  4  in.  in  diameter  and  30  in.  long.    The  machine  employed  waa 
a  LeBlond  21-in.  all-geared-head  lathe. 

The  tests  were  made  by  using  a  cradle  dynamometer,  and  after 
taking  the  readings  for  one  tool  at  a  given  feed,  depth  and  speed  it 
was  removed  and  the  other  tool  put  in  place  without  changing  the 
speed,  feed  and  depth  of  cut.  The  conditions,  of  operation  were 
therefore  exactly  the  same  for  both  tools. 

The  De  Leeuw  tool  gave  a  higher  finish  than  the  Taylor  tool. 
The  De  Leeuw  tool  made  no  chatter  marks  when  the  work  was  greater 
than  2  in.  in  diameter  and  the  cutting  angle  less  than  about  80  deg., 
even  on  the  heaviest  cuts  taken.  The  Taylor  tool  chattered  on  all 
diameters  when  taking  the  heaviest  cuts.  The  results  of  these  tests 
showed  that  a  De  Leeuw  tool  having  a  40-deg.  lip  angle  required  about 
90  per  cent  of  the  power  it  took  to  drive  a  Taylor  tool  under  the 
same  conditions.  Fot  cutting  angles  greater  than  60  deg.  there  was 
practically  no  difference  in  the  power  required  for  the  two  types  of 
tools  when  operated  under  these  conditions.  The  feed  varied  from 
^  in.  to  J  in.  and  the  depth  of  cut  from  ^  in.  to  J  in. 

Leon  P.  Alford  said  that  a  recent  question  before  the  Research 
Committee  of  the  Society  was,  "What  can  this  Committee  do  at  the 
present  time  which  might  have  a  beneficial  efifect  in  helping  this 
country  at  war?  "  One  of  the  sub-committees  brought  in  the  sugges- 
tion that  very  little  had  been  done  in  the  direction  of  a  study  of  the 
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action  of  cutting  tools  and  the  cause  of  chip  formation,  and  it  was 
decided  to  concentrate  the  efforts  of  the  Committee  upon  that  topic. 
As  a  member  of  the  Research  Committee  he  asked  that  Professor 
Jenkins  jdace  in  the  Committee's  possession  all  the  information  he 
had  in  regard  to  the  series  of  tests  described,  and  that  Professor 
Poliakoff  do  the  same  thing  in  regard  to  the  investigation  he  had 
made  and  from  his  experience  with  this  tool  in  the  Russian  rifle 
works. 

Fbedeuck  a.  Waldron  thought  that  in  all  this  work  there  was 
an  eternal  fitness  of  things,  and  in  his  remarks  led  up  to  a  classifica- 
tion of  machine  tools,  this  classification  taking  the  following  form: 
(1)  machines  of  convenience;  (2)  machines  of  precision,  and  (3)  mar 
chines  of  displacement.  Machines  of  convenience  were  to  be  used 
where  the  convenience  of  the  operator  was  paramount;  machines 
of  precision  for  toolroom  work  requiring  both  convenience  and  pre- 
cision; and  machines  of  displacement  to  remove  the  maximum  quan- 
tity oi  metsi  in  minimum  time  consistent  with  the  life  of  the  tool  and 
the  machine. 

Abthxjr  J.  Baker,  referring  to  the  type  of  turning  tool  shown  in 
Fig.  4,  said  that  about  eighteen  years  ago,  in  England,  his  firm  was 
making  tools  for  turning  shackle  pins  for  the  Admiralty.  These  were 
large  tapering  pins,  say,  two  or  three  inches  in  diameter  at  the  small 
end,  and  running  up  from  six  to  twelve  inches  in  length,  and  were 
turned  on  rather  rough  lathes.  When  they  used  the  standard  type 
of  tool  the  machine  would  not  take  the  cut  at  a  feed  sufficient  to 
enable  th^n  to  produce  the  pieces  in  the  time  that  they  felt  they 
should  be  product  in;  so  they  slowed  the  machine  down  but  failed 
to  reduce  ^e  feed.  They  then  made  a  flat-topped  form  tool  for  the 
roughing  operation,  and  sunk  into  its  top  surface  a  half-round  cutter 
which  left  a  flat  lip  or  land  about  ^  in.  wide  on  all  of  the  cutting 
^ges.  This  construction  reduced  the  friction  and  enabled  them  to 
take  a  cut  of  ahnoet  twice  the  average  that  they  were  able  to  when 
using  the  standard  type  of  cutter. 

In  r^^d  to  the  circular  turning  tool  shown  in  Fig.  9,  he  had  been 
instrumental  in  placing  a  number  of  those  tools  in  various  lathe 
plants  around  the  country.  ^  Some  of  the  users  employed  them  in 
experiments,  and  some,  he  rather  thought,  did  not  believe  they  were 
very  practical  and  did  not  go  further  with  them;  but  the  Pennsyl- 
vania Railroad,  at  Altoona,  used  them  on  some  of  their  larger  rods, 
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with  quite  satisfactory  results,  except  for  this  one  drawback:  that 
the  circular  tool  could  not  be  used  on  any  job  where  it  was  desired  to 
cut  up  to  the  shoulder,  because  the  retention  of  the  rather  thin 
cutting  edge  between  the  chip  and  the  work  usually  caused  a  breaking 
as  the  tool  was  withdrawn.  So  that  the  real  virtue  of  a  tool  of  that 
kind  was  confined  to  its  use  on  work  that  enabled  one  to  pass  quickly 
across  the  surface.  The  American  Blower  Company,  of  Detroit,  had 
used  one  of  these  tools  for  turning  pulleys,  and  the  results  were  hi^y 
satisfactory  indeed. 

The  cutting  speed  used  in  turning  the  Pennsylvania  Railroad 
rods  was  about  65  ft.  per  min.  They  made  no  attempt  to  get  high 
speeds.  The  cast-iron  pulleys  turned  at  the  American  Blower  C)om- 
pany  were  run  at  approximately  1.30  ft.  per  min.  —  the  iron  was 
tolerably  hard  —  which  was  the  highest  speed  they  had  been  able  to 
use. 

Charles  Fair  (written).  I  agree  with  Mr.  De  Leeuw  that  we 
will  not  get  very  far  with  our  investigations  so  long  as  these  in- 
vestigations and  tests  are  conducted  by  individuals  in  a  more  or  less 
haphazard  sort  of  way,  and  almost  invariably  by  some  short-cut 
method  which  usually  results  in  not  getting  the  necessary  data  that 
would  make  the  tests  of  any  value.  It  is  too  bad  that  more  methodi- 
cal consideration  is  not  given  to  such  investigations.  I  know  of  no 
body  better  fitted  to  undertake  this  work  than  our  Society,  and 
woijdd  therefore  Uke  to  suggest  that  we  should  carefully  consider  the 
subject  with  a  view  to  the  laying  out,  if  possible,  of  some  definite 
plan  of  action  not  only  to  be  followed  by  the  Society  but  elastic 
enough  to  be  useful  to  the  individual  investigator  who  cares  to  co- 
operate with  the  Society.  Much  time  is  being  wasted  by  a  repeti- 
tion of  what  might  almost  be  called  standard  tests,  while  little 
thought  is  given  to  that  which  might  seem  to  be  secondary,  but  which, 
in  reaUty,  might  be  of  great  importance. 

While  I  think  that  some  of  the  questions  raised  by  Mr.  De  Leeuw 
might  be  satisfactorily  answered,  I  am  afraid  that  it  will  require 
considerable  investigation  before  one  may  venture  on  even  an  in- 
telligent guess  as  to  the  answers  to  a  number  of  others. 

Luther  D.  Burlingame  said  he  would  like  to  offer  a  resolution, 
based  on  the  idea  that  Mr.  De  Leeuw  had  brought  forward  a  work  of 
real  importance  and  a  work  well  worthy  of  attention,  that  the  meeting 
urgently  request  the  Council  of  the  Society  to  place  suitable  funds 
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at  the  dispositioii  of  the  Research  Committee  in  order  to  carry  on 
experiments  in  the  use  of  cutting  tools,  along  the  Unes  referred  to  in 
Mr.  De  Leeuw's  paper. 

Ralph  E.  Flandbrs  asked  whether  it  would  be  possible  to  secure 
the  cooperation  of  Mr.  Barth  and  his  associates  with  the  Research 
Clommitteei  or  any  other  proper  committee  that  might  be  formed. 
It  would  seem  to  be  possible,  for  instance,  to  put  the  information  on 
lathe  tools,  speeds  and  feeds  that  was  obtained  by  Mr.  Taylor's  work 
into  some  concise  form  so  that  it  could  be  used  by  engineers  anywhere 
in  the  machine  shops  of  the  country.  It  seemed  to  him  that  this 
would  be  a  simple,  direct  and  patriotic  service  that  could  be  rendered 
to  the  country  just  at  this  time. 

RiCHABD  T.  WiNGO  thought  that  one  of  the  things  the  Society 
could  do  to  advantage  was  to  organize  the  machine-tool  shops,  with 
a  view  to  exchanging  information  regarding  tool  equipment  and 
methods.  His  reason  for  saying  that  was  that  it  would  be  foimd, 
in  going  into  one  machine-tool  shop,  that  it  was  doing  a  certain  thing 
in  a  certain  way,  but  if  a  competitor  came  along,  very  frequently  it 
would  be  foimd  that  that  shop  was  imder  lock  and  key  because  it  did 
not  want  to  show  a  competitor  how  it  was  doing  its  work. 

Of  all  the  branches  in  mechanical  lines  the  automobile  had 
brought  about  the  most  remarkable  results,  and  it  had  been  done  by 
one  concern  showing  another  what  it  had  been  doing  in  every  detail. 

The  Axtthor.  Professor  Hibbard  has  gone  several  steps  further 
than  I  would  want  to  go  at  the  present  time.  We  do  not  yet  know 
very  much  about  the  ultimate  constituency  of  matter. 

In  answer  to  Professor  Poliakoff's  question  as  to  the  shape  of  the 
tool  that  was  used,  I  would  say  that  it  was  of  the  square  t3rpe,  with 
a  slightly  rounded  comer  and  with  an  angle  in  both  directions;  a 
groove  was  ground  close  to  the  front  edg^  and  in  the  direction  of  the 
feed.  Most  of  the  metal  came  off  at  right  angles  to  the  direction  of 
the  feed.    The  scratches  were  all  in  that  direction. 

There  was  no  particular  way  in  which  the  tool  would  fail;  it 
would  sometimes  fail  near  the  point,  as  if  the  tangential  flow  of  metal 
would  cause  it,  but  more  often  it  failed  in  the  other  direction.  The 
importance  of  the  scratches  was  simply  this:  that  almost  immediately 
after  they  began  to  form  the  tool  would  fail,  showing,  therefore,  that 
the  greatly  increased  friction  over  the  surface  of  the  tool  caused  its 
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breaking  down,  probably  on  account  of  heat,  and  possibly  on  account 
of  the  increased  force  there. 

Professor  Poliakofif  also  said  that  the  idea  of  a  very  tow  speed 
would  not  appeal  to  the  man  in  the  shop.  From  what  I  know  about 
the  man  in  the  shop,  I  would  not  think  that  any  experiment  of  that 
kind  would  appeal  to  him.  The  fact  is,  the  man  in  the  shop  is  not 
inclined  to  do  experimenting;  he  is  very  much  opposed  to  it. 

I  am  heartily  in  accord  witii  Mr.  Waldron's  idea  of  a  classification 
of  machines.  It  is  getting  time  that  we  should  know  what  we  are 
talking  about.  We  are  talking  about  machine  tools,  about  a  lathe, 
for  instance,  but  a  lathe  may  be  used  for  so  many  different  purposes. 
However,  I  believe  that  a  very  large  portion  of  the  work  done  by 
machine  tools  in  modem  industries  is  work  of  displacement.  The 
lathe,  as  constructed  at  present,  is  utterly  unfit  for  using  a  rotary 
tool.  The  conditions  are  so  radically  different  that  I  do  not  believe 
the  lathe  can  be  used  as  it  is  at  present.  In  the  first  place,  a  v^ry 
much  larger  proportion  of  the  power  consumed  has  to  go  through  the 
lead  screw.  In  the  second  place,  in  order  to  get  the  best  results  the 
lathe  should  run  at  a  very  high  speed.  And,  running  at  a  hi^  rate 
of  speed  with  a  bar  perhaps  five  feet  long,  running  1350  revolutions, 
is  a  very  dangerous  proceeding.  If  the  end  should  run  off  the  tail  cen- 
ter there  would  be  a  disaster.  Furthermore,  it  is  not  possible  to  run^ 
the  ordinary  lathe  at  the  speed  required  for  that  tool.  One  of  the 
things  to  be  done  would  be  to  arrange  a  lathe  so  that  such  a  tool  omild 
be  used  to  advantage.  Still  another  thing:  under  the  tests  described 
the  carriage  traveled  47  in.  per  min.  Now,  at  that  rate  it  is  not  pos- 
sible to  throw  out  the  feed  by  turning  the  knob — it  is  possible,  but 
not  within  half  an  inch.  In  other  words,  if  the  left  hand  should  fumble 
with  that  knob  for  just  an  instant  —  one  second,  it  would  run  up 
against  the  dog  or  faceplate  and  there  would  be  something  doing!  In 
regard  to  what  was  said  about  slide  rules,  that  is  really  a  matter  which 
I  do  not  care  to  discuss;  I  do  not  wish  to  say  whether  a  sUde  rule  is 
going  to  improve  the  performance  of  the  lathe  or  not;  in  fact,  I  know 
it  does,  but  that  is  a  matter  of  management  —  a  matter  of  the  use 
of  the  knowledge  we  have  at  the  present  time.  It  was  very  far  from 
my  idea  to  suggest  that  we  shoidd  not  use  the  knowledge  we  have; 
the  paper  was  not  aiming  at  that  at  all.  I  neither  advocated  neglect- 
ing to  use  the  knowledge  we  had,  nor  did  I  advocate  its  use.  To 
advocate  not  using  the  knowledge  we  have  would  be  a  piece  of  fooHsh- 
ness,  and  to  advocate  using  it  would  be  almost  an  insult  to  the 
engineers  present.    What  I  am  urging  is  to  gather  up  knowledge. 
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Whether  it  is  practical  at  the  present  moment  or  not  has  nothing  to 
do  with  the  question.  We  all  know  that  before  knowledge  can  be 
made  practical,  the  knowledge  must  be  available.  There  is  no  use 
in  talking  about  some  particular  application  of  the  thing  when  we  do 
not  have  the  thing.  The  main  thing  I  would  urge  is  that  we  should 
go  forth  and  get  it,  and  that  we  should  try  to  find  out  some  of  the 
elementary  knowledge  about  the  art  or  science*  of  cutting  metals. 
Personally,  I  feel  that  when  we  have  that  knowledge  we  will  be  able 
to  use  it.  The  American  nation  has  had  conspicuous  merit  in  the 
application  of  knowledge,  but  it  has  not  made  a  mark  in  the  gathering 
up  of  knowledge.  I  have  no  doubt  whatever  that  there  are  a  great 
many  men  in  this  country  who  are  just  as  capable  of  finding  and  gather- 
ing up  knowledge  as  there  are  abroad,  but  I  beUeve  that  heretofore  we 
have  had  the  habit  of  looking  at  the  mere  gathering  up  of  knowledge 
as  scHnething  that  has  no  particular  value,  as  merely  a  sort  of  a 
plaything  for  the  professor  who  sits  in  his  study  and  does  his  thinking 
and  plays  with  his  thoughts,  and  then  writes  it  all  down  in  a  book  and 
the  book  is  put  somewhere  on  a  shelf  in  some  Ubrary  and  is  forgotten. 
But  that  should  not  be  the  case.  Of  all  the  knowledge  that  we 
gather  up,  there  may  perhaps  be  a  certain  percentage  that  is  not 
immediately  usable,  but  I  cannot  think  of  any  great  or  even  fairly 
notable  discovery  in  science  that  has  been  made  that  is  not  at  the 
present  time  employed  in  actual  practice.  If  Professor  Roentgen 
had  first  said,  "Let  me  see  how  I  can  apply  X-rays,"  and  then,  after 
he  had  made  out  how  he  could  use  them,  had  said,  "Now,  let  me 
see  where  that  X-ray  is  —  let  me  hunt  it  up,"  we  would  have  had 
no  X-rays.  If  Professor  Becquerel  had  first  asked  himself  what  he 
could  do  with  those  peculiar  Becquerel  rays,  and  how  he  could  use 
them  for  transmitting  knowledge  from  one  end  of  the  earth  to  the 
other,  he  never  would  have  found  the  Becquerel  rays;  the  Hertzian 
waves  would  never  have  been  found,  and  we  would  not  have  any  Hert- 
zian waves  at  this  time.  Those  men  simply  gathered  up  the  knowl- 
edge, and  then  there  were  other  men  who  were,  perhaps,  working  on 
different  lines  who  took  that  knowledge  and  appUed  it.  So  that  my 
plea  is  for  definite  knowledge  about  tools  and  cutting  metals,  and  I 
have  a  profoimd  belief  in  the  ability  of  the  American  engineer  to 
apply  that  knowledge  after  it  has  been  found. 
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MACHINE-SHOP  ORGANIZATION 

By  Fred  G.  Kent,*  Cincinnati,  Ohio 
Non-Member 

This  paper  seeks  to  set  forth  the  fundamerUak  of  a  typical  maehine-^hop 
(ftganitation. 

It  begins  loith  a  discussion  of  the  methods  for  introducing  changes  in  the  xoay  of 
rwrganization,  has  something  to  say  about  the  kind  of  man  who  does  the  job  and 
how  he  gets  Parted;  then  goes  on  to  an  analysis  of  the  organixaHofi  by  departments. 

Each  department  is  described  so  as  to  show  its  importance,  its  special  duties  and 
responsibUiiies,  and  its  relaHon  to  the  whole. 

Pig,  1  shows  how  this  analysis  is  developed, 

TN  this  paper  it  is  my  purpose  to  outline  briefly  tKe  basic  struc- 
ture of  an  organization  for  a  shop  building  the  average  line  of 
machinery.  I  shall  not  touch  at  all  on  the  commercial  side  of  the 
organization,  such  as  sales,  advertising,  financial,  and  purchasing, 
but  will  confine  the  paper  entirely  to  the  manufacturing  end. 

2  As  all  my  experience  has  been  with  concerns  in  operation  for 
some  years  before  my  becoming  connected  with  them,  I  have  always 
had  the  advantage  of  having  conidderable  high-grade  material,  both 
in  the  way  of  men  and  equipment,  ready  at  hand  to  work  upon, 
which  accounts  for  some  of  the  ideas  expressed  below. 

3  While  I  have  been  associated  with  some  very  large  concerns,  I 
would  rather  these  remarks  apply  to  the  shop  employing  600  men  or 
leas,  for  a  shop  of  this  size,  from  the  very  nature  of  its  growth  and  the 
volume  of  business  transacted,  has  just  as  many,  if  not  more,  ob- 
stacles to  overcome  as  the  larger  plant,  and  is  usually  in  no  condition 
financially  to  set  aside  any  large  sum  for  betterment  work.  For  this 
reason  it  is  necessary  in  a  business  of  this  sort  to  plan  any  forward 
move  with  the  greatest  care,  in  order  that  there  may  be  sure  profit  in 
each  change  made  and  all  such  changes  may  take  place  at  such  times 
as  to  cause  no  interference  with  getting  out  the  regular  product. 

*  Lodge  and  Shipley  Machine  Tool  Co. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  The 
AmucAN  SocisTT  or  Mbchakical  Enqinbbiis. 
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4  This  of  course  means  rather  slow  progress,  which  is  apt  to 
be  discoura^ng  to  the  man  who  is  anxious  to  see  things  go,  but,  on 
the  other  hand,  it  has  a  decided  advantage  in  the  fact  that  the 
evolution  is  so  gradual  that  there  is  very  little  opposition  or  un- 
favorable comment  from  foremen  or  workmen  inclined  to  discredit 
innovations.  This  in  itself  is  a  very  important  factor  toward  any 
reorganization  scheme,  for,  notwithstanding  arguments  to  the  con- 
trary, the  stability  of  any  shop  system  depends  very  largely  on  whole- 
hearted codperation,  from  the  chief  executive  dear  down  the  line  to 
the  sweeper. 

5  Some  time  ago  James  Collins  made  the  statement  in  a  magazine 
article  that  ''during  the  next  few  years  some  of  the  largest  profits  in 
American  industry  will  be  saved  out  of  operation.  Heretofore  our 
profits  have  been  made,  but  saving  a  profit  is  a  different  thing  al- 
together.'^  I  quite  agree  with  this,  and  my  work  for  several  years  has 
proven  to  me  that  himdreds  of  small  details  are  allowed  to  take  the 
wrong  course  simply  because  they  have  always  gone  that  way.  We 
have  all  of  us  been  too  much  concerned  in  systems  of  paying  wages, 
with  the  object,  of  course,  of  getting  more  work  at  a  lower  cost. 
Sometimes  straight  piece  work  has  been  adopted  and  again  it  might 
be  some  one  of  the  several  forms  of  the  bonus  or  premium  plan,  and 
in  neariy  every  one  the  feverish  desire  to  get  something  started  has 
precipitated  action  without  proper  planning  and  has  brought  about 
useless  waste  of  time  and  energy,  and,  in  many  cases,  ill-feeling  among 
the  workmen.  If  for  no  other  reason  than  that  of  harmony,  let  us 
leave  the  time-study  and  wage-payment  schemes  until  we  feel  sure 
that  we  have  very  nearly  gone  the  limit  in  stopping  other  leaks. 

6  My  first  point  is  that  wage  payment,  premium  schemes,  bonus 
arrangements,  etc.,  should  be  the  last  point  of  attack  rather  than  the 
first. 

7  Let  us  suppose  that  we  are  going  about  the  reorganization  of 
such  a  shop  as  I  have  mentioned.  What  is  the  best  course  to  take? 
It  is  my  opinion  that  the  easiest  way  out  and  at  the  same  time  the 
one  most  profitable,  is  for  the  directors  to  place  a  man  of  proven 
executive  ability  at  the  head  of  a  military  or  line  type  of  organization, 
giving  this  man  plenty  of  time  and  a  free  hand  to  work  out  the  solu- 
tion of  their  problems.  This  arrangement  will  prove  successful  more 
times  than  any  other. 

8  The  selection  of  a  title  for  the  man  who  is  to  lead  the  way  is  a 
matter  of  considerable  importance,  and,  if  possible,  the  position 
should  be  a  newly  created  one.    For  instance,  if  the  chief  executive 
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has  been  known  in  the  past  as  a  supervisor  or  general  superintendent, 
let  the  new  position  be  that  of  Works  Manager.  Such  an  arrange- 
ment enables  the  old  superintendent  to  retain  his  prestige  with  the 
men  until  it  may  be  deemed  proper  to  make  a  change,  and  it  also 
starts  the  new  man  off  with  more  of  a  punch. 

9  The  question  is  often  asked:  "Wherecan  we  get  the  right  sort 
of  man?"  —  and  the  answer  is  that  he  is  not  half  so  hard  to  find  as  is 
generaUy  thought.  Many  a  time  the  man  is  already  in  the  organiza- 
tion, but  he  has  been  so  thoroughly  ''hog-tied"  that  he  has  never  had 
a  chance  to  show  what  was  in  him. 

10  Assuming  that  the  right  man  is  on  hand  ready  to  take  hold, 
if  he  is  a  newcomer  in  the  concern  he  should  be  ^ven  at  least  two 
months  to  get  acquainted — first  with  the  owners,  carefully  analyzing 
theu*  statements  of  troubles.  After  two  or  three  days  on  this  end  of 
the  job,  let  him  go  out  into  the  shop  and  get  acquainted  with  the  de- 
partment heads,  encouraging  them  to  talk  of  their  troubles,  and  if 
possible  have  them  express  an  opinion  as  to  the  causes  of  failures  in 
the  past.  Let  him  drop  into  the  works  in  the  evenings  and  cultivate 
even  the  watchman's  acquaintance.  He  will  find  that  long  hours 
q)ent  alone  in  the  shop  are  frequently  productive  of  leads  of  value. 
Let  him  walk  through  the  machine  and  erecting  departments  on 
Saturday  afternoon  and  an  occasional  Sunday  for  a  time,  looking  into 
every  comer  and  cubbyhole.  The  number  of  points  that  can  be 
brought  out  in  a  surv^  of  this  kind  will  surprise  one  who  has  never 
tried  it.  All  this  is  a  mere  matter  of  getting  acquainted  with  the  job, 
and  it  goes  without  saying  that  if  this  point  is  n^ected  all  future 
work  will  rest  on  an  insecure  f  oimdation. 

11  The  location  of  the  headquarters  of  the  new  works  manager 
should  be  open  to  all  shop  employees  and  the  men  encouraged  to  come 
in.  It  should,  therefore,  be  in  the  place  most  acceseible  to  the  works 
and  it  should  also  be  perfectly  pkdn  in  its  appointments.  The  busi- 
ness to  be  transacted  with  the  shop  can  be  carried  on  over  common 
oak  desks  and  bare  floors  with  a  far  better  feeling  than  it  can  over 
mahogany  furniture  and  oriental  rugs.  The  average  workman  does 
not  care  to  come  with  his  greasy  shoes,  soiled  clothes  and  dirty  face 
into  an  el^antly  appointed  office  to  talk  about  the  things  the  manager 
ought  to  know  about,  and  when  he  does,  he  is  self-conscious  and  ill 
at  ease,  and  goes  away  without  half  stating  his  case  and  irritated 
because  of  a  feeling  that  he  has  been  put  at  a  disadvantage. 

12  Now  when  the  works  manager  has  learned  to  find  his  way 
aiound  without  a  guide,  and  the  men  in  the  shop  have  learned  to  take 
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his  presence  as  a  matter  of  course,  let  him  start  the  first  forward  move 
by  analyzing  his  shop  conditions  and  personnel,  and  laying  down  a 
definite  organization.  Of  course,  any  organization  that  he  may  plan 
in  the  start  will  be  changed  in  minor  details  many  times,  but  there  is 
no  reason  why  the  main  structure  should  not  remain  practically  the 
same  as  originally  planned. 

13  It  is  understood,  of  course,  that  what  one  is  seeking  for  in 
this  move  is  to  subdivide  the  entire  plant  into  a  number  of  different 
units,  placing  a  definite  responsibility  upon  the  head  of  each  unit, 
and  it  is  understood  that  the  heads  of  these  units  will  be  respected 
in  the  positions  that  they  hold,  or,  in  other  words,  there  must  be  no 
splitting  of  authority  or  going  over  one's  head  with  orders  of  any  sort 
For  instance,  the  giving  of  orders  directly  to  a  workman  by  a  general 
foreman  or  anyone  else  higher  in  authority  is  a  serious  breach  of  dis- 
cipline, as  it  soon  weakens  the  foreman's  standing  with  the  men  to 
such  an  extent  that  he  soon  becomes  useless  as  an  executive.  The 
same  thing  holds  good  in  a  much  greater  degree  in  the  relationship  of 
the  owners  to  the  head  of  their  manufacturing  operations.  This  may 
seon  an  insignificant  point  to  bring  out  in  a  paper  that  is  only  touch- 
ing the  high  spots,  but  I  believe  that  many  shops  in  need  of  reorganiza- 
tion owe  90  per  cent  of  thdr  troubles  to  the  failure  to  fix  definite 
responsibility  and  live  up  to  it. 

14  This  subdivision  of  the  shop  is  readily  visualized  by  means 
of  an  organization  chart  (Fig.  1)  which  will  give  the  layout  of  re- 
sponsibility as  well  as  the  physical  layout.  In  making  up  this  organ- 
isation chart  I  have  found  that  the  easiest  way  is  to  use  round 
metal-bound  cardboard  tags  distributed  on  a  large  drawing  board. 

15  The  first  tags  made  out  should  contain  the  names  of  the  main 
departments.  The  average  t3rpical  shop  should  have  the  following 
departments:  Works  Office,  Engineering  Department,  Pattern  Shop, 
Tool  Design  and  Storage,  Tool  Making  and  Repair,  Plant  Engineer- 
ing and  Power,  Machinery,  and  Erection. 

16  This  division  of  the  shop  is  merely  typical  and  it  must  be 
understood  that  all  sorts  of  variations  are  necessary,  due  to  the  vary- 
ing factor  of  the  personnel  from  which  the  organization  has  to  be 
made.  I  might  say  here  that  I  am  a  very  strong  believer  in  using  the 
personal  material  at  hand  rather  than  replacing  the  old  employee 
by  new  help. 

17  The  next  step  is  to  add  to  each  department  tag  the  name  of 
the  man  who  is  selected  to  have  charge  of  that  department.  With 
these  tags  spread  out  on  the  drawing  board,  with  two  more  tags  for 
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the  Works  Manager  and  an  Assistant  Works  Manager,  and  a  number 
of  smaller  tags  for  the  subdivisions  of  the  major  departments,  the 
general  shop  organization  begins  to  take  shape. 

18  I  want  to  insert  here  that  the  assistant  works  manager 
should  be  capable  of  assuming  the  work  of  the  works  manager  in  the 
latter's  absence  from  the  plant,  and  both  the  works  manager  and  the 
assistant  should  have  as  few  routine  duties  as  possible.  Thdr  time 
should  be  spent  in  planning  improvement  and  in  bolstering  up  the 
weak  points  in  the  organization.  A  great  many  men  get  the  idea 
that  organization  once  done  is  done  forever.  On  the  contrary,  the 
only  organization  that  is  final  or  complete  is  a  dead  one.  I  have 
cleaned  up  two  plants  after  several  firms  of  so-called  efficiency  engi- 
neers had  had  a  shot  at  them.  They  had  gone  away  after  a  time 
leaving  a  mass  of  charts,  forms  and  card  indexes  which  were  supposed 
to  have  accomplished  a  complete  reorganization.  Even  if  this  re- 
organization was  sufficient  for  the  needs  of  these  plants  at  the  time 
they  left,  which  it  was  not,  it  would  be  foolish  to  suppose  that  it 
would  automatically  administer  affairs  for  an  indefinite  period.  The 
business  that  is  managed  by  live  men  is  always  subject  to  profitable 
changes. 

19  The  balance  of  this  paper  can  be  covered  by  an  anal3n3b  of 
these  departments.  First,  the  Works  Office.  This,  to  my  mind,  is 
the  most  important  division  of  all;  if  I  had  to  choose  between  a  poorly 
equipped  shop  with  a  good  works  office  and  the  best  equipped  shop 
in  the  world  with  a  poor  works  office,  I  would  choose  the  former. 
The  head  of  this  department  should  be  an  understudy  of  the  assistuit 
works  manager. 

20  The  greatest  fault  in  choosing  a  man  for  the  head  of  the 
works  office  is  getting  a  man  who  is  too  one-sided.  Often  an  account- 
ant is  chosen,  and  he  fails  to  appreciate  the  true  relationship  of  the 
office  to  the  shop;  if  a  man  of  purely  shop  experience  is  chosen,  he 
fails  to  understand  the  importance  of  records.  He  should  therefore 
have  some  accounting  as  well  as  shop  and  engineering  experience. 
He  should  have  an  imaginative  and  inventive  mind  to  originate  new 
forms  and  apply  mechanical  devices  which  insure  greater  accuracy 
and  reduce  the  amount  of  labor. 

21  In  this  short  paper  it  is  impossible  to  go  into  details  as  to  the 
possibilities  of  this  position,  but  I  have  in  mind  a  case  where  a  man 
of  this  sort,  through  clever  adaption  of  methods  to  the  needs  of  his 
office,  in  two  years'  time  reduced  a  working  force  from  thirty-five  to 
twenty  men. 
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22  The  Works  Office  is  divided  into  four  divisions:  fird.  Time 
and  Employment;  second,  Cost  and  Inventory;  ihirdy  Stock  Control 
and  Receiving;  and /our^.  Planning  and  Tracing. 

23  The  Hme  and  Employment  Department  takes  care  of  hiring 
men,  application  files,  changes  in  wage  rates,  etc.,  and  making  up 
the  payroll.  This  section  also  has  charge  of  the  department  time- 
keq)en9  maintained  for  the  sake  of  accuracy  of  records  and  efficiency 
of  foremen.  The  workman  or  foreman  is  never  allowed  to  handle  his 
own  time  records.  In  conjunction  with  the  employment  department, 
I  have  found  it  a  benefit  to  the  shop  at  large  to  employ  a  medical 
man  and  install  equipment  to  take  care  of  all  injuries  and  illness  that 
may  occur  in  the  shop. 

24  The  Cost  and  Inventory  Department  should  be  able  to  show 
the  cost  of  any  job  at  any  stage  of  operation,  and  the  exact  profit  f rcmi 
the  complete  job.  It  should  further  be  able  to  analyze  any  of  the 
figures  into  direct  wage,  burden,  material,  etc.,  and  also  its  records 
should  show  by  comparison  all  previous  jobs  of  the  same  sort,  and, 
without  being  called  upon,  it  should  call  the  attention  of  the  works 
manager  to  any  unusual  discrepancies  in  these  comparisons.  There 
should  be  the  same  type  of  comparison  of  the  various  accounts  of 
indirect  expenditure. 

25  The  Stock-Control  Department  should  have  charge  of  issuing 
shop  orders,  ordering  from  purchasing  agent  all  raw  material  and 
finished  material  in  proper  quantities  and  in  sufficient  time  to  get 
the  finished  product  on  a  specified  date,  receiving  raw  and  finished 
stock,  as  well  as  storage  of  parts  finished  in  the  shop.  Special  effort 
must  be  made  to  secure  accurate  accounting  of  all  material,  as  this  is 
just  as  essential  to  the  right  operation  of  a  shop  as  the  cash  balance 
is  to  a  bank. 

26  The  Planning  and  Tracing  Department  establishes  the  order 
of  progress  of  work  through  the  shop.  This  department  must  be 
able  to  show  the  location  of  every  job  in  the  shop  within  a  half-hour 
of  its  movement  from  one  operation  to  another.  It  is  possible  to 
accomplish  this  by  very  simple  methods.  Two  or  three  men  follow- 
ing these  records  and  kicking  loose  the  dead  ends,  were  able  in  one 
shop  to  lessen  the  number  of  jobs  in  the  shop  at  one  time  from  over 
25,000  to  less  than  7000,  in  addition  practically  eliminating  the 
shortage  of  finished  parts  at  the  point  of  erection.  When  the  time 
is  ripe  for  time  study  and  the  establishing  of  standard  times,  this  will 
be  one  of  the  functions  of  the  planning  department. 

27  In  the  Engineering  Department  cJl  engineering  information 
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regarding  specifications  has  its  beginning.  The  best  arrangement  is 
to  separate  the  Chief  Engineer,  who  is  responsible  for  designs,  en- 
tirely from  that  section  which  issues  the  specifications  to  the  shop. 
The  chief  engineer  then  has  charge  of  the  dedgn  and  improvement  of 
the  product,  including  action  on  all  changes  suggested  from  any 
source. 

28  The  specification  section  takes  on  the  work  of  detailing, 
tracing,  checking,  indexing,  filing,  making  blueprints  and  parts  lists, 
making  bills  of  materials  and  issuing  them  to  departments  requir- 
ing them.  Standard  sizes  should  be  established  for  all  drawings  and 
the  straight  numerical  83rstem  of  identification  used.  For  detail 
work  one  piece  only  should  be  shown  on  a  sheet.  Details  should  be 
drawn  to  scale,  close  measurements  expressed  in  decimals  and  the 
working  limits  stated  on  each  drawing.  Dimensions  should  be  so 
complete  that  the  machinist  does  not  have  to  do  any  figuring  in  order 
to  find  any  measurement. 

29  Assembly  drawings  must  be  furnished  for  each  assembled 
unit.  The  assembly  drawing  must  show  the  piece  number  of  the 
details  that  go  to  make  up  the  assembly,  but  without  any  dimensions 
of  these  parts  being  shown.  I  have  found  that  showing  several  de- 
tails on  one  sheet  or  working  from  dimensioned  assembly  drawings  is 
bad  practice.  They  will  slow  up  the  work  in  the  shop  and  are  the 
cause  of  a  great  deal  of  scrapped  work. 

30  New  designs  should  be  gone  over  by  the  chief  engineer,  chief 
draftsman,  works  manager  and  his  assistant  before  being  detailed,  and 
the  detail  should  be  criticized  again  before  going  to  the  planning  de- 
partment. It  is  much  easier  to  rub  out  mistakes  on  the  drawing 
than  it  is  on  a  casting  in  the  shop. 

31  The  Pattern  Shop  has  the  making  of  new  patterns  and  the 
repairing  of  old  ones,  also  the  pattern  storage  and  location  records 
of  patterns  in  the  works  and  at  the  various  foundries.  I  wish  to  make 
a  point  of  the  equipment  in  the  pattern  shop,  which  should  be  the 
best  obtainable.  There  is  no  profit  in  working  high-priced  men  on 
weak-kneed  tools.  If  patterns  are  to  be  used  for  quantity  production, 
ease  of  molding  and  long  life  should  be  considered  in  building  them, 
but  where  a  limited  number  of  castings  are  to  be  made,  no  more  time 
should  be  put  on  them  than  absolutely  necessary.  Lack  of  attention 
to  either  one  of  these  details  has  caused  large  losses  to  many  concerns. 

32  The  Tool  Design  and  Storage  Department  takes  up  its  work 
at  the  point  where  the  drawings  for  parts  to  be  manufactured  leave 
the  planning  section  of  the  works  office.    Any  new  jigs  or  fixtures 
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required  for  the  sake  of  interchangeability  or  economical  manufao- 
taring  are  deagned  and  ordered  by  this  department.  This  depart- 
ment is  also  responsible  for  storage,  indexing  and  checking  of  jigs  and 
smaUer  tools  in  the  tool  cribs  in  the  shop,  and  requisitioning  the  pur- 
chase of  small  tools — taps,  cutters,  drills,  emery  wheeb  and  so  forth. 

33  The  Tool-Making  Department  will  build  all  new  jigs  and 
keep  up  repairs  on  old  ones.  The  sharpening  of  all  small  tools, 
milling  cutters  and  reamers  must  be  done  in  this  department,  and 
under  no  consideration  by  the  workman  using  them. 

34  The  Plant  En^eer  in  conjunction  with  the  power  plant  is 
an  arrangement  seldom  f  oimd  in  any  shop.  By  a  [dant  engineer  is 
not  meant  a  steam  or  electrical  engineer,  but  a  man  with  mechanical- 
aigineering  training  who  is  responsible  for  the  physical  upkeep 
and  improvement  of  the  plant  and  the  use  of  power.  The  oppor- 
tunity which  a  man  in  this  position  has  for  saving  money  and  in- 
creasing output  is  very  great.  The  locating  of  all  machinery,  shop 
furniture,  line  shafting,  pping  and  wiring  must  pass  through  his 
hands.  In  one  shop  the  writer  had  charge  of,  the  load  on  the  power 
idant  was  rapidly  going  beyond  its  capacity  and  steps  had  already 
been  taken  to  install  new  equipment  that  would  cost  many  thousands 
of  dollars.  By  installing  ball  bearings  and  rearranging  shafting  the 
plant  engineer  was  able  to  reduce  the  load  over  40  per  cent  at  a  cost 
of  15  per  cent  of  the  cost  of  a  new  power  plant.  There  was  also  the 
saving  in  the  cost  of  operation  which  the  new  power  plant  would  have 
entailed. 

35  The  Plant-Foreman's  Department  is  answerable  to  the  plant 
engineer.  The  work  that  the  plant  engineer  performs  is  usually 
taken  on  in  a  more  or  less  slipshod  manner  by  the  heads  of  various 
other  departments.  He  should  have  charge  of  the  millwrights, 
oilers,  belt  men,  pipe  fitters,  electricians,  carpenters,  crane  operators, 
hookers,  laborers,  watchmen,  janitors  and  shippers,  and  is  responsible 
for  the  cleanliness  of  the  plant,  both  inside  and  out. 

36  The  Inspection  Department  must  be  answerable  to  the 
works  manager  or  his  assistant  only.  In  no  case  should  the  inspec- 
tors take  instructions  from  any  of  the  machine-  or  erection-depart- 
ment heads.  They  must  pass  judgment  on  all  work  in  process  as 
wdl  as  the  finished  product.  The  inspection  may  be  carried  out 
either  directly  on  the  floor  or  in  a  centrally  located  inspection  room. 
This  depends  more  or  less  on  the  nature  of  the  product. 

37  The  Machining  Department  may  have  one  general  foreman, 
with  bis  asmstants  in  charge  of  the  subdivisions.    These  assistants 
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have  instructors  under  them  whose  duties  comprise  sedng  that  jobs 
are  properly  set  up,  tools  properly  selected,  and  proper  feeds  and 
speeds  are  used.  There  should  be  about  one  instructor  for  every  ten 
men.  Supervision  of  the  machine  work  must  be  entirely  separate 
from  the  erecting  department. 

38  The  writer  is  a  firm  believer  in  placing  machines  of  a  kind 
together;  that  is,  lathes  in  one  section,  drilling  machines  in  another, 
and  so  on.  It  keeps  down  the  amount  of  the  investment.  It  makes  a 
better-balanced  condition,  and  the  work  goes  to  a  foreman  who  knows 
more  about  that  particular  operation  than  an  all-around  man  can 
ever  hope  to  know. 

39  The  possibility  of  improvement  in  the  various  operations  of 
the  machine  shop  is  never-ending,  and  the  changes  in  machine  tools 
are  continuous,  which  is  a  fact  that  the  works  manager  and  his  assist- 
ant should  never  lose  sight  of.  Any  new  tool  that  promises  more 
economic  production  should  be  thoroughly  tried  out  and,  if  satis- 
factory, the  old  tool  should  be  immediately  disposed  of,  as  it  is  cheaper 
to  scrap  a  tool  than  to  operate  at  decreased  efficiency. 

40  The  Erection  Department  should  have  a  general  foreman, 
with  the  various  units  of  assembly  placed  imder  his  assistants,  as,  for 
instance,  in  a  lathe  shop  there  would  be  a  head  and  tailstock  depart- 
ment, carriage  and  apron  department,  etc.,  and  a  final  erecting  de- 
partment of  the  sub-assemblies  into  the  complete  machine. 

41  As  I  have  already  stated,  this  paper  just  touches  the  high 
places,  but  it  outlines  the  bade  structure  of  an  organization  for  a 
medium-sized  shop  building  the  average  line  of  machinery. 

DISCUSSION 

J.  M.  Sfitzolass  related  an  experience  in  shop  organization  or 
reorganization  which  was  rather  the  opposite  of  that  cited  in  the 
paper. 

In  this  case  the  shop  was  a  very  small  one,  having  a  few  groups  of 
two  or  three  men  each.  The  management  of  the  shop  was  visibly 
incapable,  the  equipment  poor,  and  the  material,  while  not  poor,  was 
very  poorly  appUed. 

At  the  beginning  of  the  reorganization  work  Mr.  Spitzglass  placed 
at  the  shop  a  very  bright  young  man,  in  fact,  a  genius  in  mathe- 
matics and  S3rstem,  to  make  a  systematic  study  of  the  work  and  to 
help  in  the  reorganization  of  the  methods  and  workings  in  the  shop. 

Friction  arose  from  the  first  moment.    The  foreman  openly 
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objected  to  the  various  innovations  introduced.  The  men  did  not 
like  them,  though  they  seemed  to  be  to  their  advantage,  and  it  kept^ 
him  busy  on  one  side  to  pacify  the  shop,  and  on  the  other  side  to  hold 
the  young  man  back.  This  went  to  show  that  the  author's  warnings 
regarding  time  study  applied  even  in  small  shops  and  where  the 
maDagement  was  to  be  changed. 

He  further  stated:  ''The  author  has  pointed  out  that  time  study 
and  the  bonus  sjrstem  should  be  considered  only  after  all  other  leaks 
have  been  attended  to,  that  is,  the  leaks  due  to  poor  management  in 
ike  office.  In  the  case  of  office  reorganization  we  have  to  deal  with 
men  who  understand  us  at  once.  They  are  with  us  and  helping  in 
every  way,  and  therefore  office  reorganization  is  comparatively  easy. 
When  it  comes  to  time  study  of  the  men  in  the  shop,  we  have  to  deal 
with  individuals  who  are  certainly  not  with  us  at  the  start.  If  they 
have  anything  against  us  they  will  not  express  themselves,  and  that 
keeps  us  working  in  the  dark,  which  is  the  reason  for  waiting  a  suffi- 
cient time  before  introducing  time  study  and  the  bonus  S3rstem  in  the 


Mark  H.  Landis  said  that  discussion  of  the  question  as  to 
whether  it  was  always  right  to  arrange  machines  according  to  their 
function,  led  him  to  state  an  experience  in  his  plant.  On  the  small 
parts  —  gears,  shafts,  etc.,  and  the  small  parts  in  general  that  were 
put  into  the  stock  room — it  seemed  better  to  have  the  machines 
arranged  in  departments,  according  to  their  functions  —  milling 
department,  etc.;  but  for  the  heavy  castings  —  beds,  turrets,  etc. — 
it  seemed  preferable  to  arrange  them  in  departments  according  to 
the  castings  themselves.  In  his  shop,  about  a  year  before,  they  had 
made  a  diagram  showing  the  path  that  the  heavy  castings  followed 
throu^  the  shop,  and  it  amazed  him  to  see  what  a  tangle  of  lines 
represented  the  moving  of  the  heavy  castings.  Such  a  tangle  was 
inevitable  unless  the  shop  was  so  arranged  that  the  castings  followed 
more  or  less  straight  lines. 

Elmer  H.  Neff.  Not  the  least  important  of  the  points  in  this 
paper  are  the  ideas  let  in  as  side  lights  on  the  subject  of  bringing  in 
outside  temporarily  employed  "experts"  to  reform  the  operation  of  a 
factory.  These  ideas  we  find  in  Par.  5,  the  last  sentence  of  Par.  13, 
and  the  latter  half  of  Par.  18. 

It  has  become  quite  a  habit  in  this  country  to  call  in  outside  help 
with  authority  to  upset  existing  shop  S3rstems  and  substitute  others. 
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Outsiders  can  have  only  a  very  superficial  knowledge  of  the  shop  and 
conditions  which  they  are  attempting  to  reorganize.  Of  course, 
almost  any  one  can  walk  through  a  shop  and  suggest  offhand  possible 
improvements.  Without  going  into  an  extended  discussion  on  that 
system,  however,  I  wish  to  emphasize  that  which  is  so  plainly  in  the 
mind  of  the  author  of  this  paper  —  namely,  that  the  rig^t  way  to 
reform  a  shop  system  is  by  putting  in  as  its  head,  with  proper 
authority,  a  man  capable  of  reforming  ttie  shop  methods  of  the 
organization  over  which  he  has  charge. 

In  many  factories  with  which  I  have  had  dealings  the  chief  trouble 
has  been  that  the  man  occupying  the  position  of  chief  of  the  shop 
operations  did  not  have  sufficient  authority  and  sufficient  leeway  so 
that  he  could  actually  make  use  in  the  interests  of  his  employers  of 
the  talents  for  which  they  were  paying.  In  that  case  the  man  himself 
should  either  compel  a  proper  assignment  of  authority  and  duties  for 
himself  or  move  on  to  some  other  place. 

I  wish  to  add  what  emphasis  I  can  to  Par.  36  concerning  the 
inspection  department.  This  statement  is  so  concise  and  so  well  fills 
the  bill  that  it  ought  to  be  framed  and  hung  in  the  office  of  every 
works  manager,  inspection  department  and  shop-foreman's  office. 
One  of  the  largest  machine-tool-building  concerns  in  the  world  built 
its  reputation  on  the  quality  of  its  product.  In  my  judgment  it  owes 
more  of  that  quaUty  of  product  to  this  fundamental  word  that  the 
inspection  department  should  be  responsible  only  to  the  head  of  the 
factory,  than  to  any  other  one  thing  outside  of  its  disposition  to  pro- 
duce good  work.  In  other  words,  this  company  which  I  have  in  mind 
might  have  had  ever  so  good  an  equipment  and  ever  so  good  workmen 
and  management,  but  with  this  one  requisite  lacking  and  the  in- 
dependence of  the  shop  inspection,  it  would  never  have  got  beyond 
the  position  of  the  ordinary  shop  as  regards  the  uniform  quality  of 
its  output. 

Adolph  L.  De  Leeuw  said  that  if  one  had  a  shop  small  enough 
and  with  a  small  line  of  product,  producing  only  a  comparatively  few 
things,  Mr.  Landis's  plan  was  perfectly  possible.  If,  on  the  other 
hand,  they  were  making  in  that  shop  260,  or  even  only  25,  different 
things,  unless  the  output  of  each  of  the  different  classes  of  machines 
was  very  large,  such  an  arrangement  would  be  impracticable,  and  the 
shop  would  probably  be  arranged  so  as  to  have  the  larger  parts  follow 
the  same  route  as  the  smaller  ones. 

If  one  went  still  further  and  took  a  shop  where  they  made  not  250 
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different  varieties  but  3000,  there  would  be  a  reversion  and  the 
machines  would  be  placed  in  groups. 

At  the  plant  with  which  he  was  connected  there  was  one  depart- 
ment that  assembled  the  machines  and  there  were  others  to  furnish 
the  parts.  For  example,  one  of  the  parts  was  so  small  that  a  dozen 
of  them  could  be  put  into  the  vest  pocket,  yet  a  shop  with  thirty  or 
forty  machines  did  nothing  else  but  make  that  part.  And  yet,  even 
in  tiiat  establishment  they  departed  from  that  S3rstem  again.  For 
instance,  when  it  came  to  making  such  sheet-steel  pressed  parts  as 
afterward  had  to  be  milled  or  drilled,  all  the  press  work  was  done  in 
the  press  department  and  the  parts  then  thrown  back  into  the  drill 
department,  because  there  the  skill  and  knowledge  required  to  get 
the  best  results  in  the  presses  was  such  an  absolutely  individual  thing 
that  it  would  not  pay  to  have  the  presses  distributed  over  the  entire 
shop.  And  this  system  again  might  be  reversed.  Though  the 
pressed  parts  should  all  be.kept  in  the  press  shop,  yet  there  were  parts 
which  required  such  particular  knowledge  of  the  function  of  that  part 
after  it  was  made,  that  it  was  better  again  to  put  the  presses  in  the 
department  where  the  part  was  made. 

TUs  was  exactly  ibe  condition  that  would  be  found  in  most 
shops.  No  general  rule  could  be  of  any  value  unless  a  very  careful 
study  was  made  of  the  individual  requirements  of  that  shop  and  of 
parts  made  in  it.  There  were  certain  screws  made  in  the  screw 
department,  but  there  were  screws  made  in  other  departments,  too, 
because  there  the  important  thing  was  to  understand  the  requirements 
of  a  particular  screw,  which  was  of  greater  importance  than  knowing 
how  to  make  the  screw  mechanically. 

He  would  suggest  that  in  discussing  the  arrangement  of  machines 
in  the  shop  we  forget  all  about  any  general  rule  which  might  be 
presented,  or  that  ever  had  been  presented,  and  study  the  problem 
as  we  found  it. 

Cabl  G.  Babth  (written).  As  Mr.  Kent's  paper  reads  in  the 
main  as  if  it  were  written  by  someone  directly  trained  in  the  art  of 
managing  by  Dr.  Taylor,  I  most  heartily  agree  with  nearly  every- 
thing it  contains.  What  he  says  about  leaving  such  matters  as 
time  studies  and  wage-payment  schemes  to  the  last,  when  organizing 
a  shop,  I  believe  in  so  fuUy  that  I  wish  it  could  be  made  a  law  in  our 
statute  books;  for  the  introduction  of  these  features  of  scientific 
management  before  the  proper  foundation  for  them  has  been  laid  is 
doing  a  great  deal  of  harm  around  the  country,  particularly  as  only 
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too  often  the  men  entrusted  with  that  kind  of  work  lack  the  neces- 
sary knowledge  and  experience  to  do  it  properly  at  any  time. 

The  ideal  way  of  effecting  a  reorganization  of  a  shop  midoubtedly 
isy  as  Mr.  Kent  says,  by  putting  a  competent  man  at  the  head  of  the 
organization  to  do  the  work;  but,  unfortunately,  there  are  not  enouf^ 
of  that  kind  of  men  to  go  aroimd,  so  that  there  is  still  a  legitimate 
field  for  the  professional  outside  reorganizer.  Such  a  man  should, 
however,  as  has  now  been  my  own  practice  for  some  ten  years  past, 
to  the  greatest  possible  extent  do  his  work  through  some  one  in  the 
permanent  organization,  whose  education  in  modem  management 
methods  thus  becomes  his  principal  task. 

In  nearly  all  the  shops  that  I  have  reorganized,  the  product  has 
been  of  such  a  nature  that  my  efforts  have  been  to  group  similar 
machinery  together;  that  is,  adopt  what  may  be  termed  the  func- 
tional arrangement  of  the  machines;  but  under  certain  conditions 
it  would  be  absolutely  preposterous  to  do  this,  and  no  hard  and  fast 
rule  can  be  laid  down  in  this  matter.  Each  shop  becomes  properly 
a  study  of  its  own. 

H.  Wadb  Hibbaro  said,  in  criticism  of  Par.  5,  that  a  wage-pay- 
ment scheme  was  not  necessarily  involved  in  time  study.  Certainly 
time  study  should  come  early,  preceded  by  anal3rsis  of  an  operation 
into  its  elements,  then  timing  the  elements.  Often  it  was  found  that 
the  company  was  itself  the  greatest  time  waster,  and  this  waste 
could  be  eliminated  -without  any  reference  to  the  wage-pajrment 
system. 

The  Author.  The  discussion  seems  to  make  it  necessary  to 
reiterate  what  was  said  at  the  beginning  of  the  paper:  namely,  that 
the  paper  is  confined  to  the  treatment  of  an  organization  employing 
from  300  to  600  employees  engaged  in  producing  an  average  line  of 
machinery. 

A  great  deal  of  the  discussion  about  the  arrangement  of  machines 
according  to  classes  or  according  to  the  pieces  produced  is  very  in- 
teresting, but  is  beside  the  point  so  far  as  the  paper  is  concerned. 
However,  it  seems  to  me  that  in  a  shop  of  any  size,  if  its  product  is 
subject  to  any  variation  at  all  and  to  alteration  of  design,  there  is  a 
fundamental  principle  which  makes  possible  a  fairly  general  rule. 

The  most  important  factor  in  the  grouping  of  machines  is  the  need 
for  getting  the  greatest  skill  obtainable  in  the  organization  appUed 
to  each  operation.    Skill  of  operation  will  far  more  than  offset  con- 
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siderable  expense  in  the  transportation  of  material  which  may  result 
from  the  necessity  of  moving  pieces  even  of  considerable  weight  over 
considerable  territory.  In  other  words,  the  man  in  an  organization 
who  knows  most  about  screw  machines  should  have  all  screw  machines 
in  his  department  and  be  responsible  for  all  screw-machine  work. 
The  man  who  has  made  a  specialty  of  planing  and  who  treats  it  as  his 
life  work  will  know  far  more  about  his  job  and  will  take  far  greater 
pains  in  his  work  than  any  man  who  has  charge  of  the  manufacture 
of  one  piece  requiring  many  different  machines  other  than  the  planer, 
and  this  man  whose  specialty  is  planing  should  therefore  have  charge 
of  all  planers  in  the  shop  and  be  responsible  for  all  planing  work. 

I  have  .tried  to  show  at  various  points  in  this  paper,  and  wish 
again  to  emphasize  the  fact,  that  the  most  important  factor  to  be 
dealt  with  in  the  shop  organization  is  the  human  element.  This 
factor  is,  of  course,  the  least  subject  to  the  exact  operation  of  formal 
rules.  It  is  never  long  the  same  in  any  one  shop  and  never  the  same 
in  any  two  shops,  and  it  is  the  most  important  thing  to  consider  in 
Uie  question  of  the  time  at  which  it  is  most  advantageous  to  take  up 
time  study. 

It  is,  of  course,  never  amiss  for  the  foreman  of  a  department  to 
study  very  carefully  the  efficiency  of  any  of  the  operations  carried  on 
in  his  department,  and  to  suggest  and  carry  out  changes,  but  the 
bringing  into  the  department  of  some  stranger,  or  a  man  whom  the 
workmen  look  upon  as  a  stranger,  to  carry  on  a  scientific  analytical 
study  of  operations,  is  a  thing  to  be  taken  up  only  after  all  obvious 
leaks  are  stopped  and  the  confidence  of  the  workmen  firmly  estab- 
lished. In  fact,  it  is  my  beUef  that  reorganization  can  be  carried  on 
with  the  greatest  profit  where  the  fact  of  reorganization  is  kept  very 
thoroughly  in  the  background  and  even  not  suspected  by  the  average 
workman.  It  is  true  that  conditions  may  sometimes  be  so  bad  that 
violent  action  is  the  only  poepible  means  of  introducing  a  remedy, 
but  in  general  it  is  safe  to  say  that  the  best  types  of  shop  organization 
are  like  the  best  types  of  life  everjrwhere;  they  are  a  matter  of  growth 
rather  than  revolution. 
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PRODUCTION 
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AflBooiate  of  the  Society 

Pkam  Detign:  High-epeed  steel  and  the  deeire  to  obtain  the  highest  poeeiUe 
tpeedi  in  both  direcHone  have  rendered  changes  in  planer  design  imperaHoe. 

Onsofthe  ejections  to  speeding  up  the  machine  has  been  the  difficuUy  encountered 
(U  the  reserse.  This  was  at  first  partly  overcome  by  lightening  the  driving  pulleys, 
and  has  been  now  most  saHrfaetorUy  met  by  the  reoerstble  motor  drioe. 

To  diminate  fatigue  qf  the  operator  and  save  time,  rapid  power  traverse  is  now 
9v»eraBy  used.  This  u  quite  a  departure  from  the  standard  construction,  in  which  the 
ieads  are  operated  by  hand. 

Production:  Comparativdy  little  thought  has  been  given  to  handling  work  on  the 
^awr.  An  analysis  shows  that  the  machine  itself  is  engaged  only  a  small  part  of  the 
<MNe  rsgmred  for  the  complete  operation. 

Jigs,  gang  tools  and  double^nded  cutters  have  assisted  greatly  in  cutting  down 
Utt  time;  in  a  case  died  the  proper  jig  cut  down  the  total  titr^from  28  to  4  hours. 

THE  problem  of  providing  the  increased  speeds  and  power  to 
develop  the  possibilities  of  highnspeed  steel  and  to  meet  the  in- 
creasing  necessity  for  greater  production  has  been  a  comparatively 
simple  one  in  such  machines  as  lathes,  drilling  machines,  boring  mills, 
nulling  machines  in  which  the  cutting  is  continuous  and  the  motion 
of  the  tool  is  in  one  direction  only.  In  this  type  of  machine  it  has 
meant  merely  adding  power  and  strengthening  parts. 

2  The  speeding-up  process  introduces,  however,  a  vastiy  different 
problem  in  such  machines  as  slotters,  shapers  and  planers,  in  which 
tiie  cutting  is  not  continuous  and  which  have  a  return  motion  of  the 
tool.  The  principal  limitations  of  machines  of  this  class,  especially 
the  planer,  are  twofold:  first,  the  inertia  of  the  moving  mass  at  the 
moment  of  reverse;  second^  the  speed  at  which  the  tool  enters  the 
woriL  The  problem  of  overcoming  these  limitations  has  had  the 
attention  of  quite  a  number  of  engineers,  and  while  considerable 

Pnsented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Tef 

^MMnCAW  SOCIBTT  OF  MbGHAMICAL  ENGDVmBBB. 

220 


Digitized  by  VjOOQIC 


230  MBTAL  FLANEBS  AND  BiSTHODS  OF  FRODUGTION 

progress  has  been  made  the  complete  solution  does  not  seem  to  have 
been  reached. 

3  The  evolution  of  the  planing  machine  has  followed  along  the 
lines  of  increased  table  speeds.  The  earlier  demands  were  all  for  a 
higher  return  speed,  in  the  belief  that  great  savings  could  be  effected 
by  reducing  the  idle  time  consumed  in  the  return  of  the  table. 

4  It  next  followed  that  further  gains  could  be  made  by  in- 
creasing the  cutting  speed,  owing  to  the  fact  that  this  part  of  the  cyde 
consumes  the  greater  part  of  the  time  involved.  The  advent  of 
highnspeed  steel  can  be  credited  largely  with  the  marked  advance  in 
this  part  of  the  development. 

5  After  fairly  high  speeds  in  both  directions  were  obtained  there 
came  the  demand  for  variable  cutting  speeds.  It  soon  became  a 
recognized  fact  that  to  operate  a  planer  having  only  one  cutting  speed 
was  both  wasteful  and  detrimental  to  the  best  methods  of  increased 
production. 

6  This  constant  change  of  conditions,  and  the  desire  to  obtain 
the  highest  possible  speeds  in  both  directions,  led  to  serious  difficul- 
ties for  which  a  change  in  design  became  unperative. 

7  One  of  the  objections  to  the  speeding-up  of  the  planer  was  the 
difficulty  encoimtered  at  the  reverse,  namely,  the  inertia  of  the  moving 
parts.  Several  tests  were  conducted  which  established  the  fact  that 
the  greater  part  of  the  trouble  was  caused  by  heavy  machine  pulleys 
and  their  high  speeds. 

8  Various  types  of  magnetic,  pneumatic  and  mechanically 
operated  clutch  drives  were  designed  in  which  the  pulleys  were  not 
reversed.  Our  experience  with  these  drives  was  that  they  developed 
the  objectionable  features  inherent  to  friction  clutches,  namely,  the 
slippage  and  wear  which  takes  place  before  the  parts  are  propeily 
engaged.  The  most  successful  of  these  types  was  the  pneumatic 
clutch. 

9  A  few  planers  were  built  which  embodied  heavy  springs  to 
overcome  the  shock  at  reversing.  We  designed  one  machine  in  which 
these  springs  were  added  into  the  driving  gears,  and  in  another  ma- 
chine the  table  rack  was  made  floating  and  held  in  place  by  two  heavy 
springs  at  either  end.  These  designs  did  not  prove  satisfactory, 
-^wiuK  to  the  variable  pressures  while  under  heavy  or  light  cutting. 
-5JS0  the  springs  had  very  little  effect  at  the  moment  of  reverse. 

10  It  seemed  that  none  of  these  arrangements  quite  met  all 
^conditions,  and  to  overcome  the  difficulties  in  the  standard  belt- 
shifting  machines  experiments  were  conducted  with  lighter  driving 
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pulleys.    A  step  which  marked  quite  an  advance  in  this  direction 
was  the  use  of  an  aluminum  alloy  for  the  pulleys  instead  of  cast  iron. 

TABLE  1    TEST  ON  80X80X14-FT.  CINCINNATI  PLANER  TO  SHOW  THE  GAIN 

IN  8TB0KBS  AND  EPPICIENOY  OP  ALUMINUM  DRIVINa  PULLEYS  OVER 

CAST-IRON  DRIVING  PULLEYS 

CuTTtNO  Sraio  40  Ft.,  Rbtukn  Sfud  90  Pr. 


Laofth 

ofi^k*. 

ft. 

Timetable 

WEB  running 

min. 

Number  of 

cutting 
strokes  with 

eXpuUeyi, 
weight  56  lb. 

Number  of 

cutting 
•trokeiwith 
aluminum 

pulleys 
w«ght801b. 

Number  of 
strokes 
gained 

Theoretical 

number  of 

strokes 

Percent 
eflidencyof 

pulleys 

a 

80 

300 

850                    44 

415 

84.8 

4 

ao 

185 

189 

24 

207 

01.3 

10 

80 

70 

82 

e 

88 

98.7 

It  was  found  that  not  only  did  this  overcome  the  greater  part  of  the 
objections  to  the  heavier  pulleys  but  that  higher  speeds  were  possible, 

TABLE  2    TEST  OP  76Xfl2X82-FT.  CINCINNATI  PLANER  WITH  CAST-IRON 
AND  ALUMINUM  PULLEYS 


Amp. 

Amp.  platen 

indirection 

of  cut 

Amp.  platen 

Indirection 

of  return 

Amp.  reverse 

from  cut  to 

return 

Amp.  reverse 

from  return  to 

cut 

Length 

of 
stroke, 

ft. 

buand 

lOdS 

Nl«r 

with 

ci 

puller 

with 
Alumi- 
num 
pulley 

with 

e.i. 

pulley 

with 
alumi* 

num 
pulley 

with 
tcL 
pulley 

with 
alumi- 
num 
pullv 

with 

o.i. 

pulley 

with 
alumi- 
num 
pulley 

Remarks 

U 

20 

20 

27i 

28J 

182» 

lOOi 

9U 

75 

0.66 

Lengthen- 
ing the 
stroke  from 
8in.to20ft. 
does  not  al- 

14 

m 

20 

80 

m 

182i 

105 

wi 

76J 

20 

16 

21i 

2U 

80 

80 

180 

105 

95 

76J 

20 

2  amperes 
either  way 

U 

m 

20.4 

30 

»A 

182i 

105 

Mi 

76i 

This  line  is  average 

44 

e.s 

e 

8.8 

8.0 

89 

80.9 

m 

22.4 

Average  hp. 

80  that  a  decided  gain  was  made  in  the  number  of  cutting  strokes 
owing  to  the  fact  that  less  time  was  consumed  in  the  reverse.   Table  1 
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gives  results  of  a  test  made  on  a  30  X  30  X  14-ft.  planer  and  gives  a 
good  idea  of  the  gains  effected  by  the  use  of  aluminum  pulle3r8. 

11  These  pulleys  were  also  found  to  effect  quite  a  saving  in 
power  at  the  moment  of  reverse.  Table  2  shows  a  test  made  on  a 
76  X  62  X  32-ft.  planer,  in  which  this  saving  in  power  was  about  25 
per  cent. 

12  The  subject  of  individual  electric-motor  drive  for  planers  has 
received  considerable  attention  in  the  past  few  years.  One  type  of 
dri^e  which  has  been  successfully  developed  is  the  variable-speed 
drive.  This  consists  pf  a  1  to  2  variablenspeed  motor  coupled  direct 
to  the  top  driving  shaft  of  the  planer.  The  speed  of  this  motor  is 
controlled  by  two  separate  sets  of  resistance  which  are  automatically 
operated  by  a  master  switch  connected  to  the  shifting  mechanism  of 
the  planer. 

13  The  cutting  speed  can  be  varied  from  25  to  50  ft.  per  min., 
while  the  return  speed  may  be  varied  if  desired  without  affecting  the 
cut.  The  controller  handles  are  set  to  a  predetermined  speed  before 
starting.  The  planer  is  operated  in  the  usual  manner  from  the 
tumbler,  and  the  master  switch  automatically  varies  the  speed  of  the 
motor  at  each  reversal.  This  type  of  drive  has  the  desirable  feature 
of  eliminating  the  mechanically  operated  speed  variators  and  is 
quite  simple  in  operation.  It  provides  a  very  flexible  arrangement 
when  variable  speeds  are  desired.  This  is  especially  true  on  the 
smaller  azes  of  planers. 

14  Probably  the  most  interesting  motor  application  to  planors 
in  recent  years  is  the  reversible  motor  drive.  While  it  cannot  be 
claimed  that  the  application  of  this  type  of  drive  is  new,  it  can  be 
stated  that  the  drive  approaches  more  nearly  the  ideal  planer  drive 
than  any  other  method  heretofore  used.  By  coupling  the  motor 
direct  to  the  first  dnving  shaft,  the  entire  reversing  mechanism,  pul- 
leys and  belts  are  eliminated  and  all  the  objections  before  enumerated 
are  successfully  overcome. 

15  The  motor  is  an  adjustable-speed  motor,  having  a  speed  range 
of  1  to  4,  so  that  a  large  range  of  cutting  speeds  from  25  to  60  ft.  per 
min.  and  return  speeds  up  to  100  ft.  can  be  obtained.  A  double  set 
of  resistance  is  provided,  making  it  possible  to  vary  either  cutting  or 
return  speed  independently  of  the  other.  This  arrangement  has  also 
simplified  the  problem  of  variable  speeds  in  connection  with  this 
drive. 

16  The  operating  mechanism  is  handled  in  exactly  the  same 
manner  as  is  the  standard  beltnshifting-type  planer,  so  that  no  ocmi- 
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plications  are  encountered  by  the  operator.  Two  predominating 
features  in  this  t3rpe  of  drive  are  the  total  absence  of  belt  slippage 
under  heavy  cutting  and  the  lower  peak  loads  at  the  moment  of 
leverae.  Table  3  shows  the  importance  of  these  two  features  over 
the  belt  drive. 

17  It  can  be  said  that  the  reversible  motor  drive  as  applied  to- 
day furnishes  about  all  that  can  be  desired  of  an  efficient  planer  drive. 

18  The  study  of  fatigue  of  the  operator  and  easy  control  of  the 
machine  is  receiving  quite  a  lot  of  attention  in  almost  every  machine 
operation,  and  there  is  no  doubt  but  that  great  possibilities  in  this 
direction  exist  in  machine-tool  construction. 


TABLE  S    TEST  MADE  BY  GENERAL  ELECTRIC  CO.,  ON  0O-IN.X7S-IN. 

PLANER 


Diivtb  hp 

SMs^tU 

Awwiiiiiwtt  eatting  kwd,  hp. . . 
Piik  kid  rtvwM  to  rtturn.  hp. 
Fnk  kid  rtvwM  to  out,  hp — 

TiBMntiirBttrolw,Me 

Tlmteii(itrolDi,Me. 

Tlmto(«yeli,Me. 

Ft  p«  rninuti  rtturn  itroki. . . 

Ft  p«  nunntt  out  itroki 

Ragout  to  rotuni.on6  to 


Sinfle 
bolt 
drive 


25 

8 
26 
65.6 
26 

7.2 
20 
27.2 
M.« 
24 
2.78 


Doubli 
bolt 
drivi 


25 

8 
25 
44.8 
66 

7.2 
20 
27.2 
66.0 
24 
2.78 


Pnofumatie 
olutoh  run- 
ning it  200 

r.p  jn.  on 
out  and  600 

r.p.m.  on 
return 


25 

8 
24 
75 
86 

7.6 
10.5 
27.1 
0S.2 
24.6 
2.57 


Pntumati 
elutoh  run 
ning  at  70 

r.pan.  on 
out  and  200 

r.p.m.  on 
return 


25 

8 
26 
25 
15 

6.8 
16 

22.8 
70.5 
80 
2.85 


Direot-oonneeted 
eleetrie  motor 
having  eutting- 
■peed  range  of  more 
than  2  to  1  and  a 
total  speed  nnge 
of4tol 


25 

8 
81 
20 
20 

6.6 
18.4 
10 

85.7 
85.8 

2.4 


19  Power  operation  of  heavy  machine  parts  seems  to  have  found 
a  permanent  place  in  the  construction  of  all  classes  of  machinery. 
There  is  an  increasing  demand  for  elimination  of  lost  time  between 
cats,  and  this  feature  has  also  found  its  way  into  the  design  of  planers. 

20  Rapid  power  traverse  is  now  being  generally  used  in  manipu- 
lating planer  heads  in  all  directions.  This  is  quite  a  departure  from 
the  standard  construction  in  which  the  heads  are  operated  entirely 
by  hand.  Experience  has  demonstrated  that  the  new  practice  elimi- 
nates a  considerable  amount  of  wasted  time  throughout  the  day, 
and  is  a  decided  help  to  the  operator  as  it  saves  him  from  undue 
exertion  and  fatigue. 
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A  FEW  RFiMARKB  ON  PRODUCTION 

21  As  a  general  rule  comparatively  little  thought  is  given  to  the 
subject  of  handling  work  on  the  planer.  If  the  same  amount  of  time 
and  study  were  devoted  to  providing  jigs  and  fixtures  for  the  planer 
that  is  given  other  machining  operations,  the  saving  in  time  would  be 
astounding.  In  the  majority  of  cases  a  careful  analysis  wiU  show 
that  the  machine  itself  is  engaged  during  only  a  small  portion  of  the 
total  time  taken  to  complete  the  operation.  The  balance  of  this 
time  is  lost  in  setting  the  work,  measuring  for  roughing  cuts,  fitting 
for  finishing  cuts,  and  changing  and  grinding  tools. 

22  In  planers,  as  in  any  other  machines,  we  depend  on  the 
operator  to  a  large  extent  for  the  best  results.  Invariably  the  ques- 
tion of  chucking  work  on  a  planer  is  left  to  his  discretion,  and  he  pro- 
ceeds to  the  best  of  his  ability  with  the  equipment  allotted  him,  which 
usually  consists  of  an  assortment  of  bolts,  clamps  and  blocks  instead 
of  jigs  and  fixtures. 

23  I  have  found  innumerable  cases  in  which  the  chucking  time 
alone  almost  trebled  the  cutting  or  machining  time.  Adding  to  this 
the  time  lost  in  changing  tools  and  measuring  work,  we  find  as  an 
average  that  the  total  actual  time  required  to  complete  a  piece  of 
work  is  from  4  to  5  times  the  theoretical  time  necessary  to  plane  the 
piece,  the  theoretical  ^time  being  based  on  the  number  of  square  inches 
to  be  planed  and  the  cutting  and  return  speed  used. 

24  It  is  not  surprising  to  find  that  where  time  studies  are  eon- 
ducted  f requentiy  a  saving  from  50  to  85  per  cent  in  time  is  effected, 
this  through  the  elimination  of  wasted  chucking  and  measuring  time. 

25  In  the  greater  number  of  cases  a  holding  fixture  with  screw 
adjustments  can  be  devised  so  that  it  is  only  a  matter  of  dropping  the 
piece  into  this  fixture  and  applying  the  clamps,  which  should  be  part 
of  the  fixture.  Hardened  steel  plugs  can  also  be  incorporated  into  the 
jig  to  indicate  the  various  heights  and  angles  of  the  piece  without  the 
use  of  scales  or  referring  to  a  drawing.  These  are  a  great  help, 
especially  in  the  roughing  operation.  Gang  tools  and  double-end 
cutters  also  assist  greatly  as  they  save  considerable  time  in  getting 
correct  sizes  without  measuring. 

26  As  an  example  of  what  this  jigging  up  has  meant  in  one  in- 
stance. Fig.  1  shows  a  shortwall  coal-cutting-machine  main  frame 
being  planed.  For  quite  a  while  these  frames  were  planed  in  the  old- 
fashioned  way  by  clamping  and  stopping  them  on  the  planer 
table.    The  average  time  required  for  planing  with  this  method  was 
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28  hours.  Since  the  proper  jigs  and  fixtures  have  been  provided, 
these  frames  are  now  being  planed  complete  in  4  hours.  On  this  jig 
bosses  are  planed  on  which  hardened  blocks  are  set  for  setting  the 
tools. 


Fio.  1    Example  of  Time-Saving  Jig  on  Planer 

27  Another  very  good  result  obtained  by  time  studies  is  the 
plamng  of  locomotive  cylinders  complete  in  one  setting.  As  a  general 
rule  these  cyUnders  are  planed  one  at  a  time  and  several  settings  are 
required.  After  a  careful  study,  fixtures  were  provided  which  were 
80  arranged  that  four  surfaces  could  be  planed  at  one  time,  using  four 
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tools  for  the  cutting  instead  of  only  tme*    The  saving  in  time  on  a 
pair  of  these  cylinders  was  about  So  per  cent. 

28  The  building  of  high-grade  planers  has  estabhshed  itself  as  an 
important  factor  in  the  raachine-tool-building  field.  Many  usere 
seldom  reahze  that,  unlike  smaller  machine  tools,  the  building  of  a 
planer  requires  a  more  extensive  equipment  of  machinery,  as  well  as 
a  large  number  of  costly  fixtures  and  measuring  instruments.  The 
planer  is  necessarily  a  large  and  expensive  machine,  and  proportion- 
ately larger  returns  are  obtainable  from  it  than  from  smaller  machines 
owing  to  the  higher  expense  or  burden  charged  against  it.  The 
planer,  therefore,  should  receive  special  attention  from  the  time- 
study  4epartment- 

DISCUSSION 

Carl  G.  Barth  (written),  Mr.  Meier's  paper  is  interesting,  as 
it  is  probably  the  first  attempt  in  the  way  of  a  published  stat-emeoi 
of  the  actual  gains  obtained  by  the  use  of  aluminum  pulleys  instead 
of  cast-iron  pulleys  on  belt-driven  and  belt  reversing  planers,  s^ 
first  introduced  by  the  Cincinnati  Planer  Co,  However,  on  investi- 
gating the  experimental  data  set  forth  in  the  tables,  I  find  them  far 
from  consistent. 

Frequently  during  the  past  seventeen  years  I  have  had  to  conduct 
similar  experimenta  with  planers  of  various  kinds,  in  order  to  deter- 
mine the  length  of  time  it  takes  them  to  make  any  length  of  double 
stroke  between  the  minitnum  and  the  maximum  of  each  one,  for 
the  purpose  of  incorporating  this  information  on  my  Planer  Time 
Slide  Rule;  and  in  making  such  experiments  I  work  on  the  theoiy 
that  the  time  consumed  in  stopping  and  reversing  the  planer  table 
at  the  end  of  each  stroke  must  be  independent  of  the  length  of  the 
stroke,  and  that  it  can  hence  be  considered  equal  to  the  time  it 
would  take  the  table  to  travel  an  imaginary  addition  to  its  actual 
stroke  at  its  full  forward  and  i-eturn  speeds;  a  theory  I  have  ag^n 
and  again  found  to  hold  good  near  enough  for  all  practical  pur- 
poses, though  il  unquestionably  would  not  for  strokes  as  short  as 
some  I  have  often  enough  observed  in  poorly  managed  shops,  in 
which  the  all-around  ruinous  effect  of  such  short  strokes  is  not 
recognized.  Thus,  if  I  designates  the  actual  length  of  strokf?  and 
a  this  imaginary  or  ideal  addition,  then  the  total  time  for  a  double 
stroke  will  be 

^'^''{l  +  a)^C{l  +  a) [11 


vV 
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V  and  V  being  respectively  the  forward  and  return  speeds  of  the 
table. 

Similarly,  for  I  =  h  and  t  =  ^i, 

<i  =  C(ii  +  a) [2] 

and  dividing  [1]  by  [2]  gives 

-^ i»i 

This  shows  that  the  experimental  determination  of  the  time  for 
each  of  two  double  strokes  only  is  necessary  for  the  derivation  of 
the  value  of  a,  and  hence,  if  three  values  of  t  are  determined  experi- 
mentally, these  must  result  in  three  derivations  of  a  that  must  be 
substantially  alike,  if  the  experiments  are  conducted  with  care. 

To  apply  this  test  to  the  data  of  Table  1  of  the  paper,  we  will 
first  change  it  from  giving  the  number  of  strokes  in  30  min.  to  give 
the  time  for  each  of  the  three  strokes.    Thus: 


Aetual  Leofth  ot 

TxifB  IN  MiNum  POB  Onb  Dottblb  Strokb 

Stroke,  Ft. 

Cast-iron  Pulleys 

Aluminum  Pulleys 

2 

4 
10 

30/808-0.008039 
30/166-0.181818 
30/76   -0.394737 

30/360-0.086714 
30/189  -  0  168730 
30/82    -0  366864 

Considering  first  the  times  obtained  for  the  cast-iron  pulleys 
and  substituting  these  in  Equation  [3],  we  get  three  values  of  a,  as 
follows: 

(0.098089  X  10)  -  (0.394737  X  2)      ^  _^.  -,       _  -^  . 

^  =  ^ 0.394737^0.098039 "  =  ^'^^^  ^''  =  ^'^^  '''' 

_  (0.098039  X  4)  ~  (0.181818  X  2)  _  ^ 

0.181818  -  0.098039  "  "'^^  ^*-  "  ^"^ '''• 

_  (0.181818  X  10)  ~  (0.394737  X  4)  _  _ 

0.394737-0.181818  ^'^^^  ^^-  "  ^^-^^  '''• 

which  are  far  from  substantially  alike.  For  the  aluminum  pulleys 
we  similarly  obtain  for  a  the  three  unequal  values  4.17  in.,  5.37  in. 
and  7.18  in. 

However,  while  data  obtained  by  experiments  with  two  different 
strokes  are  only  theoretically  enough  for  the  determination  of  the 
value  of  a,  the  foregoing  investigation  shows  the  necessity  of  taking 
at  least  three  strokes,  as  Mr.  Meier  has  done,  and  then,  in  addition 
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to  this,  of  working  with  such  care  and  circumspection  that  the  three 
values  of  a  independently  obtained  will  be  near  enough  alike  for  all 
practical  purposes.  My  method  is  to  plot,  as  in  Fig.  2,  the  simul- 
taneous values  of  I  and  t,  with  the  latter  obtained  by  means  of  a 
stop  watch  on  which  is  read  the  time  it  takes  for  the  completion  of 
an  exact  number  of  double  strokes  of  a  carefully  measured  stroke. 

This  is  far  more  convenient  and  likely  to  give  reliable  results 
than  counting  the  number  of  strokes  made  in  a  given  length  of  time, 
as  by  this  latter  method  some  fraction  of  a  stroke  has  either  to  be 
neglected  or  only  roughly  be  taken  into  accoimt;   and  I  attribute 


k 

■  r ---iz       ■    --->'  J  I 

h- - --->p ---::-:-.:---- -^:::.-,-^ ^ 

Fig.  2    Method  of  Determining  Value  op  a 


Mr.  Meier's  failure  to  obtain  more  consistent  results  principally 
to  non-success  in  adjusting  his  strokes  closely  enough  to  the  2-,  4- 
and  10-ft.  lengths,  respectively,  and  also  to  the  obvious  loss  or 
overestimation  of  some  fractional  strokes,  though  the  latter  would 
in  a  30-min.  nm  be  a  very  minor  cause  of  the  inconsistent  data 
obtained. 

It  will  readily  be  seen  in  Fig.  2  how  a  is  graphically  determined 
by  the  straight  line  AB  drawn  to  pass  through  the  three  points  C, 
D  and  E,  when  these  represent  a  set  of  consistent  results  obtained. 

After  similarly  plotting  all  of  Mr.  Meier's  results,  and  taking  it 
for  granted  that  a  only  and  not  C  in  Equation  [1]  is  affected  by  the 
substitution  of  aluminum  pulleys  for  cast-iron  pulleys,  I  have  by 
inspection  attempted  to  eliminate  the  grossest  errors  of  Mr.  Meier's 
observations  and  to  write  Equation  [1]  as 

t  =  0.0354  {I  +  1.125)  for  cast-iron  pulleys 
t  =  0.0354  {I  +  0.45)  for  aluminum  pulleys 
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If  I  have  succeeded  in  getting  close  to  the  truth  in  arriving  at 
these  equations,  the  value  of  1.125  ft.  -  13^  in.  for  the  cast-iron 
puliqrs  as  against  only  0.45  ft.  =  5.4  in.  for  the  aluminum  pulleys 
is  certainly  the  plainest  way  of  showing  up  the  superiority  of  the 
latter. 

Mr.  Meier  gives  the  forward  speed  of  the  planer  as  40  ft.  and 
the  return  speed  as  90  ft.,  which  would  make  the  value  of  C  in  these 
equations  =  (90  +  40)/(40  X  90)  «=  0.03611;  but  the  plots  made  by 
me  seemed  to  indicate  that  this  value  was  too  high,  so  the  value 
0.0354  was  chosen.  However,  assuming  V/v  =  90/40,  or  7  =  2.25  v, 
and  writing 

V  +  v      2.25»  +  «; 


C  =  0.0354  = 


vV  2.25  f* 


gives  V  =  40.8  ft.  and  7  =  91.8  ft.,  which  are  not  very  far  from  the 
figures  given  by  Mr.  Meier. 

Let  me  also  point  out  how  reasonable  the  ratio  1.125/0.45  =  2.5 
appears  in  comparison  with  the  ratio  of  the  weights  of  the  cast-iron 
and  aluminum  pulleys,  56  lb./20  lb.  =  2.8,  in  view  of  the  fact  that 
the  mass  alternately  started  and  stopped  is  principally  that  of  the 
driving  pulleys  of  the  planer,  and  in  view  of  the  simple  laws  of 
mechanics  involved. 

In  Par.  11  Mr.  Meier  makes  the  unqualified  statement  that  the 
aluminum  pulleys  also  "effect  quite  a  saving  in  power,"  and  then 
states,  by  pointing  to  the  figures  in  Table  2,  that  for  a  76  X  62  X 
32-ft.  planer  this  amoimted  to  25  per  cent,  while  he  evidently  has 
in  mind  only  the  maximum  power  expended  during  the  period  of 
reversal. 

As  the  power  during  reversal  is  principally  expended  in  over- 
coming the  inertia  of  the  pulleys,  the  total  amount  of  this  power 
must  be  more  nearly  proportional  to  the  weights  of  the  respective 
pulleys,  while  the  25  per  cent  of  greater  peak  load  can  be  explained 
by  the  well-known  fact  that  a  belt  will  pull  the  most  when  it  slips 
the  most,  as  it  no  doubt  will  when  forced  to  stop  and  start  the  heavier 
cast-iron  pulleys. 

However,  the  power  expended  in  reversing  is  of  no  considera- 
tion as  compared  with  the  wear  and  tear  on  the  belts  themselves 
and  other  parts  of  the  reversing  mechanism. 

Charles  Fair  (written).  Mr.  Meier  has  brought  out  a  niunber 
of  important  points  which  should  receive  serious  consideration.    For 
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a  long  time  I  have  felt,  as  Mr.  Meier  does,  that  neither  the  planer 
manufacturer  nor  the  planer  user  has  given  the  question  of  handling 
the  work  or  the  cutting  anything  like  the  consideration  it  deserves. 
It  is  generally  admitted,  for  instance,  that  higher  cutting  speeds 
are  possible  if  the  tool  enters  the  work  slowly  and  then  speeds  up, 
yet  information  is  very  meager  as  to  how  seriously  this  will  affect 
the  work. 

On  heavy  roughing  cuts  the  spring  due  to  the  increased  pressure 
on  the  tool  while  speeding  up  in  the  work  would  probably  be  notice- 
able with  tools  not  properly  shaped.  If  only  roughing  cuts  were 
required,  a  fine  degree  of  accuracy  would  not  be  essential. 

If  roughing  and  finishing  cuts  were  made,  I  doubt  if  the  inac- 
curacies due  to  speeding  up  in  the  light  cut  would  be  noticeable. 
From  such  tests  as  I  have  made,  this  difference  is  not  great.  I 
have  again  brought  up  this  question  of  speeding  up  in  the  work 
because,  should  it  be  required,  it  is  very  easy  to  accomplish  with 
the  reversing  motor  drives,  as  is  also  slowing  down  before  leaving 
the  work  to  prevent  breaking  out  the  metal. 

Production  on  planers  could  certainly  be  speeded  up  by  a  more 
liberal  use  of  jigs  and  fixtures,  and  in  many  cases  double  sets  of 
jigs  could  be  used  to  advantage  where  considerable  duplicate  work 
was  being  machined.  This  would  be  particularly  true  in  cases 
requiring  time  to  properly  set  the  work. 

Mr.  Barth  is  a  little  hasty  when  he  criticizes  Mr.  Meier's  paper, 
largely,  I  should  judge,  on  the  groimd  of  its  being  practical  only 
and  not  consistent,  presumably,  with  his  theory.  In  this  particular 
case,  however,  the  correct  theory  does  agree  with  the  facts.  The 
time  of  stopping  and  reversals  varies  materially  with  the  length  of 
stroke,  as  can  be  easily  shown  by  tests,  particularly  in  the  case  of 
the  belt-driven  planer.  Fiu^her,  this  variation  is  noticeable  in  some 
cases  up  to  a  10-ft.  stroke;  however,  a  4-  to  5-ft.  stroke  usually 
covers  the  noticeable  variation.  It  will  not  only  be  necessary  for 
Mr!  Barth  to  substitute  a  variable  in  his  equation  for  the  different 
lengths  of  stroke,  but  this  variable  in  turn  will  necessarily  have  a 
different  value  when  applied  to  drives  of  the  single-belt-shifting 
type,  the  rocking-idler  type,  the  double-belt-shifting,  magnetic 
clutch,  pneumatic  clutch  and  direct-connected  reversing  motor 
drive.  These  in  turn  will  be  affected  by  the  different  weights  of 
the  revolving  parts,  and  in  the  case  of  the  belt  drives  by  the  tension 
of  the  belts  and  by  the  time  that  it  takes  for  one  belt  to  get  from 
the  loose  to  the  tight  pulley  and  the  second  belt  from  the  tight  to 
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the  loose  pulley.  There  are,  of  course,  many  other  elements  that 
enter  into  the  problem,  but  the  above  are  the  main  ones  that  would 
affect  the  constant  a. 

Mr.  Barth's  formula  would  be  correct  if  V  were  a  constant  rate 
of  speed  instead  of  a  variable  rate  of  speed.  An  average  velocity 
of  V  cannot  be  used  to  determine  a.  Therefore,  the  formula  would 
be  good  only  in  cases  ipdiere  the  machine  had  reached  full  speed 
and  then  only  under  the  conditions  for  which  the  actual  value  of  a 
was  obtained.  If  a  were  obtained  under  no-load  conditions  it  would 
not  apply  when  cutting  if  the  shifting  for  the  reverse  occiured  be- 
fore the  tool  was  out  of  the  work.  The  changing  value  of  V  is  even 
more  noticeable  when  the  machine  is  operating  tmder  load.  Fig.  2 
in  Mr.  Barth's  discussion  illustrates  a  very  simple  method  of  obtain- 
ing a,  provided  the  equation  were  one  of  the  first  degree.  In  reaUty, 
however,  it  is  an  equation  of  the  second  degree,  which  means  that  a 
would  have  a  continually  changing  value  depending  on  the  changing 
value  of  V  and  its  effect  on  the  stopping  of  the  platen. 

If  Mr.  Earth's  Planer  Time  SUde  Rule  is  based  on  the  formula 
cited,  it  will  have  to  be  remodeled  before  any  claim  for  accuracy  can 
be  made. 

The  Axtthor.  Regarding  Mr.  Earth's  statement  in  his  discus- 
sion that  the  time  consumed  in  stopping  and  reversing  the  planer 
and  table  must  be  independent  of  the  length  of  the  stroke  and  can 
be  considered  equal  to  the  time  it  would  take  the  table  to  travel 
an  imaginary  addition  to  its  actual  stroke,  I  think  this  is  where  the 
misunderstanding  comes  in.  I  take  it  Mr.  Earth  beUeves  a  con- 
stant can  be  found  which  would  be  correct  for  all  lengths  of  strokes. 
This  is  impossible  owing  to  the  variable  quantities  governing  the 
different  belt  conditions;  for  instance,  on  long  strokes,  where  the 
reversals  are  less  frequent,  the  pulleys  do  not  heat  up  and  the  belt 
slips  less  than  it  does  on  short  strokes.  It  is  a  positive  fact  that  if 
a  planer  is  run  for  any  length  of  time  dh  short  strokes  (especially 
with  cast-iron  pidleys)  the  belt  conditions  are  continually  changing, 
owing  to  the  sUpping  of  the  belts  and  the  heating  of  the  pulleys  and 
the  air  which  seems  to  get  between  the  belt  and  the  pulley.  This 
condition  becomes  a  great  deal  more  aggravated  on  short  strokes 
than  it  does  on  long  strokes,  and  even  at  times  I  have  seen  it  get 
to  a  point  where  the  belts  would  smoke  terribly.  Any  one  who  has 
stood  and  watched  such  a  performance  and  observed  the  variation 
in  the  length  of  stroke  will  admit  that  no  practical  constant  can  be 
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found  which  will  be  correct  for  all  conditions  and  for  all  lengths  of 
strokes. 

As  to  the  imaginary  length  of  a  perfect  stroke,  why  try  to  deter- 
mine on  this  imaginary  quantity  when  the  actual  quantity  can  be 
so  easily  figured?  Showing  the  cutting  and  return  speed  and 
assuming  there  is  no  loss  at  either  end,  we  have  the  actual  ideal  con- 
dition,  which  is  the'  theoretical  number  of  strokes  I  referred  to  in 
Table  1. 
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3        4        5        6        7         6 
STROKt     IN    FEET 

Fig.  3    Plot  of  Mr.  Meier's  Experiments 

In  making  our  aluminum  pulleys  we  aim  to  get  as  close  to  this 
theoretical  or  ideal  stroke  as  possible,  and  just  how  near  we  have 
approached  this  condition  is  represented  by  the  efficiency  column, 
from  which  it  can  be  seen  that  no  one  constant  can  be  foimd  to  cover 
all  lengths  of  strokes  which  would  be  correct;  because  what  would 
be  correct  for  the  average  long  strokes  would  not  be  correct  for  the 
shorter  strokes.  A  graphical  diagram  such  as  is  shown  in  Mr. 
Earth's  Fig.  2  could  not  therefore  be  determined,  as  the  values  of  a 
would  be  variable  for  different-length  strokes. 
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I  cannot  see  that  Mr.  Bartb's  contentions  are  at  all  well  founded, 
and  I  believe  if  he  will  carefully  analyze  the  practical  side  of  these 
points  he  will  agree  with  me  that  I  am  correct  in  what  I  have  said. 

Cabl  G.  Barth.^  I  appreciate  fully  what  Mr.  Meier  says  in 
r^rd  to  the  absurdity  of  my  contention  about  a  constant  imagi- 
nary overrun  for  very  short  strokes,  but  as  I  never  allow  any  planer 
to  run  on  such  absurdly  short  strokes,  it  did  not  occur  to  me  to 
qualify  my  statement,  as  I  have  now  done  in  correcting  my  discus- 
sion. However,  I  can  assure  him  that  I  have  too  often  demon- 
strated that  my  contention  is  correct  for  all  practical  purposes,  to 
admit  that  there  is  any  misunderstanding  about  this  matter  on 
my  part.  (For  nearly  eighteen  years  I  have  had  a  number  of  my 
planer-time  slide  rules  in  successful  everyday  use,  and  they  are  all 
based  on  my  contentions.)  Besides,  the  accompanying  plot  (Fig.  3) 
of  his  experiments  clearly  shows  that  his  shortest  stroke  did  not 
adversely  influence  the  effective  pull  of  the  belt,  which,  in  fact, 
indicates  a  higher  effective  pull  on  the  shortest  stroke,  both  for  the 
cast-iron  pulle3rs  and  the  aluminum,  provided  any  reliance  can  be 
placed  on  his  experimental  figures  in  Table  1.  I  may  also  say  in 
this  connection  that  I  certainly  cannot  approve  of  Mr.  Meier's  way 
of  figuring  the  theoretical  number  of  strokes  from  the  theoretical 
speecjs  40  and  90  ft.  It  savors  too  much  of  time  studies  that  give 
nothing  closer  than  0.1  min.  You  can  arrive  at  such  matters  by 
indirect  methods  only. 

Regarding  the  power  question,  in  Par.  11  of  his  paper  Mr.  Meier 
makes  the  unqualified  statement  that  the  aluminum  pulleys  show  a 
saving  of  26  per  cent  in  power,  which,  taken  by  itself,  is  very  mis- 
leading, though  of  course  he  did  not  mean  it  in  that  way.  I  there- 
fore suggest  that  he  rewrite  it  something  like  the  following: 

"11  Table  2  also  shows,  what  we  should  expect  to  find,  some 
reduction  in  the  peak  load  on  the  motor  during  reversal,  namely 
25  per  cent,  with  the  aluminum  pulleys  as  against  the  cast-iron 
pulleys." 

*  Comments  on  the  author's  closure  contributed  to  The  Journal,  July  1917. 
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SYMPOSIUM  ON  MANUFACTURE 
OF  MUNITIONS 

No.  1592  a 

MUNITIONS  CONTRACTS   AND  THEIR 
FINANCING 

Bt  Fbbdbbick  a.  Waldron,  Nbw  York,  N.  Y. 
Member  of  the  Society 

/^VER  one  billion  dollars  has  been  expended  in  the  last  two  and 
one-half  years  on  munitions,  an  entirely  new  product.  Before 
proceeding  with  the  discussion  of  financing  munitions  contracts,  a 
few  general  statistics  might  serve  to  drive  home  the  stupendous 
amount  of  work  done  on  munitions  by  American  manufacturers  during 
this  period. 

2  On  ibhe  basis  of  30  cents  per  hour  for  labor,  the  number  of 
workmen-hoinrs  would  correspond  to  3,500,000,000.  Assuming  760 
working  days  for  two  and  a  half  years,  this  represents  the  employment 
of  4,444,444  workmen,  which  would  support  a  population  of  about 
20,000,000  people,  or  20  per  cent  of  the  estimated  population  of  this 
country. 

3  There  have  been  about  16,000,000  three-inch  high-explosive 
and  shrapnel  shells  manufactured  in  the  United  States  during  this 
period.  The  gross  shipping  weight  was  25  lb.  each,  or  a  total  weight 
of  400,000,000  lb.,  which,  if  shipped  in  carload  lots  of  50,000  lb.  per 
car,  would  require  8000  cars  or  200  freight  trains  of  40  cars  each. 

4  With  thb  material  handled  ten  times  on  an  average  from  raw 
material  to  finished  product,  the  car  requirements  would  be  80,000, 
or  2000  trains.  This  would  make  a  continuous  train  reaching  from 
New  York  to  Chicago,  or  1000  miles  in  length. 

5  A  large  part  of  these  shipments  have  been  made  in  less  than 
50,000  lb.  to  the  car,  and  many  shipments  have  been  made  by  express. 


PttBcnted  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  The 
AttucAN  Socngrr  of  Mechanical  Enoinbsbs. 
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and  it  would  be  safe  to  assume  that  this  work  alone  has  required  1500 

\  miles  of  freight  cars  to  transport  all  materials. 

^  '  6    If  we  assume  a  train  headway  of  one  hour,  or  24  trains  per  day, 

the  time  required  to  ship  this  material  over  one  trunk  line  in  one  direc- 
tion would  be  about  900  days,  or  two  and  one-half  years.  With 
trains  going  in  both  directions  at  the  same  interval,  450  days,  or  one 
and  one-fourth  years,  would  be  required. 

l  7    This  does  not  take  into  accoimt  the  transportation  of  raw 

materiak,  explosives,  clothing,  arms,  rifle  cartridges,  supplies,  etc., 
shipped  abroad. 

IMPORTANCE  OF  FINANCING 

8  The  manufacture  of  munitions  is  a  strictly  engineering  propo- 
sition in  which  the  functions  of  the  engineer  dominate.    Had  engi- 

I  neering  methods  been  employed  in  the  initial  stages  of  the  work,  in 

the  past  two  years,  instead  of  "comer  grocery"  methods  of  beating 
down  in  price  for  the  sake  of  letting  the  contract  at  an  advantageous 
figure,  the  profits  in  many  cases  would  have  been  far  in  excess  of  what 
they  are  today. 

9  Few  people  realize  the  penetration  of  financing  into  the  bone 
and  sinew  of  our  national  existence.  In  the  daily  routine  of  life,  with 
the  majority  of  people  receiving  a  stipulated  income  by  the  day,  week, 
month  or  year,  the  intricacies  and  risks  involved  by  those  providing 
the  money  to  pay  this  income  are  seldom  if  ever  thought  of. 

10  The  forces  set  in  motion  by  signing  a  contract,  large  or  small, 
penetrate  and  accelerate  industrial  and  natural  resources. 

11  In  the  last  two  years  wonderful  progress  has  been  ma4e  in 
the  development  of  resources  hitherto  thought  to  be  remote  or  in- 
accessible, and  the  education  and  training  of  men  in  the  allied  in- 
dustries have  developed  at  a  rate  heretofore  unknown.  Why  this 
sudden  development?  Why  such  an  exhibition  of  human  energy, 
both  mental  and  physical?  It  was  dire  necessity,  and  necessity 
knew  no  master. 

12  Money  or  currency  is  the  visible  medium  of  exchange,  and  if 
there  is  no  money  or  other  recognized  medium  of  exchange,  man 
resorts  to  primitive  methods  and  fights  for  existence. 

MAGNITUDE  OF  FINANCING 

13  With  the  advent  of  contracts  amounting  to  miUions,  few 
manufacturers,  if  any,  at  the  beginning  of  the  war,  fully  realized  the 
time  that  would  be  required  to  deliver  the  materials.  Not  only  this, 
the  amounts  involved  were  staggering.    It  has  now  become  customary 
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to  converse  in  terms  of  millions  of  dollars  instead  of  dollars  and  cents. 
Further,  the  difficulties  of  the  problems,  such  as  sub-contractors  fail- 
ing to  perform,  the  increased  cost  and  difficulty  of  transportation,  the 
obtaining  of  tools,  equipment,  material,  and  labor  for  the  fulfillment 
of  these  contracts,  were*not  anticipated. 

14  With  these  conditions,  which  are  now  in  retrospect,  many 
industries  are  charging  off  deficits  of  considerable  size  to  experience 
in  the  manufacture  of  munitions.  Few  have  made  fair  profits. 
Some  have  made  abnormal  profits. 

15  With  the  foregoing  as  a  matter  of  history,  the  question  as  to 
Ik)w  the  allied  nations  obtained  their  credit  would  be  extraneous  to 
the  subject.  This  brings  the  question  before  us  for  discusaon  as 
to  how  the  contractor  is  to  receive  his  money  promptly  and  regularly 
for  his  work. 

16  It  is  sufficient  for  the  manufacturer  to  know  that  the  work 
which  he  is  to  do  will  be  regularly  and  promptly  pud  for,  and  any 
risb  taken  by  him  to  produce  in  quantity  within  the  time  specified 
are  to  be  amply  protected  by  an  advance  of  money  sufficient  to  cover 
the  expense  of  preparation. 

17  Undoubtedly  the  cause  of  failures  in  the  delivery  of  munitions* 
of  sufficient  quantity  within  the  time  specified,  is  directly  traceable 
to  the  lack  of  judgment  in  the  amount  of  money  demanded  as  ad- 
vance payment,  combined  with  a  lack  of  business  and  financial 
management. 

18  If  we  review  carefully  the  ratio  of  the  amounts  advanced  to 
the  total  amount  of  the  contract  and  its  time  of  completion,  it  will 
be  found  that  in  no  case  has  a  sufficient  advance  been  made  to  enable 
the  contractor  to  finance  this  work  on  the  same  baas  as  he  would 
adopt  in  the  conduct  of  his  regular  business. 

WHAT  IS  FINANCING? 

19  Financing  is  providing  the  coin  of  the  realm  in  adequate  and 
opportune  quantities  for  the  purpose  of  obtaining  an  object  desired. 
Where  ready  cash  is  not  available,  the  usual  way  of  providing  the 
com  of  the  realm  is  by  the  issue  of  mortgages,  bonds  or  notes,  which 
are  papers  promising  to  pay  at  maturity  the  amounts  advanced,  with 
interest  of  course  for  the  use  of  the  money,  payable  at  specified 
periods  during  the  time  for  which  the  loan  is  made. 

20  All  mortgages,  bonds  or  notes  must  have  tangible  and  prefer- 
ential security,  rights,  etc.    These  principles  cover  the  salient  points 
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necessary  for  a  govemment,  corporation  or  individual  to  obtain  the 
necessary  amount  of  mon^  to  pay  for  the  object  to  be  obtained. 

21  Documents  given  by  the  party  wishing  to  obtain  the  object 
(called  the  Owner  or  Purchaser)  to  the  party  who  is  to  provide  the 
object  (called  the  Contractor  or  Vendor)  ans  in  the  form  of  leasee, 
contracts,  or  purchase  orders,  supplemented  by  specifications  and 
drawings,  or  samples  of  the  object  desired. 

22  Prior  to  the  signing  and  exchange  of  these  documaits,  the 
money  which  the  purchaser  wishes  to  use  to  attain  his  object  has  been 
provided.  Upon  the  signing  and  exchange  of  these  documents,  the 
details  are  planned  for  distributing  this  money  in  adequate  and 
opportune  quantities  in  order  that  the  object  to  be  attained  may  be 
completed  as  rapidly  as  possible  and  the  contractor  provided  with 
sufficient  funds  to  promptiy  and  effidentiy  complete  his  work. 

23  If  a  purchase  order  or  contract  exceeds  a  certain  amount  and 
covers  a  definite  period  of  time,  a  bond  is  required  in  order  to  protect 
the  purchaser. 

24  On  large  munitions  contracts,  the  bonds  of  sub-contractors 
are  marshalled  by  the  general  contractor  and  deposited  as  security. 
This  is  to  indemnify  the  purchaser  against  loss.  In  fact,  the  bond  ia 
the  purchaser's  insurance  to  secure  him  against  failure  to  complete 
the  work  or  the  dissipation  of  moneys  paid  by  the  purchaser  to  the 
contractor  as  an  advance  payment.  A  bond  is  also  required  by  those 
financing  the  work. 

ADVANCE  PAYMENTS 

1  When  and  how  met 

2  Amount  in  percentage  of  the  total  amount  of  the  contract 

3  Rate  of  liquidation 

4  Interest  charges. 

PAYMENTS  ON  ACCOUNT 

1  When  to  be  met.    Depends  on: 

a  Resources  of  contractor 

b  Volume  and  rate  of  delivery  of  material 

c  General  progress  of  work 

d  Complete  information. 

2  Amount  of  payments: 

a  Purchase  value  less  a  certain  percentage  for  re- 
serve or  adjustment  at  end  of  contract 

b  A  purchase  value  or  agreed  amount  to  liquidate 
advanced  payments. 
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3  Types  of  pa3rment8: 

a  Sif^t  draft,  check,  notes  or  bonds. 

FINAL  PATMBNTS  AND  ADJUSTBfENTS 

1  Adjustment  of  percentage  held  back  on  part  payments 

2  Adjustment  of  debits  and  credits  during  the  progress  of  the 

contract 

3  Types  of  funds: 

a  Notes,  bonds,  sight  drafts,  checks. 

DISCUSSION  OF  ADVANCB  PAYMENTS 

25  In  manufacturing  and  contracting  requirements  it  is  a  well- 
known  fact  that  from  three  to  five  turnovers  of  inventory  per  year 
are  essential  to  a  reasonable  profit. 

26  Large  contracts  have  been  let  on  the  baeds  of  a  ten-months' 
ddivery  in  which  the  advance  exacted  was  14  per  cent,  and  this  in 
the  face  of  the  fact  that  the  work  was  entirely  liew,  the  detailed  re- 
quirements unknown,  and  nothing  of  the  magnitude  had  ever  been 
undertaken  in  this  country  prior  to  March  1915. 

27  The  general  contractor,  on  a  large  munitions  contract,  has 
to  provide  in  turn  advances  not  only  to  the  sub-contractor  but  he 
mudt  also  be  able  to  take  advantage  of  the  market,  and  oftentimes 
buy  materiab  long  before  th^  are  required.  He  has  also  to  meet 
the  payments  for  materials  of  sub-contractors  furnished  long  in  ad- 
vuice  of  the  time  they  are  to  be  used.  Then,  agsdn,  contracts  have 
be^  let  to  some  small  concerns  which  have  failed  to  fulfill  the  require- 
ments of  the  contract.  This  also  applies  to  the  larger  sub-contractors 
and,  as  has  been  the  case,  it  is  necessary  for  the  general  contractor, 
in  order  to  protect  himself,  to  take  control  of  the  entire  properties  of 
the  sub-contractor  on  an  entirely  different  basis  and  under  entirely 
different  conditions.  This  involves  delays  not  ordinarily  estimated 
in  the  contemplation  of  the  work  to  be  done. 

28  A  further  necessity  for  ample  and  proper  financing  during 
the  progress  of  the  contract,  is  that  assembling  contractors  be  sup- 
pKed  with  a  sufficient  number  of  component  parts  of  proper  quality 
in  order  to  complete  the  woric 

29  It  is  quite  possible  (in  fact,  it  has  happened)  that  manu- 
facturers of  component  parts  have  held  up  shipments  awaiting  pay- 
ments on  their  materials.  To  my  knowledge  this  has  involved  at 
different  times  delays  in  the  completion  of  work  valued  at  from  one 
tp  three  million  dollars  over  a  period  of  time  of  from  two  to  five  weeks, 
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whichi  if  figured  on  the  basis  of  six  per  cent,  would  mean  a  loss  to 
the  general  contractor  of  from  $4000  to  $12,000  in  interest  charges 
alone. 

30  But,  beyond  all  of  this  is  the  demoralizing  efiFect  on  a  sub- 
contractor and  the  discouragement  which  he  experiences.  This 
reacts  upon  the  organizatioui  and  in  a  very  short  time  the  enthusiasm 
and  efficiency  of  the  personnel  of  the  plant  have  rapidly  deteriorated. 

31  Then,  agsdn,  the  question  of  financing  depends  to  a  large 
extent  upon  the  government  with  which  the  general  contractor  is 
dealing.  With  some  there  is  no  trouble,  and  businesslike  methods 
are  used  in  the  handling  of  all  financial  transactions.  There  are 
others,  however,  that  are  exceedingly  troublesome  and  irregular  in 
meeting  their  financial  obligations  and,  while  they  are  good  for  the 
mon^  obligated,  the  irregularity  and  slowness  of  pajrments  often- 
times creates  suspicion  and  distrust  on  the  part  of  the  manufacturer, 
with  a  corresponding  demoraUzation. 

32  After  an  observation  and  experience  of  two  years  in  this  work, 
the  writer  feels  safe  in  assuming  that  an  advance  of  at  least  25  per 
cent  is  necessary  and  33^  per  cent  would  leave  a  margin  of  safety, 
with  good  management. 

33  It  is  noli  necessary  that  all  of  this  amount  be  paid  upon  the 
signing  of  the  contract,  but  it  should  be  available  for  use  should 
occasion  require. 

34  The  rate  at  which  advance  payments  should  be  liquidated 
is  a  matter  which  can  only  be  adjusted  to  the  requirements  of  the  case 
in  hand.  A  good  rule  to  follow  is  to  deduct  from  each  inv<uce  the 
same  percentage  of  this  invoice  as  would  liquidate  the  advance  pay- 
ment upon  the  completion  of  the  contract.  It  is  cu8t(»naryy  in  some 
contracts,  to  deduct  an  additional  ten  per  cent  as  an  adjustmoit  fund 
to  protect  the  purchaser  at  the  completion  of  the  contract. 

35  Interest  charges  are  sometimes  demanded  on  advance  pay- 
ments, but  the  usual  practice  is  to  dispense  with  this  charge. 

PAYMENTS  ON  ACCOUNT 

36  Pajrments  on  account  depend  on  the  resources  of  the  con- 
tractor, volume  of  business,  rate  and  quality  of  materials  delivered, 
general  progress  of  the  work,  and  complete  audit  information  as  to 
the  financial  condition  of  the  contractor. 

37  The  amounts  of  these  pajrments  are  generally  made  on  the 
invoice  value  of  the  materials  shipped,  less  deductions  for  the  liquida- 
tions of  the  advance  payments  and  insurance  to  the  purchaser. 
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38  The  types  of  payments  usually  made  are  either  cash  on  re- 
oeipt  of  the  bill  of  lacing  or  sight  draft;  or  settlements  at  certain 
defined  periods,  either  by  the  week,  semi-monthly  or  monthly;  some- 
times, thirty  days  from  the  receipt  of  the  invoice,  bills  of  lading  or 
injectors'  certificates. 

39  Where  the  financial  standing  of  the  company  is  such  as 
oiables  it  to  have  cash  on  hand  or  available  to  conduct  its  business, 
payments  are  taken  in  bonds  or  short-term  notes  of  the  government 
for  which  the  work  is  being  done. 

FINAL  PATMSNTB 

40  Final  payments  should  be  made  as  promptly  as  possible  upon 
the  completion  of  the  contract.  It  is  hardly  possible,  in  the  majority 
of  contracts,  to  make  these  final  payments  promptly,  as  it  oftentimes 
involves  the  adjustment  of  debits  and  credits  for  expenses  on  the  part 
of  the  contractor  and  rejected  work  or  spoiled  materials  on  account 
of  the  purchaser.  It  is  essential,  therefore,  in  order  to  have  a  prompt 
adjustment,  that  a  close  check  be  kept  on  the  progress  of  the  work 
at  an  stages  and  a  dear  and  definite  method  of  maintaining  records 
be  kept  by  both  purchaser  and  contractor. 

41  The  types  of  funds  used  in  final  payments  are  the  same  as 
these  used  for  payments  on  account. 
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Member  of  the  Society 

^HE  task  of  organizing  a  plant  to  undertake  the  manufacture  (rf 
munitions  is  one  of  many  factors.  In  fact,  organizing  involves 
all  of  the  items  in  the  general  list:  specifications,  materials,  design- 
ing, limits,  gages,  inspecting,  etc.  The  general  success  of  the  unde^ 
taking  is  dependent  upon  the  perfection  of  the  working  organization, 
upon  the  selection  and  installation  of  adequate  machines  and  other 
tools,  and  upon  the  careful  planning  of  the  work,  which  is  not  limited 
to  that  within  the  shop  alone  but  involves  a  consideration  of  the 
market,  the  purchase  and  delivery  of  supplies. 

2  The  financing  accomplished,  the  task  of  organizing  comes  next 
in  order.  Their  work  done,  the  financial  backers  of  the  undertaking 
become  impatient  to  see  deliveries  made  because  of  their  failure  to 
understand  the  mechanical  and  human  problems  in  the  task  of  or- 
ganizing, and  a  net  loss  is  the  result  of  insufficient  time  being  allowed 
for  perfecting  the  working  organization,  equipping  for  and  planning 
the  work.  Haste  makes  waste  in  most  affairs  and  it  is  not  the  ex- 
ception here.  A  premature  b^inning  may  result  in  an  encounter 
with  conditions  which  will  mean  an  entire  revamping  of  the  whde 
scheme  —  conditions  which  would  have  been  determined  and  pro- 
vided for  had  sufficient  time  been  given  for  careful  planning  and 
making  schedules  complete  in  every  detail  from  start  to  finish. 

3  It  is  quite  essential  that  an  organization  for  the  manufacture 
of  mimitions  be  built  around  a  nucleus  of  men  who  have  had  experi- 
ence either  in  mimition  making  or  in  work  of  an  allied  character. 
With  such  a  group  as  a  basis  it  is  comparatively  easy  to  place  new 
men  and  ramify  the  organization  into  the  various  departments  and 
divisions,  each  properly  correlated  with  the  other.    It  should  be  so 


Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Tax 
Amsbican  Socibtt  op  Mechanical  Enqinbbbs. 

262 


Digiti^d  by  VjOOQ IC 


ABTHUR  L.   HUMPHRET  253 

« 

arranged  that  each  department  acts  as  a  unit  within  itself  and  attends 
to  but  one  thing,  such,  for  instance,  as  manufacturing  the  shrapnd 
time  fuse  and  that  alone. 

4  Many  operations  in  the  manufacture  of  mimitions  can  not  only 
be  as  wdl  done  by  women  as  by  men  but  are  better  done  by  female 
help.  These  operations  are  such  as  involve  light  delicate  work  re- 
quiring deftness  and  dexterity  in  the  use  of  the  fingers.  Therefore 
sacb  woric  should  be  segregated  at  every  opportimity  and  the  organi- 
sation be  made  to  include  the  requisite  number  of  women. 

5  The  work  to  be  accomplished  is  first  revealed  by  the  specifica- 
tions submitted.  Conferences  between  the  engineers  and  shop  fore- 
men should  be  held  at  frequent  intervals  as  the  planning  and  schedul- 
ing progresses  in  accordance  with  the  results  demanded  by  the  speci- 
cations,  and  the  whole  problem  should  in  this  way  be  thoroughly 
"threshed  over." 

6  This  problem  of  organizing  is  closely  bound  up  with  that  of 
equipment.  The  condition  of  the  machinery  market  and  the  urgency 
of  the  contract  will  determine  largely  the  type  of  machines  installed. 
In  every  case,  where  possible,  automatic  or  semi-automatic  machines 
should  be  given  preference  in  order  to  get  rnaximum  accuracy  with  a 
minimum  skill  requirement  on  the  part  of  the  operators.  This  re- 
duces materially  the  losses  due  to  error  of  the  individual.  Careful 
consideration  should  be  given  to  every  detail  of  the  manufacture,  a 
thorough  time  study  made,  and  the  most  logical  sequence  of  opera- 
tions worked  up  and  scheduled  before  decisions  are  made  as  to  the 
types  of  machines  to  be  installed.  Too  much  stress  cannot  be  placed 
upon  this  feature,  for  any  changes  it  may  be  necessary  to  effect  after 
the  machines  have  been  ordered  will  result  either  in  considerable  loss 
or  inefficient  manufacture.  Grouping  of  the  machines  should  also  be 
gone  into  very  carefully  to  avoid  unnecessary  handling  between 
successive  operations. 

7  Great  emphasis  must  be  placed  on  the  necessity  for  a  well- 
(HTganized  and  well-equipped  tool  room.  It  is  of  paramount  impor- 
tance to  have  an  unstinted  supply  of  gages,  jigs,  machine  fixtures  and 
other  special  tools,  for  these  are  needed  in  great  number  in  the  manu- 
facture of  munitions.  They  are,  in  fact,  indispensable  to  the  success- 
ful quantity  production  of  accurate  work. 

8  Also,  upon  the  inspection  department  will  depend  the  proper 
utilisation  of  the  gages  supplied  by  the  tool  room  —  in  other  words, 
Uie  inspection  department  and  the  tool  room  are  links  in  the  same 
highly  important  chain  of  accuracy.    A  carefully  organized  inspection 
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force  must  check  the  product  not  only  at  the  end  but  at  each  succes- 
sive stage  of  manufacture.  The  product  must  be  checked  not  only 
for  variations  in  dimensions  but  for  chemical  and  physical  properties 
as  welL  The  personnel  of  the  inspection  force  is  of  the  utmost  im- 
portance, for  it  is  quite  unwise  to  give  the  power  of  rejection  to  a 
group  of  uninformed  inspectors  who  are  lacking  in  judgment.  And 
if  power  to  reject  be  withheld  the  inspection  force  might  well  be  en- 
tirely dispensed  with. 

9  Other  points  of  interest  in  this  general  connection  may  be 
found  in  the  writer's  paper  on  The  Mobilisation  of  Material  and 
Industrial  Resources,  read  before  the  Engineers'  Society  of  Western 
Pennsylvania  on  May  31,  1916. 
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T^ECE  field  of  this  paper  is  limited  to  a  study  of  the  organization 
found  effective  in  plants  turning  out  projectiles  particularly  of 
the  smaller  types.  I  have  approached  this  subject  from  the  view- 
pdnt  of  a  manufacturer  abeady  engaged  in  a  metal-working  busi- 
nesB,  and  have  tried  to  suggest  some  of  the  factors  which  he  should 
CQDfflder  if  he  expects  to  produce  projectiles.  Assuming  that  the 
manufacturer  has  ample  financial  resources,  adequate  equipment,  a 
satisfactory  source  of  raw  materiab,  etc.,  what  type  of  an  organiza- 
tion is  essential  to  the  successful  production  of  munitions;  and 
among  the  various  kinds  of  munitions,  what  articles  can  the  par- 
ticular plant  produce  economically? 

2  Much  time  and  effort  will  be  wasted  if  this  double  process  of 
sdection  is  not  given  attention.  The  characteristic  optimism  and 
confidence  of  the  American  manufacturer,  coupled  with  the  strong 
desire  to  be  of  service  to  his  country,  or  to  make  money,  lead  many 
finns  into  Tni^lring  persistent  efforts  to  get  munitions  contracts  which 
should,  logically,  go  to  firms  of  an  entirely  different  character  and 
facilities. 

3  Before  looking  for  a  munition  contract,  there  should  be  an 
honest  self-analysis  to  clearly  define  the  fimdamental  qualities  on 
which  the  success  of  the  existing  organization  is  based.  It  isn't  a 
question  of  "can  my  shop  produce  this  piece?"  but  "can  it  make 
this  piece  as  well  and  as  economically  as  anyone  else?" 

4  Many  firms  having  a  good  manufacturing  organization  will 
fed  that  they  require  only  a  little  additional  equipment.  To  these 
people  I  say,  "Beware I"  Three  years  ago  they  might  have  had  as 
good  a  chance  of  success  as  any  one,  but  today  they  will  have  to  com- 
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pete  with  the  firms  which  have  not  only  the  organization  but  the 
proper  equipment  as  weU. 

5  On  the  other  hand,  they  may  have  a  general  equipmoit  which 
can  be  adapted  to  mimitions,  but  their  shop  and  executive  organiza- 
tion may  not  be  trained  to  think  and  act  along  the  lines  of  specialised 
mass  production.  And  here  again  I  say,  ''Beware!"  Difficult, 
slow,  and  expensive  though  it  may  seem  to  start  from  nothing  and 
equip  a  complete  munitions  plant,  it  is  much  more  difficult,  slow,  and 
expensive  to  develop  and  get  into  effective  operation  the  organization 
which  will  make  this  kind  of  a  business  successful. 


HABIT  AND  TRADITION  LACKING  IN  MUNITIONS  MANUFACTURE 

6  We  turn  with  pride  to  our  great  industries  —  the  steel  cor- 
poration, our  railroads,  etc.  —  and  feel  that  certainly  the  American 
genius  and  ability  which  has  made  them  possible  can  turn  out  un- 
limited quantities  of  shells.  And  so  they  can,  if  they  have  time.  Un- 
fortunately for  the  manufacturer,  this  element  of  time  is  of  the 
greatest  importance  to  the  fighting  units.  The  advantage  lies  with 
the  side  which  first  gets  the  necessary  supplies. 

7  The  big,  centralized  organizations  are  the  result  of  a  slow 
process  of  evolution  and  while  their  working  force  may  be  constantly 
changing,  one  finds  that  the  habits  and  traditions  of  the  work  are 
maintained,  and  it  is  this  force  —  habit  and  tradition  —  which  is 
entirely  lacking  in  the  munitions  business.  To  produce  shells 
economically,  this  force  must  be  generated  in  and  by  the  organiza- 
tion, which  means  embodying  in  that  organization  a  certain  propor- 
tion of  picked  men,  chosen  because  th^  possess  these  habits,  or  who, 
because  of  their  versatility  and  training,  can  quickly  acquire  them. 
Such  men  are  not  easy  to  find,  and  the  time  it  would  take  to  get 
enough  of  them  together  in  one  place  to  make  a  large  organization 
successful  is  almost  a  fatal  handicap. 

8  It  would  seem,  therefore,  that  the  greatest  success  would  be 
obtained  by  comparatively  smaQ  units  specializing  in  one  type  of 
munitions.  One  may  say,  "Why  not  have  a  big  shop  department- 
alized, with  a  case  shop  here,  a  shell  shop  there,  time  fuses  or  primers 
in  another  section,  etc.?"  Theoretically,  this  would  be  all  right,  but 
if  one  studies  the  organizations  which  have  tried  this  in  the  past  few 
years,  he  will  find  a  tremendous  amount  of  lost  time,  effort,  and 
money.  In  other  industries  where  this  principle  has  been  success- 
fully developed,  I  believe  there  will  be  found  quite  a  percentage  of 
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men  in  each  division  who  have  grown  gray-haired  with  years  of 
service  along  that  particular  line. 

9  This  condition  does  not  obtain  today  with  respect  to  the 
munitions  business.  Before  the  present  year  the  firms  manufacturing 
projectiles  in  the  United  States  were  very  few,  and  there  is  a  very 
limited  field  from  which  to  draw  either  workmen  or  executives ''  skilled 
in  the  art."  The  orders  placed  by  our  Government  outside  of  its 
own  ars^mls  were  so  small  that  even  at  the  high  figures  paid  they 
offered  no  attractions  to  anyone  to  develop  a  business  along  these 
fines.  As  a  rule,  the  training  in  the  arsenals  has  not  fitted  men  to 
IHoduoe  the  best  results  under  our  existing  industrial  conditions,  and 
at  the  present  time  the  arsenals  are  not  letting  any  of  their  good  men 
get  away.  In  general,  the  attitude  of  the  War  Department  has  not 
^icouraged  the  development  of  this  industry  except  in  the  case  of  a 
few  manufacturers  as  mentioned  above.  The  result  is  that  there  is  a 
very  limited  field  from  which  to  draw  either  workmen  or  executives 
with  experience  in  this  kind  of  work. 

10  It  would  seem,  therefore,  that  the  manufacturer  must  build 
an  oiguiisation  around  such  of  his  men  as  possess  the  proper  habits 
and  training,  and  they  in  turn  will  have  to  see  to  the  development  of 
the  manufacturing  units.  Here,  again,  large  and  complicated  units 
do  not  develop  rapidly  and  in  them  mistakes  are  tremendously  ex- 
p^ve  and  slow  to  correct. 

11  The  manufacturer  should  therefore  take  stock  of  his  organi- 
lation  carefully.  If  it  does  not  contain  men  whose  habits  of  thought 
and  training  are  consistent  with  specialization  of  processes  and  mass 
production,  it  lacks  one  of  the  prime  factors  in  successful  munition 
manufacture. 

ADAFTABIUTT  OF  PLANT  TO  PRODUCT 

12  If,  on  the  other  hand,  the  organization  is  of  this  type,  he 
should  look  carefully  over  the  wide  range  of  articles  classified  as 
munitions  and  select  something  which  is  as  similar  as  possible  to  his 
regular  product  in  size,  material,  and  general  nature. 

13  We  hear  of  gray-iron  foundries  making  strenuous  efforts  to 
get  contracts  for  producing  cartridge  cases,  when  the  nearest  thing 
they  have  to  a  press  is  a  plate-molding  machine,  and  they  never  had 
an  opportimity  of  running  to  capacity  on  a  single  pattern  for  more 
than  a  few  days  at  a  time.  Needless  to  say,  if  such  people  are  so 
unfortunate  as  to  get  a  contract,  it  is  almost  certain  to  prove  an 
openave  failure  for  them  and  may  result  in  a  serious  shortage  of 
supplies  for  the  fighting  line. 
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I 


DEVELOPMENT  OF  THE  ORQANIZATION 

14  Assuming  now  that  there  is  an  organization  which  is  accus- 
tomed to  specialization  and  that  a  type  of  mmiitions  adapted  to  the 
available  equipment  has  been  selected,  what  subdivimon  should  be 
made  in  the  organization  and  what  functions  should  be  performed  by 
each? 

15  In  the  first  place,  it  is  futile  to  try  to  handle  a  projectQe  de- 
partment as  an  appendage  to  some  other  part  of  the  business.  It  is 
a  business  in  itself  and  its  success  or  failure  will  probably  depend  on 
the  completeness  with  which  every  detail  is  worked  out  and  checked. 

16  This  is  a  product  in  which  duplication  inside  exceeding 
small  limits  is  essential.  Moreover,  if  one  agrees  with  the  theory  of 
specialization  mentioned  above,  the  type  of  mimitions  manufactured 
will  be  limited  to  a  few  pieces,  or  even  to  a  single  piece,  of  the  same 
nature.  The  size  of  the  order  should  be  large  enough  so  that  even 
the  smallest  working  unit  —  man  or  machine  —  can  be  emplojred 
constantly  on  the  same  operation.  Under  such  conditions  no  detail 
is  so  small  but  that  it  pays  to  give  it  careful  attention.  Every  motion 
will  be  repeated  many  times  an  hour  and  the  expense  due  to  trivial 
losses  will  soon  reach  large  proportions.  Realizing  this  and  knowing 
that  this  is  a  temporary  business,  many  firms  have  gone  outside  of 
their  regular  force  and  employed  special  managers  to  look  after  their 
projectile  manufacture.  This  has  been  their  sole  function  and  the 
arrangement  was  terminated  when  the  order  was  completed. 

17  The  internal  mechanism  of  the  organization,  then,  might  be 
classified  somewhat  as  follows: 

I  General  Service  Department 

II  Diplomatic  Staff 

III  Production  Department 

IV  Inspection  Department. 

I  General  Service  Department 

18  Under  the  General  Service  Department  we  find 

a  Records  and  accounting  (with  special  prominence  given  to 
control  of  manufacture  rather  than  to  details  of  cost- 
finding) 
b  Purchasing  and  stores  organization 
c  Designing,  drafting  and  experimental  development 
d  Protection  and  safety  (with  special  reference  to  destruction 
by  representatives  of  the  enemy's  government  ahd  to  the 
safeguarding  of  unskilled  workers). 
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19  With  reference  to  these  general  departments,  it  may  be  safe 
to  modify  our  general  principle  of  entirely  separate  organizations. 
Whether  or  not  these  departments  are  combined  with  the  existing 
departments  employed  in  similar  work  will  depend  somewhat  on  the 
▼dume  of  the  work  both  in  the  normal  business  and  in  the  munition 
contract,  as  well  as  on  the  physical  layout  of  the  plant.  In  most 
cases  it  is  possible  so  to  plan  that  this  work  will  follow  the  practice 
developed  for  the  regular  business  and  can  be  absorbed  by  the  de- 
partments already  doing  this  kind  of  work. 

20  With  reference  to  the  purchase  and  stores  of  the  departmait 
there  are  no  special  features  which  differ  to  any  radical  degree  from 
wdinary  practice. 

II  Diplomatic  Staff 

21  While  this  organization  will  be  small,  it  is  none  the  less  im- 
portant. If  the  munitions  are  for  a  foreign  govemment,  there  will 
undoubtedly  be  foreign  representatives  stationed  at  the  plant  as 
reoeivers.  These  men  are  not  accustomed  to  our  methods.  Their 
temperament  is  entirely  different  from  the  people  we  are  ordinarily 
meeting.  Posably  th^  do  not  speak  our  language.  If  sufficient 
attention  is  given  to  them  and  their  points  of  contact  with  the  or- 
ganisation are  limited  as  far  as  possible  to  a  few  chosen  men,  it  will  be 
much  easier  to  reach  a  practical  working  bads  and  to  prevent  ex- 
pensive and  often  unnecessary  misunderstandings  and  delays. 

22  This  department  is  responsible  for  sedng  that  these  receivers 
are  provided  with  the  information  th^  desire  and  that  it  is  presented 
to  them  in  such  a  way  that  th^  get  a  correct  impression  of  the  con- 
ditions. If  they  appreciate  the  difficulties  which  may  be  arising  and 
the  action  the  organisation  is  taking  to  eliminate  causes  of  trouble, 
it  naturally  affects  their  attitude  toward  the  plant. 

23  The  dipkunatic  staff  sees  to  it  that  any  instructions  issued 
by  the  reodvers  are.  transmitted  to  the  proper  department  so  that 
they  go  mto  effect. 

24  Through  this  department  the  shop  can  approach  the  re- 
ceivers for  information  or  rulings  on  conditions  which  may  not  be 
dear. 

25  Even  in  the  oases  of  work  for  our  own  Government,  I  believe 
such  a  department  is  advisable.  The  fewer  people  who  have  official 
fdations  with  these  receivers,  the  less  the  chance  of  contradictory 
ins^ctions  or  of  false  or  unnecessary  information  or  misunderstand- 
ings. 
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III  Production  Department 

26  Under  the  Production  Department  come 

a  Maintenance  of  equipment 
b  Operation  of  equipment 
c  Selection  and  training  of  workmen 
d  Tool  and  gage  production 

e  Establishment  and  operation  of  wage-payment  and  penalties 
systems. 

This  department  is  responsible  for  maintaining  production  and  de- 
veloping economy,  and  has  full  control  of  all  agencies  which  bear 
directly  on  the  operation  of  equipment. 

27  Maintenance  of  equipment  has  been  included  under  this  de- 
partment for  two  reasons,  flrsti  it  brings  the  time  elem^it  of  repairs 
largely  under  its  control.  Much  loss  of  production  can  be  avoided 
by  a  careful  and  frequent  inspection  of  machines  and  tranamiswim. 
A  few  hours  in  adjusting  may  save  days  of  shutdown  later.  And, 
second,  because  the  men  who  make  up  the  maintenance  crew  are 
usually  the  general  group  of  millwrights  who  see  to  the  location  and 
moving  of  equipment,  which  again  is  a  direct  corollary  of  production. 
When  breakdowns  occur,  operations  have  to  be  readjusted,  and  it  is 
often  more  economical  to  take  an  idle  machine  out  of  a  battery  and 
replace  with  a  spare  than  to  interrupt  the  flow  of  product.  Such 
work  is  obviously  up  to  the  repair  gang. 

28  In  this  connection  I  am  inclined  to  think  that  twenty  hours 
per  day  is  about  the  economical  limit  to  run  machines  under  the  con- 
ditions of  forced  production  usual  on  this  work.  The  eictra  four 
hours  for  repairs  is  most  excellent  insurance. 

29  Because  of  vital  relation  to  production  the  tool  and  gage 
manufacturing  department  is  made  a  part  of  the  production  chip's 
organization.  I  say  tool  and  gage  manirfaduring  department  instead 
of  tool  room  advisedly,  for  it  has  to  be  a  real  manufacturing  depart- 
ment with  the  demand  for  flat  cutters,  boring  bars  and  heavy  sup- 
plies of  special  tools  which  immediately  occurs  when  one  starts  to 
reach  maximum  output  on  single-operation  machines. 

30  It  is  often  possible  to  put  through  really  goodHaised  manu- 
facturing orders  for  individual  special  tools,  such  as  flat  cutters,  etc., 
and  even  establish  bonus  or  piece  rates  for  thdr  production.  Be- 
cause of  the  quantity  needed  and  possibility  of  standardisation  on 
such  work,  it  is  inconsistent  with  the  ordinary  tool-room  atmosphere 
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and  habits  of  work.  The  good  tool  maker  is  not  as  a  rule  a  produc- 
tion man  and  it  is  a  difficult  thing  to  get  a  tool  room  into  the  spirit  of 
manufacturing.  This  is  not  so  true,  however,  of  the  gage  and  tool- 
deogning  department,  which  has  been  placed  under  (c)  of  the  General 
Service  Department. 

TRAINING   MACHINE  OPERATORS 

31  Having  given  the  production  chief  the  means  of  supplying 
his  working  force  with  equipment  to  use,  we  turn  to  a  study  of 
the  workers. 

32  Because  of  the  difficulty  of  getting  skilled  mechanics,  it  has 
been  necessary  to  develop  that  type  of  an  organization  which  can 
produce  results  with  the  average  workman  in  the  shortest  possible 
time.  This  is  one  of  the  reasons  why  it  is  well  to  subdivide  the 
operations  into  simple  elements  and  eliminate  complex  machines. 
Because  of  the  very  nature  of  the  class  of  workmen  available,  it  is 
Decessary  to  make  the  most  out  of  a  continually  changing  force. 
This  has  been  done  successfully  by  selecting  from  the  better  grade  of 
men  a  class  which  might  be  called  tool  setters  or  nuickine  starters,  and 
giving  them  charge  of  a  battery  of  machines.  It  is  their  duty  to 
teach  the  workman  all  he  is  capable  of  learning  and  to  see  that  any 
conditions  resulting  in  loss  of  quality  or  production  from  the  direct 
operation  of  the  machines,  due  to  the  operator  or  tools,  are  remedied. 
This  builds  up  a  secondary  line  of  defence,  as  it  were,  and  it  is  possible 
to  devdop  a  ftdrly  permanent  organization  of  this  kind  of  men.  Be- 
hind these  machine  starters  come  the  group  foremen,  assistant 
superintendents,  etc. 

33  The  method  of  wage  payment  for  all  these  men  is  immaterial 
provided  a  maximum  incentive  is  given  to  each  man.  Personally,  I 
am  in  favor  of  a  thorough  piece-work  system  as  it  is  simple  for  the 
workman  to  understand  and  not  expensive  to  operate.  However, 
pr^um  or  bonus  plans  are  all  right  if  the  rewards  are  immediate. 
The  setting  of  standards  is  an  important  part  of  the  wage  basis  and 
the  opportunities  for  the  competent  operation  and  time-study  man  are 
wcmderful.    He,  too,  is  part  of  the  production  chief's  organization. 

34  In  this  connection,  while  in  general  the  theory  of  penalties  is 
not  desirable,  it  has  been  found  that  it  is  a  good  balance  wheel  to  the 
continuous  insistence  put  on  production,  especially  where  the  work- 
moi  are  not  trained  in  the  true  spirit  of  machine-shop  existence  and 
oft^  are  only  transients  with  very  little  interest  in  the  quality  of 
thdr  work. 
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IV  Inspection  Department 

35  The  work  of  the  Inspection  Department  comprises 
a  Inspection  of  operations 
b  Intermediate  inspection 
c  Final  inspection. 

36  To  some  it  may  seem  that  at  least  part  of  the  inspection 
organisation  should  be  directly  under  the  chief  of  production:  for 
example,  the  first  or  operation  inspection  which  occurs  after  each 
operation.  I  believe,  however,  that  better  results  and  a  more  con- 
sistent and  thorough  inspection  will  ensue  by  creating  a  staff  of  in- 
spectors responsible  to  their  own  chief  to  handle  all  inspections 
wherever  they  occur.  It  is  easier  to  train  men  for  these  jobs  and 
instil  into  them  the  necessary  standards  of  work  and  habits  of  thought 
and  action  if  they  are  included  in  a  branch  of  the  organization  which 
is  all  thdr  own. 

37  Assuming  that  the  complete  inspection  is  organised  into  a 
departanent  of  its  own,  it  may  well  develop  according  to  the  following 
scheme: 

38  If  the  work  has  been  subdivided  so  that  operations  occurring 
on  individual  machines  are  simple,  it  is  possible  to  station  back  of 
each  group  of  machines  an  inspector  or  inspectors  and  gage  every 
piece  for  the  controlling  dimensions.  We  might  class  these  in- 
spectors as  operation  inspedors.  It  is  their  duty  to  see  that  each 
piece  produced  falls  inside  the  tolerances  which  are  allowed. 

39  These  inspectors  should  keep  a  record  of  the  output  of  each 
man,  which  is  the  basis  of  his  wages.  In  addition  to  keqxing  a  tally 
of  the  good  pieces  produced,  they  also  classify  their  rejects,  charging 
them  to  the  operator  who  is  responsible  for  the  errors.  The  study 
of  these  inspection  records,  as  may  be  readily  seen,  is  a  very  val- 
uable guide  to  the  production  superintendent  in  remedying  proo- 

I  esses  or  conditions  which  are  producing  scrap.    They  also  make 

an  excellent  basis  for  an  efficiency  rating  of  the  operators  and  ma- 
chine starters. 

40  As  the  work  progresses  and  a  series  of  operations  are  per- 
formed upon  a  piece,  it  is  often  found  desirable  to  have  an  inler- 
mediate  inspection,  as  in  many  cases  the  later  operations  materially 
change  the  form  of  the  piece  so  that  it  is  impossible  to  check  the  ?Fork 
previously  done.  It  is  usually  found  desirable  to  set  aside  a  certain 
part  of  the  shop  for  this  purpose  and  have  all  the  product  delivered 
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to  the  inspection  room.  All  the  rejects  from  the  operation  inspeo- 
kHB  are  grouped  according  to  defects  and  are  passed  upon  by  the 
chief  of  the  intermediate  inspection.  Often  additional  limits  can 
be  allowed  in  the  intermediate  inspection  room  over  those  permitted 
on  the  floor,  and  in  this  way  many  pieces  which  may  not  pass  the 
operation  inspectors  can  be  put  bacdc  into  process  from  the  inter- 
mediate inspection  room.<  All  the  product  which  is  not  classed  as 
''rejects''  from  the  floor  is  considered  to  have  passed  the  floor 
gages.  The  intermediate-inspection  department  checks  enough  of 
these  dimensions  to  get  an  accurate  idea  of  the  quality  of  the  work 
which  the  floor  inspectors  are  doing  and  to  see  that  the  standards 
set  are  maintained. 

41  This  intermediate  inspection  is  a  general  overall  check  on 
the  production  reported  by  the  operation  inspectors.  The  advantages 
are  obvious  when  considered  from  the  payroll  point  of  view. 

42  When  a  piece  is  finally  finished  and  ready  for  presentation 
to  the  receivers,  either  of  our  own  government  or  of  a  foreign  govern- 
ment, there  should  be  organised  a  thorough  final  inspection.  Under 
this  final  inspection  all  dimensions  possible  are  checked,  and  in  general 
the  same  procedure  as  may  be  instituted  by  the  receivers  is  followed 
out.  In  case  the  product  does  not  come  up  to  the  standard,  it  is 
either  sent  back  for  repairs  or  else  set  aside  and  presented  as  a  special 
batch  with  full  explanations  to  the  receivers.  In  this  way  the  shop 
establishes  a  very  desirable  basis  of  fair  play  with  the  receivers  and, 
as  a  usual  thing,  the  policy  results  in  the  granting  of  special  limits  to 
cover  slight  deviations  from  specifications,  which,  if  sent  through 
with  the  other  work,  might  arouse  suspicion  and  work  to  the  detri- 
ment of  the  shop. 

43  In  connection  with  the  inspection  organization,  it  is  very 
necessary  that  an  ample  gage-checking  force  be  organised.  AM 
working  gages  should  be  checked  at  least  once  a  day  and,  in  case  of 
some  of  the  finer  types  of  gages,  it  may  be  necessary  to  check  of tener 
if  the  standards  are  very  exacting. 

44  In  condusion,  I  might  say  that  from  the  experience  of  the 
past  few  years  it  is  evident  that  the  smaller  manufacturing  organ- 
isations specializing  in  one  class  of  product  will  reach  maximum 
production  and  a  high  state  of  efiidency  much  more  quickly  than 
tiie  large  organization  working  on  a  variety  of  articles.  In  such 
an  (ffganization  the  element  of  habit  and  training  is  a  more  impor- 
tant factor  than  the  t3rpe  of  work  done  or  the  equipment  on  which 
it  is  done.    Because  of  the  limited  time  which  is  usually  available 


Digitized  by  VjOOQIC 


264 


ORGANIZATION   FOR  MUNITIONS  MANUFACTURE 


for  munition  work,  it  is  necessary  that  certain  fundamental  char- 
acteristics should  exist  in  the  organization;  that  in  such  an  organ- 
ization the  divisions  of  preparation,  production  and  inspection 
should  be  treated  as  separate  units,  and,  in  general,  that,  due  to  the 
lack  of  skilled  workmen,  the  full  force  of  the  management  should  be 
turned  toward  as  complete  and  thorough  a  S3r8tem  of  teaching  and 
training  as  is  possible  from  bottom  to  top. » 
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PROCURING   SPECIAL   MACHINES   FOR 
MUNITIONS   MANUFACTURE 

Bt  H.  V.  HaiqhTi  ShbbbbookBi  Quebec 
Member  of  the  Society 

TN  asking  for  an  introductory  paper  on  the  subject  of  the  manu- 
facture  of  munitions  the  Ck>mniittee  on  Meetings  suggested 
iiiat  the  writer  might  ''analyze  the  different  types  of  machines 
required  and  indicate  whether  it  is  better  to  buy  them  or  to  make 
them." 

2  As  no  two  manufacturers  of  munitions  follow  the  same  methods 
or  use  the  same  machines;  any  opinions  the  writer  may  advance 
must  be  based  on  his  own  experience  or  observation  and  will  be 
subject  to  confirmation  or  modification  when  compared  with  the 
eiqperience  of  others.  A  few  words  as  to  the  basis  of  the  writer's 
e3q9erience  will,  therefore,  be  in  order. 

3  The  firm  with  which  the  writer  is  engaged  is  machining  and 
aasembling  the  18-lb.  British  shrapnel  and  the  British  8-in.  howitzer 
sbelL  Under  the  plan  of  organization  of  the  Canadian  Imperial 
Munitions  Board,  the  work  is  all  sublet  by  the  board.  The  con- 
tractor for  machining  and  assembling  shrapnel,  for  example,  is 
furnished  with  forgings  for  the  bodies,  with  finished  component 
parts  such  as  disks,  sockets,  copper  bands,  tubes,  tin  cups,  bullets, 
etc,  and  with  the  other  materials  required  such  as  resin,  solder,  paint 
and  shipping  boxes.  The  following  notes,  therefore,  cover  only  the 
machining  and  assembling  of  the  above  two  sizes  of  shells,  which  will 
be  taken  up  separately.  In  addition  to  the  experience  mentioned, 
the  writer  has  visited  many  shell  shops  both  in  Canada  and  the 
United  States. 

EIGHTBBN-POUND  SHRAPNEL 

4  When  undertaking  the  first  contract  for  shrapnel  oiu*  firm 
had  a  machine  shop  which  could  be  converted  to  shrapnel  production 
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and  an  experienced  working  force.  As  shrapnel  production  increased 
and  as  the  regular  work  picked  up,  additional  machines  were  pur- 
chased or  made,  until  all  the  regular  tools  had  been  withdrawn  from 
shrapnel  production.  In  many  cases  these  regular  machines  were  with- 
drawn because  required  for  producing  the  r^ular  product;  but  there 
was  the  additional  reason  that  for  foiu*-fifths  of  the  operations  the 
new  tools  piu*chased  or  made  were  more  productive  than  the  regular 
tools  used  at  first    Oiu*  experience;  therefore,  has  covered  the  use 
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Fio.  1    Indbx  or  Operations  in  Machininq  Shbll 

of  standard  machine  tools,  special  piu*chased  machines  and  special 
machines  made  by  ourselves. 

5  The  following  notes  relate  to  the  principal  operations  on  the 
shrapnel  and  the  machines  which  oiu*  experience  shows  were  the  best 
to  use.  Fig.  1  shows  the  shell  at  several  stages  and  the  numbers 
indicate  the  operations  described  below. 

1  Cut  off  open  end.     Standard  4-in.   cutting-off  machines 
with  air  expanding  mandrels.     Production,  900    in   8 
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hours.  We  also  tried  a  special  machine  to  cut  off  both 
ends  at  one  setting  and  another  machine  of  the  type  of  a 
{Hpe-threading  machine,  but  both  proved  failures  and 
were  returned  to  the  makera  On  the  regular  machines 
the  air  mandrel  is  preferred  to  the  universal  chuck  as  it 
is  much  quicker  and  costs  lees  to  keep  in  repair. 

2  Roughrtum  body.    We  used  at  first  heavy  24-in.  engine 

lathes,  24-in.  Gisholts,  Lo-swing  lathes,  etc.,  with  fair 
results,  but  we  are  now  using  single-purpose  lathes  of  our 
own  make  which  produce  more  work  and  are  much 
simpler  to  keep  in  repair.  These  lathes  have  cast-iron 
spindles,  6|  in.  in  diameter  in  \he  front  bearing,  with 
driving  gear  int^pral  with  the  spindle.  They  have  tight 
and  loose  pulleys  on  the  back-gear  shaft,  thus  eliminating 
countershafts  with  their  troubles.  The  feed  is  by  belt, 
eliminating  feed-gear  troubles.  The  work  is  chucked  on 
an  air  expanding  mandrel  and  turned  with  a  bar  cam  to 
give  the  necessary  enlargement  at  the  open  end  of  the 
shell  for  the  subsequent  bottling. 

3  Rough-face  batte.    We  have  used.36-in.  engine  lathes,  42-in. 

and  60-in.  vertical  boring  mills,  36-in.  planers,  30-in. 
planer-type  millers,  etc.,  on  this  work,  but  have  abandoned 
them  all  for  4-in.  standard  cutting-off  machines.  On 
milling  machines  the  tool  upkeep  is  too  great,  on  planers 
the  work  is  hard  to  hold,  on  planers  and  boring  mills  the 
intermittent  cut  is  hard  on  the  machines,  and  on  all  except 
the  cutting-off  machines  the  labor  cost  and  upkeep  are 
too  high.  On  the  cutting-off  machines  the  regular  uni- 
versal chuck  is  omitted  and  a  plain  hinged  chuck  used, 
as  a  universal  chuck  will  not  stand  shell  work.  The 
regular  cutting-off-tool  blocks  are  replaced  with  a  tool 
block  to  hold  a  facing  tool.  When  the  countershaft 
clutch  pulleys  give  out,  they  are  replaced  with  tight  and 
loose  pulleys.    Each  man  runs  two  of  these  machines. 

4  FivMhrface  and  ivm  hose.    Standard  16-in.  lathes,  with  air 

collet  chucks  supported  by  steady  rests,  give  satisfactory 
service  on  this  operation.    Only  hand  feeds  are  used. 

5  and  6    Rofugh  and  finish  bore.    It  has  been  found  best  to 

rough  bore  on  one  machine  and  finish  on  another.  Tiu*- 
rets  are  not  desirable  on  shell  work,  where  they  can  be 
easily  avoided.    We  used  a  well-known  make  of  turret 
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lathes  on  this  work,  but  they  proved  pretty  light  and 
required  considerable  repair.  They  were  eventually 
withdrawn  for  regular  work  and  replaced  by  special  boring 
lathes  of  our  own  make,  in  which  the  work  is  held  inside 
the  spindle  by  an  air  collet  chuck.  Two  different  feed 
mechanisms  are  in  successful  use,  one  a  central  rack  with 
power  feed  and  air  return,  the  other  a  crank  and  ''Scotch 
Yoke"  with  hand  feed.  Another  Canadian  munitions 
plant  made  very  successful  boring  machines  from  gasoline- 
engine  patterns.  We  built  a  double-spindle  lathe  for  this 
work  but  it  proved  a  failure. 

7  R(mgh  band  groove.    This  work  is  being  done  on  cutting- 

off  machines  and  also  on  lathes  of  oiu*  own  make.  In 
both  cases  the  work  is  held  in  push-out  air  collet  chucks. 
No  longitudinal  feed^is  required  and  only  a  hand  cross- 
feed. 

8  Finish  band  groove.    This  consists  of  undercutting  the 

edges  and  forming  the  waved  ribs.  Potter  and  Johnston 
automatics  are  in  successful  use  and  stand  up  well.  It 
has  been  found,  however,  that  a  man  can  do  more  work 
on  one  machine  than  he  can  on  two  or  three,  so  the  auto- 
matic feature  is  of  no  use  on  this  work.  Regular  20-in. 
engine  lathes  with  special  fixtures,  and  simple  lathes  of 
our  own  make  with  similar  special  fixtures,  are  now  pre- 
ferred as  they  produce  rather  more  work.  This  is  the 
only  operation  on  which  universal  chucks  are  still  used, 
but  they  will  probably  be  superseded  by  air  chucks. 
Two  different  purchased  waving  machines,  built  for  this 
purpose  alone,  were  tried  but  proved  unsuccessful. 
9  Harden.  We  used  at  first  muffle  furnaces,  with  cast-iron 
pot  muffles  holding  eight  shells,  but  now  we  use  large 
semi-muffle  furnaces  holding  50  shells.  The  furnaces  are 
built  to  designs  furnished  us  by  another  shell  manu- 
facturer, but  appear  to  be  copied  from  a  commercial 
furnace.  We  used  pyrometers  at  first,  but  now  the  opera- 
tors go  by  the  color.  An  "Irite"  pyrometer  is  used  to 
train  new  men. 
10  Bottle.  The  noses  of  the  shells  used  to  be  heated  by 
dipping,  in  a  pot  of  lead.  This  was  rather  expensive  in 
the  use  of  lead,  and  also  gave  a  Uttle  trouble  from  lead 
poisoning.    The  present  method  is  to  heat  in  an  oil 
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furnace  having  holes  through  which  the  shells  project  into 
the  furnace.  A  water-jacketed  front  was  tried,  but  fire- 
brick with  iron  thimbles  has  been  found  better.  We  built 
these  furnaces  after  the  style  used  in  another  shell  shop. 
The  bottling  presses  used  at  first  were  air  presses  which 
we  made  ourselves  from  drill  sharpeners,  but  the  present 
practice  is  to  use  geared  crank  preases  which  are  purchased. 
After  bottling,  the  shell  is  put  back  in  a  similar  furnace  to 
anneal  the  nose. 

11  Shot  blast.  The  regular  foundry  sand  blast  was  used  at 
first,  but  present  practice  is  to  use  a  small  shot-blast 
machine  of  oiu*  own  make.  This  has  two  jets,  one  of 
which  cleans  the  band  groove  and  the  other  the  base. 
The  shot  blast  gives  practically  no  dust,  and  can  be  used 
anywhere  in  the  shop. 

12  Turn  and  thread  nose.  This  requires  a  fairly  heavy 
turret  lathe,  and  we  are  using  both  24-in.  engine  lathes 
and  also  single-purpose  lathes  of  our  own  make,  both  of 
which  are  equipped  with  turrets.  We  prefer  the  latter 
lathes  as  they  take  the  work  inside  the  spindle  and  elimin*- 
ate  the  steady  rest.  Air  collet  chucks  are  used.  This 
is  the  only  operation  on  the  shrapnel  where  a  turret  is 
used  and  this  requires  five  holes  of  the  turret. 

13  Grind  nose  and  (14)  grind  body.  Standard  grinders, 
slightly  modified  for  the  wide  wheels  used  on  shell  work, 
give  satisfactory  results,  as  do  also  special  purchased 
shell  grinders.  The  grinding-machine  manufactiu*ers,  of 
all  the  r^ular  machine-tool  builders,  come  out  with  the 
greatest  credit  from  the  viewpoint  of  shell  production. 
In  most  other  cases  the  shell  manufacturers  themselves 
have  built  more  suitable  machines  than  either  standard 
or  special  machines  built  by  the  machine-tool  manu- 
facturers. 

^5     Grind  base.    Simple  machines  of  our  own  make  give  good 

results. 
^6     Press  copper  band.    Two  different  hydraulic  band  presses, 

both  designed  and  built  by  other  shell  manufacturers,  are 

giving  good  results  on  this  work. 
17       fyifj^  band.    A  heavy  engine  lathe  with  special  equipment 

and  an  air  collet  chuck  gives  good  results,  but  costs  more 
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money  than  a  very  good  special  band-turning  lathe,  built 
by  another  shell  manufacturer. 

18  FiU,  This  is  nearly  all  home-made  equipment  and  hardly 
requires  detailed  description  here. 

19  Turn  socket.  A  16-in.  engine  lathe  is  heavy  enough  for 
this.  A  clutch  on  the  back  gear  is  convenient.  A  turret 
is  not  desirable. 

20  Paint.  We  use  with  satisfaction  a  small  portable  machine 
of  our  own  make,  driven  by  a  i-hp.  motor. 

6  The  foregoing  does  not  cover  the  use  of  purchased  single- 
purpose  lathes,  of  which  there  are  now  a  large  number  of  designs  on 
the  market,  but  from  experience  with  three  or  four  types  of  these  on 
8-in.  shells,  it  appears  that  they  should  give  good  results  on  shrapnel 
work.  The  features  they  should  have  would  be  a  large  spindle,  4  in. 
to  5  in.  diameter,  with  hole  at  least  1^  i^->  strong  drive  and  feed,  a 
good  feed-engaging  clutch,  or,  better  still,  a  drop  worm.  The  counter- 
shaft should  have  tight  and  loose  pulleys,  though  the  use  of  air 
chucks  will  largely  eliminate  countershaft  troubles,  as  it  is  not 
necessary  to  stop  to  change  the  work.  It  is  better,  however,  to  have 
tight  and  loose  pulleys  on  the  headstock  and  eliminate  the  counter- 
shafts, as  they  take  up  so  much  room  overhead  that  it  is  diflScult  to 
group  the  machines  to  best  advantage.  The  elimination  of  counter- 
shafts also  reduces  the  cost  of  belting,  which  is  quite  an  item.  A 
special  point  for  consideration  is  the  depth  of  dovetail  on  the  carriage, 
for  the  cross-slide.  This  should  be  1}  in.  to  li  in.  deep,  but  there 
are  at  least  two  of  these  lathes  on  the  market  with  dovetail  f  in.  to 
i  in.  deep,  and  a  taper  gib.  The  very  small  surface  is  not  suffident 
to  resist  the  side  strain  of  a  cam,  which  is  used  on  two  of  the  opera- 
tions, and  the  height  is  not  sufficient  to  use  a  straight  gib  with  set 
screws.  It  is  usually  necessary  to  replace  the  regular  cross-slide  with 
a  special  cross-slide,  and  when  doing  so  it  is  much  simpler  to  use  a 
straight  gib  with  set  screws,  rather  than  a  taper  gib. 

7  To  sum  up,  a  manufacturer  starting  to  make  shrapnel  would 
be  well  advised  to  consider  the  following  suggestions: 

a  Do  simple  operations  and  use  simple  machines.  Do  not  try  to  do 
several  operations  at  one  setting,  and  do  not  buy  automatics, 
turret  laliies  or  other  complicated  machines. 

b  A  pretty  safe  and  satisfactory  plan  is  to  get  a  quick  start  at  some 
fraction  of  full  intended  capacity  and  to  add  equipment  and 
build  up  production  after  some  experience  has  been  gained. 
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c  Suitable  purchased  machinee  for  making  a  quick  start  would  be 
regular  cutting-off  machines,  regular  engine  lathes  16-in.  to  24- 
in.  swing,  simple  single-piu*pose  lathes,  regular  or  special  grinders, 
and  such  special  machines  as  bottling  presses,  band  presses  and 
band  lathes. 

d  It  will  be  worth  while  to  consider  the  organization  of  a  lathe- 
building  department  to  supply  many  of  the  machines  required 
to  increase  the  capacity.  This  department  might  also  undertake 
the  making  of  air  chucks,  waving  devices,  and  other  special  at- 
tachments, and  thus  relieve  the  tool  room.  Later,  this  depart- 
ment would  become  a  repair  department,  which  is  an  important 
and  busy  department  when  work  is  being  pushed  day  and  night. 

8  8'In.  Howitzer  ShdU.  The  British  8-in.  howitzer  shell  (Fig.  2) 
is  forged  with  the  base  open.  After  finishing  the,  shell,  the  base  is 
closed  with  a  screwed  base  plug  called  an  adapter.  When  we  under- 
took a  contract  for  these  shells,  we  decided  to  make  most  of  the  lathes 
and  other  equipment  ourselves,  and  for  that  purpose  organized  a 
lathe-building  department.  These  lathes  gave  very  satisfactory 
results  as  to  first  cost,  upkeep,  and  rate  of  production.  They  take 
up  much  less  floor  space  than  the  standard  or  special-purpose  lathes 
which  we  were  offered  and  enable  the  machines  to  be  grouped  so  that 
the  work  can  be  handled  very  cheaply.  The  longest  beds  of  these 
lathes  are  8  ft.  6  in.,  and  many  of  them  are  7  ft.  smd  5  ft.  6  in.  long. 
The  absence  of  countershafts  is  also  a  feature  which  enables  the 
lathes  to  be  closely  grouped.  The  Uneshafts  run  crosswise  of  the 
shop,  while  the  work  also  prepresses  across  the  shop  from  operation 
to  operation.  Long  tables  for  holding  the  work  run  lengthwise  of 
the  shop  between  the  ends  of  the  lathes.  The  operator  takes  a  shell 
fnnn  one  table  and,  after  completing  the  operation  on  it,  places  it 
on  the  next  table,  thus  avoiding  trucking. 

9  Experience  on  this  shell  h$s  confirmed  the  principle  of  doing 
simple  operations  on  simple  machines.  For  example,  at  first  we 
undertook  to  rough-bore,  ream  and  counterbore  at  one  setting,  but 
soon  found  it  was  better  to  make  three  separate  operations  on  three 
different  machines.  The  only  operations  which  are  done  at  the  one 
setting  are  those  which  it  is  essential  to  have  concentric.  Thread 
milling  had  been  superseded  by  tapping.  We  know  of  other  manu- 
facturers who  have  tried  to  make  this  same  shell  by  doing  a  large 
number  of  operations  at  one  setting  and  have  made  special  machines 
for  that  purpose.    They  have,  however,  since  discarded  this  plan  and 
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have  come  around  to  the  general  prindple  of  doing  one  operation  at 
a  setting. 

10  While  the  special-purpose  lathes  which  we  have  built  for  this 
work  have  proven  very  satisfactory  and  have  a  number  of  advantages 
over  purchased  machinery,  yet  it  took  some  time  to  get  them  de- 
rigned  and  built.  As  in  the  case  of  shrapnel,  the  manufacturer  would 
be  wise  to  purchase  a  portion  of  the  machines  necessary  to  get  a 
quick  start  at  some  fraction  of  the  desired  ultimate  capacity. 
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PRACTICAL  WARTIME  SHELL  MAKING 

Bt  Lucibn  I.  Yeomanb,  Chicago,  III. 
Member  of  the  Society 

Q  0  many  utterly  foolish  statements  have  been  offered  the  public 
^  in  regard  to  the  manufacture  of  munitions  and  the  possibility 
of  this  or  that  automobile  factory  or  implement  works,  or  other 
equally  ill-adapted  shop  being  turned  upon  very  short  notice  into  a 
shell  f actory,  that  it  seems  well  to  consider  of  how  little  value  for  the 
manufactiu*e  of  munitions  is  the  present  equipment  of  the  average 
shop. 

2  It  should  be  emphasized  that,  outside  of  the  already  existing 
munitions  plants,  the  old  equipment  which  manufacturers  brought 
to  the  new  business  of  shell  making  consisted  mostly  of  their  money, 
their  credit,  and  the  nucleus  of  an  organization.  Even  the  old  floor 
space  was  infrequently  used.  The  machinery  and  tools  were  more 
than  ninety  per  cent  new,  and  it  is  significant  tiiat  the  greatest  success 
has  been  made  by  those  companies  which  were  not  even  owners  of 
machine  shops  of  any  kind. 

3  All  of  the  equipment  enumeration  and  Usting  that  has  been 
goipg  on  may  be  of  use  in  some  way  that  is  not  now  quite  plain,  and 
the  so-called  '' educational"  orders  that  we  hear  something  of  may  do 
good  in  some  way  not  yet  clear  to  us,  but  the  only  thing  we  are  sure 
of  is  that  very  little  of  tradition,  precedent,  and  pure  theory  is  observed 
in  the  conduct  of  a  great  war.  Witness  the  methods  of  the  sub- 
marine, and  the  use  of  Uquid  fire  and  poisonous  gases;  to  say  nothing 
of  the  stories  of  even  darker  deeds  and  more  atrocious  methods  of 
man-killing. 

4  War  seems  to  take  less  care  for  the  method  than  for  the  result, 
and  the  practical  side  of  a  war  bears  the  same  relation  to  the  purely 
theoretical  side  that  a  bar-room  fight  between  lumberjacks  does  to 
a  properly  refereed  boxing  match  held  under  Marquis  of  Queens- 
berry  rules. 
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.  5  It  is  well  for  the  mechanical  engineers  and  the  manufacturers 
to  review  carefully  accepted  methods  of  munitions  production  and  to 
ascertain  just  what  time-honored  precedents  may  be  abandoned, 
what  red  tape  may  be  cut,  what  traditions  of  the  mechanic  arts 
are  sacred  but  unnecessary,  where  the  comers  may  be  cut  and  the* 
result  attained  economically,  directly,  and  without  delay. 

6  It  would  seem  ridiculous  to  construct  an  office  building  of 
steel  and  terra  cotta  for  the  field  headquarters  of  an  army  division, 
but  we  see  nothing  strange  in  the  equally  ridiculous  proposition  of  a 
nicely  built  permanent  iBciory  for  the  comparatively  simple  opera- 
tions of  machining  shells. 

7  There  is  a  strange  twist  in  our  mental  conception  which  per- 
mits an  engine  for  one  purpose  to  be  nicely  housed  in^a  pressed-brick 
aud  tile-Uned  structure,  while  another  equally  expensive  and  nicely 
made  engine  may  be  properly  located  on  the  open  deck  of  a  vessel, 
entirely  unprotected  from  the  weather.  It  is  the  same  deference  to 
tradition  that  makes  us  assume  that  machine  tools  must  be  guarded 
frcnn  every  exposure,  and  we  fail  to  see  readily  that  their  performance 
would  be  equally  good  for  unusual  service  if  they  were  heavily  coated 
with  rust  on  every  idle  surfaca 

8  The  suggestions  made  here  for  emergency  factory  construction 
are  to  be  understood  as  applicable  strictly  to  emergency  conditions 
ai^d  to  meet  a  demand  for  an  unusual  amount  of  ammunition  with 
the  least  possible  delay  and  in  no  way  as  suggestions  for  permanent 
private  or  Government  arsenal  construction. 

9  First  must  be  considered  locality  with  reference  to  labor  sup- 
ply and  transportation.  Within  easy  reach  of  all  oiu*  large  centers 
of  population  may  be  found  level,  unoccupied,  naturally  well-drained 
acreage  that  is  suitable  for  the  purpose  and  that  is  gridironed  by  rail- 
roads.   These  are  the  sole  requirements  for  such  a  plan. 

10  The  essential  difference  between  this  method  and  the  con- 
ventional one  is  in  the  assumption  that  this  particular  machine  work 
is  no  more  an  indoor  occupation  than  is  carpentry,  bricklaying,  car 
repairing,  or  structural  ironwork,  and  that  in  such  emergency  it 
should  promptly  be  decided  that  outdoor  equipment  is  satisfactory. 

11  Final  inspection,  cleaning,  painting,  tool  making,  etc.,  would 
be  provided  for  in  fully  enclosed  buildings  at  the  deUvery  end  of  the 
idant;  but  the  large  part  of  the  work  would  be  performed  vrith  the 
lightest  kind  of  shelter  over  machines,  operators,  and  transfer  track, 
and  in  the  opinion  of  the  writer  circumstances  would  not  always 
justify  even  this. 
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12  The  dimensions  of  the  plant  should  be  determined  by  the 
size  of  shell  to  be  manufactured,  and  units  of  a  given  hourly  capacity 
would  be  located  between,  and  perpendicular  to,  two  lines  of  railroad 
siding  at  the  ends  of  the  plant.  One  track  would  be  entirely  a  re- 
ceiving track  and  the  one  at  the  opposite  side  a  shipping  track.  The 
distance  between  the  tracks  would  represent  the  proper  length  of 
each  unit  to  avoid  congestion  and  afford  the  simplest  movement  and 
transfer  of  product. 

13  The  number  of  units  required,  as  so  determined,  would  es- 
tablish the  other  general  dimension  of  the  plant. 

14  Assuming  that  the  shell  was  to  be  the  well-4uiown  British 
9.2-in.  high-explosive  and  the  required  output  250  per  hour,  the 
general  dimensions  of  the  plant  would  be  approximately  1000  ft.  long 
by  300  ft.  wide,  and  it  would  contain  six  units  each  capable  of  pro- 
ducing 42  shells  per  hoiu*. 

15  Each  unit,  commencing  at  the  rear  of  the  plant,  would  start 
with  an  unloading  platform  and  extend  in  a  double  row  of  opposed 
machines  for  the  different  operations  toward  the  finishing  end,  where 
the  machinery  installation  would  be  replaced  by  hand  operations  and 
inspection,  to  the  packing  and  shipping  track. 

16  From  the  end  of  the  machine  installation  to  the  finishing  end 
a  single-story  shelter  would  be  built  to  house  these  operations  and 
also  the  tool-maintenance  sections. 

17  All  machine  tools  would  necessarily  be  horizontally  belted, 
but  since  space  is  not  considered,  the  convenience  of  having  all  trans- 
mission machinery  within  easy  reach  is  a  consideration. 

18  In  the  construction  of  the  plant,  lines  of  concrete  piers  would 
be  located  to  carry  the  lineshafting,  storm-water  drains  would  paral- 
lel the  lines  of  piers,  concrete  foundation  walls  for  the  machine  tods 
would  come  next,  and  transfer  tracks  intermediate  the  machine  f otmd- 
ations. 

19  Throughout  the  length  of  each  machine-foundation  wall 
would  extend  a  cutting  compound  drain  to  a  sump  and  pump  at  the 
end  of  the  line  or  at  intermediate  locations.  lYom  each  concrete 
pan  under  or  at  the  machines  would  extend  a  chip  channel,  having  a 
slightly  raised  bottom,  connecting  with  chip  tanks  sunken  in  the 
ground  and  covered,  but  readily  removable  by  the  cranes. 

20  Between  each  two  rows  of  machines  would  be  an  industiial 
railway  upon  which  would  be  operated  platform  cars  for  transfer. 
At  each  machine  would  be  car-floor-height  platforms  from  and  to 
which  all  tools  and  material  would  be  transferred. 
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21  Such  a  complete  plant  could  be  erected  and  operated  to 
capacity  within  60  days  from  the  time  authority  was  given  to  build  it. 

22  The  purpose  of  this  paper  is  to  invite  discussion,  suggest  a 
practical  departure  from  the  conventional,  and  present  a  method  of 
emergency  construction  that  it  is  hoped  will  be  of  some  benefit. 

23  Carrying  ideas  of  the  same  kind  into  a  scheme  of  preparedness 
would  open  a  way  by  which  the  National  Government  could  insure 
the  oomi^etion  and  delivery  to  shell  manufacturers  of  all  necessary 
machine-tool  equipment  in  the  least  possible  time  at  a  cost  so  low  as 
to  be  negligible  in  comparison  with  the  estimated  figures  for  pre- 
paredness in  other  way?. 

24  A  comfdete  series  of  machines  for  all  shell-making  operations 
could  be  designed  along  lines  that  would  permit  of  their  construction 
in  immense  quantities  within  30  days  from  the  time  when  the  necessity 
for  them  arose,  and  at  a  rate  of  output  that  would  supply  any  con- 
ceivable demand  within  the  following  60  days. 

25  Many  such  machines  have  already  been  made  and  put  into 
service,  and  the  practicability  of  such  performance  has  been  definitely 
proven  in  the  last  two  years,  one  company  having  accepted  orders 
for  hundreds  of  machines  on  the  guaranteed  deliveries  of  "  Commence 
in  thirty  days  and  ship  five  per  cent  of  any-sized  order  every  working 
day  thereafter." 

26  The  United  States  Govenmient  could  easily  be  prepared  to 
ddiver  such  machines  in  the  desired  daily  quantities  within  30  days 
by  the  following  method: 

27  In  each  selected  industrial  center  establish  a  Govenmient 
storage  plant  in  which  would  be  stored  the  necessary  patterns,  jigs 
and  equipment  to  make  such  machines;  and  in  which  would  also  be 
kept  a  list  of  the  plants  in  the  territory  equipped  to  make  the  required 
parte.  Upon  order  from  Washington  the  patterns  would  be  shipped 
to  the  designated  foundries  and,  beginning  with  the  third  day,  cast- 
ings would  be  received  at  the  rate  of  one  casting  a  day  per  pattern. 
It  would  probably  require  about  three  weeks  to  manufacture  the 
various  working  parts  of  the  machine,  but  within  30  days  at  the  out- 
side completed  machines  would  be  ready  to  run  in  the  munition  plants. 
The  number  of  machines  added  to  the  equipment  daily  would  be  the 
same  as  the  nimiber  of  patterns  from  which  castings  were  made. 
This  record  could  be  bettered  by  stocking  in  the  warehouse  the 
various  machine  parts,  aside  from  the  large  bed  castings,  sufficient  to 
make  up  machines  of  a  desired  daily  output  during  the  period  found 
necessary.    If  this  were  done,  completed  machines  could  be  deUv- 
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ered  to  the  munition  plants  within  a  week  of  authorization  by  the 
Government. 

28  Ten  such  manufacturing  centers  could  be  established,  as,  for 
example,  Philadelphia,  Cleveland,  Cincinnati,  Buffalo,  Pittsburgh, 
Minneapolis,  Milwaukee,  Birmingham,  St.  Louis,  and  Chicago,  and 
within  30  dayB  each  unit  could  be  producing  shell-making  machines 
at  the  rate  of  from  10  to  40  machines  a  day,  depending  on  the  sise  and 
nature  of  the  machine  being  produced.  Moreover,  the  total  cost  to 
the  U.  S.  Government  for  the  patterns,  jigs,  and  equipment  necessary 
for  such  a  plan  of  preparedness  would  be  approximately  but 
$1,000,000. 

29  Retrospection  on  the  days  of  1915  when  manufacturers  were 
begging  for  standard  machine  tools  with  which  to  make  shdls  and 
were  given  deliveries  of  eight  to  eighteen  months,  shows  the  necessity 
for  an  entirely  different  provision  of  emergency  machines. 

30  To  depend  at  all  on  current  stocks  or  to  hope  to  utilize  to  any 
extent  the  working  equipment  of  existing  shops  is  equally  ill  advised. 
To  "cut  from  new  cloth"  in  such  an  emergency  as  wartime  conditions 
is  the  only  method  that  promises  success,  and  there  is  promise  of 
nothing  but  disappointment  in  the  attempt  to  adapt  existing  shops 
and  machinery. 
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MUNITIONS  DESIGN   FOR  QUANTITY 
MANUFACTURE 

Bt  J.  E.  O1TBB8ON,  Nbw  Haybn,  Conn. 
Member  of  the  Society 

T^HIS  paper  deab  with  the  question  of  the  relation  of  dedgn  to 
quantity  manufacture,  with  particular  reference  to  the  problem 
arising  from  the  undertaking  of  quantity  manufacture  under  abnor- 
mal conditions,  and  especially  by  manufacturers  who  may  not  have 
previously  manufactured  the  particular  product  in  question. 

2  The  term  design  must  be  broadly  and  specifically  defined,  and 
will  here  be  taken  as  including  not  merely  the  general  conception  of 
the  particular  product  which  might  be  termed  the  invenUve  design, 
but  also  the  full  consideration  by  the  designer  of  all  questions  affecting 
the  design,  manufacture,  and  service.  It  is  obvious  that  the  design 
must  lend  itself  to  abnormal  manufacturing  conditions.  The  term 
design  will  therefore  be  here  understood  as  including  the  determina- 
tion of  all  the  limiting  conditions  which  will  permit  the  product  to 
fulfill  the  purpose  of  the  design.  In  other  words,  the  design  must 
define  not  merely  the  ideal  but  also  the  limits  allowed,  and  must  pro- 
vide all  consequent  necessary  data  to  the  manufacturer. 

3  Quantity  manufacture  should  not  be  undertaken  when  the 
design  is  in  the  experimental  stage.  Models  and  samples  should 
first  be  made  and  thoroughly  tried  out  to  the  satirfaction  of  the  de- 
signer, the  manufacturer,  and  the  consumer.  Such  models  should 
embrace  the  limits  of  tolerances  and  thus  serve  to  test  the  judgment 
of  the  designer  in  establishing  such  tolerances. 

4  It  is  essential  that  the  designer  and  the  manufacturer  recognise 
in  full  their  respective  responsibilities.  The  designer  is  responsible 
for  the  proper  functioning  of  the  completed  product,  provided  it  ful- 
fills the  specifications  set  forth  in  the  design.  The  manufacturer  is 
responsible  for  fulfilling  the  specifications  set  forth  in  the  design. 

5  The  designer  should  make  his  design  and  specifications  so 
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clear,  precise,  and  complete  as  to  preclude  any  possibility  of  subse- 
quent misunderstandings  as  to  the  exact  intention  of  the  design  and 
as  to  the  responsibility  for  any  failure  to  function. 

6  Standards  of  design  should  be  absolute  and  not  relative,  ex- 
pressed in  terms  of  standard  units  of  measurements  and  not  in  terms 
of  relative  exactness  involving  personal  opinion  and  judgment  as  to 
the  relations  existing. 

7  Designs  for  quantity  manufacture  usually  prescribe  some  re- 
quirements as  to  interchangeability,  and  presuppose  a  system  that  is 
commonly  called  interchangeable  manufacture.  The  term  interchange- 
dbUf  as  frequently  used,  is  indefinite  and  relative  and  should  not  be 
used  by  the  designer  as  a  save-all  to  care  for  omisdons  from  the  speci- 
fications or  as  a  substitute  for  the  exact  and  absolute  expression  of  the 
requirements  of  the  design  in  terms  of  standard  units  of  measure* 
ments.  The  term  interchangeable  has  some  significance  as  evidence 
of  broad  intent  and  general  purpose,  but  is  so  lacking  in  exactness 
as  to  form  no  satirfactory  basis  for  contractual  or  other  obligations. 
It  is,  therefore,  a  dangerous  term  and  should  be  used  only  in  a  sup- 
plementary sense. 

8  There  are  degrees  of  interchangeability.  For  example,  the 
components  of  a  Ford  automobile  are  interchangeable.  We  can  pur- 
chase a  component  at  a  service  station,  and  it  can  be  installed  in  the 
car  without  special  fitting  and  the  car  will  operate,  according  to  the 
Ford  standard.  Similarly  the  components  of  a  Pierce-Arrow  car  are 
interchangeable;  we  can  purchase  a  spare  part  at  a  service  station 
and  install  it  in  the  car  and  the  car  will  operate  according  to  the 
Pierce-Arrow  standard.  The  installation  will  probably  be  more 
difficult  than  in  the  Ford  because  of  the  closeness  of  the  fit  and  the 
refinement  of  the  workmanship.  In  each  case  we  have  interchange- 
ability,  but  we  can  scarcely  say  that  there  is  the  same  degree  of  inter- 
changeability. In  other  words,  if  interchangeability  is  to  be  measured 
by  a  mere  exchange  of  components  without  reference  to  their  subse- 
quent fit  and  functioning,  the  Ford  car  is  a  more  interchangeable 
product  than  the  Pierce-Arrow,  and  the  wider  the  tolerances  and  the 
less  exacting  the  fit  the  more  easily  may  the  interchange  be  effected, 
and  so  the  greater  degree  of  interchangeability. 

9  Do  not  fail  to  note  that  the  Ford  degree  of  interchangeability 
is  characteristic  of  quantity  production,  whereas  the  Pierce-Arrow 
degree  of  interchangeability  is  characteristic  of  unit  production  on 
small  volume.  Under  no  circumstances  should  the  mistake  be  made 
of  trying  to  get  Pierce-Arrow  quality  at  a  Ford  price. 
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10  Interchangeability  increases  in  difficulty  of  attfdnment  in 
ratio  to  the  complexity  of  the  product,  the  volume  of  manufacturing, 
the  continuous  operation  of  equipment,  the  abnormal  and  rush  con- 
ditionB  in  manufacturing  accompanying  national  emergencies,  the 
emfdoyment  of  unskilled  and  imtrained  labor  and  of  labor  having 
natural  qualifications  lower  than  those  desirable  for  the  work  in  hand. 
We  must  recognise  that  cutting  tools  lose  their  edges  and  exact  form 
through  wear,  that  machines  do  not  continually  remain  in  exact 
alignment  and  adjustment,  that  materials  do  not  run  absolutely  uni- 
form, and  that  the  human  element  is  a  variable  one.  By  reason  of  a 
oomUnation  of  adverse  conditions,  absolute  interchangeability  may 
be  impossible  of  attainment. 

11  The  designer  must  recognise  therefore  that  peace-time 
standards  o£  exactness  cannot  be  maintained  under  war  conditions, 
and  that  the  standards  of  a  factory  that  has  been  making  a  given 
article  over  such  long  and  continued  periods  of  time  as  to  permit  of 
the  tuning  of  material  and  the  training  of  personnel  to  exact  repetitive 
performances,  caimot  be  applied  to  the  factory  that  must  expand  its 
facilities  many-fold  over  night  and  deal  with  untried  equipment, 
prooeeses,  and  personnel. 

12  In  peace  time  the  designer  may  quite  property  seek  to  estab- 
lish standards  with  such  restricted  tolerances  as  to  enforce  a  high 
en^neeiing  standard,  in  order  to  preclude  all  possibility  of  failure 
oi  his  design,  and  insure  the  success  of  his  own  work  by  placing  a 
greater  burden  of  accomplishment  upon  the  manufacturer,  but  where 
the  problem  is  one  of  earnest  preparedness  for  war,  the  interest  of  the 
individuals  must  give  way  to  the  c<Hnmon  good,  and  they  must  recog- 
nise a  conunon  purpose  free  of  all  antagonism  and  each  give  to  the 
other  all  the  tolerance  that  is  possible,  with  the  provision  of  a  satis- 
factorily functioning  product  under  urgent  adverse  conditions. 

13  The  proUem  before  the  designer  of  products  for  quantity 
manufacture  under  such  conditions  is  therefore  to  give  the  manu- 
facturer as  wide  latitude  as  possible  without  embarrassing  the  function- 
ing of  the  product,  and  the  suitability  of  the  design  to  quantity 
manufacture  under  war  conditions  may  properly  be  measured  by  the 
extent  to  which  it  meets  this  requirement. 

14  It  is  recognised  that  this  places  upon  the  designer  a  decidedly 
heavier  burden  than  is  ordinarily  assumed  by  him,  but  it  is  necessary 
that  this  should  be  the  case  if  the  design  is  to  lend  itself  to  the  most 
raiMd  manufacture  under  the  adverse  conditions  presumed. 

15  This  can  best  be  accomplished  by  establishing  as  an  essential 
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part  of  the  design  a  definite  system  of  gaging,  including  the  determi- 
nation of  gaging  and  holding  points  the  control  of  which  will  contool 
the  fmictioning  of  the  product,  and  prescribing  tolerances  at  such 
points  that  are  possible  of  attainment  imder  the  abnormal  conditions 
of  manufacturing  under  discussion. 

16  It  is  the  practice  of  some  designers  and  manufacturers  to 
prescribe  exact  dimensions  as  between  two  gage  points  and  to  estab- 
lish no  tolerances  in  connection  therewith.  The  intention  is  that  the 
manufacturer  shall  work  as  near  to  the  absolute  measur^nents  as 
possible.  Obviously  this  establishes  no  standard  whatever.  Since 
it  is  impossible  to  work  to  exact  measurements,  it  places  an  un- 
reasonable burden  upon  the  manufacturer,  who  must  assume  the 
responsibility  of  prescribing  the  tolerances  and  instructing  his  help 
accordin^y  or,  failing  to  instruct  his  help,  permitting  them  to  pre- 
scribe the  tolerances  according  to  their  own  judgment  —  obviously  a 
loose  method  of  operation.  Every  gage  point  should  therefore  have 
the  tolerances  clearly  defined  by  the  designer  and  these  tolerances 
should  be  acceptable  to  the  manufacturer  and,  once  accepted,  should 
be  adhered  to.  To  prescribe  tolerances  less  than  required  for  proper 
fimctioning  is  imeconomical  since  it  demands  unnecessarily  exact 
operation  and  enforces  extreme  inspection  practice,  with  consequent 
unnecessary  rejections  and  reworldngs. 

17  Absolute  requirements  or  measurements  are  justifiable  only 
as  appUed  to  unimportant  points  or  parts,  where  it  may  be  safe  to 
leave  the  question  of  tolerances  to  the  judgment  of  the  operator  or  of 
the  inspector.  In  other  words,  we  apply  absolute  measurements  to 
those  points  about  which  we  are  not  particular;  where  exactness  is 
required  tolerances  should  in  all  cases  be  provided  in  connection  with 
the  design. 

18  In  addition  to  providing  a  workable  S3rstem  of  gaging,  the 
designer  must  give  consideration  to  materials  and  processes  of  manu- 
facture. The  materials  prescribed  by  him  must  be  such  as  to  be 
readily  obtainable  in  the  broadest  possible  market  under  the  abnormal 
conditions  existing.  It  is  important  that  the  specifications  for  ma- 
terials provide  as  great  latitude  as  practicable  and  that  no  restrictive 
requirements  be  included  which  will  unnecessarily  prevent  the  use 
of  commercial  material.  In  addition,  the  materials  prescribed  must 
not  present  any  serious  difficulties  of  working  nor  place  an  unneces- 
sary limit  upon  cutting  speeds,  nor  unnecessarily  increase  the  con- 
sumption of  cutting  tools.  The  importance  is  obvious  of  avoiding 
in  the  design  elements  which  will  require  difficult  and  complicated 
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cuts  or  other  processes  which  will  limit  production  or  require  experi- 
mentation with  manufacturing  methods. 

19  The  responsibilities  of  the  designer  and  the  manufacturer  are 
further  defined  by  consideration  of  the  problem  of  inspection.  In- 
spection should  be  of  two  kinds  and  for  two  purposes: 

a  Process  Inspection  —  the  inspection  of  the  work  in  process 
to  determine  the  satisfactory  performance  of  the  opera- 
tions; 

b  Product  Inspection  —  the  inspection  of  the  completed  prod- 
uct to  determine  its  satisfactory  functioning  qualities  and 
its  acceptability  for  the  purpose  for  which  it  was  designed. 

20  The  process  inspection  is  obviously  the  responsibility  of  the 
manufacturer,  and  is  his  assurance  that  his  manufacturing  facilities 
are  performing  according  to  the  standards  set,  his  guide  for  the  cor- 
rection of  manufacturing  abuses  or  shortcomings,  and  his  protection 
against  the  rejection  of  the  completed  product. 

21  The  product  inspection  is  obviously  the  respon^bility  of  the 
organization  that  is  going  to  use  the  product,  and  is  at  once  an  in- 
spection of  the  design  and  of  the  manufacture. 

22  If ,  in  connection  with  the  product  inspection,  the  product 
should  be  found  not  to  function  properly  and  yet  pass  a  satisfactory 
process  inspection  —  that  is,  come  within  the  tolerances  laid  down 
by  the  designer  —  the  responsibiUty  is  obviously  with  the  designer, 
and  the  adjustment  must  be  between  him  and  the  consumer  of  the 
product. 

23  To  summarize,  the  design  should  satisfy  the  consumer,  the 
manufacturing  conditions,  and  the  technical  laws  applying  to  it.  It 
should  accomplish  these  by  embracing  the  following  qualities: 

a   The  design  must  be 

Ck>mplete  Past  the  experimental  stage 

Suitable  for  its  purpose        Readily  manufactured. 

b    It  must  include 

Definite  gaging  system        Definite  standards 

Broad  tolerances  Elimination  of  personal  equation. 

c   The  materials  must  be 

Easily  obtainable  Easily  machined. 

d    And,  finally. 

The  bams  for  inspection  must  be  definite  and  equitable,  and 
the  division  of  responsibility  between  designer  and 
manufacturer  must  be  clearly  established. 
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By  C.  B.  Noi^tb,  Chicago,  III. 
Member  of  the  Society 

A  ITER  the  first  few  months  of  the  present  war,  General  French 
^^  of  the  English  Army  said :  "The  problem  set  is  a  comparatively 
simple  one  —  mmiitions  —  more  mmiitions  —  always  more  muni- 
tions." The  General's  statement  is  midoubtedly  true  to  a  large 
extent  at  least,  as  it  has  been  brought  home  to  us  by  the  European 
conflict  that  munitions  certainly  do  constitute  a  most  important 
problem  in  a  war  of  any  magnitude;  but  there  are  probably  many 
manufacturers  in  this  coimtry  today  who  will  not  exactly  agree  with 
the  General  as  to  the  simplicity  of  the  problem. 

2  The  United  States  is  exceptionally  fortunate,  however,  in  the 
possession  of  extensive  and  valuable  deposits  of  the  principal  metals 
and  materials  for  explosives  required  for  manufacturing  munitions. 
Of  the  world's  supply  this  coimtry  normally  produces  approximately  40 
per  cent  of  the  coal  and  iron,  60  per  cent  of  the  copper,  65  per  cent  of 
the  petroleum,  32  per  cent  of  the  zinc,  and  33  per  cent  of  the  lead.  It 
is  apparent,  therefore,  that  our  domestic  supply  of  the  most  important 
raw  materials  is  ample  for  the  manufacture  of  artillery  anmiunition, 
guns,  cartridges  and  vehicles,  which  probably  constitute  the  class  of 
munitions  that  is  required  in  the  greatest  quantity. 

3  The  coal  is  supplied  from  the  Appalachian,  Central  Mississippi 
Valley  and  other  fields  of  lesser  importance,  and  the  iron,  which  is  the 
essential  of  the  present  guns,  armor  plates,  projectiles,  shrapnel  and 
high-explosive  shells,  is  secured  principally  from  the  Lake  Superior 
region  and  the  Alabama  district.  The  chief  sources  of  copper  are 
Arizona,  Montana,  the  Upper  Peninsula  of  Michigan,  Utah,  New 
Mexico,  Nevada  and  California.  The  petroleum  production  comes 
principally  from  the  Mid-Continent,  Califomia,  Appalachian  and 
Gulf  fields.    Zinc  is  furnished  from  Missouri,  Montana,  Colorado, 
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Wiaconrin,  Idaho  and  New  Jersey,  while  Missouri,  Idaho,  Utah  and 
Colorado  supply  the  majority  of  lead.  • 

4  This  country,  too,  produces  some  chromium,  vanadium,  tung- 
8t^,  and  ores  of  lesser  importance,  but  not  in  quantities  sufficient 
for  its  needs  for  war  munitions.  It  depends  upon  Hhodema  and 
Canada,  Peru,  and  Biuma  and  Portugal,  respectively,  for  the  deficit. 
It  is  true,  also,  that  the  United  States  is  lamentably  deficient  in  the 
production  of  nickel,  which  is  an  indispensable  constituent  of  gun  and 
armor-plate  steel  and  armor-piercing  projectiles.  While  Canada  has 
been  the  principal  source  of  our  supply  of  nickel,  a  large  amount  of 
the  ore  has  alwa3rs  been  sent  to  this  coimtry  to  be  refined.  Tin  is 
suppKed  to  us  mostly  through  Malaya,  Bolivia,  Banca  and  Siam,  but 
is  not  such  a  necessary  metal  as  nickel,  and  some  substitute  alloys 
have  been  used  successfully.  Gold,  the  prime  requisite  in  the  pur- 
chasing of  munitions,  is  supplied  in  abundant  quantities  from  our 
western  and  Alaskan  mines. 

5  Rubber,  so  necessary  for  trench  waders,  tires,  cloth,  ground 
sheetings,  horse  troughs,  etc.,  is  imported  principally  from  Malaya, 
Sumatra,  Ceylon  and  South  America,  but  in  stress  of  necessity 
synthetic  rubber  and  other  substitutes  might  possibly  be  manufac- 
tured with  even  greater  success  than  is  now  attained.  A  strenuous 
"back  to  the  farm"  movement  would  result  in  the  needed  supply  of 
grains,  foods,  cotton,  horses  and  mules. 

6  The  United  States  Government  arsenals  are  entirely  inade- 
quate, in  time  of  war,  to  supply  the  needed  products  for  war  use,  and 
this  duty  will  fall,  to  a  large  extent,  upon  private  industries.  The 
amount  of  munitions  that  has  been  supplied  during  the  European 
war  is  no  criterion  of  the  amount  that  can  be  produced  in  this  coun- 
try. Many  concerns  that  have  participated  in  this  new  industry  built 
entirdy  new  plants  for  that  purpose  in  order  not  to  interfere  with  their 
increasing  domestic  trade.  In  addition  to  innumerable  smaller  man- 
ufacturers, there  are  over  35,000  manufacturing  and  equipment 
concerns  in  this  country,  each  doing  an  annual  business  of  over 
1100,000.  Almost  every  industrial  plant  has  operating  equipment 
suitable  for  producing  some  munition  part. 

7  The  manufacture  of  shrapnel  and  other  shells  does  not  require 
special  machinery,  and  car-building  and  car-material  plants,  motor- 
car factories  and  forge  and  machine  shops  are  equipped  to  participate 
in  this  work.  Watchmaking,  t3rpewriter,  printing-machinery,  office- 
equipment,  scientific-apparatus  and  electrical  factories,  as  well  as 
many  other  small  machine  shops,  have  been  readily  adapted  to  the 
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manufacture  of  shrapnel  and  high-explosive  fuses.  The  majority  of 
machinery  and  locomotive  manufacturers  have  machined  shells.  In 
addition,  car  and  locomotive  builders  can  construct  field  kitchens, 
ammunition  wagons,  gun  carriages  and  conveyances.  Optical  and 
jewelry  factories  are  producing  sights,  aiming  devices  and  periscopes. 

8  It  requires  more  special  machinery  to  produce  small  arms  and 
small  cartridges  satisfactorily,  but  even  interesting  and  surprising 
resourcefulness  has  been  exhibited  in  the  manufacture  of  these  in 
ordinary  plants. 

9  Only  powder  manufacturers,  however,  are  able  to  make  the 
necessary  explosives.  The  most  important  materials  used  in  ex- 
plosives today  are  obtained  from  coal  tar,  a  by-product  of  coke  ovens. 
Coal  tar  and  its  derivatives  are  produced  principally  by  the  various 
steel  companies,  and  whereas  there  was  but  one  concern  recovering 
benzol  and  toluol  before  the  war  began,  nineteen  concerns  had  con- 
structed new  plants  for  this  purpose  by  the  end  of  1915. 

10  The  motor  truck  has  proven  to  be  an  extremely  necessary 
part  of  army  equipment;  but  by  means  of  new  jigs  and  fixtures,  the 
many  pleasure-car  factories,  with  their  ever-increasing  outputs,  are 
readily  converted  into  motor-truck  factories.  Aeroplanes,  most 
important  for  fire-directing,  are  now  being  made  upon  a  commercial 
basis  in  this  country  by  over  twelve  firms.  In  addition,  there  are  over 
forty  factories  producing  a  small  number  of  machines  of  some  special 
or  experimental  type  which  can  be  standardized  in  war  time.  On 
account  of  the  short  actual  fiying  life  of  the  aeroplane,  however,  it 
will  be  necessary  to  adopt  extreme  measures  to  bring  the  production 
to  a  satisfactory  figure. 

11  Since,  strictly  speaking,  munitions  include  all  supplies  and 
equipment  necessary  in  war,  with  the  exception  of  men  and  money, 
only  the  characteristics  of  the  more  important  materials  can  be  con- 
sidered within  the  limits  of  this  paper. 

12  The  gun  proper  of  the  usual  field  gun  is  subjected  to  a  sud- 
denly applied  pressure  of  from  about  35,000  to  40,000  lb.  per  sq.  in. 
and  is  generally  made  of  nickel  steel  of  over  90,000  lb.  per  sq.  in. 
tensile  strength,  60,000  lb.  per  sq.  in.  elastic  limit,  and  an  elongation 
in  2  in.  of  18  per  cent.  lU^d  inspection  and  tests  of  this  material 
are  necessary  before  it  is  worked.  The  artillery  wheels,  springs,  hol- 
low axles  and  recoil  cylinders  of  field  guns  are  made  of  ordinary 
materials  used  at  automobile-wheel  factories  and  forge  plants. 

13  The  two  principal  types  of  projectiles  are  the  shrapnel  and 
high-explosive  shdl.    The  shrapnel  body  is  not  intended  to  break  or 
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explode  when  subjected  to  an  internal  pressure  of  about  20;Q00  lb. 
(the  force  exerted  when  the  charge  leaves  the  shrapnel),  and  is  made 
of  steel  with  a  3rield  point  of  from  80,000  to  100,000  lb.  per  sq.  in. 
Further,  American  shrapnel  must,  when  finally  treated,  give  a  tensile 
strength  of  1 10,000  lb.  per  sq.  in.  m  some  tjrpes  and  120,000  lb.  in  others, 
with  an  elastic  limit  of  80,000  lb.  and  90,000  lb.  per  sq.  in.  elongation 
in  2  ia.  of  15  and  16  per  cent,  and  reduction  in  area  of  40  and  45  per 
cent,  respectively.  Steel  for  this  purpose  is  furnished  by  the  steel 
mills,  and  contains:  carbon  from  about  0.35  per  cent  to  0.45  per  cent, 
manganese  0.50  to  0.80  per  cent,  phosphorus  and  sulphur  not  over  0.04 
per  cent  each,  chromium  0.70  to  1.20  per  cent,  vanadium  0.12  to  0.24 
percent. 

14  European  shrapnel  is  made  of  steel  of  about  the  same  proper- 
ties with  probably  a  slightly  higher  carbon  and  manganese,  and 
generally  without  the  alloying  of  chromium  and  vanadium  This 
latter  steel,  when  finished,  gives  a  tensile  strength  of  from  117,000  to 
130,000  lb.  per  sq.  in.  and  yield  point  of  about  80,000  lb.  per  sq.  in., 
with  an  elongation  ui  2  in.  of  8  per  cent. 

15  Shrapnel  steel,  as  produced  by  the  large  steel  mills  in  this 
country,  is  furnished  in  three  different  forms:  rough-turned  bars, 
foigings,  and  roUed-eteel  rounds.  The  latter  form  has  been  used  with 
considerable  success  and  exceedingly  rapid  production. 

16  The  ordinary  shrapnel  fuse  is  made  of  several  brass  parts,  the 
material  for  which  can  be  produced  by  modem  brass  foundries.  The 
usual  composition  of  this  material  is  about  59  to  61  per  cent  copper, 
37  to  39  per  cent  zinc  and  about  2  per  cent  lead,  resulting  in  a  tensile 
strength  of  about  45,000  lb.  per  sq.  in.,  elastic  limit  27,000  lb.  per  sq. 
in.  and  30  per  cent  elongation  in  two  inches.  The  fuse  bodies  and 
caps  are  generally  forged,  whereas  the  timing  rings  and  other  parts 
can  be  cut  from  brass  tubes.  The  brass  cartridge  cases  which  hold 
the  propelling  charge  for  the  shrapnel  are  drawn  from  brass  disks  cut 
from  bars  rolled  by  the  various  brass  rolling  mills.  There  is  nothing 
unusual  in  the  specifications  for  cartridge-case  material,  copper  vary- 
ing from  66  to  73  per  cent  according  to  different  purchasers'  specifi- 
cations, with  zinc  from  27  to  34  per  cent,  and  with  a  tensile  strength 
from  43,000  lb.  to  54,000  lb.  per  sq.  in.,  and  an  elongation  of  from  28 
to  32  per  cent  in  two  inches.  The  usual  specification  allows  a  range 
of  3  per  cent  in  the  copper  and  zinc  contents;  for  example,  69  to  72 
per  cent  copper  and  28  to  31  per  cent  zinc. 

17  The  high-explosive  shell  is  made  of  steel  and  is  intended  to 
break  into  a  large  number  of  pieces  upon  impact  and  explosion. ,  It 
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is  usually  forged  from  steel  rounds,  billets,  and  cast  ingots,  with  car- 
bon from  0.40  to  0.55  per  cent,  manganese  0.40  per  cent  to  1.00  per 
cent,  phosphorus  and  sulphur  not  over  0.04  or  0.06  per  cent  each, 
and  silicon  from  0.18  to  0.30  per  cent.  Some  of  the  steel  for  this 
purpose  also  contains  nickel  not  to  exceed  0.50  per  cent  and  copper 
not  to  exceed  0.10  per  cent. 

18  This  grade  of  steel  is  easily  produced  by  practically  all  of  the 
large  and  small  steel  mills  in  this  country  and,  in  fact,  has  been  pro- 
duced already  in  considerable  quantities  for  such  purposes.  The 
fuse  for  the  high-explosive  shell  does  not  present  the  same  difficulties 
as  that  for  shrapnel,  and  is  usually  made  of  ordinary  steel  and  copper 
alloys. 

19  The  first  problem  in  the  procuring  of  shrapnel,  high-explosive 
shells,  fuses  and  cartridge  cases  is  the  delivery  of  suitable  raw  ma- 
terial. Care  must  be  taken,  therefore,  to  secure  steel  and  brass  of 
the  proper  chemical  composition  and  physical  characteristics.  In 
addition  to  a  careful  study  and  understanding  of  the  specifications 
and  drawings,  one  of  the  most  effective  and  economical  means  of 
obtaining  the  desired  material  rapidly  and  without  excessive  loss  has 
been  found  to  be  the  inspection  of  the  material  at  the  rolling  mills 
before  it  is  shipped  to  the  finishing  plants,  by  an  experienced  and 
trained  organization. 

20  Most  specifications  for  shell  steel  stipulate  a  discard  of  20  to 
40  per  cent  from  the  top  of  the  ingot  to  prevent  loss  or  failure  due  to 
piped  and  unsound  steel;  inspection  at  the  mill  includes  a  supervision 
of  this  feature  as  well  as  the  proper  chipping  of  surface  cracks  and 
seams  in  the  billets  or  rounds  themselves,  so  that  forging  and  machin- 
ing will  proceed  with  a  minimum  loss.  The  inspecting  firm,  too,  in 
addition  to  this  surface  inspection,  witnesses  the  prescribed  physical 
tests  and  makes  independent  check  chemical  analyses.  The  heat 
treatment,  which  is  so  vitally  important  and  which  has  been  the  prime 
cause  of  much  avoidable  delay  and  expense,  varies,  of  course,  with  the 
chemical  composition.  Most  concerns  engaged  in  producing  steel 
munitions  during  the  past  few  years  have  found  it  advisable  to  employ 
such  services  at  their  own  expense.  Considerable  loss,  too,  has  been 
experienced  in  the  manufacture  of  brass  cartridge  cases  on  account 
of  attempting  to  draw  defective  disks,  and  inspection  of  these  disks 
as  sheared  from  the  bar  at  the  brass  mill  has  been  found  to  be  of  con- 
siderable value  in  maintaining  production  of  the  finished  cases  with  a 
minimum  loss  of  time  and  labor.  The  independent  inspection  pro- 
virion,  therefore,^creases  the  acceptable  percentage  of  the  finished 
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output  whoi  the  product  is  presented  finally  to  the  government 
inspeotors. 

21  The  majority  of  commercial  explosives  are  not  suited  for  use 
in  shells  on  account  of  their  inability  to  withstand,  without  explosion, 
the  shock  of  firing  from  the  gun.  Smokeleps  powder  is  produced  by 
special  plants  which  treat  cotton  fiber  with  such  materials  as  nitric 
and  sulphuric  add,  alcohol  and  ether.  Nitrogen,  used  in  the  manu- 
iac^ire  of  nitric  add,  is  chiefly  derived  from  the  sodium  nitrate  f oimd 
in  CMe,  but  European  nations  are  now  obtaining  a  large  amount  of 
nitrogen  from  the  air  by  the  fixation  process.  Pyrites  for  making 
sulphuric  add  is  found  in  this  country,  although  much  of  the  best  is 
imported  from  Spain.  The  United  States  manufactures  ether  and 
alcohol  in  abundant  quantities.  Glycerine,  a  by-product  of  soap 
manufacture,  is  produced  in  large  amount  at  home.  Cordite,  the 
explosive  which  has  come  into  such  great  favor  because  of  its  combi- 
nation of  propellant  and  high  explosive  qualities,  is  obtained  by  fur- 
ther treatment  of  gun  cotton  and  nitro-glycerine  with  acetone,  which 
is  a  product  of  wood  distillation  and  which  is  also  obtained  from  a 
special  fermentation  of  starch.  Trinitrotoluol  is  obtained  by  nitra- 
tion of  toluene,  which  constitutes  about  36  per  cent  of  crude  benzol,  a 
by-product  of  coke  ov^is. 

22  Trinitrotoluol  possesses  an  explosive  force  of  about  119,000  lb. 
per  sq.  in.,  while  the  explosiye  force  of  picric  add  is  about  135,000  lb.  per 
sq.  in.  Owing,  however,  to  its  propellant  qualities  and  the  fact  that 
it  does  not  form  dangerous  salts  by  combination  with  iron  and  other 
metals  in  contact,  trinitrotoluol  is  superior  to  picric  add  as  a  war 
explosive.  Picric  add  does  yet,  however,  play  an  important  part  in 
priming  compositions  and  propellant  powders.  It,  too,  is  obtained 
from  coal-tar  derivatives. 

23  Although,  as  has  been  outlined,  the  United  States  is  well 
eqmpped  to  furnish  the  prindpal  materials  for  munitions,  it  is  ap- 
parent that  there  are  many  other  phases  of  the  problem  which  it  has 
not  been  posdble  to  consider  here.  If  the  requisites  of  war  are  to  be 
successfully  met,  every  industrial  worker,  whether  he  be  engaged  on 
the  farm,  in  the  mine  6r  in  the  factory,  has  an  important  task  to  per- 
forai;  every  manufacturing  plant  has  a  definite  obUgation;  and  all 
the  resources  of  our  country  must  be  systematically  brought  to  their 
utmost  utility. 
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LIMITS  AND  TOLERANCES   FOR  THE 
MANUFACTURE  OF  MUNITIONS 

By  a.  W.  Erdman,*  Schsnectadt,  N.  Y. 
Non-Member 

T^HE  purpose  of  this  paper  is  to  direct  attention  to  some  of  the 
practical  aspects  of  the  question  of  limits  and  tolerances  as 
customarily  applied  to  the  manufacture  of  munitions,  rather  than  to 
attempt  to  establish  standards  of  high  technical  value  in  assigning 
definite  limits  to  the  several  classes  of  dimensions  involved. 

2  Most  mechanical  men  who  have  had  recent  experience  with 
munitions  manufacture  will  agree  with  the  statement  that  their 
troubles  have  not  to  any  great  extent  been  due  to  inherent  difficulties 
with  the  tolerances  in  general;  but  have  principally  been  caused  by 
such  factors  as  incomplete  or  inconsistent  drawings  and  specifica- 
tions, and  lack  of  mechanical  judgment  on  the  part  of  inspectors  in 
interpreting  the  drawings  and  specifications  and  in  the  use  of  limit 
gages.  In  fact,  these  aspects  of  the  subject  are  of  such  major  im- 
portance that  it  would  seem  that  technical  refinements  may  be  post- 
poned until  standards  of  practice  have  been  established  with  respect 
to  these  factors. 

3  The  average  munitions  drawing  is  fairly  open  to  criticism  and 
leaves  much  to  be  desired  in  the  way  of  clearness  and  consistency. 
Such  defects  as  the  following  are  often  encountered: 

a  Flat  dimensions  without  any  tolerances 

b  Dimensions  with  one  tolerance  only,  either  plus  or  minus 

c   Overlapping  tolerances  on  two  parts  which  assemble  to- 
gether 

d  The  sum  of  the  tolerances  on  intermediate  dimensions  is 
not  in  agreement  with  the  tolerances  on  the  overall 
dimension 
'  With  General  Electric  Company. 


Presented  at  the  Springs  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Tbs 
Ambbican  Socibtt  of  Mechanical  Enginsbbs. 

290 


Digitized  by  VjOOQIC 


A.   W.    ERDMAN  291 

e  No  limits  are  specified  as  to  pennissible  eccentricity  between 
concentric  cylindrical  surfaces,  or  between  two  parts 
which  assemble  together 

/  In  the  case  of  screw  threads  on  two  parts  which  assemble 
together,  but  where  interchangeability  is  not  required, 
no  specifications  are  given  as  to  the  nature  of  the  fit. 

4  Defects  a  and  b  can  be  readily  remedied  by  establishing  an 
invariable  rule  that  all  dimensions  must  be  the  mean  dimensions 
with  equal  plus  and  minus  tolerances. 

5  Defect  c  usually  occurs  in  the  tolerances  for  external  and 
internal  threads  on  two  parts  which  assemble  together,  and  is  oc- 
casioned by  losing  sight  of  the  fact  that  the  maximum  external  thread 
must  be  slightly  smaller  in  diameter  than  the  minimum  internal 
thread,  in  order  that  these  extremes  may  assemble  properly. 

6  Defect  d  can  best  be  avoided  by  establishing  the  invariable 
rule  that  all  dimensions  in  the  same  direction  must  start  from  a 
4X)mmon  reference  line. 

7  Defect  e  is  a  fruitful  source  of  trouble  to  the  munitions  maker, 
and  consequently  in  all  cases  where  close  concentricity  of  cylindrical 
surfaces  is  essential,  definite  limits  of  eccentricity  should  be  specified 
on  the  drawings. 

8  Defect  f  can  conveniently  be  illustrated  by  considering  the  fit 
of  a  nose-iHece  or  base-plug  external  thread,  in  the  internal  thread  in 
a  shell.  In  this  case  the  nose  piece  or  base  plug  virtually  becomes 
an  integral  part  of  the  shell  after  it  has  been  assembled.  In  fact,  it 
is  common  practice  to  finish-machine  or  grind  these  parts  after  they 
have  been  assembled,  and  in  subsequent  operations  such  as  loading 
keep  them  together  by  similar  markings.  Manifestly  all  that  is 
required  from  the  standpoint  of  utility  is  that  the  nose  piece  or  base 
plug  should  screw  into  the  shell  easily,  but  without  too  much  loose- 
ness. As  such  threads  are  usually  quite  coarse,  liberal  tolerances  are 
in  order,  but  the  dimensions  and  tolerances  must  be  properly  assigned 
in  order  to  avoid  the  possibility  of  too  much  looseness.  This  can 
readily  be  accomplished  by  letting  them  overlap  to  some  extent, 
which  will  of  course  result  in  producing  some  nose  pieces  and  base 
plugs  which  will  be  too  large  to  enter  shells  having  minimum  threads. 
This  apparent  difficulty  is  overcome  by  grading  the  nose  pieces  and 
base  i^ugs,  as,  for  instance,  small,  mean,  and  large.  A  mark  can 
also  be  put  on  a  shell  at  the  time  it  is  gaged  which  will  indicate  to 
the  assembler  which  grade  of  nose  piece  and  base  plug  to  use. 
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RELATION    OF  TOLERANCES    TO   WEIGHT 

9  PtThaps  the  most  striking  defect,  in  shell  dra\^ings  particularly, 
is  the  discrepancy  betv^^een  the  tolerance  specified  for  the  weight  of 
the  shell  and  the  variations  in  weight  of  the  shell  from  making  one  to 
maximum  external  and  minimum  internal  dimensions,  and  another 
to  minimum  external  and  maximum  internal  dimensions.  As  a 
rule,  shell  drawings  and  specifications  allow  a  variation  in  weight  of 
plus  and  minus  one  per  cent  of. the  mean  weight  for  the  smaller  sizes 
and  less  for  the  larger  sizes,  w^hcreas  the  extreme  dimension  toler- 
ances woulti  permit  two  to  tlirec  times  as  much  variation  in  weight 
Furthermore,  no  dependence  can  be  placed  on  the  assumption  that 
a  shell  machined  to  the  mean  dimensions  will  have  the  mean  weight 
specified  on  the  drawing.  Whether  or  not  these  discrepancies  are 
intentional  or  accidental  the  wTiter  is  not  informed,  but  it  seems 
(.jb\ious  that  the  drawings  should  be  revised. 

10  From  the  standpoint  of  ballistics,  uniformity  in  weight  o^ 
shell  is  higUy  desirable,  and  consequently  close  weight  tolerances 
are  to  be  expected;  but  the  drawings  and  specifications  should  sound 
a  clear  note  of  warning  so  as  to  prevent  a  manufacturer  from  pro- 
ceeding on  the  assumption  that  the  dimension  tolerances  can  be  used 
indiscrimi  [lately.  Some  tolerances  bear  e\'idence  of  having  been 
added  —  probably  to  meet  some  difficulty  in  manufacture  —  without 
perhaps  due  consideration  being  given  as  to  the  extent  to  which  the 
weight  would  be  affected.  In  any  event,  it  seems  imperative  that 
the  drawings  should  be  revised  so  that  shells  machined  to  the  mean 
dimensionsj  and  of  steel  of  the  specified  quality,  will  have  the  mean 
weight. 

11  If  ballistic  considerations  permit,  the  weight  tolerances 
should  be  increased,  since  they  are  at  present  the  limiting  factor. 
The  drawings  should  plainly  state  that  advantage  cannot  be  taken  of 
all  the  extreme  tolerances  on  any  one  shell,  if  such  is  the  case. 

12  These  considerations  are  not  advanced  as  an  argument 
agiiinst  larger  dimension  tolerances  than  weight  tolerances,  since 
liberal  dimension  tolerances  afford  a  maximum  of  munitions  produc- 
tion; but  rather  to  caution  the  manufacturer  to  consider  carefully  all 
possible  combinations  of  the  tolerances  which  mH  produce  the  greatest 
uniformity  in  w^eight  of  tJie  finished  product,  and  also  to  suggest  to 
the  ordnance  engineer  the  desirability  of  plainly  pointing  the  way  to 
attain  the  desired  results. 

13  In  this  connection  it  seems  desirable  to  call  attention  to 
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another  aspect  of  the  proposition  that  liberal  dimension  and  weight 
tderanees  are  advantageous,  namdy,  that  the  operators  of  machines 
attiiestart  of  any  organisation  will  be  largely  unddlled,  and  in  a  large 
organisation  the  breaking  in  of  new  operators  will  be  practically 
oontinaousy  so  that  the  inore  liberal  tiie  tolerances  are  for  each 
operation  the  greater  will  be  the  product  of  usable  munitions. 

THBEAD  TOLBBANCEB 

14  Perhaps  the  most  difficult  operation  in  munitions  manufac- 
ture is  the  cutting  (tf  internal  and  external  threads  within  close  limits. 
The  Whitworth  form  of  thread  is  particularly  difficult  to  cut  and  has 
been  the  cause  of  endless  trouble  in  recent  munitions  work.  We  all 
regard  the  roundlhg  of  the  top  and  bottom  of  this  thread  as  particu* 
larly  iniquitous  and  we  are  e^t  to  regard  the  United  States  form  of 
thread  as  greatly  superior.  As  a  matter  of  experience,  it  is  quite 
difficult  to  maintain  the  size  of  the  United  States  form  of  thread 
within  dose  limita  The  requirement  that  this  form  of  thread  shall 
fit  on  the  top  and  bottom,  as  well  as  on  the  all-important  angle,  is  the 
chief  source  of  trouble.  The  very  existence  of  this  requirement 
results  in  most  of  the  fitting  occurring  at  the  top  and  bottom  of  the 
thread,  rather  than  on  the  angle.  It  is  practically  impossible  to  avoid 
this  condition  since  the  tops  of  the  threads  on  a  tap  wear  away  very 
quickly  and  therefore  the  tap  does  not  continue  to  cut  internal 
threads  (tf  full  depth.  As  the  thread  gages  are  made  of  standard 
form,  it  is  obvious  that  much  of  the  work  will  not  pass  the  gages, 
although  perfectly  correct  as  to  angle  diameter  and  pitdi.  To  a  less 
degree  is  the  same  condition  true  of  dies  and  external  threads.  This 
defect  is  universally  recognized  in  American  machine  shops  and  is 
quite  commonly  overcome  by  making  the  diameter  of  taps  slightly 
larger  than  standard,  so  that  they  will  cut  an  internal  thread  deeper 
than  standard  and  also  cut  a  larger  hole  or  core  than  standard.  This 
affords  a  clearance  at  the  top  and  bottom  f(»r  the  external  thread.  It 
seems  manifest  that  this  necessary  and  customary  practice  should 
receive  official  i^ction  in  the  drawings  and  specifications  for  muni- 
tions, and  that  limits  for  these  clearances  shoidd  be  specified. 

INDIVIDUAL  JI7DQH1QNT  OF  INSPSCTOBS 

15  Next  in  importance  as  affecting  the  manufacture  of  munitions 
is  the  question  of  mechanical  judgment  in  interpreting  the  drawings 
and  specifications  on  the  part  of  the  inspectors,  and  also  in  regard  to 
the  proper  use  of  limit  gages.    Although  many  inspectors  are  men 
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of  excellent  mechanical  judgment  and  experience,  a  large  number  of 
necessity  have  not  these  qualifications.  In  fact,  it  would  be  detri- 
mental to  other  lines  of  manufacture  to  require  that  only  expmenced 
mechanics  be  sdected  as  munitions  inspectors.  It  therefore  seems 
that  the  obvious  solution  of  this  difficulty  is  to  make  the  drawings 
and  specifications  so  clear  and  comprehensive  that  men  wiih  little 
mechanical  experience  can  become  efficient  inspectors.  The  specifi- 
cations should  clearly  specify  such  details  as  kind  and  quality  of 
finish  for. all  surfaces,  whether  by  turning  or  grinding,  and  if  by 
turning  whether  the  tool  marks  must  be  removed  by  filing.  Some 
surfaces  can,  in  the  interest  of  maximum  production,  be  left  semi- 
finish-tumed,  and  the  specifications  should  in  such  cases  so  state. 
In  general,  this  plan  can  be  made  most  effective  by  basing  the  require- 
ments of  the  specifications  on  actual  results  obtainable  with  modem 
machine  tools,  and  all  unnecessary  refinements  should  be  diminated. 

16  Regarding  the  proper  use  of  limit  gages,  it  is  perhaps  difficult 
to  lay  down  general  rules,  but  certainly  such  a  fundamental  one  as 
that  gages  should  never  be  forced  can  be  advanced  without  hesita- 
tion. The  writer  has  seen  shells  rejected  at  a  loading  plant  for  large 
rotating  bands  which  had  passed  inspection  at  the  works  where  they 
had  been  machined.  The  trouble  was  not  due,  as  at  first  supposed, 
to  a  difference  in  the  ring  gages,  but  simply  to  the  fact  that  the 
inspector  at  the  works  where  the  shells  were  made  insisted  that  the 
minimum  ring  gage  should  not  go  over  the  copper  bands  to  the 
slightest  extent  but  accepted  bands  over  which  the  maximum  ring 
gage  could  be  forced;  whereas  at  the  loading  plant  the  inspector 
required  that  the  maximum  ring  gage  should  slide  over  the  bands  by 
its  own  weight.  The  attitude  of  the  inspector  at  the  works  where  the 
shells  were  made  regarding  the  use  of  the  minimum  ring  gage  forced 
them  to  work  near  the  maximum  limit,  and  conditions  were  not 
improvldd  by  the  rapid  wearing  of  the  maximum  ring  gage  due  to  its 
being  forced  over  the  work. 

MACHINE-TOOL  LIMITATIONS 

17  The  limits  of  accuracy  attainable  on  machine  tods  must 
be  taken  into  consideration  in  determining  how  limit  gages  should  be 
used.  The  screw  thread  affords  a  good  illustration  of  this  pdnt 
In  a  part  where  a  threaded  hole  goes  entirely  through  the  part,  it  is 
not  very  difficult  to  cut  threads  of  uniform  duuneter  in  the  sense  tiiat 
the  thread  is  uniform  throughout  its  length  and  that  it  does  not 
taper.    In  bottom-tapping  a  shallow  hole,  howev^,  or  in  cutting  a 
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abort  external  thread  both  are  apt  to  taper  slightly,  or  at  least  the 
first  thread  or  two  will  be  thin.  In  the  first  case  it  is  perfectly  proper 
to  require  that  the  maximum  thread  gage  shall  not  enter  at  all;  but 
the  second  case  manifestly  demands  different  treatment.  A  rational 
rule  would  be  to  allow  the  maximum  thread  gage  to  screw  in  one-third 
or  (me-half  the  depth  of  a  shallow  not-through  hole,  and  the  same 
aUowance  should  be  made  in  the  case  of  a  short  external  thread. 
This  proposition  should  be  judged  from  the  standpoint  of  utility 
ra&er  than  ideality,  particulariy  when  one  stops  to  consider  that 
the  mechanic  can,  by  cutting  the  external  thread  in  the  proper 
direction,  make  these  inaccuracies  tend  to  balance  each  other. 

18  To  sum  up,  maximum  production,  which  is  the  principal  aim 
of  any  revisions,  can  be  most  readily  attained  by  increasing  the 
wei^t  tolerances  in  the  case  of  shells  particularly.  If,  however, 
the  ordnance  engineer  cannot  allow  any  greater  variations  in  the 
weight  of  shells,  then,  at  least,  the  alignment  of  mean  weight  with 
mean  dimensions,  as  outlined  in  the  forgoing  comments,  will,  it 
is  bdieved,  prove  to  be  an  important  step  in  the  right  direction.  As 
regards  other  munitions,  where  weight  variation  is  not  so  important, 
much  can  be  accomplished  by  aligning  the  dimension  tolerances  with 
tiie  capacity  for  accuracy  possessed  by  modem  high-speed  machine 
took 
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GAGES  AND  SMALL  TOOLS 

Bt  Frank  O.  Wbujb,^  Qbbbnvibld,  Mabs. 
Member  oi  the  Booiety 

/^F  first  importance  in  the  manufacture  of  rifles,  guns  and  muni- 
^-^  tions  of  war  is  gages.  There  are  many  types  of  gages,  but 
the  one  used  in  the  manufacture  of  munitions  is  the ''dimension  or 
limit  gage.  Whatever  the  instrument  used,  it  must  measure  accurately 
and  rapidly,  and  must  also  be  durable,  as  very  slight  wear  will  destroy 
the  accuracy. 

2  It  has  been  well  eaid  that  if  we  can  measure  an  article  we  can 
make  it.  The  difficulty  lies  not  in  the  making,  but  in  the  measuring; 
and  our  greatest  obstacle  in  exact  measurement  is  the  human  ele- 
ment. 

3  In  olden  times  the  human  element  was  the  controlling  factor 
in  all  operations.  Work  was  done  in  very  smaU  quantities  and  was 
not  interchangeable.  Some  work  was  good  and  some  was  poor,  all 
depending  on  the  man  who  did  it.  To  meet  the  demand  of  the 
present  day,  we  must  have  progressive  manufacturing,  where  each 
man  has  only  a  small  part  of  the  work,  and  that  part  must  be  done 
by  an  ordinary  workman.  All  this  calls  for  a  method  of  measure- 
ment different  from  that  formerly  used.  Then  we  wanted  one  piece, 
now  we  want  thousands  of  pieces,  all  alike  and  each  one  an  exact 
duplicate  of  the  other.  This  is  easily  accomplished  by  printed 
instructions  and  gages.  With  these  we  may  start  a  large  number  of 
factories  making  war  materials  that  will  be  one  hundred  per  cent 
good,  and  also  standardize  the  cost  of  production. 

4  Improperly  designed  gages  cause  poor  work  and  a  lack  of 
interchangeability,  making  the  cost  of  production  and  the  cost  of 
assembling  greater.  Our  Government  should  take  advantage  of  the 
knowledge  of  this  fact  obtained  at  such  great  cost  in  the  present  war, 

^  President,  Greenfield  Tap  and  Die  Corporation. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Tbb 

AlOCRICAN  SOCISTT  OF  MECHANICAL  EnQINBBRB. 

296 


Digitized  by  VjOOQIC 


FRANK  O.  WEIiLS  297 

and  should  standardise  all  its  operations,  gages  and  measuring  tools, 
80  as  to  avoid  a  repetition  of  mistake  of  this  kind. 

5  The  Government  should  have,  first  of  all,  its  blue  prints 
prepared  with  the  proper  tolerance  perfected  by  tests  and  careful 
practioe.  The  sequence  of  operations,  and  the  time  taken  to  do  the 
work,  should  also  be  perfected  and  put  in  printed  form  with  the  neces- 
sary cuts  showing  the  set  up,  as  well  as  the  best  way  to  handle  the 
work,  both  in  the  operation  and  gaging.  This  would  enable  all  fac- 
tories to  standardise  their  productions. 

6  The  importance  of  the  best  methods  of  measuring  is  illustrated 
in  a  report  from  the  U.  S.  Ordnance  Department  in  which  is  made  the 
statement  that  the  cost  of  inspection  is  from  10  to  12  per  cent  of  the 
total  cost  of  nianuf  acturing.  These  are  startling  figures  and  indicate 
Uiat  the  proper  gaging  methods  had  not  been  used. 

7  The  output  of  the  U.  S.  Government  arsenals  for  the  year  1915 
was  111,284,113.95;  for  the  year  1916,  $9,471,300.  It  has  been 
estimated  on  good  authority  that  this  could  have  been  increased  at 
least  50  per  cent  without  increasing  the  size  of  the  plants,  by  having 
a  larger  supply  of  gages  and  tools.  The  cost  of  such  tools  and  gages 
is  estimated  at  20  per  cent  of  the  total  cost  of  the  plant,  which  shows 
conclusively  the  need  of  gages  and  small  tools. 

8  If  we  were  to  make  100,000  rounds  9f  ammunition  per  day 
in  Government  arsenals,  it  would  require  at  least  100  arsenals  the 
sixe  of  Frankf ord  for  the  small-arms  ammunition  alone.  This  shows 
the  necessity  of  using  private  factories,  but  the  Government  should 
own  all  oi  the  gages,  small  tools  and  fixtures,  to  get  the  proper 
standardization. 

9  To  equip  an  army  of  2,000,000  with  the  necessary  rifles 
would  take  at  our  best  rate  of  production  four  years,  and  at  our 
present  rate,  eight  years.  This  is  one  rifle  to  each  man,  and  we 
should  have  five  rifles  to  each  man  to  take  care  of  the  wastage. 

10  Now,  to  increase  any  of  the  present  rifle  plants  to  any 
considerable  extent  would  take  at  least  18  months.  This  means 
new  machinery,  gages,  tools,  jigs,  sad  fixtures  and  the  breaking-in 
of  the  necessary  new  workmen.  To  start  a  complete  new  rifle 
factory  would  take  from  24  to  30  months  to  produce  rifles  in  any 
htfge  quantity. 

1 1  Few  people  realize  that  our  Springfidd  rifle  has  more  than  one 
hundred  parts  and  requires  1400  distinct  factory  operations.  To 
produce  1,000,000  rifles  requires  $360,000  worth  of  gages  for  the 
original  equipment,  while  renewals  cost  $400,000,  making  a  total  of 
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1760,000.  Each  1000  rifles  made  require  4800  gages.  The  renewal 
of  the  gages  costs  about  50  cents  per  gun.  To  make  10,000,000 
rifles  m  200  days  requires  at  least  sixty  more  arsenals  than  we  now 
have. 

12  The  war  material  most  talked  about  is  ammunition,  of  whieh 
our  Government  uses  about  17  sizes  at  present.  The  cost,  including 
the  upkeep  of  gages,  used  in  the  making  of  1000  rounds  of  ammuni- 
tion per  day,  with  a  steady  production  for  200  days,  is  at  least 
$2,225,000.  These  figures  have  been  carefully  worked  out  by  makers 
well  versed  in  the  manufacture  of  gages  for  ammunition.  It  has 
been  estimated  by  good  authority  that  we  should  be  able  to  make 
at  least  200,000  rounds  per  day.  The  vast  importance  of  the  whole 
gage  question  may  readily  be  realized. 

13  Of  coiu*8e  some  sizes  of  ammunition  have  to  be  made  in  much 
larger  quantities  than  others.  Careful  estimates  show  the  special 
jigs  and  fixtures  would  cost  nearly  double  what  the  gages  would. 
So  far,  the  paper  has  only  touched  on  ammunition  and  rifles.  To 
have  everything  on  hand  necessary  the  figures  given  must  be 
multiplied  many  times. 

14  There  are  today  some  3,500,000  people  in  Great  Britain 
engaged  in  making  munitions  of  war  in  over  4500  factories.  In 
doing  this  work  to  ad^Amtage,  each  workman  should  at  least  have 
$25  worth  of  gages,  tools  and  fixtures. 

15  The  majority  of  contracts  taken  for  ammunition  in  this 
country  were  taken  by  manufacturing  organizations  without  previous 
experience  on  war  material,  and  in  many  cases  without  experience  in 
the  manufacture  of  large  quantities  of  interchangeable  metal  parts  of 
any  kind.  The  drawings  and  specifications  supplied  were  in  nearly 
all  cases  incomplete  from  the  point  of  view  of  such  manufacturers, 
although  these  same  drawings  might  have  been  sufficient  in  the  hands 
of  a  trained  organization  familiar  with  the  same  class  of  mat^ial, 
but  of  only  slightly  different  design  —  in  other  words,  there  were  few 
experts  in  this  country  who  had  ever  had  actual  experience  in  pro- 
ducing war  material — therefore  in  the  majority  of  cases  the  drawings 
and  specifications  had  to  be  interpreted  by  engineers  and  mechanics 
with  little  knowledge  of  the  exact  fimctioning  of  all  the  parts  involved. 
The  gages  first  designed  were  generally  inadequate;  the  tolerances  and 
clearances  allowed  were  not  the  best  possible  to  insure  economical 
assembling  of  the  parts,  with  the  result  that  a  great  many  rejections 
were  inevitable  during  the  first  months  after  production  was  at^ 
tetnpted. 
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16  More  important,  boweveri  was  the  fact  that  the  capacity  of 
the  toolmakers  in  this  country  was  less  than  one-tenth  that  required 
to  produce  the  necessary  gages  with  sufficient  accuracy,  even  if  they 
had  been  correctly  designed.  The  result  was  months  of  delay  when 
the  gages  had  been  ordered  from  the  few  competent  manufacturers, 
and  a  very  high  percentage  of  rejections  after  enormous  expense  in 
the  case  of  gages  which  inexperienced  workmen  had  endeavored  to 
produce. 

17  In  one  case,  gages  to  the  amount  of  $1,200,000  had  been 
recdved  by  one  war-material  contractor  from  a  large  number  of 
different  niakers.  Eighty-five  per  cent  of  these  gages  were  rejected 
on  the  first  inspection,  and  niany  of  them  were  never  corrected  within 
the  necessary  limits. 

18  Our  Government  should  provide  itself  with  all  the  gages, 
tools,  jigs  and  fixtures  far  in  advance  of  any  possible  expectation  of 
requirement,  the  cost  is  small,  compared  with  the  results  obtained. 
This  is  a  very  simple  business  proposition  —  what  every  efficient 
manufacturing  company  would  do. 

19  It  is  a  very  poor  policy  to  cut  down  on  the  number  of  gages 
and  small  tools.  It  is  far  better  to  use  every  labor-saving  device 
possible.  All  this  means  a  saving  in  high-priced  labor,  and  this  is 
very  important  in  time  of  need  when  we  cannot  get  the  necessary 
skined  labor. 

20  The  papers  are  full  of  the  talk  on  compulsory  military 
training.  Why  shouldn't  we  have  compulsory  mechanical  train- 
ingT  It  has  been  said  that  for  every  man  in  the  field  we  should 
have  one  man  in  the  factory. 

21  It  is  considered  the  best  practice  in  manufacturing  to  put 
the  thought  and  money  not  so  much  in  the  large  machinery  as  in  the 
snail  tools.  The  most  important  of  all  are  the  gages,  and  these  must 
be  so  designed  as  not  to  have  any  guesswork  about  it.  We  must 
know  that  every  part  is  machined  right.  We  must  be  able  to  say  we 
know  this  is  right,  and  not  to  say,  I  guess  we  are  right. 

22  To  most  people  gages  seem  of  small  importance,  but  as  this 
paper  endeavors  to  show,  they  are  quite  the  reverse. 
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THE   IMPORTANCE   OF   INTELLIGENT 

INSPECTION   IN   MUNITIONS 

MANUFACTURE 

By  B.  T.  Walsh,  Watbrtown,  N.  Y. 
Member  of  the  Society 

A  STRIKING  example  of  the  difficulties  that  may  arise  in  inspec- 
^^  tion  work  has  been  afforded  during  the  present  war  in  one  con- 
tract for  the  manufacture  of  5,000|0(X)  rounds  of  3-in.  ammunition 
for  the  Russian  Government^  which  was  completed  by  the  contractor 
subletting  the  work  among  more  than  one  hundred  manufacturing 
plants  in  the  United  States  and  Canada,  the  magnitude  of  the  work 
and  the  short  time  limit  making  this  necessary.  The  contractor,  for 
his  own  protection,  had  to  inspect  all  the  product  as  it  was  made  by 
the  subcontractors,  and  a  corps  of  inspectors  was  required  in  each 
plant,  the  number  of  such  corps  being  equal  to  the  number  of  plants 
doing  work.  Great  difficulty  was  experienced  in  getting  men  quali- 
fied to  do  this  work,  because  there  were  practically  none  in  this 
country  who  had  experience  in  the  manufacture  of  munitions,  and 
but  few  available  who  had  any  kind  of  inspection  experience. 

2  To  expedite  the  delivery  of  the  finished  product,  the  Russian 
Government  placed  its  inspectors  in  the  plants  of  the  subcontractors, 
where  they  received  the  finished  parts  directly  from  the  contractors' 
inspectors.  Russia  was  as  little  prepared  to  provide  the  required 
number  of  qualified  inspectors  as  was  the  contractor,  and  in  con- 
sequence the  manufacturer  had  infficted  upon  him  so-called  inspec- 
tors who  wero  selected  from  every  walk  in  life,  it  seemed,  except  the 
mechanical. 

3  The  specifications  for  the  ammunition  were  so  drawn  as  to 
leave  a  great  deal  to  be  interpreted  by  the  inspector,  who  was  rarely 
qualified  to  intelligently  pass  upon  the  point  at  issue.  The  following 
extracts  copied  from  the  specifications  will  serve  as  examples: 


Preaented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  ai  Tu 
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"There  shall  be  no  scratches,  slivers  or  cuts  on  these 
parts.  ..." 

"If,  mdependently  of  the  above,  in  order  to  ascertain  the 
qualities  .  .  .  the  Receiver  shall  deem  it  necessaiy  to 
make  .  .  .  other  experiments,  the  factory  shall  give 
him  all  necessary  means  for  making  such  tests." 

"For  the  measuring  and  verification  of  the  projectiles  the 
factory  is  under  obligation  to  furnish  a  sufficiently  vast, 
light,  dry  and  warm  room  and  place  at  full  disposition  of 
the  Receivers  as  well  as  furnish  cupboards  for  the  keeping 
of  verifying  instruments,  scales  of  sufficient  sensitiveness, 
electric  lights  of  sufficient  energy,  for  the  examination  of 
projectiles  and  gross  power." 

"For  the  measuring  of  the  projectiles  the  factory  shall  furnish 
the  Receiver,  for  his  exclusive  use,  all  verifying  working 
instruments  .  .  .  prepared  according  to  the  instruc- 
tions, as  well  as  according  to  the  indicalions  of  the  Artillery 


"...  the  finish  of  these  surfaces  must  be  brought  to  such  a 
degree  as  is  obtainable  when  working  with  a  tool." 

4  The  slightest  scratch  or  tool  mark  was  soon  magnified  into  a 
cause  for  rejection.  One  subcontractor  claimed  that  he  was  re- 
quired to  unbox  several  thousand  shrapnel  because  the  Russian 
Inspector  found  a  flyspeck  on  the  copper  band  of  one  of  them!  In 
spite  of  the  fact  that  gages  were  called  for  by  the  instructions  for 
certain  gaging  points,  the  inspectors  were  not  satisfied  with  them, 
but  asked  to  be  furnished  with  others  that  were  of  a  design  that  would 
be  more  searching  and  exacting.  Under  the  clause  governing  the 
finish  of  the  shell,  the  inspectors  were  soon  demanding  a  finish  that 
could  only  be  obtained  by  buffing,  and  the  unfortunate  part  was  that 
the  manufacturers  had  no  redress,  because  there  were  no  standards 
of  finish  established ;  there  was  no  set  of  standard  gages,  nor  was  there 
anyone  in  authority  to  whom  the  contractor  could  appeal  and  whose 
dedflion  was  final. 

5  Fresh  from  the  experience  of  two  years'  struggle  to  produce 
work  under  such  conditions,  the  writer  is  constrained  to  appeal  for 
cooperation  in  the  endeavor  to  standardize  and  systematize  the  pro- 
duction of  munitions  so  that  manufacturers  will  in  future  have  definite 
instructions  and  standards  to  work  to  and  in  the  case  of  honest  dif- 
ferences of  opinions  a  Bureau  of  Appeal  where  questions  will  be  de- 
rided definitely  and  authoritatively. 
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6  Drawings  should  be  checked  and  rechecked  until  the  possi- 
bility of  error  has  been  reduced  to  a  minimum.  Tolerances  should 
be  decided  upon  that  will  allow  the  greatest  leeway  compatible  with 
good  work. 

7  Every  effort  should  be  made  to  make  the  specifications  simple, 
clear,  explicit  and  absolute.  They  should  leave  very  little  open  to 
the  discretion  of  the  inspectors.  The  specifications  should  describe 
the  gages  to  be  used  and  how  to  use  them. 

8  The  gages  used  should  be  as  few  as  will  check  up  the  product 
in  all  of  the  important  features.  What  these  gaging  points  and  their 
limits  should  be,  should  be  determined  by  competent  military  engi- 
neers, working  with  the  idea  of  getting  a  product  that  will  meet  all 
requirements  and  still  be  practicable,  so  that  the  quality  produced 
will  not  be  curtailed  by  unnecessary  refinements.  Exactness  should 
be  required  where  it  is  necessary,  and  where  it  is  not  necessary  there 
should  be  no  holding  down  to  ridiculously  close  limits. 

9  Corps  of  inspectors  should  be  enlisted  from  our  numerous 
manufacturing  plants  and  thoroughly  drilled  in  the  use  of  gages  and 
the  meaning  and  intent  of  the  specifications,  with  particular  stress 
laid  upon  the  fact  that  inspection  should  be  made  with  the  idea  of 
accepting  as  many  as  possible  rather  than  a  high  count  of  rejections. 

10  Each  manufacturer  should  be  supplied  with  a  set  of  correct 
sample  gages  with  their  masters  and  grand  master  by  which  the  work- 
ing gages  should  be  made  and  checked. 

11  An  approved  sample  of  the  product  to  be  made  should  be 
furnished  to  each  factory  to  be  used  for  comparing  the  same  with  the 
regular  product  when  necessary.  These  samples  should  be  official  and 
product  equal  to  sample  should  be  accepted  without  question. 

12  It  is  most  important  to  have  a  bureau  composed  of  qualified 
engineers  to  interpret  specifications  and  render  final  decisions  on  all 
points  that  may  arise.  Manufacturers  should  have  the  right  of  ap- 
peal to  this  board  and  get  its  unbiased  opinion.  At  this  bureau  should 
be  kept  on  view  officially  accepted  samples  of  all  parts  in  the  various 
stages  of  manufacture  to  be  referred  to  when  making  decisions. 
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DISCUSSION   ON   MANUFACTURE   OF 
MUNITIONS 

'PHE  following  excerpts  apply  specifically  to  points  raised  in  the 
preceding  ten  papers,  Nos.  1592a  to  1592j,  inclusive.    An  ex- 
tended account  of  the  general  discussion  of  these  papers  was  given 
in  The  Journal  for  July  1917. 

R.  R.  Adams/  representing  the  Bureau  of  Ordnance,  said  that 
its  policy  had  been  to  direct  its  representatives  to  cooperate  with 
the  various  manufacturing  firms  to  which  they  were  accredited  in 
every  consistent  and  proper  manner,  and  to  facilitate  the  manu- 
facture and  expedite  deliveries  wherever  possible,  provided  that 
satisfactory  and  acceptable  material  was  procured  by  the  Govern- 
ment. Information  was  volunteered  if  it  would  aid  manufacturing 
processes  and  at  the  same  time  did  not  violate  confidential  matters 
disclosed  by  other  firms.  He  believed  that  all  information  and 
experience  required  for  the  manufacture  of  munitions  should  be 
pooled  by  the  different  plants  so  as  to  assist  other  plants,  especially 
the  new  ones. 

Reuben  Hill  spoke  from  his  experience  in  munitions  manu- 
facture in  Canada.  With  respect  to  the  organization  of  the  industrial 
forces  of  the  United  States,  he  suggested  that  the  Government  take 
a  more  cooperative  and  guiding  activity  in  relation  to  the  manu- 
facturer, thereby  departing  from  the  peace-time  method  of  arbi- 
trarily giving  a  contract,  and  then  at  a  certain  time  sending  some 
one  forward  to  inspect  the  work,  and  either  arbitrarily  accepting 
it  or  rejecting  it.  He  believed  that  the  Society  should  be  of  great 
assistance  to  the  Government  in  formulating  an  ideal  cooperative 
industrial  scheme,  similar  to  that  which  had  been  adopted  in  Canada. 

Frank  B.  Gilbreth  emphasized  the  importance  of  recording 
all  details,  including  the  time  element,  with  respect  to  industrial 

*  Lieutenant-Commander,  U.  8.  N.;  Inspector  of  Ordnance,  Munhall,  Pa. 
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operations,  and  said  that  the  best  method  of  doing  any  kind  of 
work  did  not  lie  in  the  consecutive  acts  of  any  one  worker,  but  was 
synthesized  from  records  of  methods  of  many  expert  workers.  The 
micromotion  fihn  which  he  used  to  record  workers'  methods  was 
the  result  of  placing  a  timepiece  that  recorded  the  time  element, 
and  a  cross-sectioned  screen  that  recorded  the  space  element,  in  the 
field  of  the  method  to  be  photographed.  The  pictures  were  taken 
at  varying  rates  of  speed,  and  then  projected  at  the  speed  at  which 
they  were  taken,  at  slower  speeds  and  at  more  rapid  speeds,  in  order 
to  get  different  views  of  the  operation  being  studied.  The  two 
aims  were,  first,  to  get  all  possible  detailed  information  on  the  film, 
and  second,  to  get  this  information  off  the  film  and  into  such  form 
as  would  aid  in  transferring  the  information  most  easily  and  most 
efficiently  to  the  learner. 

R.  PoLiAKOFF,^  referring  to  Par.  32  of  Mr.  .Waldron's  paper, 
instanced  a  case  where  a  foreign  government  had  given  a  contract 
of  $84,000,000  with  an  advance  payment  of  $10,000,000,  and  said 
he  thought  that  the  government  in  question  could  not  be  expected 
to  advance  33)  per  cent  to  the  contractor,  or  $30,000,000,  when  the 
contractor's  capital  was  less  than  one-tenth  of  that  amount  and  all 
the  surety  companies  in  the  country  combined  could  not  issue 
surety  bonds  to  exceed  $5,000,000  on  any  one  contract.  Small 
advance  payments,  he  thought,  were  by  no  means  the  cause  of  the 
failure  of  some  of  the  contractors,  as  Mr.  Waldron  had  stated. 

A.  B.  Retnders^  submitted  a  written  discussion  in  which  he 
endorsed  the  statements  in  Mr.  Coe's  paper  and  outlined  a  method 
used  by  his  company  in  the  manufacture  of  high-explosive  shells, 
which  secured  a  large  and  continuous  production  after  the  equip- 
ment and  operating  force  had  been  organized.  A  description  of 
this  method  was  given  in  The  Journal,  July  1917,  p.  612. 

H.  G.  Bertram  wrote  giving  an  account  of  the  organization  of 
the  John  Bertram  &  Sons  Co.,  Ltd.,  Dundas,  Ont.,  for  the  manu- 
facture of  8*in.  British  howitzer  shells.  This  organization,  details 
of  which  were  given  in  The  Journal,  July  1917,  p.  612,  was  kept 
entirely  separate  from  that  of  the  plant  proper,  which  was  devoted 

^111  Broadway,  New  York.  (Assistant  Professor  of  Meohanical  Tech- 
nology, Technical  Institute,  Moscow,  Russia.) 

<  Director  of  Production,  Westinghouse  Electric  and  Manufacturing  Com- 
pany, East  Pittsburgh,  Pa. 
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to  the  manufacture  of  machine  tools.  Referring  to  Mr.  Yeomans's 
paper,  he  said  that  he  believed  there  were  shops  in  plenty  ahready  in 
existence  which  could  be  rapidly  adapted  for  shell  manufacture, 
and  that  the  emergency  factories  advocated  in  the  paper  were 
unnecessary. 

Ralph  E.  Flandebs  said  he  believed  that  the  most  valuable 
sin^e  asset  of  a  firm  starting  the  manufacture  of  an3rthing  was  the 
vital  organization  of  a  group  of  men  who  were  accustomed  to  work- 
ing together,  who  knew  each  other  and  who  had  a  good  conception 
of  their  respective  duties. 

E.  F.  Du  Brxtl  said  that  the  smaller  manufacturers  wanted  to 
do  their  full  share,  and  that  in  Canada  such  concerns  had  been  able 
to  produce  large  quantities  of  munitions  through  co5peration  with 
their  manufacturers'  association  and  their  shell  committees. 

P.  S.  BoND,^  referring  to  Mr.  Walsh's  paper  on  inspection  work, 
emphasized  the  importance  of  closeness  and  accuracy  in  shell  manu- 
facture. This  was  imperative,  particularly  in  the  case  of  the  moving 
barrage,  where  it  had  been  found  that  if  there  was  an  error  in  the 
bursting  point  of  the  shrapnel  of  even  as  much  as  25  yards,  it  would 
result  in  the  killing  of  great  numbers  in  the  attacking  force.  At 
another  time  Major  Bond  addressed  the  meeting  at  length  on  mat- 
ters connected  with  the  entry  of  the  United  States  into  the  war. 

Topics  related  to  the  general  subject  of  munitions  manufacture, 
such  as  co5peration  among  manufacturers,  problems  of  the  small 
manufacturer,  standardization  of  gages,  the  pooling  of  information, 
collection  of  data,  etc.,  also  drew  forth  considerable  discussion, 
those  participating  being  Harry  E.  Harris,  Ira  N.  Hollis,  W.  H. 
Carrier,  James  Hartness,  H.  B.  Coho,  C.  W.  Rice,  William  Kent, 
Frank  0.  Wells,  Chester  B.  Hamilton,  Jr.,  Ralph  E.  Carpenter, 
M.  W.  Sherwood,  Chauncey  H.  Crawford,  H.  Wade  Hibbard,  H.  S. 
Bergen,  L.  P.  Alford,  F.  A.  Waldron,  F.  E.  Rogers  and  John  H.  Barr. 
This  discussion  resulted  in  the  appointment  of  the  following  com- 
mittee to  draft  appropriate  resolutions:  Luther  D.  Burlingame, 
Chairman,  John  H.  Barr,  J.  B.  Doan,  A.  J.  Baker,  Reuben  Hill, 
H.  L.  Coe,  Harry  E.  Harris,  and  C.  B.  Hamilton,  Jr.  The  resolu- 
tions as  finally  adopted  after  discussion  are  as  follows: 

^  Major,  Corps  of  Engineers,  U.  S.  A.,  Cleveland,  Ohio. 
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RESOLUTIONS  RELATING  TO  GAGES  AND  STANDARDS 

Whereab:  Serious  delays  have  been  experienced  in  other  countries  and 
this  country  in  the  production  of  munitions  work;  and  rejection  and  unneces- 
sary loss  to  manufacturers  and  its  consequent  shortage  of  labor  and  material 
due  to  lack  of  control  of  data  and  of  standard  means  of  measurement;   and 

Whereab:  Great  Britain,  Canada  and  France  have  found  standardisation 
of  measurement  of  all  war  material  for  both  Army  and  Navy  imperatively  neces- 
sary to  obtain  imiform  and  reliable  results,  and  have  constructed  an  efficient 
organization  which  has  proved  successful  in  overcoming  these  difficulties;  and 

Whereas:  Increased  efficiency  of  our  manufacturers  would  be  promoted 
by  the  establishment  of  proper  standards  of  measurement; 

Be  it  resolved:  That  the  Congress  be  urged  to  appropriate  sufficient 
funds  for  expenditure  through  a  suitable  agency,  to  provide  standards  and 
adequate  means  of  caUbration,  distribution  and  supervision  of  such  standards; 
including  means  for  calibration  of  working  and  inspection  standards  in  the 
different  centers  of  mimitions  numufacture. 

Also  that  provision  be  made  in  this  appropriation  for  the  establishment  of 
a  central  office  for  the  collection  and  dissemination  of  information  on  the  methods 
of  manufacturing  munitions  and  other  supplies. 

Resolved:  That  this  Society  endorses  any  efforts  tending  to  promote  the 
ends  outlined  above,  and  in  view  of  the  imperative  needs  of  the  present  situa- 
tion, most  strongly  urges  immediate  action. 

RESOLUTION   RELATING   TO   COOPERATION   BETWEEN  MANUFACTURERS 

Whereas:  It  is  the  patriotic  duty  of  every  manufacturer  to  facilitate  and 
expedite  the  manufacture  of  munitions  and  other  supplies  for  the  Army  and 
Navy; 

Be  rr  resolved:  That  an  appeal  be  addressed  to  all  manufacturers  and 
engineers  to  co6perate  in  the  dissemination  of  information  and  the  interchange 
of  data  pertaining  to  methods  of  manufacture,  systems  of  organization,  design 
of  tools,  operation  layouts  and  time  studies,  including  what  is  generally  known 
under  the  term  "shop  secrets"  so  far  as  they  pertain  to  munitions  manufacture. 

RESOLUTION   RELATING  TO   STATUS  OP  MEN  IN  THE  INDUSTRY 

Whereas:  It  is  necessary  to  obtain  the  entire  patriotic  cooperation  of 
every  man  who  can  contribute  to  the  furnishing  of  military  and  naval  supplies; 

Be  it  resolved:  That  we  urge  upon  the  Government  the  necessity  of 
indicating  in  some  way  the  value  and  loyalty  of  men  in  service  in  the  indus- 
tries whose  occupation  is  essential  to  the  production  of  war  supplies. 

A  further  resolution,  submitted  by  F.  A.  Waldron  and  calling  for 
the  establishment  of  a  clearance  bureau  for  information  on  the 
manufacture  of  munitions,  on  vote  was  referred  to  the  Council  of  the 
Society  with  power. 
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THE  PROBLEM   OF  AEROPLANE-ENGINE 

DESIGN 

By  Charles  E.  Luckb,  New  York,  N.  Y. 
Member  of  the  Society 

The  aeronautical  engine  is  emerging  from  the  stage  of  invention  to  ike  stage  of 
design,  and  this  paper  suggests  steps  to  be  taken  towards  the  satisfactory  soliUion  of  the 
problem. 

It  resolves  the  engine  into  a  light,  high4ensioned  steel  stmcture,  consisting  of 
feamUss  tMng  and  forged  or  wdded  sled  parts,  possibly  formed  in  drop^forge  dies.  To 
this  steel  stress  structure  are  added  certain  members,  such  as  the  piston,  exhaust  valve 
and  guide,  designed  primarily  for  heat-flow  conditions  and  not  for  stresses;  and  certain 
dosirig  members,  such  <is  the  ports  for  the  intake  and  exhaust,  which  can  be  very 
Jtroperly  cast  in  aluminum,  and  the  water  jacket;  and  the  oil  crankcase  closure,  which 
can  he  made  of  any  material  desired. 

'l^HE  problem  of  the  aeroplane  engine  appeals  strongly  to  every 
engineer  because  it  is  a  problem  of  the  hghtest  power  plant.  The 
lightest  weight  of  engine  proper  per  horsepower  is  to  be  secured  first 
by  obtaining  maximum  mean  efifective  pressure  at  maximimi  speed: 
in  other  words,  the  product  of  mean  efifective  pressure  and  speed  must 
be  a  maximum.  At  the  same  time  the  weight  of  metal  per  cyhnder, 
or  per  cubic  inch  of  cylinder  displacement  per  working  stroke,  must  be 
a  minimum,  — ^nd  with  both  of  these  factors  the  engine  must  be 
reliable  in  operation.  So  far,  this  reUability  factor  has  been  weak- 
est, though  Ugbtness  has  been  secured  in  engines  good  for  short 
periods  of  running. 

2  Not  only  must  the  metal  weight  of  engine  per  horsepower  be  a 
minimum,  but  in  addition  the  fuel  weight  to  be  carried  must  also  be  a 
minimum  because,  as  can  readily  be  seen,  the  fuel  weight  necessary 
for  flights  of  any  length  predominates  over  the  engine  weight.  For 
example,  taking  a  half  pound  of  fuel  and  oil  per  hour  per  horsepower 
a«  a  fair  value,  it  is  readily  seen  how  quickly  that  will  catch  up  on 
engine  weight  when  the  latter  is  4  or  5  lb.  per  horsepower. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  The  Ameri- 
can SociETT  OF  Mechanical  Engineers.  Contributed  by  the  Philadelphia 
Section. 
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3  In  undertaking  an  analysis  of  the  aeroplane-engine  problem 
from  the  records,  the  only  conclusion  that  can  be  drawn  is  along  the 
line  of  type.  Data  are  almost  entirely  lacking.  On  the  question  of 
general  engine  types,  attention  might  be  called  to  a  few  points: 

4  The  air-cooled  motor  has  entirely  failed  in  comparison  with 
the  water-cooled  motor  —  the  reasons  are  perfectly  sound  and  secure. 
The  2-cycle  engine  has  given  way  to  the  4-cycle  type. 

5  Fixed  cylinders  have  prevailed  over  rotating  cylinders.  Odd 
cylinder  arrangements  of  queer,  freaky  forms  have  all  been  relegated 
to  the  scrap  heap  in  favor  of  a  few  modem  arrangements.  The 
standard  cylinder  arrangements  of  today,  which  are  the  survivors 
of  what  may  be  called  the  inventive  period,  or  at  least  the  first  in- 
ventive period,  are  the  six  and  eight  cylinders  in  line  and  the  eight, 
twelve  and  sixteen  Vs. 

6  It  really  appears  therefore  that  the  one  valuable  result  of  all 
our  experience  has  been  the  selection  of  a  few  typical  arrangements 
which  we  are  now  compelled  to  study,  as  minutely  as  circumstances 
permit,  for  the  purpose  of  standardizing  and  mechanically  perfecting 
these  particular  types  as  standard  machines  which  will  run  as  reliably 
as  our  stationary  engines  and  which  can  be  manufactured  as  economi- 
cally. 

7  Taking  up  each  of  the  factors  of  aeroplane-engine  design  that 
seems  important,  in  as  specific  a  way  as  seems  proper,  the  first  one 
to  be  considered  is  the  value  of  efiiciency  and  the  relation  of  efiiciency 
to  minimum  weight. 

8  Plotting  hours  of  running  as  absciss®  against  weight  of  engine 
with  fuel  and  oil  as  ordinates,  for  the  Mr-cooled  and  the  water-cooled 
types  of  motor,  respectively,  so  that  the  intercept  on  the  vertical 
axis  represents  the  weight  of  engine  metal  alone,  and  the  ordinates 
away  from  the  axis  represent  the  weight  of  metal  plus  fuel  and  dl, 
one  finds  that  the  two  curves  cross  at  some  period  of  running  beyond 
which,  therefore,  the  water-cooled  heavier  engine,  because  of  its 
lower  fuel  consumption,  becomes  lighter  in  comparison. 

9  The  metal  weight  of  the  water-cooled  motor  is  about  one  and 
one-half  times  that  of  the  air-cooled  motor,  and  the  slope  of  the  com- 
bined-weight line  of  the  latter  compared  with  that  of  the  former  is  as 
two  is  to  one,  —  that  is  to  say,  the  consumption  of  the  air-cooled 
motor  is  approximately  twice  that  of  the  water-cooled  motor.  These 
facts  are  responsible  for  the  crossing  of  the  lines. 

10  Of  the  conditions  for  efficiency  which  bear  upon  this  question 
of  fuel  weight,  and  which  have  led  to  the  selection  of  the  water-cooled 
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motor  as  a  type,  the  first  is  the  compression.  The  higher  the  com- 
preesion  the  higher  the  efficiency,  and  there  is  no  limit  until  pre- 
ignition  occurs.  Statements  will  be  found  in  textbooks  to  the  effect 
that  there  is  a  limit,  but  they  are  the  results  of  mistAkes  in  interpre- 
tation, and  are  erroneous.  The  amount  of  compression  possible  is 
limited,  however,  by  the  metal  temperature  and  by  the  temperature 
of  the  mixture  as  admitted.  Naturally,  the  warmer  the  mixture 
during  suction,  the  sooner  it  reaches  ignition  temperature  by  com- 
pression. Therefore  suction  heating  is  a  limit.  Again,  the  interior 
metal  temperatiue,  if  it  is  high  (as  it  is  always),  may  cause  trouble 
by  the  contact  with  the  mixture  during  compression,  and  some  por- 
tion of  the  mixture  may  be  brought  to  its  ignition  temperature  by 
hot-wall  contact  long  before  the  main  mass  is  brought  to  this  ignition 
temperature  by  compression  alone.  It  requires  only  one  such  hot 
spot  to  wreck  a  well-laid  plan. 

11  The  next  factor  in  efficiency  is  the  mixture  quality,  and  in 
this  there  are  the  following  controlling  elements:  first,  mixture  pro- 
portions. Any  excess  fuel  means  direct  waste,  but  it  also  means  car- 
txmisation  and  fouling.  Ebccess  air  quickly  makes  the  mixture 
practically  non-burnable.  Therefore,  mixture  proportions  must  be 
accurately  controlled  —  more  accurately  than  is  possible  with  any 
existing  carburetor.  Carburetors  are  not  yet  satisfactory,  and  as 
soon  as  satisfactory  carburetors  are  secured  from  the  standpoint  of 
proportionality  of  the  mixture,  we  may  expect  to  see  a  further  re- 
duction in  fuel  consumption  and  more  reliable  operation. 

12  Dryness  of  mixture  is  a  matter  of  codrdinate  importance  with 
mixture  proportions.  When  mixtures  are  wet,  that  is,  not  completely 
vaporized,  the  air  and  fuel  cannot  be  uniformly  distributed  to  the 
various  cylinders  by  the  manifold  system.  One  cylinder  will  get  a 
different  charge  from  another,  as  can  be  easily  proved  by  pressure 
gages.  There  are  rarely  two  cylinders  alike  as  to  maximum  pressures 
on  a  multi-cylinder  engine  using  wet  mixtures.  Drying  of  the  mixture 
will  cure  that  fault,  and  also  cure  the  carbonization  that  comes  from 
the  vaporization  of  the  liquid  in  the  presence  of  the  burning  gas  when 
it  has  been  admitted  to  the  cylinder  in  a  liquid  state. 

13  The  third  factor  of  the  mixture  question  is  homogeneity. 
However  accurately  the  mixture  may  be  adjusted  as  to  fuel  and  air 
ratio,  however  carefully  the  mixture  may  be  distributed,  cylinder  to 
cyliiuier,  the  fact  remains  that,  in  order  to  produce  economical  re- 
sults, the  charge  in  any  one  cylinder  must  be  uniform  in  every  cubic 
inch  of  it.    It  is  not  sufficient  that  the  right  amount  of  air  be  in  the 
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cylinder  even  if  the  fuel  is  vaporized,  when  the  latter  is  all  in  one 
comer. 

14  Following  mixture  quality,  the  next  factor  in  efficiency  is 
rate  of  flame  propagation  with  reference  to  piston  speed.  It  can  be 
shown  that  the  explosion  line  of  the  indicator  card  following  compres- 
sion must  be  maintained  vertical  for  maximum  efficiency.  Now,  the 
rate  of  propagation  is  the  one  factor  that  tends  to  hold  it  vertical.  If 
the  propagation  rate  is  high  enough  for  a  given  piston  speed,  so  that 
the  explosion  line  is  vertical,  the  efficiency  will  be  high.  But  should 
the  piston  speed  exceed  a  certain  value,  then  the  explosion  line  will 
begin  to  lean  toward  the  expansion  line,  until  by  and  by  it  becomes 
horizontal  and  merges  into  the  expansion  line,  with  a  consequent 
large  loss  of  work  area  and  low  efficiency  or  high  fuel  consumption. 
Therefore,  there  is  for  every  given  mixture  a  limiting  piston  speed  thai 
cannot  be  exceeded  without  destroying  efficiency,  and  we  are  now 
approaching  that  speed  in  aeroplane  engines. 

15  The  next  related  factors  are  mean  effective  pressure  and 
speed.    These  are  the  prime  factors  for  the  output  of  a  cyUnder. 

16  If  the  mean  efifective  pressure  were  constant,  then  the  horse- 
power with  reference  to  the  speed  would  follow  a  straight  line.  The 
mean  effective  pressure  is  not  constant  as  the  speed  varies,  however. 
Therefore,  plotting  horsepower  against  speed  gives  a  curve  having 
the  general  form  of  concave  downward  and  consisting  of  several  sepa- 
rate portions,  each  worthy  of  study.  There  is  usually  a  straight  por- 
tion over  a  given  speed  range,  during  which  the  mean  effective 
pressure  is  constant.  For  lower  speeds  the  mean  effective  pressure 
is  lower,  and  for  higher  speeds  the  mean  effective  pressure  is  again 
lower.  From  the  point  where,  with  increasing  speed,  the  straight 
line  becomes  a  concave-downward  curve,  the  mean  effective  pressure 
is  decreasing  as  speed  increases,  until  at  the  point  where  the  tangent 
to  the  curve  becomes  horizontal,  the  rate  of  increase  of  speed  is 
exactly  equal  to  the  rate  of  decrease  of  mean  effective  pressure.  At 
a  little  higher  speed  mean  effective  pressure  decreases  faster  than 
speed  increases,  and  finally  the  curve  drops  down  toward  zero  power. 

17  So  much  for  the  facts.  An  analytical  engineer  cannot  be 
content  with  those  facts,  however,  but  finds  it  necessary,  if  he  is  to 
apply  a  cure,  to  go  behind  the  facts  to  ascertain  the  reasons.  The 
first  step  in  doing  that  is  to  determine  the  volumetric  efficiency  of  the 
engine  by  measuring  the  air  and  fuel  and  comparing  the  total  volume 
of  mixture  taken  in  with  the  piston  displacement.  If  the  vdutnetric 
efficiency  be  plotted  against  the  speed,  much  light  is  thrown  on  the 


Digitized  by  VjOOQIC 


CHARLES  E.   LUCKB    '  311 

atuation.  In  the  first  place,  the  vdumetric  efficiency  falls  off  in  the 
region  <rf  very  low  speed,  where  the  mean  effective  pressure  is  low;  it 
is  constant  over  the  region  of  constant  mean  effective  pressure,  where 
the  horsepower-speed  line  is  straight,  and  tl^n  at  some  high  speed  it 
again  decreases.  It  is  clear,  therefore,  that  curvature  of  the  horse- 
power-speed line  is  due  to  a  corresponding  variation  of  volumetric 
efficiency.  It  may  be  found,  however,  that  at  some  high  speed  the 
horsepower-speed  line  falls  before  the  volumetric  efficiency.  This 
calls  attention  to  the  fact  that  the  f alling-off  of  mean  effective  pressure 
at  hi^  speeds  may  not  be  due  primarily  to  volumetric  efficiency  but 
to  oth^  causes,  and  recognition  of  this  starts  a  search  for  those  causes. 

18  The  first  (A  these  causes  is  too  slow  «  combustion,  or  too  high 
a  piston  speed.  That  is  to  be  corrected  by  adding  an  additional 
ignition  source,  or  by  moving  the  spark  plug  from  a  side  wall  to  a 
center  point.  Igniting  at  more  than  one  point  or  at  a  more  central 
point  will  cure  this  defect,  and  again  cause  the  dropping  points  of 
both  horsepower-speed  and  volumetric  efficiency-speed  curves  to  lie 
on  the  same  speed  line. 

19  Again,  it  will  be  found  that  a  change  in  the  valve  setting 
changes  this  mean-effective-pressure  .curve  at  both  ends,  but  every 
change  in  the  valve  setting  also  changes  the  mean  effective  pressure, 
and  the  volumetric  efficiency  is  itself  the  direct  measure  of  whether 
or  not  one  has  the  best  valve  setting. 

20  Now,  it  is  curious  that  most  people  have  played  with  cams 
and  adjusted  them  back  and  forward  by  guesses,  and  have  never 
bothered  about  the  air  meter,  which  is  the  only  positive  means  of 
arriving  at  best  cam  forms  and  valve  timing  for  sustained  mean 
effective  pressure  at  high  speeds.  * 

21  Many  more  imal3rses  along  the  above  lines  could  be  given, 
but  enough  has  been  oaid  to  call  attention  to  this  most  important 
means  of  studying  the  problem  of  maximum  power  at  high  speed,  not 
only  revealing  what  is  the  matter  but  pointing  out  clearly  the  direc- 
tion in  which  to  correct  the  fault. 

22  So  much  for  efficiency  and  mean  effective  pressure,  or  effi- 
dency  and  horsepower  per  cubic  foot  of  cylinder.  Those  two  factors 
bear  directly  on  the  fuel  weight  to  be  carried  and  the  output  per  cubic 
foot  of  cylinder.  What  will  be  the  weight  of  that  cubic  foot  of  cylin- 
der? This  has  to  be  judged  both  by  qualitative  and  quantitative 
analyas.  It  is  impossible  to  give  any  quantitative  analysis  without 
long  mathematical  treatment,  so  I  will  undertake  only  the  qualitative 
analysis. 
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23  The  first  point  in  qualitatively  analysing  unit  metal  wdc^t 
of  the  multi-cylinder  engine  is  to  recognise  that  the  engine  can  be 
divided  laterally  by  planes  into  sections  oi  one  cylinder  each.  The 
end  sections  are  the  S8|^  as  each  other,  but  are  different  from  the 
intermediate  sections.  Therefore,  to  study  qualitatively  the  relative 
weights  of  two  typical  constructions,  the  mind  must  be  conc^- 
trated  upon  these  sections,  each  one  (d  which  includes  a  cylinder, 
a  piece  of  frame,  a  piece  of  shaft  and  the  other  parts  that  go  with 
the  section. 

24  From  this  pcnnt  of  view,  consider  multiplication  of  cs^ders 
in  line  vs.  radially  or  drcumferentially.  It  will  appear  tiiat  the 
weight  of  the  cylinder,  piston  and  connecting  rod  is  just  the  same  no 
matter  how  the  cylinders  are  arranged,  but  the  frame  weight  and 
shaft  weight  are  reduced  by  any  multiidication.  It  is  dear  also  that, 
other  things  being  equal,  the  lighter  arrangement  is  drcumferential 
rather  than  longitudinal  multiplication. 

25  Now,  going  back  to  the  history  of  the  situation,  we  find  every 
conceivably  combination  has  been  tried,  but  these  have  finally  crystal- 
lized to  not  more  than  two  kinds,  giving  the  V-type  engine  and  the 
engine  with  cylinders  in  line. 

26  Considering  the  effect  of  cylinder  diameter  upon  imit  metal 
wdght,  it  will  appear  that  from  the  unit-wdght  standpoint  the 
cylinder  diameter  should  be  as  large  as  possible,  because  the  wall 
thickness  of  a  03^der  is  always  greater  than  necessary  for  the  stress 
for  other  structural  reasons.  A  A-in.  cylinder  of  sted  will  not  be 
stressed  over,  say,  10,000  lb.  per  sq.  in.  The  cylinder  could  be  made 
much  thinner  than  this  and  still  have  a  good  working  stress  if  there 
were  not  other  structural  objections  to  it.  This  being  the  case,  the 
larger  the  cylinder  for  a  cubic  foot  of  dii^>lacement  the  less  the  unit 
metal  wdght  in  the  wall,  and  the  only  limit  to  large  diameter  is  good 
running. 

27  Conddering  the  stroke,  as  this  is  increased  the  metal  in  the 
cylinder  piles  up  endwise,  or  axially,  too  fast  with  reference  to  volume, 
and  therefore  for  minimum  unit  metal  wdght  the  shorter  the  strdLe 
the  better.  In  proportion,  we  are  using,  normally,  shorter  strokes 
in  aeronautical  motors  than  in  automobile  engines  for  that  reason. 

28  Again,  as  affecting  the  metal  wdght,  we  have  the  connecting- 
rod  length.  Clearly,  the  shorter  the  connecting  rod  the  shorter  the 
frame,  and  therefore  the  more  metal  saved.  The  only  objection  to 
the  shorter  connecting  rod  is  an  excesdve  angularity,  which  intro- 
duces stresses  requiring  metal  thickening  in  other  places. 
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29  The  number  of  cylinders  should  be  as  large  as  possible  up  to 
the  point  where  the  wdght  of  the  oonneeting  parts  has  to  be  increased. 
A  2-<^3dinder  en^e  has  less  than  twice  the  weight  per  cubic  foot  of 
disfdacement  than  a  single  cylinder,  for  the  reason  that  the  number 
of  ^d  supports  for  the  shaft,  etc.,  is  not  increased.  Similarly  a  3- 
c]dmder  has  lees  than  three  times,  a  4-cylinder  less  than  four  times, 
and  80  on;  and  the  weight  per  cubic  foot  of  displacement  gets  less 
and  less  until  a  certain  number  of  cylinders  —  somewhere  about  six 
—is  reached  where  the  shaft  diameter  and  the  weight  of  the  frame 
must  be  increased  so  as  to  retain  the  necessary  stiffness,  whereupon 
the  saving  in  weight  by  multiplication  is  neutralized.  This  appears 
to  be  about  the  limit  ctf  saving  by  line  multiplication. 

30  The  metal  weight  per  cubic  foot  of  cylinder  dis^daoement  has 
to  be  taken  up  along  the  lines  indicated,  extending  the  study  to  the 
fonn  vs.  weight  of  each  individual  member.  It  will  appear,  as  one 
examines  the  forms  of  these  individual  members,  that  one  form  is 
deaily  susceptible  of  less  wdght  than  another  —  even  with  the  same 
working  stresses  or  with  equal  factors  of  safety. 

31  The  first  of  these  studies  should  be  undertaken  with  reference 
to  cylinders.  The  first  cylinders  built  were  made  of  cast  iron,  with 
head,  cylinder  and  jacket  cast  in  one  piece,  and  the  valves  being 
arranged  in  a  side  pocket  —  the  ordinary  T-  or  L-head  construction. 
It  is  dear  that  the  weight  of  the  valve  pocket  is  detrimental.  The 
first  step  in  any  cylinder-weight  reduction,  then,  is  to  take  that  pocket 
away,  retaining  the  cast  cyfinder  (on  the  assumption  that  we  do  not 
know  how  to  make  any  other  kind)  and  putting  the  valve  in  the  head. 
This  results  in  the  valve-in-head  construction,  which  is  now  practi- 
caDy  universal,  but  which,  strange  to  say,  it  took  six  or  seven  years 
torealise. 

32  A  similar  instance  of  slow  realization  of  facts  exists  with 
reference  to  the  cast-iron  jacket  wall,  which  has  no  other  function 
than  to  hold  water.  Cast  iron  for  that  purpose,  especially  in  an 
aerofdane  engine,  is  wasteful  of  material,  so  the  next  step  is  to  get  rid 
of  the  cast  iron.  When  one  stops  to  think  how  it  is  to  be  done,  a 
s^ctural  difficulty  becomes  apparent,  and  therefore  one  must  not 
too  readily  condemn  the  holding  on  to  the  cast-iron  jadcet.  The 
difficulty  is  of  coiurse  the  necessity  of  providing  openings  for  the  in- 
take or  outiet  from  each  valve,  an  igniter  plug  hole  and  at  least  two 
pipe  connections  for  the  jacket,  and  in  an  aeronautical  engine  under 
heavy  stress  there  is  some  driving  gear  which  requires  fastenings. 
This  naturally  tends  toward  the  use  of  a  casting. 
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33  Suppose  such  a  casting  is  used,  with  inlet  and  one  exhaust 
valve  each  with  a  port  leading  out,  and  such  valve  seating  in  the  head 
which  turns  down  to  form  the  cylinder;  th^i  the  casting  may  be  led 
around  the.top,  forming  the  enclosure  of  the  head  jacket  and  joining 
the  several  outlets  and  coming  down  outside  the  cylinder.  The 
cylinder-head  jacket  casting  ends  in  the  form  of  a  skirt  at  about  the 
level  of  the  valve  deck,  and  to  this  end  a  tube  jacket  can  be  added  by 
any  one  of  several  possible  fastenings.  That  is  the  next  step:  cast 
iron  for  the  cylinders,  head  and  head  jacket  in  a  one-piece  casting, 
but  with  sheet  metal  for  the  jacket  over  the  cylindrical  barrel.  It  is 
a  logical  step,  but  it  took  several  years  to  reach  it  just  the  same. 

34  Proceeding  along  the  same  line  of  weight  reduction,  the  next 
step  is  to  cut  away  this  cast  iron  joining  the  ends  of  the  ports  and 
forming  the  wall  of  the  head  jacket,  and  substitute  sheet  metal 
welded  to  the  ports  by  the  oxjrgen  welding  system.  Wherever  th&t 
are  connections  to  be  made  for  attachment  of  gears,  there  must  be 
some  additional  supports  welded  or  brazed  on.  The  cast-iron  cylin- 
der is  still  there,  and  with  cast^ron  ports. 

35  There  is  a  fundamental  objection  to  a  cast-iron  cylinder  for 
aeronautical  work,  and  it  is  a  perfectly  valid  one.  Cast-iron  cylinders 
do  not  have  to  be  very  thick  to  be  amply  strong,  so  far  as  the  gas- 
pressure  stresses  are  concerned,  but  the  fact  remains  *that  so  long  as 
they  are  cast  iron,  no  one  knows  whetiier  they  are  good  cast  iron 
inside  or  not,  and  the  use  of  cast  iron  cut  down  to  |  in.  in  thickness 
incurs  taking  some  chances.    Hence  attention  is  turned  toward  sted. 

36  Drawn  steel  or  forged  steel  is  a  reliable  material  and  a  logical 
selection,  so  designers  have  sought  means  of  using  it;  but  when  one 
stops  to  think  how  to  use  a  drawn-steel  tube  for  a  cylinder,  and  get 
the  necessary  attachments  on  it,  one  soon  recognises  that  the  matter 
is  not  so  easy  as  it  looks.  That  is  the  reason  the  adoption  of  the  sted 
cylinder  was  so  long  delayed. 

37  There  are  now  several  schemes  developed  for  steel  cylinders. 
The  first  of  these  is  a  steel  cylinder  of  a  drawn  tube  formed  without  a 
head,  screwed  into  a  separate  head  carrying  the  ports  and  the  head 
jacket  cast  in  one  piece.  This  is  rather  a  satisfactory  way  al  attach- 
ing a  head,  but  it  involves  more  than  one  difficulty.  When  such  a 
screwed  head  is  set  up  against  the  shoulder,  it  is  not  at  all  dear  just 
where  it  is  going  to  stop;  and  to  secure  the  proper  position  one  must 
dther  scrape  the  faces  or  shim  them  —  neither  of  which  is  a  nice  job. 
A  further  objection  is  the  considerable  weight  of  the  cast  iron  in  a 
rather  complicated  casting,  and  also  the  inner  wall  of  that  cast  iron 
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is  a  stress  wall,  the  stress  of  which  must  pass  through  the  thread  to 
the  C3dmder.  There  is  no  objection  to  using  a  casting  if  it  is  not 
stressed,  but  a  casting  under  stress  is  not  satisfactory  and  is  to  be 
retained  only  in  the  absence  of  something  better. 

38  Complete  elimination  of  castings  has  been  tried  by  uang  all- 
steel  and  sheet  metal  welded  together,  but  this  did  not  prove  satis- 
factory for  a  very  interesting  reason.  A  flat  sheet-metal  head  on 
which  the  valves  are  seated  wiU  not  remain  flat,  and  a  round  valve' 
seat  will  not  stay  round.  Such  sheet  metal  tends  to  warp  out  of  shape, 
and  with  it  the  valves  will  not  stay  tight.  However,  the  material 
does  not  break,  which  is  something  worthy  of  thought. 

39  To  eliminate  the  weld  between  the  steel  cylinder  and  head, 
another  construction  was  developed.  In  this  a  seamless  drawn-steel 
shdl  with  head  just  like  a  cartridge  is  used,  and  two  holes  are  arranged 
in  the  head  to  seat  the  valves.  It  is  evident  that  this  is  a  structure 
which  is  sound  against  all  kinds  of  stresses.  It  still  has  some  of  the 
difficulties  of  warping  the  seats,  causing  leakage  of  the  valves;  and 
when  a  valve  leaks  the  amount  of  heat  developed  is  tremendous. 
Once  a  valve  starts  to  leak,  it  is  only  a  question  of  a  short  time  before 
it  will  be  completely  destroyed. 

40  The  particular  construction  of  cjdinder  just  described  is 
rather  difficult  to  attach  to  its  jacket  ports.  It  is  interesting  to  note 
one  case  at  least  in  which  a  satisfactory  attachment  has  been  worked 
out,  and  that  is  the  Hispano-Suiza  engine,  now  used  on  the  Euro- 
pean war  front,  and  now  also  being  built  in  this  country.  In  this  par- 
ticular engine  the  entire  outside  of  the  cylinder  is  threaded,  and  the 
cyHnders  are  screwed  into  an  alimiinum  casting  which  is  double- 
walled  just  like  the  cast-iron  block  casting  of  an  automobile  engine. 
The  thread  performs  the  double  purpose  of  holding  the  cylinder  in 
place  and  bringing  its  head  up  against  the  aluminum  cast  head  which 
carries  the  ports,  and  also  acting  as  a  thermal  bridge  between  the 
metal  d  the  cylinder  and  the  metal  of  the  aluminftm  casting  which 
carries  the  jacket  water.  Without  the  latter  there  would  be  poor 
thermal  contact  and  overheating  of  the  cylinder.  While  this  con- 
stniction  is  not  entirely  satisfactory,  it  is  nevertheless  very  interesting 
and  suggestive.  It  immediately  calls  attention  to  the  fact  that  a 
water  jacket  may  be  made  of  an  aluminum  casting  and  the  ports 
formed  just  as  easily  as  in  iron,  the  steel  interior  carrying  the  stress 
due  to  the  interior  gas  pressures. 

41  It  is,  however,  quite  feasible  to  get  rid  of  the  double  aluminum 
wall  down  along  the  cylinder  barrel  into  which  this  steel  cylinder  is 
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placed  and  which  carries  the  ports  above,  by  leaving  out  its  interior 
wall  and  retaining  the  outside,  or  even  by  stopping  the  wall  just  bdow 
the  head  as  a  skirt  to  take  a  short  thin  tube  which  may  itself  be  of 
aluminum,  ending  at  the  bottom  in  a  cast  stuffing-box  ring  to  act  as  a 
joint  against  the  steel  cyUnder.  That,  so  far  as  I  know,  represents 
the  last  word  in  this  direction,  the  sted  cylinder  head  being  bolted  up 
to  the  aluminum  head-port  casting  at  the  valve-seat  bases,  and  not 
just  pressed  up  against  it  by  a  remote  thread. 

42  Finally,  there  is  to  be  noted  the  one-piece  steel-forging  con- 
struction for  cylinder,  cylinder  head,  ports  and  ignition  holes,  sui^ 
rounded  by  a  sheet-metal  welded  jacket,  a  very  satisfactory  though 
expensive  construction. 

43  These  heads  are  themselves  a  subject  of  conaderable  study. 
We  have  first  a  plain  head  in  which  the  valve  inside  diameter  is  half 
the  cylinder  less  the  width  of  seat,  and  half  the  bridge  between  the 
valves.  Both  valves  have  stems  pointing  upward  and  parallel.  The 
plain  cylinder,  then,  which  can  be  made  of  a  plain  seamless-drawn 
steel  cartridge,  and  which  is  so  desiraUe  structurally,  limits  valve 
diameter,  and  this  is  a  factor  against  it.  Valve  diameter  is  a  strcHig 
influence  in  volumetric  efficiency  and  weight  of  charge,  ocmtrolling, 
as  it  does,  flow-resistance  conditions.  Naturally,  designers  must  get 
the  volumetric  efficiency  as  high  as  poseible  by  keeping  flow  remstanoe 
as  low  as  possible.  Therefore  the  tendency  is  to  go  towards  larg^ 
valves  than  is  possible  with  the  previous  arrangement. 

44  One  variation  in  form  for  this  purpose  is  the  flat  bulged  head 
where  the  valve  diameter  is  larger  than  before  by  the  amount  of  the 
bulge.  The  flat  bulged  head  is  a  very  desirable  thing  for  larg^ 
volumetric  efficiency  and  higher  mean  effective  pressure,  but  offers 
some  difficulty  in  manufacture  when  one  is  making  a  one-piece  seam- 
less-drawn steel  job,  but  not  a  serious  difficulty. 

45  Another  suggestion  for  getting  the  same  result  is  to  bulge 
this  head  upward  in  the  form  of  two  flats  and  put  the  valves  on  the 
two  inclines.  It  is  perfectly  dear  that  a  very  laige  increase  in  diam- 
eter can  be  secured  in  this  way.  The  valve  stems  in  this  case  are  not 
parallel  but  diverge  at  any  angle  and  the  limit  is  reached  when  the 
angle  is  180  degrees,  in  which  case  they  are  horizontal. 

46  The  question  of  block  arrangement  of  cylinders  and  their 
jackets  vs.  separate  imits  deserves  some  attention.  In  Bome  cases 
each  cylinder  with  its  jacket  and  head  is  entirely  sq[>arate.  In  other 
cases  the  jackets  are  cast  or  welded  in  a  block  form,  around  more 
than  one  cylinder  —  sometimes  two  and  sometimes  four,  and  in 
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some  cases  six.  It  is  dear  that  the  more  cylinders  included  in  the 
jacket  block,  the  less  will  be  the  weight  of  the  jacket,  because  the 
length  of  the  tangent  to  two  jacket  circles  is  less  than  a  half  circum- 
ference. But  there  are  objections  to  the  block,  and  in  some  cases  it 
may  not  pay  to  use  it. 

47  In  a  case  in  point,  a  cast-aluminum  block  jacket  was  set  down 
over  four  steel  cylinders  which  were  bolted  to  the  frame  by  their  usual 
flanges  and  studs.  These  cylinders  gave  trouble  on  the  outer  flanges, 
the  end  studs  breaking  off  or  pulling  out.  The  trouble  was  caused 
by  the  crankcase  running  hot,  expanding,  and  the  aluminum  block 
cylinder  casting  running  cool,  because  it  was  water-jacketed,  not 
expanding.  The  cylinders  bdng  bent  inward  tore  the  stud  ends  right 
out. 

48  Another  point:  the  steel  cylinder  is  naturally  flexible,  and 
it  belongs  —  in  fact,  the  entire  motor  belongs  —  to  that  dass  of 
structures  which  should  properly  be  termed  flexible,  exactly  similar 
to  bridge  structures. 

49  These  flexible  motors  weave  just  as  the  en^ne  of  a  steamship 
weaves.  To  attempt  to  hold  one  against  springing  is  to  attempt  what 
is  practically  imposable.  The  cylinders  of  aeroplane  engines  should 
all  be^perfectly  free  to  go  as  they  will,  and  not  be  held  on  the  top  in 
any  way.  All  the  block  arrangements  of  cylinders  of  the  sort  just 
described  are  therefore  objectionable.  Steel  cylinders  have  a  natural 
spring  and  give  to  them,  and  if  let  alone  they  will  serve  well;  but 
attempting  to  secure  them  may  result  in  serious  distortions,  or  in 
highly  localized  excess  stresses. 

50  It  was  my  intention  to  elaborate  on  the  different  arrange- 
ments of  valves  and  valve  gears,  but  that  would  take  up  too  much 
space,  so  I  will  first  just  draw  attention  to  some  typical  gears.  One 
of  these  has  a  rocker  arm  overhead,  worked  by  a  push  rod  from  a  cam- 
shaft in  the  crankcase.  In  some  cases  this  one  push  rod  works  two 
valves.  When  the  valve  stems  are  in  line  with  the  rocker  fulcrum 
placed  in  the  middle,  each  may  be  worked  alternately.  This  push- 
and-pull  may  be  secured  by  a  single  cam  having  a  plus  and  a  minus 
face,  or  by  two  opposed  plus  face  cams  having  a  plus  face  with  a  fork 
— the  second  form  being  far  preferable.  That  particular  form  of  driv- 
ing the  overhead  valve  by  a  rocker  from  a  crankcase  camshaft  is  now 
regarded  as  old-fashioned,  but  here  is  one  case  where  there  is  some- 
thing in  favor  of  the  old-fashioned.  The  new  fashion  is  the  overhead 
camshaft,  where  one  camshaft,  running  along  over  a  whole  line  of 
valve  stems,  will  work  them  directly,  or,  being  offset  a  littie  bit,  may 
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work  through  rockers,  all  stems  being  equidistant  from  the  camshaft 
When  the  two  valves  for  one  cyUnder  are  on  a  line  at  right  angles  to 
the  shaft,  the  camshaft  may  be  placed  between  them,  working  with 
double  rockers. 

51  The  objection  to  the  overhead  camshaft  is  twofold  In  the 
first  place,  a  camshaft  mounted  on  separate  cylinder  heads  exerts  a 
restraint  against  their  free  movement.  The  variance  of  that  cam- 
shaft will  necessarily  cause  a  stress,  and  the  camshaft  will  be  bent, 
and  it  is  only  a  question  of  time  when  something  will  fail  —  either  by 
wear  or  breakage.  Again,  the  cam  is  very  close  to  the  valve  stem, 
and  the  adjustment  of  timing  is  very  delicate.  It  is  difficult  to  adjust 
a  valve  directly  driven  by  a  cam  so  that  it  will  be  accurately  timed, 
and  stay  timed,  when  a  difference  of  0.01  in.  means  several  degrees. 

52  The  location  of  the  camshaft  down  in  the  crankcase,  with 
rods  coming  up  to  the  rocker  arms  or  levers,  allows  each  cylinder  to 
be  entirely  free,  and  does  not  interfere  with  its  turning  in  any  direction 
whatever.  Also  it  permits  the  use  of  longer  levers  and  a  far  more 
accurate  adjustment  of  the  timing  clearances  between  the  cam  and 
the  stem  on  the  long  reach  rod;  but  such  a  reach  rod  should  be  either 
a  tension  rod  or  should  not  be  used  at  all.  A  push  rod  in  a  place  like 
that  seems  to  be  fundamentally  wrong.  Here  is  a  case  of  %  long 
column  of  thickness  of  about  half  one's  little  finger,  which  is,  in  many 
cases,  opening  a  valve  —  an  exhaust  valve  —  against  an  internal 
pressure  of  40  lb.  per  sq.  in.,  and  a  diameter  of  2  in.  or  more,  and,  in 
addition,  overcoming  aU  the  inertia  of  the  gear  and  valve  at  perhaps 
2500  r.p.m.  That  is  not  a  proper  function  for  a  long  column,  but  is  a 
perfectly  proper  function  for  a  tension  rod,  or  steel  wire,  and  why  no 
one  has  put  a  steel  wire  between  the  valve  stem  and  camshaft,  which 
will  allow  the  whole  structure  to  go  the  way  it  wants  to,  instead  of 
abandoning  the  crankcase  camshaft,  is  more  than  I  can  see.  Of 
course,  the  block  construction  is  more  favorable  to  the  overhead  cam- 
shaft but  it  has  not  all  the  advantages. 

53  Coming  now  to  the  question  of  valves,  everyone  knows  that 
it  is  <rf  no  consequence  to  lift  a  poppet  valve  more  than  one-quarter 
of  its  diameter.  It  is  also  true  that  the  valve  will  work  better,  and 
the  volumetric  efficiency  and  mean  effective  pressure  be  better,  the 
larger  the  diameter  of  the  valve  and  the  smaller  the  lift.  That  is, 
the  valve  should  not  approach  the  quarter-diameter  lift.  That  con- 
dition conforms  to  good  principles  of  gaseous  flow. 

54  It  is  also  a  fact  that  the  timing  of  the  valves  on  the  high 
speeds  in  aeroplane  engines,  when  one  is  desirous  of  getting  the  laigest 
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possible  mean  effective  pressure,  is  a  matter  of  basic  importance. .  In 
no  case  should  an  inlet  valve  dose  sooner  than  20  degrees  late,  and 
the  amount  more  than  20  degrees  late  must  still  be  determined  experi- 
mentally for  each  machine,  because  the  porting  and  manifold  are  dif- 
ferent on  each  machine  and  no  general  formula  has  yet  been  found, 
likewise  the  exhaust  opening  must  be  45  degrees  plus  something 
ahead;  the  exhaust  closing  5  degrees  late  plus  something,  etc.  The 
inlet  opening  is  the  only  period  that  does  not  seem  to  matter. 

55  Suppose  one  had  a  valve  lift  of  0.4  in.  —  which  would  be 
reasonable  for  one  of  these  motors  —  the  valve  is  supposed  to  lift  0.4 
in,  and  dose  again  in  the  open  period  of  the  valve,  which  we  may 
assume  is  200  degrees  in  round  numbers.  If  one  examines  that  0.4 
in.  lift  and  200  degrees  of  crank  an^e,  one  finds  that  a  variation  of 
0.01  in.  in  the  Uf t  corresponds  to  5  degrees  of  crank-angle  timing  effect. 
It  is  dear,  therefore,  that  with  valve  lifts  of  the  order  we  are  dealing 
with,  in  facing  the  problem  of  accurate  timing  we  are  running  into  a 
question  of  very  great  accuracy  of  dimensions,  where  a  difference  of 
0.01  in.  in  any  part  between  the  cam  and  the  valve  stem  means  a 
difference  of  5  degrees  in  time,  and  that  may  mean  a  loss  of  5  per  cent 
in  power. 

56  A  valve  is  normally  made  of  a  quite  thin  disk  with  a  small- 
diameter  stem  joined  by  a  fillet.  It  sits  in  a  seat  supposedly  water- 
coded.  It  is  a  stress  member,  and  is  normally  designed  for  stress. 
Designers  talk  about  Grashofs  formula  for  flat  plates  as  the  basis 
for  its  design,  but  that  has  nothing  to  do  with  the  case. 

57  These  vidves,  designed  according  to  this  formula,  will  burn 
out.  If  they  are  designed  according  to  the  flat-plate  formula  they 
are  quite  thin,  and  thdr  stems  also  —  when  calculated  for  compres- 
sion loads.  Consider  heat  being  added  to  the  outside  face  of  that 
whole  disk,  and  at  a  rate  that  is  not  equaled  in  any  other  structure 
that  we  have  anything  to  do  with.  In  the  case  of  the  exhaust  valve 
there  is  some  heat  added  on  the  other  side,  too,  and  when  the  valve 
opens  there  is  a  tremendous  increase  on  the  back  as  is  also  true  when 
the  valve  leaks.  But  excluding  that  extra  heat,  and  considering  only 
the  heat  added  on  the  flat  of  the  disk,  the  valve  can  attain  a  steady 
state  of  temperature  only  when  the  heat  is  being  disposed  of  at  a  rate 
equal  to  that  at  which  it  is  received.  Where  is  the  heat  going  to  go? 
How  is  it  going  to  get  out?  It  is  perfectly  evident  that  the  problem 
of  keeping  the  valve  cool  is  entirely  a  problem  of  providing  for  getting 
Uie  heat  out,  because  there  is  no  control  over  what  comes  in.  The 
heat  flow  is  radially  inward,  then  axially  upward  to  a  stem  bearing. 
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After  the  heat  gets  up  the  stem,  it  turns  off  through  the  stem  bearing 
to  the  water. 

68  When  it  is  remembered  that  the  conductivity  of  a  gas  fihn 
is  ever  so  much  less  than  the  conductivity  of  the  metal  through  which 
the  heat  b  flowing,  and  that  the  same  is  true  of  the  wsiet  which 
must  ultimately  recdve  it,  it  is  perfectly  dear  that  the  amount  of 
area  in  the  stem  guide  must  be  very  large  in  proportion  to  the  area  of 
this  stem  circle  carrying  the  heat  up  to  it,  and  the  ratio  of  one  to  the 
other  should  be  based  somewhat  on  the  conductivities,  with  due  re- 
gard to  gas-,  oil-  and  water-film  thicknesses.  Also,  the  heat  received 
on  the  disk  must  pass  through  the  cylinder  of  metal  constituting  the 
stem. 

59  Therefore,  the  stem  thickness  must  bear  a  logical  relation  to 
the  disk  face,  and  the  thickness  of  the  face  should  regulariy  increase 
toward  the  center.  If  one  followed  this  out,  one  could  easily  develop 
a  rational  form  for  valve  based  not  on  stresses  but  on  heat  flow. 

.  60  The  ratio  of  the  conducting  area  to  the  heating  surface  be- 
comes the  prime  variable,  and  it  is  perfectly  evident  that  that  ratio 
ought  to  be  the  same  all  through  one  piece  of  metal  itself,  and  ought 
to  be  increased  when  the  heat  must  cross  a  bridge,  as  at  the  st^n 
guide  where  there  is  a  film  of  oil  or  dead  gas,  by  an  amount  represent- 
ing the  ratio  of  thermal  resistances.  If  one  do6s  that,  he  is  carrying 
through  the  principle  of  establishing  a  regular  temperature  gradient 
from  the  most  distant  point;  and  it  only  requires  one  or  two  experi- 
ments in  that  direction  to  decide  what  metal  to  use,  and  what  shape, 
and  how  close  it  ought  to  fit,  in  order  thftt  any  fixed  temperature  will 
not  be  exceeded  at  the  hottest  part.  So  long  as  it  remains  below  a 
red  heat  a  valve  is  all  right,  but  as  soon  as  it  attains  a  red  heat  it 
will  first  oxidize  and  warp  and  then  will  cause  preignition. 

61  This  thermal  study  of  a  valve  has  not  been  undertaken  by 
anyone  in  the  shops.  It  is  one  of  the  things  that  the  scientific  men 
are  contributing  to  this  problem,  but  it  is  now  about  to  be  put  to 
practical  use.  The  same  situation  exists  with  respect  to  the  piston, 
as  the  following  shows: 

62  The  ordinary  piston,  as  built  for  aeronautical  motors,  has  been 
a  failure;  and  even  in  the  best  motors  to-day  I  venture  to  say  that, 
next  to  the  exhaust  valve,  the  piston  is  the  source  of  greatest  trouUe. 
I  put  it  before  the  exhaust  valve.  I  think  more  accidents  and  trouble 
can  be  traced  directiy  to  pistons  than  any  other  single  part  of  the 
engine  structure,  and  yet  pistons  have  been  entirdy  neglected  from 
this  thermal  standpoint.    In  the  first  place,  the  aeronautical  man,  in 
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startiog  out  to  build  his  aeroplane  on  the  automobile  moddi  had  in 
mind  only  one  thing  —  to  take  metal  away  from  every  possible  place 
with  the  idea  that  the  metal  was  there  only  for  stress  purposes  and 
might  be  taken  away  as  long  as  the  stress  did  not  go  above  a  certain 
value.  What  happened?  In  the  first  place,  the  piston  was  cut  off 
from  one  and  one-half  diameters  long  to  less  than  one  diameter  long, 
which  reduced  the  contact  between  the  piston  barrel  and  the  cylinder. 
Not  bdng  satisfied  with  that,  the  early  designer  bored  holes  in  the 
piston  and  then  cut  the  head  down  until  it  was  i  in.  in  maximum 
thickness,  and  frequently  only  ^^  in.  across  the  top.  So  far  as  stresses 
were  concerned  the  piston  thus  reduced  was  all  right,  but  it  ran  hot 
and  soon  gave  trouble. 

63  Consider  the  piston  from  the  standpoint  of  heat  dissipation, 
and  something  surprising  follows  the  logic  of  the  analysis.  The 
piston  is  receiving  heat  all  over  the  top  at  a  very  high  rate.  Where 
is  the  beat  going?  It  must  go  out  through  the  barrel  walls  and  the 
oil  film  to  the  cylinder  —  that  is  the  only  place  it  can  go. 

64  It  is  perfectly  clear  that  the  heat  received  within  a  circle 
drawn  concentrically  on  the  head  must  pass  radially  outward  through 
a  cylindrical  surface  equal  to  the  circumference  of  the  circle  multiplied 
by  the  head  thickness  at  that  point.  The  heat  received  within  a 
larger  circle  drawn  on  the  head,  passing  also  radially  outward,  must 
have  a  larger  head  thickness  at  its  circumference.  If  the  tempera- 
ture is  not  to  get  unduly  high,  then  the  head  thickness  must  regidarly 
mcrease  from  center  outward,  so  that  the  metal-conducting  area 
bears  a  constant  ratio  to  the  area  of  the  heat-receiving  circle  to  <5ontrol 
the  temperature  gradient  from  center  to  edge.  The  principle  is  the 
same  as  is  used  in  designing  copper  electrical  conductors  to  control 
the  voltage  drop.  It  can  be  shown  by  a  simple  equation  that  the 
thidmess  ought  to  increase  on  a  straight  Une. 

65  When  the  heat  gets  to  the  edge,  it  is  dear  that  it  must  flow 
down  the  piston  barrel.  Therefore,  there  ought  to  be  as  much  metal 
behind  the  first  ring  as  the  thickness  of  the  head  at  the  inside  edge 
of  the  barrd.  Practically  no  heat  can  get  through  the  ring,  this  being 
a  floating  member.  Then  the  barrel  thickness  can  be  regularly 
decreased  toward  the  open  end,  to  control  the  temperature  gradient 
from  end  to  end.  It  is  also  clear  that  the  more  surface  there  is  around 
the  barrel,  and  the  better  the  fit,  the  easier  it  is  to  establish  a  low- 
temperatuie  gradient  between  piston  barrel  and  cylinder  wall,  pro- 
viding ihete  is  sufficient  conducting  metal  in  the  piston  walls,  head  and 
barrd..  From  considerations  of  that  character,  backed  up  by  any 
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number  of  broken  and  burnt  pistons,  it  is  about  time  we  stopped 
cutting  the  metal  out  of  the  pistons  and  b^an  putting  in  consider- 
ably more  metal.  The  additional  weight  is  not  going  to  injure  the 
motor  at  all,  but  will  permanently  have  the  effect  of  enabling  it  to 
run  longer  periods  of  time. 

66  A  qualitative  analjrsis  of  frames  is  also  worth  while.  The 
frame  of  the  aeronautical  motor  has  been  r^arded  as  a  thing  that 
nobody  has  to  be  bothered  about.  It  was  a  crankcase  and  of  course 
we  had  lots  of  crankcases.  Automobile  crankcases  had  been  made  in 
great  numbers  and  variety,  and  it  seemed  a  simple  thing  to  create  an 
aeronautical-motor  crankcase  from  that  of  an  automobile  motor. 

67  Now,  it  is  a  fundamental  fact  that  if  one  is  going  to  reduce 
the  metal  weight  of  a  structure  such  as  this  to  a  minimum,  every 
piece  of  metal  should  be  required  to  carry  a  very  heavy  stress  —  as 
heavy  a  stress  as  possible,  and  do  it  all  the  time.  The  basic  principle, 
then,  of  weight  reduction,  after  the  thermal  considerations  have  been 
disposed  of  and  the  conditions  for  high  mean  effective  pressure  and 
thermal  efficiency  properly  met,  is  to  make  the  metal  carry  real  loads. 
That  is  not  to  be  accomplished  with  the  ordinary  crankcase  construc- 
tion, because  the  crankcase  is  a  reasonably  heavily  stressed  member, 
and  is  subjected  to  complicated  sets  of  stresses  that  cannot  be  opposed 
with  any  economy  of  metal  weight  by  a  common  casting  of  box  form 
—  which  is  all  that  the  ordinary  crankcase  is. 

68  The  old-style  crankcase,  of  upper  and  lower  halves,  formed  a 
box  with  holes  on  top  to  take  the  cylinders.  The  lower  half  of  the 
box  carried  webs,  wMch  in  turn  carried  the  bearings  with  top  caps. 
If  one  started  off  with  the  idea  of  designing  a  structure  as  little 
adapted  to  the  stress  conditions  as  possible,  this  is  about  what  he 
would  get.  Consider  the  fact  that  the  stress  due  to  the  gas  pressures 
is  always  upward,  producing  tension  in  the  cylinder  and  its  fastening 
to  the  frame  that  is  carried  out  along  the  flat  top  of  the  box  as  a  beam 
load  and  down  along  the  upper  side  walls  as  tension;  then  through 
the  parting  joint  to  the  lower  side  walls,  and  then  through  the  webs 
as  beams  from  both  sides  to  the  main  bearing  and  shaft,  where  it 
finally  ends.  Coming  around  like  that  is  an  excellent  example  of  in- 
directness of  stress  transmission  and  consequent  demand  for  the 
maximum  of  metal. 

69  Consider  also  that  the  crankcase  is  stressed  in  another  way, 
in  that  it  has  in  the  4-cylinder  motor  a  pair  of  cranks  acting  down- 
ward between  a  pair  acting  upward,  so  that  there  is  a  rotating  radial 
centrifugal  load  due  to  both  rotating  masses  and  the  inertia  of  the 
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reciprocating  parts.  This  sort  of  loading  puts  on  the  crankcase  the 
duty  of  a  beam,  but  in  which  the  direction  of  loading  rotates.  It 
would  appear  that  the  box  structure  is  rather  better  for  the  beam- 
load  condition  than  it  is  for  this  tension  condition. 

70  Slowly  these  ideas  have  percolated,  and  the  effects  are  to  be 
seen.  The  first  direct  effect  is  noticed  when  this  bottom  web  is 
diminated,  and  the  bottom  crankcase  member  ceases  to  be  a  stressed 
member,  and  becomes  merely  what  it  ought  to  be  —  a  cover.  The 
web  is  introduced  in  the  top  half,  and  the  bearing  now  has  bottom 
bearing  dtps  held  by  studs  in  the  top  «web.  Now  the  gas  pressure 
stress  can  come  straight  down  through  the  webs.  This,  however, 
is  not  as  satisfactory  as  it  might  be,  because  each  web  is  a  plate  sub- 
jected to  the  same  kind  of  stresses  as  a  truss  is.  The  next  suggestion, 
therefore,  is  to  build  it  truss-like;  and  we  find  top-web  castings  taking 
truss  forms,  cutting  out  holes  in  the  unstressed  section  of  the  web 
monber.  That  is  an  example  of  appreciation  of  the  nature  of  the 
problem.  The  next  step,  however,  shows  rather  more  intelligence, 
where  there  is  substituted  for  the  cast  web  member,  a  high-tension 
steel  long-bolt  member  running  up  through  a  hole  in  the  web.  That 
bdt  takes  a  bearing  cap  on  one  end  and  takes  the  cylinder  flange  on 
the  other  end    This  represents  the  last  word  today. 

71  It  is  my  belief  that  the  next  step  should  be  to  diminate  the 
cast-aluminum  webbed  box  member  entirely,  and  to  build  the  whole 
thing  of  direct  truss  form,  using  nothing  but  steel.  Furthermore,  I 
do  not  hesitate  to  say  that  it  is  my  belief,  founded  upon  the  study  oi 
practice  and  on  some  anal3r8es,  that  no  member  of  the  aeronautical 
engine  that  is  subjected  to  heavy  stress  should  be  anything  but  steel, 
except  when  that  member  is  subjected  to  hea1>-carrying  conditions 
and  must  be  designed  for  heat-carrying,  rather  than  stress  resistance, 
in  which  case  it  will  be  found  that  there  is  more  than  enough  metal 
for  stress.  This  leaves  only  one  other  dass  of  member,  which  is  the 
enclosing  member  and  which  can  be  made  oi  whatever  suggests 
itself. 

72  So,  to  my  mind,  the  aeronautical  en^e  is  emerging  from  the 
stage  of  invention  to  the  stage  of  design;  as  a  light,  high-tensioned 
steel  structure,  consisting  of  seamless  tubing  and  forged  or  welded 
steel  parts,  possibly  formed  in  drop-forge  dies.  Add  to  that  steel- 
stress  structure  certain  members,  such  as  the  pnston,  exhaust  valve 
and  guide,  designed  primarily  for  heat-flow  conditions  and  not  for 
stresses.  Add  to  that  again  certain  closing  members,  such  as  the 
ports  for  the  intake  and  exhaust,  which  can  be  very  properly  cast  in 
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aluminum ;'*and  the  oil  crankcase  closure,  which  can  be  made  of  any-' 
thing  you  please. 

73  NoW;  in  the  course  of  this  designing  it  is  necessary  to  build, 
test,  analyze  results  and  repeat.  One  can  argue,  as  I  have  done,  at 
very  great  length  from  the  standpoint  of  qualitative  analyos;  but 
that  sort  of  analysis,  however  nicely  it  leads  into  certain  directions, 
tifi  shown,  does  not  give  the  right  answer.  It  requires  in  addition  a 
quantitative  analysis,  which  can  only  be  obtained  experimentally, 
and  which  is  the  final  step  which  we,  as  engineers,  are  bound  to  de- 
mand. 

DISCUSSION 

R.  C.  Caio^enter  (written).  Dr.  Lucke's  paper  should  be  read 
in  connection  with  a  paper  by  Neil  MacCoull,  Jr.,  presented  before 
the  Society  of  Automobile  Engineers  in  June  1915.  The  two 
papers  are  in  remarkable  harmony  on  the  principles  of  design  wfaidi 
apply,  and  the  possible  results  which  might  follow  due  to  the  selec- 
tion of  materials. 

The  particular  problems  which  have  made  the  production  of  the 
aeroplane  engine  more  difficult  than  intemal-combustion  engines 
for  marine  and  stationary  purposes  are,  without  doubt,  due  to  the 
important  requisites  of  capacity,  reliability,  lightness,  and  efficiency, 
which  requirements  are  confficting  to  a  greater  or  less  d^pree. 

The  question  of  reliability  involves  lubrication,  carburation,  and 
all  the  problems  relatmg  to  continuous  operation.  So  far  as  I  can 
recall,  there  is  no  other  class  of  engine  in  which  the  question  of 
reliability  is  so  vital  for  results.  In  the  marine  or  stationary  engine, 
failure  of  the  engine  to  operate  merely  requires  repairs  or  adjust- 
ments which,  although  possibly  inconvenient,  can  be  made  without 
endangering  the  entire  supporting  structure;  this  obviously  is  not 
the  case  should  the  aeroplane  engine  fail  to  run  for  any  reason. 

In  both  papers  steel  is  recommended  as  a  substitute  for  cast 
iron,  which  is  obviously  a  desirable  change  so  far  as  the  substitution 
may  be  practicable,  and  is  abeady  in  extensive  use.  In  this  con- 
nection it  would  also  seem  to  be  of  advantage  to  employ  aluminum 
allojrs  as  far  as  they  prove  themselves  to  be  serviceable  and  rdiable, 
both  because  of  the  light  weight  and  of  the  higher  heat-transmission 
coefficients  which  such  alloys  have  as  compared  with  cast  iron. 

It  is  my  opinion  that  the  aeroplane  engine  is  now  passing  very 
rapidly  throu^  a  development  period  of  high  refinement,  and  that 
a  short  lime  only  will  be  required  to  fully  disclose  the  essential 
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requirements  as  to  types,  materials,  and  details  of  workmanship, 
which,  I  beheve,  will  in  a  general  way  be  of  the  type  described  by 
Dr.  Lucke. 

0.  C.  Berrt  ^  (written).  One  of  the  first  points  to  attract  my 
attention  is  the  importance  which  the  author  attaches  to  motor 
efficiency  and  the  part  which  quality  of  the  mixture  plajrs  in  deter- 
mining this  efficiency.  Happily,  I  am  able  to  support  this  point 
with  the  results  of  tests  carried  out  in  the  laboratories  of  Purdue 
University  for  the  specific  purpose  of  showing  the  effect  on  the 
perfonnance  of  a  motor  of  changing  the  character  of  the  mixture. 

In  carrying  out  these  tests  a  Wisconsin  motor  was  used,  mounted 
on  a  Diehl  dynamometer.  The  air  to  the  carburetor  was  measured 
by  an  Emco  meter,  which  is  built  like  a  large  tin  meter.  The  tem- 
perature of  the  air  entering  the  carbm^tor  was  measured  by  a 
mercury  and  glass  thermometer  and  care  was  taken  to  keep  this 
temperature  near  100  d^.  fahr.  The  pressure  and  humidity  of  the 
air  were  also  noted.  By  means  of  the  Diehl  dynamometer  the  speed 
and  power  of  the  engine  were  accurately  measured.  The  engine 
was  run  at  a  series  of  different  speeds  and  loads.  The  carburetor 
was  adjusted  to  give  a  good  mixture  and  the  throttle  set  so  as  to 
give  the  desired  speed  and  load.  With  the  throttle  held  unchanged 
in  this  position,  the  gasoline-and-air  mixture  was  varied  in  consecu- 
tive steps  from  the  leanest  with  which  the  engine  could  run  to  the 
richest.  The  brake  load  was  varied  each  time  until  the  engine 
came  back  to  the  desired  speed.  As  the  amount  of  mixture  drawn 
into  the  cylinder  per  minute  was  thus  kept  constant,  regardless  of 
the  amoimt  it  contained,  the  power  developed  is  a  direct  indication 
of  how  powerful  the  mixture  is.  In  Fig.  1  the  pounds  of  gasoline 
per  pound  of  dry  air  are  plotted  horizontally  and  the  brake  horse- 
power and  per  cent  thermal  efficiency  based  upon  the  b.hp.  are 
plotted  vertically.  The  power  curve  shown  is  for  half  load  at 
1300  r.p.m.,  and  shows  how  the  power  varies  with  the  mixture.  "iThe 
vertical  line  at  point  0.0671  represents  the  theoretically  perfect 
mixture.  The  efficiency  curves  are  those  for  half  load  at  400,  1000, 
1300  and  1600  r.p.m.,  and  show  how  the  speed  will  affect  the  infiu- 
ence  of  mixture  upon  the  thermal  efficiency.  In  Fig.  2  the  efficiency 
curves  are  given  for  quarter,  half,  three-quarter  and  full  load  at 
1000  r.p.m.y  and  show  how  the  load  will  affect  the  infiuenoe  of  mix- 
ture upon  tiiennal  efficiency. 

*  Purdue  University,  Lafayette,  Ind. 


Digitized  by  VjOOQIC 


326 


PROBLEM  OF  AEROPLAN1&-BNGINE  DESIGN 


These  tests'show^that  the  most  efficient  mixture  coincides  almost 
exactly  with  the  theoretically  perfect  mixture  when  the  engbe  ifi 
running  under  load,  and  is  considerably  leaner  than  the  most  powerful 
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mixture.  For  low-load  conditions  the  richer,  more  powerful  mixture 
seems  to  be  more  efficient  as  well,  probably  due  to  the  fact  that  it 
fires  more  regularly  at  low  pressures. 
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At  first  glance  it  may  seem  odd  that  an  excess  of  fuel  in  the  mix- 
ture will  make  it  more  powerful  than  a  chemically  perfect  mixture. 
This  may  be  accounted  for,  however,  by  the  fact  that  the  hydrogen 
bums  at  the  expense  of  the  carbon  in  the  richer  mixture.  How 
this  can  increase  the  power  may  be  understood  by  the  analogy  of 
methane,  CH4,  burning  in  air.  One  cubic  foot  of  methane  will 
require  9.56  cu.  ft.  of  air  to  bum  it  completely  and  will  give  up 
1072  B.t.u.  This  same  9.56  cu.  ft.  of  air  will  bum  the  hydrogen  out 
of  2  cu.  ft.  of  methane  and  liberate  1392  B.t.u.  Thus  the  richer 
mixture,  though  wasteful,  is  the  more  powerful. 

The  tests  also  show  how  very  important  it  is  that  the  mixture 
be  correct  if  high  efficiency  is  to  be  obtained.  In  this  connection 
it  is  important  to  note  that  any  change  in  the  temperature  of  the 
air  or  the  fuel  flowing  through  the  carburetor,  or  a  change  in  the 
altitude,  will  change  the  character  of  the  mixture  fmnished  by  a 
carburetor  having  a  fixed  setting.  For  this  reason  the  carburetor 
should  be  furnished  with  an  adjusting  device  which  can  be  operated 
from  the  driver's  seat.  By  such  a  means  the  mixture  may  be  kept 
correct  while  the  machine  is  in  the  air.  The  rule  for  the  operator 
to  follow  will  be  indicated  by  the  curves  in  Figs.  1  and  2,  and  may 
be  stated  thus :  Make  the  mixture  leaner  imtil  the  engine  loses  power, 
and  then  make  it  richer,  a  little  at  a  time,  until  the  power  is  restored. 
The  leanest  mixture  with  which  the  engine  will  pull  satisfactorily  is 
the  most  efficient. 

I  can  scarcely  agree  with  Professor  Lucke  that  drying  the  mix- 
ture is  a  sure  cure  for  carbon  in  the  cylinders.    A  dry  mixture  may 
be  too  rich  and  cause  a  heavy  carbon  deposit,  as  was  indicated  in  a, 
previous  paragraph. 

The  aeroplane  motor,  like  the  racing  motor,  is  designed  to  do 
most  of  its  running  at  a  speed  and  torque  which  are  nearly  constant. 
The  best  way  to  speed  up  the  rate  of  combustion  in  such  a  motor  is 
to  increase  the  compression.  The  racing  motors  develop  their  best 
torque  at  about  the  speed  at  which  the  aeroplane  motor  is  required 
to  run,  and  give  their  best  power  at  nearly  twice  this  speed.  The 
rate  of  combustion  and  piston  speed  are  therefore  scarcely  con- 
trolling factors  in  aeroplane-motor  design. 

At  the  present  time  the  factor  which  limits  the  speed  at  which 
an  engine  can  run  continuously  at  full  torque  is  the  ability  of  the 
bearing  at  the  lower  end  of  the  connecting  rod  to  keep  cool  enough 
to  permit  proper  lubrication.  This  is  bome  out  by  the  experience  of 
automobile-race  drivers.    An  examination* of  the  experience  of  sev- 
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eral  hundred  cars  entered  in  various  races  shows  that  many  more 
engines  fail  due  to  crankshaft  and  connectingrix>d  tax>uble  than  due 
to  piston  trouble,  and  that  valves  do  not  cause  :h9lfai^  many  failures 
as  crankshafts.  To  Professor  Lucke's  list  of  pistcHis  and  valves  we 
must  therefore  add  that  the  connecting-rod  and  main  bearings  on 
the  crankshaft  must  be  designed  primarily  for  heat  dissipation. 
The  best  way  to  accomplish  this  is  to,^upply  them  with  a  copious 
supply  of  oil  under  pressure,  and  thus  oil-cool  them. 

Claude  M.  Garland  (written).  There  are  two  points  in  the 
paper  which  the  writer's  experience  would  indicate  to  be  of  first 
importance,  not  only  i^  the  design  of  aeroplane  engines,  but  also  in 
the  design  of  all  intemi^l-conjibustioii  engines  of  the  single-acting 
t3rpe.  These  are  the  desi^  of  the  exhaust  valve  and  the  piston 
from  the  standpoint  of  thermal  conductivity  for  the  purpose  of 
maintaining  the  temperature  of  these  parts  at  such  a  d^pree  as  to 
prevent  preignition  of  the  charge. 

The  piston  is  the  more  difficult  member  to  handle,  and  in  most 
instances  is  the  principal  offender  in  premature-ignition  troubles. 
This  was  clearly  illustrated  in  the  testing  of  a  single-acting  engine 
which  had  given  the  writer  considerable  trouble  from  preignition. 
On  removing  the  plate  which  carried  the  spark  plug  inmiediately 
after  a  test,  the  piston  was  found  to  be  at  a  low-red  heat. 

Some  experiments  were  made  on  this  engine  for  the  purpose  of 
determining  to  what  extent  the  temperature  of  the  piston  affected 
the  premature  ignition.  A  small  nozzle  was  located  in  the  end  <rf 
the  cylinder  and  an  injection  device  provided  whereby  a  very  fine 
stream  of  water  was  discharged  on  the  piston  head  on  the  opening 
of  the  exhaust  valve.  This  not  only  cooled  the  piston  head,  but 
also  the  exhaust  valve  and  the  cylinder  walls.  In  fact,  sufficient 
water  was  injected  to  lower  the  temperature  of  the  exhaust  gases  to 
about  500  deg.  fahr.  Under  these  conditions  illuminating  gas, 
which  normally  could  not  be  ^compressed  to  over  70  lb.  without 
premature  ignition,  could  be  compressed  to  250  lb.  without  any 
trouble  whatever  from  this  cause.  The  maximum  pressure  of  the 
cycle  approached  900  lb.  per  sq.  in.  Under  these  conditions  the 
engine  indicated  a  thermal  efficiency  approaching  that  of  the  Diesel. 

While  it  is  not  possible  to  provide  water  injection  for  the  cooling 
of  an  aeroplane  engine,  yet  it  is  possible,  as  the  author  suggests,  to 
minimize  greatly  the  troubles  through  proper  design  of  piston  and 
valves  for  the  rapid  conduction  of  heat. 
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H.  L.  HoRNiNQ  (written).  Professor  Lucke's  analyses  of  the 
mixture  question  in  Pars.  10-14  are  fundamental  with  any  fuel,  but 
become  particularly  apropos  with  fuel  having  end  points  400  deg. 
fahr.  and  above. 

In  Par.  16  the  conception  of  the  straight  portion  of  the  m.e.p. 
curve  is  no  doubt  borne  out  by  the  inaccuracies  of  our  testing  methods, 
wherein  small  variables  make  it  impossible  to  read  slight  changes  in 
ordinates  which  must  exist,  producing  a  peak  in  the  curve  at  some 
mAYimiiTn  point.  It  doos  not  appear  to  be  a  mathematical  proba- 
bility that  we  should  actually  have  a  straight  portion  to  the  curve, 
which  is  the  resultant  of  variables  of  a  higher  than  first  degree.  Of 
course,  for  all  practical  purposes  it  may  do  no  harm  to  consider  a 
portion  flat,  but  for  the  sake  of  future  deductions  it  appears  more 
satisfactory  to  think  of  the  curve  as  seldom  being  straight. 

The  discussion  of  arrangement  of  cylinders  and  jackets  in  Pars. 
46-49  suggests  a  thermoanalysis  of  the  motor  by  dividing  it  hori- 
sontally  into  layers  ^  in.  in  thickness  and  laying  out  a  curve  with 
the  layers  as  absciss®  and  as  ordinates  temperatures  in  different 
horisontal-vertical  planes.  Such  an  analysis  would  open  the  eyes 
oi  most  of  us  to  a  new  reahn  of  design,  and  would  show  why  valves 
do  not  seat  and  pistons  seize  with  apparently  no  reason.  It  would 
also  show  how  far  the  crankcase  might  be  brought  up  on  the  cylin- 
der, which  might  be  made  with  separate  heads.  Block  cylinders 
fail  through  our  lack  of  knowledge  such  as  this  analysis  would  give. 

In  Pars.  57-61  there  is  further  evidence  of  designing  from  the 
thermal-stress  standpoint.  Without  desiring  to  take  issue  with  the 
author,  laboratory  investigations  show  that  heat  flow  is  from  the  center 
of  the  valve  to  the  seat  and  up  through  the  stem,  if  the  area 
is  sufficient.  Here  comes  the  question  of  stem  diameter  from  the 
standpoint  of  heat  conductivity  and  not  wear.  In  valves  running 
under  high  output  there  is  a  dark  annulus  on  the  outside  correspond- 
ing to  the  conductivity  of  the  seat.  The  wider  the  seat,  if  it  seats 
wdl,  the  cooler  the  valve  and  the  wider  the  annulus;  but  the  wider 
the  seat  the  greater  dhance  to  catch  carbon  and  the  lower  the  e£fec- 
tive  area  for  a  given  lift.  These  are  shop  observations  which  do  not 
seem  to  check  the  analysis  of  the  text.  A  valve  head  does  not  alwa3n3 
receive  the  same  amount  of  heat  on  the  outer  edge,  nor  is  the  water 
cooling  of  the  seat  always  uniform  on  the  circumference,  all  of  which 
causes  unusual  distortions. 

The  author's  thermal-stress  analysis  of  the  piston  in  Pars.  62-65 
is  a  masterpiece.    Attention  should  be  called  to  the  fact  that  the 
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center  of  the  piston  head  usually  gives  the  trouble  and  controls 
largely  the  cylinder  bore  for  high  outputs. 

Thermal  analysis  of  the  cylinder  illustrates  the  necessity  of 
n^ecting  the  lower  regions  of  the  flame-swept  bore  while  giving 
unusual  attention  to  the  regions  of  the  exhaust  valve  and  spark 
plug.  The  tendency  of  this  treatment  is  to  bring  about  a  more 
uniform  temperature  throughout  the  cylinder  structure. 

Pars.  66-70,  dealing  with  the  design  of  the  crankcase,  are  cer- 
tainly worthy  of  the  attention  of  all  engine  designers,  both  from  the 
thermal  and  d3mamic  standpoints.  Most  crankcases  are  deplorably 
weak,  even  in  otherwise  well-designed  engines. 

It  seems  proper  here  to  accent  the  tendency  so  aptly  crystal- 
lized in  this  paper  of  reverting  to  the  fimdamental  conception  of  the 
fact  that  the  internal-combustion  engine  is  a  heat  engine  and  must 
be  designed  with  this  primarily  in  mind  before  the  dynamic  design- 
ing is  done.  This  course  has  seldom,  if  ever,  been  followed  in  the 
past,  but  is  the  direction  in  which  real  progress  must  be  made. 

H.  E.  MoBTON  (written).  The  paper  states  that  the  ordinary 
aeronautical-engine  piston  today  is  a  failure,  and  is,  with  the  pos- 
sible exception  of  the  exhaust  valve,  a  source  of  greatest  trouble. 
While  this  may  be  true  of  some  engines,  I  have  for  several  3rears 
been  having  absolutely  no  trouble  with  pistons,  and  especially  those 
of  the  aluminuqi  variety.  The  problem  of  heat  conduction  through 
the  piston  is  unquestionably  of  great  importance,  but  I  find  that  it 
is  a  comparatively  simple  matter  to  design  a  strong,  light  and  also 
cool-running  piston  for  even  comparatively  high-speed  engines. 

It  is  interesting  to  note  the  reference  in  Par.  52  to  the  use  of  wire 
for  actuating  the  valves.  I  suppo^^  that  is  one  of  the  first  sugges- 
tions that  comes  to  the  mind  of  a  designer,  but  my  experience  has 
been  that  to  incorporate  neatly  such  a  member  is  not  a  simple 
matter. 

It  seems  that  Professor  Lucke,  for  some  reason  or  other,  has 
omitted  to  mention  the  detachable-head  design,  which  is  apparently 
growing  in  favor  in  aeronautical  work.  This  design  is  cai;ain|y 
most  convenient  both  in  manufacture  and  field  work,  and  is  especially 
applicable  in  connection  with  aluminum  cylinder  jackets.  The 
method  mentioned  in  Par.  40  is  more  or  less  expensive  and  trouble- 
some, and  a  much  simpler  method  can  be  resorted  to  where  a  de- 
tachable head  is  used.  Aluminum  heads  with  cast-iron  valve  seats 
are  proving  very  satisfactory,  and  with  a  hght  steel  sleeve  shrunk 
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into  an  aluminum  casting  this  detachable-head  design  becomes 
extremely  lightweight  and  accessible. 

E.  W.  Roberts  *  (written).  The  air-cooled  motor  is  still  a  con- 
sidffluble  factor  in  the  aeroplane,  and  for  certain  classes  of  machines, 
like  the  fast  scout,  is  still  in  considerable  favor.  So  far  as  the 
2-cycle  engine  giving  way  to  the  4-cycle  type  is  concerned,  this 
would  warrant  the  assumption  that  the  2-cycle  was  the  original 
engine.  The  majority  of  the  2-cycle  engines  that  have  been  offered 
for  aeroplanes  have  been  poorly  constructed  and  poorly  designed. 
The  trouble  with  this  type  of  engine  is  not  so  much  with  the  type 
itsdf,  but  with  the  builders.  It  offers  a  solution  of  one  of  the  most 
annoying  problems  of  the  aeroplane  engine,  the  trouble  with  the 
vahres.  lYom  24  to  25  hoims  of  cumulative  flying  is  aboutaU  that 
ciui  be  depended  upon  from  the  4-cycle  aeroplane  engine;  it  then  has 
to  be  overhauled,  the  valves  regroimd  and  all  adjustments  remade. 
This  phase  of  the  problem  has  been  prominent  since  the  beginning 
of  aviation.  Lubrication  has  been  fairly  well  solved  in  the  4-cycle 
type,  but  in  a  rather  complicated  manner.  Valve  trouble  in  the 
2-cycle  is  eliminated  because  there  are  no  valves.  Lubrication  of 
the  2-cycle  is  simpUdty  itself  because  the  oil  is  mixed  with  the 
gasoline.  Li  actual  fl3nng  the  2-cycle  has  proved  itself  fully  equal 
to  the  4-cycle  in  all  points  but  one,  and  that  is  fuel  economy.  This 
is  a  very  impcHiant  point,  but  if  the  same  attention  is  given  to  the 
2-cycle  develoi»nent  that  has  been  given  to  the  4-cycle,  this  part  of 
the  problem  will  be  solved.  As  it  is,  the  2-cycle  water-cooled  motor 
does  not  use  quite  as  much  fuel  as  the  air-cooled  4-cycle'for  the  same 
amount  of  power. 

In  the  problem  of  carbiuration  two  conflicting  phases  are  encoun- 
tered. One  is,  we  must  heat  the  mixture  to  get  perfect  proportions, 
especially  with  modem  fuels,  and  heating  the  mixture  reduces  vol- 
umetric efficiency.  Internal-combustion  engineers  do  not  altogether 
agree  with  the  statement  in  Par.  14  that  the  explosion  line  on  the 
indicator  card  must  be  maintained  vertically  for  a  maximum  effi- 
ciency. Some  engineers  seem  to  think  that  if  the  explosion  line 
does  not  bend  toward  the  expansion  line,  a  certain  amount  of  back 
pressure  will  be  obtained  that  will  cut  down  the  efficiency.  Per- 
sonally, I  have  never  seen  any  data  to  prove  this. 

In  the  statement  in  Par.  17  that  curvature  of  the  horsepower- 
speed  line  is  due  to  a  corresponding  variation  of  volimietric  efficiency, 

'  Coosulting  Engineer  and  Ekiitor,  The  Oas  Engine  Magaune,  GineinnaU,  Ohio. 
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and  also  that  at  some  high  speed  the  horsepower-speed  line  falls 
before  the  volumetric  eflSciency,  I  would  point  out  that  the  two 
factors  of  inertia  effect  of  reciprocating  parts  and  vibration  in  mass 
have  considerable  bearing  on  highnspeed  efficiency. 

Regarding  connecting-rod  length,  Par.  28, 1  have  found  the  limit 
in  practice  is  1.8  times  the  stroke.  While  this  will  undoubtedly  appear 
quite  short  to  some  engineers,  it  apparently  gives  good  results. 

Referring  to  Par.  35,  I  have  used  quite  a  number  of  i-in.-thick 
cast-iron  cylinders  for  aeroplane  motors,  and  have  never  had  any 
trouble  with  them.  There  are  several  references  in  the  paper  to 
the  use  of  aluminum  for  water  jackets,  and  apparently  for  the  com- 
bustion space.  As  a  matter  of  interest,  I  might  say  that  I  have 
built  something  like  100  aeroplane  engines  with  sduminum-alloy 
cylinders,  and  found  that  when  making  very  extended  flights  with 
inadequate  radiators  these  cylinders  would  break  through  in  the 
combustion  space.  In  all  other  respects  they  gave  very  satisfactory 
results. 

Regarding  valves,  and  particularly  valves  in  the  head,  as  dis- 
cussed in  Par.  43  et  seq.,  I  would  like  to  point  out  that  quite  a  number 
of  engines  have  been  made  with  a  single  valve  opening  into  the 
cylinder,  which  would  admit  of  a  very  large  area.  There  are  sev- 
eral wajrs  in  which  a  single  valve  opening  can  be  employed. 

The  use  of  a  compression  rod  (Par.  52)  for  vsJve  openings  is 
undoubtedly  not  theoretically  correct,  but  it  is  giving  ^xxi  satis- 
faction in  practice.  The  use  of  a  tension  rod  or  steel  wire  as  sug- 
gested does  not  prove  so  attractive  after  the  necessary  mechanism 
is  laid  out. 

Regarding  valve  timing,  Par.  54,  for  high-speed  engines  I  have 
closed  the  inlet  valve  as  late  as  45  deg.  past  the  outer  dead  center. 
The  beet  test  of  the  inlet  valve  is  the  ^'flow  back.''  A  good  plan  is 
to  set  the  valve  closing  so  late  that  a  slight  ''flow  back"  from  the 
carburetor  will  be  manifest,  and  then  reduce  the  lap  just  a  few 
degrees. 

In  the  matter  of  valve  lifts,  an  increase  in  the  number  of  valves 
permits  reduction  of  lift  and  reduces  both  the  pounding  and  the 
inertia  of  the  mechanism. 

In  his  thermal  analysis  of  the  valve.  Par.  57,  the  author  has 
undoubtedly  overlooked  the  flow  of  heat  from  the  valve  head  to  the 
seat.  The  exhaust  valve  is  on  its  seat  about  two-thirds  of  the  time, 
and  experience  has  shown  that  if  the  seat  is  not  cooled,  valve  trouble 
is  encountered. 
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A  misconception  has  existed  among  designers  regarding  the  two 
functions  of  the  piston.  Professor  Lucke  points  out  the  heat  con- 
duction. Another  thing  is  the  wearing  surface.  Short  pistons  and 
shuttle-shaped  pistons  —  pistons  with  the  bearing  only  on  the  ends 
—  have  insufficient  bearing  surface,  which  results  in  rapid  wear  and 
a  piston  slap  early  in  the  life  of  the  engine. 

A  heavy  piston  is  a  very  bad  feature  in  a  highnspeed  engine*. 
We  must  keep  our  piston  weights  down  to  reduce  the  inertia  effect*. 
This  is  very  essential. 

Regarding  the  bolts  for  the  cylinders,  Par.  68,  in  my  first  aero- 
plane-engine design,  made  in  1910,  I  used  long  cylinder  bolts  pass- 
ing through  and  beyond  the  crankshaft  bearings. 

A  feature  of  aeroplane-engine  design  that  appears  to  be  over- 
looked by  quite  a  number  of  designers  is  the  crankshaft.  There 
are  two  factors  in  this  connection  which  are  of  great  importance 
and  are  yet  quite  frequently  neglected.  One  is  the  length  of  the 
crankpin  bearing  and  the  other  the  securing  of  Ughtness  by  using  a 
hollow  shaft.  To  replace  a  solid  shaft  If  in.  in  diameter,  I  used  a 
shaft  2\  in.  in  diameter  with  a  2i-in.  hole.  This  not  only  decreased 
the  weight  to  such  an  extent  that  a  four-cylinder  shaft  40^  in.  long 
weighed  only  17^  lb.  when  finished,  but  the  large  diameter  of  bear- 
ing reduced  the  oil-film  pressure  and  practically  eliminated  over- 
heating in  these  bearings. 

Professor  Berry  in  his  discussion  states  that  the  motor  should  be 
run  af  the  weakest  mixture  at  which  it  can  operate.  This,  if  done, 
would  result  in  heating  the  motor  and  blowing  off  the  radiator. 

H.  M.  Crane  *  (written).  The  service  required  of  an  aeroplane 
motor  is  so  different  from  that  required  of  a  motor-car  motor  that 
the  design  must  be  radically  different  in  a  great  many  respects, 
although  the  underlying  principles  are  naturally  the  same. 

The  one  supreme  requirement  of  the  aeroplane  motor  is  that  it 
shall  have  the  lowest  possible  weight  per  horsepower  of  continuous 
duty.  The  weight  must  include  not  only  the  motor  and  its  ordinary 
accessories,  but  also  the  fuel  and  oil  required  for  the  length  of  flight 
desired.  The  limit  of  power  that  can  be  successfully  used  in  aero- 
planes has  not  yet  been  nearly  reached,  but  already  even  the  lower- 
powered  machines  have  motors  more  powerful  than  all  but  a  few 
motor  cars,  while  the  other  military  types  of  aeroplanes  emidoy 
motors  of  a  power  entirely  unnecessary  in  any  motor-car  service. 

*  )^c»-Prefiident,  Simplex  Automobile  Co.,  New  Brunswick,  N.  J. 
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The  bulk  of  aeroplane  motors  will  have  piston  displacements  of 
500  cu.  in.  or  over,  while  there  are  very  few  car  motors  as  large  as 
500,  the  average  being  from  300  to  400. 

Not  only  must  an  aeroplane  motor  be  able  to  operate  continu- 
ously at  full  load  without  distress  due  to  overheating  or  other  troubles, 
but  it  must  also  have  as  nearly  as  possible  100  per  cent  of  reliability. 
This  latter  requirement  is  always  present,  due  to  the  danger  involved 
in  a  forced  landing  at  some  place  unfavorable  to  landing.  It  does 
not  have  to  be  particularly  quiet,  in  view  of  the  very  considerable 
propeller  noise.  A  very  moderate  amount  of  muffling  of  the  ex- 
haust and  practically  no  attention  to  mechanical  quietness  will  meet 
all  the  requirements. 

Extremely  long  life  in  hours  of  operation,  without  repair,  has  not 
yet  been  required  of  aeroplane  motors,  although  the  time  will  un- 
doubtedly come  when  this  feature  must  be  given  more  serious  con- 
sideration. 

FlexibiUty,  as  we  know  it  in  the  motor  car,  is  not  required  in  an 
aeroplane  power  plant. 

In  motor-car  work,  Ught  weight  of  the  power  plant,  while  of 
considerable  importance,  must  still  be  sacrificed  to  a  number  of  other 
important  requirements,  such  as  quietness,  absence  of  vibration, 
long  Ufe,  and  cheapness  of  construction.  The  average  speed  of 
touring-car  motors  is  much  lower  than  the  speed  of  aeroplane  motors, 
while  a  wide-open  throttle  is  a  rare  occurrence  for  more  than  a  few 
minutes  at  a  time.  The  speed  of  truck  motors  is  higher' on  an 
average  than  that  of  touring-car  motors,  but  even  that  does  not 
approach  the  speeds  now  in  daily  use  in  aeroplane  motors.  Flexi- 
bility in  touring-car  motors  is  of  the  highest  importance,  meaning  a 
very  wide  range  of  speeds  under  wide-open  throttle.  A  touring-car 
motor  also  must  be  as  free  as  possible  from  vibration.  Absence  of 
vibration  is  also  of  importance  in  aeroplane  motors,  but  as  only  one 
full-load  speed  has  to  be  provided  for,  the  problem  is  considerably 
simpler  than  in  motor-car  motors. 

The  features  of  design  which  bring  out  the  characteristics  required 
may  be  briefly  summarized  as  follows: 

In  the  aeroplane  motor  the  Ughtest  possible  materials  are  used, 
aluminum  alloys  and  the  higher  grades  of  alloy  steel  being  very 
largely  employed;  cast  iron,  which  has  given  such  valuable  service 
in  the  gas-engine  field,  is  out  of  the  question  on  account  of  its  weight. 
The  design,  as  a  whole,  should  be  compact,  and  the  number  of  parts 
as  small  as  possible.    Only  in  this  way  can  light  weight  be  obtained 
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with  the  necessary  strength  and  stiffness.  We  therefore  see  many 
motors  of  the  V-type  or  of  the  radial  type,  such  as  the  rotating  air- 
coded  motors  and  the  stationary  Sahnson  motor.  Block  casting  of 
the  Grinders  where  possible  is  also  a  great  help  toward  stiffness  with 
ii^t  weight. 

Efficiency  in  gasoline  economy  being  so  important,  as  well  as 
power  with  light  weight,  the  highest  possible  compression  is  employed, 
while  valve-in-head  motors  are  sJmost  universally  used.  Valve 
timing,  inlet  pipes  and  carburetors  are  laid  out  with  a  view  to  the 
best  possible  operation  at  the  full-load  speed  desired.  Ignition 
systems  of  only  the  highest  quaUty  are  required  to  furnish  the 
necessary  reliabiUty,  in  view  of  the  high  speeds,  high  compre£»ions, 
and  continued  hi^  temperatures.  Magnetos  are  subject  to  con- 
tinuous heavy  vibration  and  must  be  built  accordingly,  viinie  spark 
plugs  have  to  meet  conditions  of  high  temperature  and  oil  that  are 
rarely  present  in  automobile  work.  At  the  present  time,  reliability 
of  operation  requires  complete  duplicate  ignition  systems.  Com- 
plete oil  circulation  under  high  pressure,  with  special  means  for 
cooling  the  oil,  is  required  to  take  care  of  the  lubrication  under  the 
severe  conditions  imposed. 

In  motor-car  engines,  while  there  has  been  a  tendency  toward 
an  increased  use  of  aluminum  to  reduce  weight,  cast  iron  is  almost 
miiversally  used  for  cylinders  and  largely  for  pistons.  In  many 
motors  the  upper  half  of  the  crankcase  is  also  made  of  cast  iron. 

Valve-4n-the-head  motors  are  fairly  common,  but  the  greater 
simplicity  of  the  L-head  t3rpe,  together  with  its  greater  ease  of 
lubrication  and  protection  against  dirt,  has  continued  it  in  very 
general  use.  Very  moderate  compression  is  a  general  rule  on  ac- 
count of  the  high  flexibiUty  required,  and  for  the  same  reason  com- 
promised valve  timing  is  necessary.  Carburetors  also  of  a  more 
c(Hnplicated  construction  are  in  very  general  use.  There  are  many 
devices  in  use  on  different  motors,  such  as  chain  drive  to  the  different 
shafts,  vibration  dampers,  etc.,  which  increase  the  weight  but  give 
anoodier  and  quieter  operation.  Very  heavy  crankshafts  are  com- 
mon, the  bearings  are  heavy,  and  most  of  the  bolts  and  nuts  are 
much  bigger  than  required  from  the  point  of  view  of  strength  alone. 

In  closing,  it  might  be  of  interest  to  consider  the  question  of 
aviation  motors  driving  propellers  direct  and  those  driving  them 
through  gears. 

The  fimdamental  basis  of  power  in  a  gasoline  motor  is,  of  course, 
piston  displacement.    There  is,  therefore,  always  the  incentive  to 
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increase  the  number  of  revolutions,  with  the  idea  of  getting  the 
greatest  possible  amount  of  power  out  of  a  given  size  of  cylinder. 
We  are,  however,  considerably  limited  in  the  possibilities  of  power 
increase  by  increased  speed,  due  to  the  fact  that  the  power  can  only 
be  expected  to  increase  in  proportion  to  the  speed,  while  the  stresses 
in  many  of  the  parts  increase  as  the  square  of  the  speed.  Further- 
more, as  the  life  of  many  parts  subject  to  repeated  stresses  limits 
the  reliable  life  of  the  motor,  increased  speed  imposes  other  difficul- 
ties of  design. 

The  principal  reason  for  gear-driven  propellers  is,  of  course,  the 
well-known  limitation  of  propeller  design,  based  on  the  speed  of  the 
aeroplane.  This  limitation  in  aviation  work  is  exactly  similar  to 
the  limitation  in  motor-boat  work,  which  has  resulted  in  many 
high-speed  hydroplanes  having  propellers  geared  to  nm  at  greater 
speeds  than  the  driving  motors.  In  aeroplane  work  the  improve- 
ment in  motor  design  has  tended  to  outstrip  the  possibilities  of  the 
propeller  to  such  an  extent  that  desirable  aviation-propeller  speeds 
are  uniformly  lower  than  possible  aviation-motor  ^peeds,  except  in 
very  high-speed  machines  or  in  certain  tjrpes  of  motor.  This  is 
especially  true  because  of  the  military  development  of  aviation, 
which  naturally  places  efficiency  of  operation  ahead  of  long  life. 

The  great  advantage  of  the  direct-drive  machine  from  the  point 
of  view  of  design  Ues  in  the  use  of  the  crankshaft  as  a  propeller  shaft 
also,  a  manifest  economy  in  material  both  in  the  shafts  themselves 
and  in  the  bearings  required. 

All  the  studies  that  I  have  made  indicate  that  a  geared  motor 
must  weigh  from  15  to  25  per  cent  more  than  a  lower-speed  un- 
geared motor  of  the  same  piston  displacement.  The  question  is 
whether  we  can  get  a  corresponding  increase  in  horsepower  to  offset 
the  increased  weight.  Personally,  I  think  the  question  is  still  a  very 
open  one;  so  open,  in  fact,  that  I  expect  to  see  both  types  of  motor 
continued  in  use  for  some  years  to  come. 

The  Author,  to  whom  the  foregoing  discussion  was  submitted, 
wrote  that  there  was  practically  nothing  for  him  to  say  in  reply 
except  that  he  was  pleased  at  the  acceptance  of  the  main  ideas  set 
forth  in  his  paper  and  which  are  concerned  with  the  establishment 
of  rational  bases  for  design,  some  parts  being  designed  for  heat  con- 
duction primarily  and  others  for  different  aims,  such  as  stress  re- 
sistance. In  no  case  should  a  single  criterion  apply  to  all  elements, 
—  nor  the  same  to  each,  —  as  the  controlling  factor  in  its  design. 
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TEST  OF  A   MOTOR  FIRE  ENGINE 

Bt  Horace  Jxtdd,  Columbus,  Ohio 
Member  of  the  Society 

The  paper  conkdns  the  reeuUa  of  a  test  of  a  SeaQrcme  motor  fire  engine  having  a 
4<yde,  water<ooled,  naxylinder  motor,  5i  in,  cylinder  bore  by  6}  in,  stroke,  79.3 
kp,  by  AJjJL,M.  rating.  The  motor  operated  a  four-stage  centrifugal  pump  vnth 
balanced  end  thrusi. 

The  maximum  capacity  was  found  to  be  745  gal.  per  min,  at  122  lb,  pressure 
at  discharge  of  pump,  imlh  2-tn.  smooth  nozzle  and  250-ft,  hose  line  with  Siamese 
wtion.    Gasoline  used  per  hour,  0.218  gal,  per  hp,  at  rated  load. 

With  coal  at  %2  per  ton  (2000  lb,)  and  gasoline  at  25  cenU  per  gal,,  the  cost  of 
producing  a  fire  stream  with  the  motor  fire  engine  is  four  times  that  with  a  steamer, 
Ai  compared  with  the  horse-drawn  engine  the  motor  engine  can  reach  a  fire  in  half 
fkt  time,  is  readily  concerted  from  locomobile  to  pumping  engine,  is  more  easily 
and  economically  operated,  and  diminates  entirely  the  expense  of  maintaining 
horses  for  transportation.    Its  duty  is  nearly  six  times  that  of  a  steamer. 

l^^URING  the  past  ten  years  the  city  of  Columbus,  Ohio,  has  re- 
modeled  many  of  its  horse-propelled  steam  fire  engines  and 
equipped  them  with  motor-driven  trucks  so  that  now  more  than  70 
per  cent  are  motor-driven.  The  city  also  has  two  complete  combi- 
nation gasolme  motor-driven  and  pumping  imits.  One  of  these  com- 
bination units,  put  into  service  in  April  1916,  was  loaned  to  the  Ohio 
State  University  through  the  courtesy  of  the  Columbus  Fire  Depart-: 
ment  for  a  more  extended  test  than  could  be  imdertaken  during  the 
acceptance  trials  by  the  Inspection  Bureau. 

2  In  view  of  the  importance  and  value  of  the  motor-driven 
engine  in  getting  imder  way  and  reaching  the  fire,  as  well  as  the 
ability  to  change  the  motor  instantly  from  propulsion  to  pumping, 
tiie  writer  has  been  prompted  to  offer  the  results  of  a  performance  test 
on  this  motor  fire  engine  to  those  interested  in  fire  prevention.^ 

^  This  paper  is  based  on  the  results  embodied  in  the  thesis  work  of  Messrs. 
E.  W.  Leatherman,  H.  V.  Walbom,  and  E.  R.  Wilson,  graduates  in  Mechanical 
Engineering,  Ohio  State  University,  Class  of  1916. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Ths 
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3  The  motor  fire-engine  unit  was  manufactured  by  the  Seagrave 
Company,  Columbus,  Ohio,  and  consists  of  a  motor-driven,  direct- 
connected,  centrifugal  pumping  unit  combined  with  a  hose  truck. 

(Pig.l.) 

4  The  motor  is  a  4-cycle,  water-cooled,  six-cylinder  motor, 
79.3  hp.,  A.L.A.M.  rating,  and  of  rugged  construction  to  meet  the 
requirements  of  fire  service.  The  cylinders  are  vertical,  T-head, 
cast  separately,  with  integral  water  jackets.  Cylinder  bore  is  5.76 
in.;  stroke,  6.5  in.  The  crank  case  is  parted  horizontally  through 
the  plane  of  the  crankshaft,  the  upper  section  supporting  the  cylinders 
and  crankshaft  bearings  and  the  lower  section  easily  removable  and 
fomiing  a  reservoir  for  oil.  There  are  two  camshafts,  one  on  each 
side  of  the  motor,  with  the  cam  gears  located  in  the  forward  end, 
encased  but  easily  accessible.  The  intake  and  exhaust  valves  are 
2.625  in.  in  diameter  with  H  in.  lift. 

5  Forced-feed  lubrication  is  used.  The  cooling  water  is  supplied 
by  a  separate  centrifugal  pump  operated  from  the  camshaft.  The 
carburetor  is  of  the  float-feed  type  with  automatic  auxiliary  air  in- 
take and  is  controlled  by  the  throttle  lever.  The  ignition  is  of 
double  type:  (a)  Bosch  high-tension  waterproof  magneto  for  one  set 
of  spark  plugs,  (6)  current  from  a  storage  battery  through  a  timer 
to  the  second  set  of  spark  plugs. 

6  The  centrifugal  pump  (Fig.  2)  is  a  4-stage  (two  stages  for  each 
impeller)  turbine  pump  mounted  imder  the  driver's  seat  about  mid- 
way between  the  front  and  rear  axles.  The  casing  is  of  bronze  and 
includes  in  one  piece  the  guide,  or  diffuser,  vanes,  and  the  water  pas- 
sages connecting  the  successive  stages.  The  two  bronze  impellers 
are  mounted  on  a  hollow  steel  shaft  which  fits  over  the  drive  shaft 
to  the  differential  and  is  driven  by  hardened-steel  gears  which  can  be 
thrown  out  of  mesh  when  the  engine  is  on  the  road. 

7  Each  impeller  has  12  vanes  1  in.  wide  and  f^  in.  net  depth  of 
water  passage  between  the  vanes.  There  are  six  di£fuser  vanes  sur- 
rounding each  impeller.  (Fig.  3.)  The  water  entering  at  the  center 
of  the  pump  (Fig.  2)  passes  into  the  first  stage  on  the  inner  half  of 
one  propeUer,  is  thrown  out  by  centrifugal  force  through  the  diflfuser 
vanes  and,  passing  around  the  impeller  through  the  water  passage, 
enters  the  second  stage  on  the  other  side  of  the  same  impeller.  From 
the  second  stage  it  enters  the  third  stage  on  the  inner  side  of  the 
second  impeUer  and  is  discharged  into  the  other  side  of  the  impeller 
(fourth  stage)  and  from  thence  it  passes  into  the  discharge  line. 
Since  the  water  enters  both  impellers  on  the  inner  side  the  end 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


HORACE  JUDD 


341 


thrust  is  practically  elimiiiated,  although  end-thrust  shaft  bearings 
are  also  provided.  Two  suction  connections  and  three  discharge  con- 
nections are  provided. 

8  When  necessary  the  pump  may  be  primed  by  means  of  a  ro- 
tary vacuum  pump  which  will  exhaust  the  air  and  enable  the  pump 
to  be  put  into  operation  in  about  20  sec. 

9  The  speed  ratio  of  the  pump  and  engine  is  2.06  to  1 .  The  speed 
range  of  the  motor  during  the  tests  was  about  800  to  1100,  correspond- 
ing to  a  speed  range  of  the  pump  of  about  1650  to  2270  r.p.m. 

10  The  rated  capacity  of  the  pump  is  750  gal.  per  min.  at  120 
lb.  net  pressure  at  the  pump  discharge. 


Fig.  3    Sectional  View  of  One  Stage  of  Pump,  Showing  Impeller 
AND  Diffusion  Vanes 

11  The  fire  engine  under  question  had  come  up  to  the  con- 
ditions imposed  by  the  acceptance  tests,  but  the  city  desired  further 
information  as  to  its  operation  imder  the  management  and  control 
of  the  regular  engine  men  and  as  far  as  possible  under  the  usual 
pumping  pressures  and  fire-stream  conditions  as  met  in  actual 
service.  Hence  the  purpose  of  the  tests  may  be  outlined  as  being  to 
determine: 

a  The  capacities  of  the  fire  engine  when  working  against 
the  usual  range  of  pressiu'es  and  with  such  sizes  of  fire  nozzles 
as  are  commonly  used 

b    The  fuel  consumption  of  the  engine. 
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EQUIPMENT  FOR  TESTING 

12  Such  a  series  of  tests  required  the  accurate  measurement  of 
the  fuel  used,  the  water  pumped,  and  the  pressures  maintamed  at 
engine  and  nozzle. 

13  The  tests  were  carried  on  in  the  hydraulic  laboratory  of  the 
University,  where  the  water  was  taken  from  one  of  the  large  cisterns, 
or  bays,  25,000  gal.  capacity,  as  shown  m  Fig.  4,  through  three  lengths 
of  5-inch  standard  rubber  suction  hose,  and  was  discharged  through 
the  desired  length  of  hose  line,  first  into  a  series  of  tumbling  bays  and 
finally  into  the  suction  bay  after  passing  through  an  8  in.  by  20  in. 
standardized  rectangular  weir. 


Elev<a-i-ion 
Fig.  4    Abbangbmbnt  of  Apparatus 


14  The  discharge  of  the  nozzles  was  also  read  at  the  jet  by  means 
of  the  pitot  gage,  or  piezometer,  now  widely  used  in  fireHservioe  work 
to  give  instantaneous  readings  of  the  nozzle  discharge. 

15  The  gasoline  used  was  weighed  on  carefully  calibrated  plat- 
form scales. 

16  The  pressures  at  the  engines  were  taken  by  the  regular  ser- 
vice gages  and  their  readings  corrected  for  error. 

17  The  pressure  drop  in  the  hose  line  was  taken  by  means  of 
a  specially  constructed  ring  connection  for  the  pressure  gage  which 
was  located  at  the  hose  coupling  as  shown  at  A  in  Fig.  5. 
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18    The  discharge  hose  was  taken  from  the  city  service  and  had 
seen  considerable  use  but  w&s  in  fair  condition.    It  was  rubber- 


Fia.  5    Fire  Stream  from  Two-Hosb  Siamese  Union 

lined  cotton  hose  with  nominal  diameter  2.6  in.  and  average  actual 
diameter  2{i  in. 


Fio.  6    Plat  Pipes  and  Smooth  Nobles 

19  The  smooth  conical  nozzles,  shown  in  Fig.  6,  were  taken  from 
the  regular  equipment  of  the  engines.  The  sizes  chosen  were  those 
most  commonly  used  in  the  dty  fire  service. 
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PROCBDXTRE 

20  During  the  test  the  pump  was  quickly  brought  up  to  numing 
conditions  and  with  a  full  gasoline  tank  the  runs  were  started  and 
continued  for  30  minutes  for  the  runs  with  double  line  using  Siamese 
hose  connection,  and  for  20  minutes  for  the  runs  using  single  hose 
lines.  At  the  completion  of  the  nms  the  engine  was  stopped  at  the 
instant  and  the  gasoline  tank  refilled,  the  amount  put  in  taken  as  the 
equivalent  of  the  amount  used. 

so 
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Fig.  7    Loss  in  Pbxsbubb  pbr  100  ft.  2.5-in.  Rubbeb-Linbd  Cotton 

FiRB  Hose 

21  The  Siamese  hose  union  was  a  4-hose  connection,  but  in  this 
case  was  connected  to  the  pump  with  but  two  250-ft.  lengths  of  2.5-in. 
boee.  To  the  Siamese  union  was  attached  the  12-ft.  length  of  3.5-in. 
hose  with  the  play  pipe  and  the  1.5  in.,  1.75-in.,  and  2-in.  smooth 
nozzles.  Single-hose  Unes,  both. 250-  and  500-ft.  lengths,  were  used 
with  1.125-in.,  1.25-in./  and  1.375-in.  nozzles.  The  range  of  dis- 
charge pressure  carried  at  the  pump  was  from  95  to  250  lb. 

22  Readings  were  taken  for  the  whole  run  of  the  gasoline  used, 
every  five  minutes  of  discharge  pressure  at  the  pump,  the  revolutions 
of  the  motor,  the  pressure  drop  in  the  line,  and  every  minute  and  a 
half  of  the  weir  readings. 
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DATA  AND  BBfiUI/TS 

23  The  average  values  for  the  observed  data  and  the  calculated 
reeuUe  from  these  data  will  be  found  in  Table  1. 

24  Attention  is  also  called  to  the  principal  reeuUe  as  represented 
graphically  on  the  curve  sheets. 
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25  Fig.  7  shows  loss  in  pressure  in  pounds  per  square  inch  per 
100  ft.  of  2.5-in.  fire  hose  due  to  frictional  resistance  to  the  flow 
of  water. 

26  Fig.  8  shows  the  variable  resistaru^e  in  the  suction  hose  as 
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shown  by  the  pump-Buction  gage,  due  both  to  the  actual  vertical 
lift  of  the  water  and  to  the  frictional  resistance  in  the  hose,  with 
varying  quantities  of  water  pumped. 

27  Mg.  9  %8  a  chart  from  which  the  outjnd  of  the  pump  in  water 
honepower  can  be  read  for  any  given  discharge  in-  gallons  per  minute 
and  total  pressure  at  the  pump. 


lOOOr 

m 


Total  Prea6urc  of  Pump,  Pound  per  Square  Inch. 
^90  200  SOO  400  SOO       600    700    600  900  lOQO 


!5Q  ZOO  300  4O0  500      600      700  &00  MO  tOOO 

Total  Prcsfeure  ot  Pump,  Pound  per  Square  Inch. 
FiQ.  9    Watbr-Hobsbpowsb  Chart.    Water  Hp.  -  0.000583  OP. 

28  The  total  pressure  in  this  case,  where  water  is  drafted,  or 
lifted,  from  a  lower  level,  is  taken  as  the  sum  of  the  suction  and  dis- 
charge pressures  at  the  pump,  in  poimds  per  square  inch.  If  the 
water  should  enter  the  pump  under  pressure,  the  total  pressure  would 


Digitized  by  VjOOQIC 


348 


TEST  OF  A  MOTOR  FIBB  ENGINE 


be  taken  as  the  difference  of  the  suction  and  discharge  pressures.  If 
the  total  pressure  is  below  100  lb.,  the  upper  part  of  the  chart  should 
be  used  and  the  results  divided  by  10. 


20  30  40 

Water    Moraepowcr. 


50 


60 


70 


FiQ.  10    Performance  Curves  for  Motor  Fire  Engine 

29    The  water  horsepower  may  also  be  figured  from  the  formula 
Water  horsepower  =  0.000583  GP 


where 


<?=  gal.  permin. 

P=  totalpressureinlb.  persq.  in. 
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30  Fig.  10  represents  the  impartarU  remUs  for  (he  motor  fire 
enginej  as  a  unit.  Here  are  shown  the  tot^  gallons  of  gasoline  used 
per  hour  for  water  horsepowers  at  the  pump  ranging  from  20  to  60; 
the  gallons  of  gasoline  used  per  hour  per  imit  horsepower;  the  niunber 
of  beat  units  supplied,  and  the  duty  of  the  pump. 

31  The  number  of  heat  imits  is  taken  as  equal*  to  117,000  B.t.u. 
per  gallon  (59.8  deg.  Baum4,  0.738  specific  gravity,  19,000  B.t.u.  per 
lb.). 

32  Duty  is  defined  as  the  number  of  foot-pounds  of  work  done 
per  1,000,000  B.t.u.  supplied. 

J.  .                     60  X  33,000  X  1,000,000 
^^      Gal.  gasoline  per  hp.  per  hr.  X  117,000 
16,920,000 


Gal.  gasoline  per  hp.  per  hr. 


TABLE  t    MAXIMUM  CAPACrTIES  FOR  VARIOUS  SMOOTH  NOZZLES  UNDER 

OONDmONS  OP  TEST  FOR  MOTOR  FIRE  ENGINES 

Duauc« 
in. 

DiNhltfIt 

prMi.ftt 

pump. 

lb. 

capacity 

bywoir. 

1*1.  per 

mio. 

readings, 
lb. 

Oapadty 
bypitoi 
■M*.8sl. 
pormin. 

DoviAtkm 
ofpitot 

lacefrom 

woir. 
percent 

No.andUotthofhoeeline. 
ft. 

1.121 

349.0 

800 

105.0 

884 

0.4 

One  500 

l.Mf 

343.0 

888 

71.0 

898 

3.4 

One  500 

1S70 

310.3 

809 

67.8 

485 

0.0 

One  500 

1.600 

157.8 

087 

04.0 

050 

8.0 

1.7W 

188.6 

008 

61.8 

718 

8.4 

3.000 

131.0 

746 

48.8 

788 

5.6 

Two  of 

1.340 

184.0 

730 

04.6 

747 

8.7 

Two  150 

Avaract.. 

4.8 

The  capacity  ••  indicated  by  the  pitoi  gage  ia  aeen  by  Table  3  to  ba  on  th«  avarage  4.3  per  cent 
Ikigher  than  that  by  iho  oattbratad  weir. 

DISCUSSION  OF  RESULTS 

33  The  maxtmum  capacity  obtained  during  the  test  was  745  gal. 
per  min.,  at  122-lb.  pump  discharge  pressure  with  a  2-in.  nozzle 
attached  to  a  Siamese  union  with  two  hose  lines  each  250  ft.  long, 
as  shown  in  Table  2.  This  discharge  is  slightly  below  the  rating  of 
750  gal.  at  120-lb.  net  pump  discharge  pressure,  and  is  accounted 
for  by  the  fact  that  a  2-hose  line  instead  of  a  3-hose  line  was  run 
from  the  en^e.  The  loss  of  energy  due  to  the  drop  of  pressure  in 
the  line  (76.4  lb.)  represent  58J  per  cent  of  water  horsepower  at 


Digitized  by  VjOOQIC 


350 


TEST  OF  A  MOTOR  FIBB  BNOINB 


the  pump.  With  three  lines  in  service  the  drop  in  the  line  would 
be  34.5  lb.,  so  that  a  discharge  of  250  gal.  per  min.  per  line  (or  a 
total  of  750  gal.  per  min.,  requiring  44  lb.  at  the  nozzle,  a  drop  in 
the  line  of  35  lb.  and  a  probable  suction  pressure  of  8  lb.)  would 
require  the  total  pump-discharge  pressure  to  be  close  to  44  +  35  + 

r 

TABLE  8    WATER-HORSEPOWER  OUTPUT  AND  GASOLINE  OONSUMPTION 

Foft  Om,  Two.  AND  Tsan  I^bb  SnoAiie.TKBonoH  160-rT.  to  600-rT.  3.6-iir.  Hon  Iocm, 

usiNO  ll-or.,  ll-Df.,  AMD  l|-Dr.  Smooth  Nobus 


Nonle 

diem.. 

in. 

GeL 
per 
min. 

No.  and 

length  of 

hoMUne.ft. 

PrtMure 

at  nonle, 

lb. 

Drop  in 
line,  lb. 

Suetion 
iace.lb. 

Total  die. 
ohaqeat 
pump,  lb. 

Output. 

water 

hp. 

GaioHM 
and  per 
hr..gal. 

1.121 

260 

One  160 
One  260 
One  860 
One  460 
One  600 

68.0 
68.0 
68.0 
68.0 
63.0 

20.7 
84.6 
48.8 
02.1 
00.0 

8.n 

8.77 
8.7r 

8.n 
8.n 

n.47 

01.27 
106.07 
118.87 
126.77 

11.8 
18.8 
16.8 
17.8 
18.8 

486 

4.00 
4.86 
6.10 
6.26 

600 
760 

Two  260 
Thiee260 

68.0 
68.0 

84.6 
84.6 

6.70 
7.00 

98.20 
96.40 

27.2 
41.8 

0.60 
9.16 

260 
600 
760 

One  600 
Two  600 
Thiee600 

68.0 
68.0 
68.0 

00.0 
00.0 
00.0 

8.n 
;.7o 

7.00 

126.77 
127.70 
129.90 

18.8 
87.6 
60.8 

6.26 

8.26 
18.26 

1.240 

260 

One  160 
One  260 
One  860 
One  460 
One  600 

82.0 
82.0 
82.0 
82.0 
82.0 

20.7 
84.6 
48.8 
02.1 
69.0 

8.n 

8.77 
8.77 

8.n 

Z.77 

60.47 
70.27 
84.10 
97.87 
104.77 

8.2 
10.2 
12.8 
14.8 
16.8 

4.00 
4.28 
4.48 
4.70 
4.86 

600 
760 

Two  260 
Three  260 

82.0 
82.0 

34.6 
84.6 

6.70 
7.00 

72.20 

74.4 

21.1 
82.7 

6.00 
7.40 

260 
600 
760 

One  600 
Two  600 
Three  600 

82.0 
82.0 
82.0 

00.0 
00.0 
00.0 

8.77 
6.70 
7.00 

104.77 
100.70 
106.90 

16.8 
31.1 
47.0 

4.86 

7.10 
100 

1.870 

260 
600 
760 

One  260 
Two  280 
Three  260 

24.0 
24.0 
24.0 

34.6 
84.6 

84.6 

8.n 

6.70 
7.00 

02.27 
04.20 
00.40 

9.1 
18.7 
29.0 

4.20 
6.80 
0.80 

260 
600 

760 

One  600 
Two  600 
Thiee500 

24.0 
24.0 
24.0 

00.0 
00.0 
00.0 

8.n 

6.70 
7.00 

90.77 
96.70 
100.9 

14.1 
28.8 

44.1 

4.70 
0.70 
9.70 

8  «=  87  lb.,  instead  of  130  lb.  If  the  pump  had  no  suction  resistance 
to  overcome,  that  is,  if  the  suction  hose  were  shorter  or  if  the  water 
flowed  to  the  engine  under  some  pressure,  about  6  per  cent  of  the 
energy  would  be  saved. 

34    Table  3  corUaina  the  horsepower  output  and  gaeoKne  consumed 
for  the  three  most  commonly  used  nozzles  and  for  cme,  two  and 
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throe  fire  streams  for  150-  to  500-ft.  lines.  The  values  in  the  tables 
are  taken  from  the  curves  plotted  from  the  results  obtained  from  these 
tests. 

35  From  this  table  may  be  noted  the  increase  in  lost  energy 
due  to  increased  friction  in  the  line  and  also  due  to  increase  in  re- 
sistance in  the  suction  hose.  For  example,  for  the  li-in.  nozzle, 
250  gal.  per  min.,  and  varying  hose  lengths  from  150  ft.  to  500  ft., 
the  increase  in  horsepower  from  11.3  to  18.3  is  necessary  to  overcome 
the  increased  frictional  resistance  in  the  hose  lii»  with  increase  of 
length. 

36  For  the  same  nozzle  and  one,  two,  and  three*  lines  of  hose 
(500  ft.  each),  for  250,.  500,  750  gal.  per  min.,  the  variation  in  total 
heads,  125.8,  127.7,  129.9  Ib.^  is  due  entirely  to  increase  of  suction- 
hoee  resistance. 

37  The  gcuoline  used  by  the  motor  fire  engine  may  be  read  from 
the  total  gasoline  curve.  Fig.  10.  The  range  of  water-horsepower 
output  was  from  18  to  60  hp.,  with  most  of  the  tests  grouped  about 
18, 40,. and  55  horsepowers. 

38  The  average  results  as  read  from  the  curve  are  as  given  in 
Table  4. 

TABLE  4    AVERAGE  RESULTS  FROM  FIQ.  10 


WaUr-hp.  out- 
imt 

Gatolinopar 
hr..gsl. 

QMolixMpar 

hr.  parwattf 

hp..fal. 

He«t  units  sup- 

pUedperhr. 

ptr  water  hp.. 

B.t.u. 

SO 
40 
60 

6.46 
8.76 
14. S6 

0.272 
0.218 
0.240 

S2.000 
26.600 
28.000 

39  The  curves  (Fig.  10)  show  that  the  most  economical  work- 
ing point  for  the  engine  is  about  40  water-horsepower  output,  at 
which  point  the  least  gasoline  per  horsepower  is  used  and  hence  a 
horsepower  is  obtained  with  the  least  expenditure  of  heat  imits. 

40  Assuming  50  per  cent  for  the  overall  efficiency  at  the  nozzle, 
which  would  seem  to  be  a  reasonable  figure  for  efficiency  of  the  pump 
and  hose  line,  it  is  seen  that  the  most  economical  conditions  are  ob- 
tained when  the  probable  engine  output  is  80  hp.,  which  is  its  rated 
power. 

41  For  40-hp.  output,  0.218  gal.  of  gasoline  per  hr.  per  hp.  is 
used,  which  is  equal  to  1.74  pints  of  gasoline  per  hp-hr.  An  average 
value  of  1  pint  per  hour  per  brake  horsepower  was  obtained  in  1912 
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on  a  4-cylinder  Seagrave  motor  similar  in  type.  The  value  of  1.74 
pints  for  the  complete  fire-engine  miit  seems  a  consistent  figure 
when  the  frictional  resistance  of  the  pump  and  hose  line  are  taken 
into  account. 

COMPARISON    WITH    STEAM    FIRE    ENGINE 

42  For  the  purpose  of  comparison  the  fuel  consumption  and 
fuel  cost  of  a  steam  fire-engine  unit  are  also  given  in  Table  5.  This 
steam  fire  engine,  tested  in  1911  at  the  University,  was  a  "third- 
size"  steamer,  capacity  of  600  gal.  per  min.,  rebuilt  for  the  City  of 
Ck)lumbus  in  ;L906  and  in  continuous  fire  service  up  to  date  of  test. 
It  is  regretted  that  tests  for  fuel  economy  on  other  steamers  are  not 
available  at  this  time,  and  it  is  not  the  intention  to  place  the  steam- 
driven  unit  at  any  disadvantage  in  malqng  these  comparisons  from 
the  results  of  tests  on  only  one  steamer  dating  back  ten  years. 

TABLE  5    FUEL  OOST  OF  MOTOR  FIRE  ENGINE  AS  COMPARED  WTTH 
STEAM  FIRE  ENGINE 


Fire  encine 

FtMl  per  hour  per  water 
hp.  output 

Coet  per  hour  per  water 
hp.  output 

StMin .  . 

13.00  lb.  coal 
0.218  gia.caaoUne 

1.3  oenta,  with  eoal  at 

Motor 

t2pMr90001b. 
5.5  oeate,  with  cawUoe 
at  S6^  per  gal. 

43  With  prices  as  quoted  above,  the  cost  of  producing  the  fire 
stream  with  the  motor  fire  engine  is  about  four  times  the  corre- 
sponding cost  with  the  steam  fire  engine,  while  the  present  prevailing 
prices  would  bring  the  costs  more  nearly  equal.  For  the  steam- 
engine  unit  the  average  steam  used  per  hour  per  water  horsepower 
is  55.9  lb.  Allowing  an  average  value  of  85  per  cent  for  mechanical 
efficiency  the  probable  steam  used  per  horsepower  developed  in  the 
steam  cylinders  would  be  47.5  lb.  This  value  is  a  little  higher  than 
that  usually  quoted  for  steam  engines  of  a  similat  kind  and  sise  but 
is  much  lower  than  is  usually  found  in  practice  for  the  simplex  di- 
rect-acting reciprocating  steam  pump.  The  advantage  of  the  gaso- 
line-driven engine  is  most  noticeable  when  the  comparison  is  made 
with  the  horse-drawn  steamer,  for  the  motor  fire  engme  is  able  to 
reach  the  fire  in  half  the  time,  is  readily  converted  from  the  locomo- 
bile to  the  pumping  engine,  and  is  more  easily  and  eoonomicaUy 
operated  with  the  expense  of  maintaining  the  proper  number  of 
horses  entirely  eliminated. 
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44  In  one  instance,^  it  was  reported  that  the  maintenance  cost 
for  a  motor-operated  engine,  as  computed  for  a  period  of  12  months, 
was  one-fifth  that  of  the  horse-drawn  steamer. 

45  In  another  case,*  the  total  maintenance  cost  of  the  motor 
fire  en^e  was  fomid  to  be  one-half  that  of  the  steam  fire  engine, 
also  covering  a  period  of  12  months. 

46  When  the  duty  of  the  engines  is  considered  the  advantage 
is  to  be  seen  on  the  side  of  the  motor  fire  engine,  which  has  a  duty 
of  77,600,000  ft-lb.  per  million  B.t.u.,  as  against  13,500,000  ft-lb. 
for  the  steamer  pump.  With  the  most  modern  types  of  steam  fire 
engines  it  is  not  likely  that  the  duty  would  exceed  one-half  that 
obtained  with  the  motor  fire  engine. 

47  W.  S.  Winnard,  Superintendent  of  Machinery  of  the  Colum- 
bus Jlre  Department,  has  also  observed  while  operating  the  two 
classes  of  fire  engines  that  the  centrifugal  pumping  unit  gives  by  far 
the  steadier  stream  and,  owing  no  doubt  to  the  freedom  from  pul- 
sations, the  line  drop  is  also  much  less  than  when  using  the  recipro- 
cating pump  with  the  same  hose  line. 

48  In  conclusion,  it  may  be  said  that  the  motor  fire  engine  is 
fully  the  equal  of  the  steam  fire  engine  in  fire-stream  capacity,  and, 
except  as  to  a  slightly  higher  fuel  cost  at  prevailing  prices,  is  without 
doubt  its  superior  in  steadiness  of  pump  action,  as  a  time  saver,  in 
flexibility,  in  ease  of  operation,  and  in  reduced  cost  of  maintenance, 
especially  when  compared  with  the  horse-drawn  steamer. 

DISCUSSION 

Claude  M.  Garland  (written).  The  motor  fire  engine,  like 
many  other  pieces  of  apparatus,  does  not  depend  for  its  success 
upon  thermal  efficiency  or  fuel  economy.  The  results  in  the  paper 
indicate,  however,  a  combined  thermal  efficiency  from  engine  to 
water  horsepower  of  approximately  10  per  cent,  which  would  doubt- 
less indicate  a  thermal  efficiency  of  engine  of  something  like  20  per 
cent.    This  is  a  very  satisfactory  performance. 

The  differences  in  fuel  costs,  as  shown  in  the  paper,  between  the 
steam-  and  the  motor-driven  engine  are,  however,  hardly  representa- 
tive of  actual  conditions.  It  is  seldom  necessary  to  pay  25  cents  a 
gallon  for  gasoline;  eighteen  cents  is  probably  an  average  figure. 
It  is  hardly  probable  that  coal  suitable  for  use  under  the  boiler  of  a 

1  Fire  and  Water  Engineering,  vol.  48,  1910,  p.  234. 
*Fire  and  Water  Engineering,  vol.  53,  1913,  p.  94. 
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fire  engine  can  be  obtained  for  $2  a  ton;  $4  would  probably  be  more 
nearly  an  average  figure. 

As  the  fire  engine  is  seldom  in  operation  for  more  than  a  few 
hours  a  day,  the  item  of  fuel  cost  is  undoubtedly  negligible  when 
considered  with  the  advantages  of  high  speed  in  travel,  the  saving 
of  time  in  starting,  and  the  elimination  of  feed  and  upkeep  on  horses. 

E.  W.  Roberts  ^  pointed  out  as  a  matter  of  interest  that  no 
horse-drawn  fire  apparatus  had  been  built  for  several  years,  and  that 
as  rapidly  as  possible  all  the  cities  in  the  coimtry  were  instrfilliiig 
motor-power  apparatus. 

Wm.  T.  Magruder  said  that  in  his  opinion  the  paper  might  be 
considered  as  a  foundation  paper,  from  which  to  judge  future  per- 
formances of  motor-driven  fire  engines. 

The  Author,  in  closing,  said  that  it  might  be  well  to  point  out 
that  the  unit  described  in  the  paper  was  operated  entirely  by  the 
fire-department  operators.  Those  who  conducted  the  tests  had 
nothing  to  do  with  the  adjustment  of  the  motor  or  anything  else 
pertaining  to  the  engine.  All  they  did  was  to  look  after  the  accurate 
measurements  of  the  fuel  and  the  water  pumped.  The  results  pre- 
sented could  therefore  be  regarded  as  average  results  closely  ap- 
proaching actual  operating  conditions  for  the  type  of  engine  tested. 

Referring  to  the  discussion  on  fuel  costs  by  Mr.  Garland,  it 
should  be  stated  that  the  cost  prices  of  the  fuel,  as  quoted  in  the 
paper  (Par.  42),  were  those  reported  as  prevailing  in  Ck)lumbu8  in 
April  1916.  The  fuel-cost  comparison,  therefore,  should  be  taken 
as  representative  of  local  rather  than  of  average  national  conditions. 

^  Consulting  Engineer  and  Editor,  The  Oae  Bngine  Maganne,  Cinomnati, 
Ohio. 
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THE  DESIGN   OF   MOTOR-TRUCK    ENGINES 
FOR  LONG   LIFE 

By  John  Younqbb,  Butfalo,  N.  Y. 
Member  of  the  Society 

The  problem  of  long  Ufe  of  a  moior^ruck  engine  ienota  simple  one^  on  account 
oflMewiddy  varying  eanMiane  under  vikieh  the  engine  operaiee. 

Long  Ufe  depends  on  three  factars:  Design,  manufadwring  excellence,  and  operatr 
ing  conditions. 

Design:  Under  (his  head  the  paper  summarizes  present  practice,  giving  particu- 
Ian  of  recommended  materials,  dimensions  of  parts,  and  factors  of  safety  for  the 
tevend  parts  of  the  engine. 

Manufacturing  ExceUence:  Workmanship,  tolerances,  and  running  tests  are 
considered.    For  long  Ufe  the  best  u>orkmanskip  is  essential. 

Operating  Conditions:  Recommendations  for  maintaining  the  engine  in  first- 
doss  condition  are  given.  For  long  Ufe  particular  attention  should  be  paid  to  lubri- 
cation, cleaning,  inspection,  and  regulation. 

T^HE  question  of  life  in  a  motor-truck  engine  is  naturally  one 
which  the  engineer  must  compromise.    An  intense  search  after 
long  life,  to  the  exclusion  of  everything  else,  would  result  in  a  mon- 
strosity which  would  be  too  heavy,  too  bulky  and  too  costly  to  run. 

2  An  approximate  definition  of  long  life  would,  therefore,  be 
"that  length  of  life  which  is  something  more  than  the  average  ex- 
pected life,  based  on  present-day  knowledge  and  all-€uround  con- 
ditions." 

3  At  the  present  day  a  life  of  50,000  miles,  without  overhaul, 
would  be  considered  long.  This  would  correspond  to  a  continuous 
nin  day  and  night  for  12  months,  at  a  speed  of  about  400  r.p.m.,  with 
no  attention  beyond  oiling  and  fueling.  The  load  will  fluctuate  be- 
tween less  than  zero  (as  when  in  coasting  down  hill  with  clutch  in,  the 
chassb  drives  the  engine)  to  the  full  power  of  which  the  engine  is 
capable.  The  majority  of  the  hauling  will  be  done  at  an  average  of  i 
full  engine  power.  An  engine  should  be  capable  of  at  least  five  or 
ax  overhauls,  or  300,000  miles,  before  renewal  of  the  major  parts. 

Preaented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Thb 
American  Socistt  of  Mbchanical  Enqinebbs. 
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4  This  does  not  look  at  all  severe  to  the  casual  glance  of  the 
power-house  engineer,  but  when  one  considers  that  this  power  plant 
is  operating  under  widely  varying  temperatures,  power  and  speed 
conditions,  and  that  its  various  axes  are  constantiy  changing  relatively 
to  the  bed  to  which  it  is  fastened,  it  will  be  seen  that  the  problem  of 
long  life  is  not  so  simple  as  it  looks. 

5  Long  life  depends  on  three  factors:  (1)  Design,  (2)  Manik- 
faduring  excellence,  (3)  Operating  condUiona. 


DESIGN 

6  This  may  be  considered  under  headings  such  as:  a,  bearing 
surfaces;  b,  lubrication  facilities;  c,  materials  used;  d,  factors  of 
safety;  e,  general  design  and  use  of  governor. 

7  Explosian  Pressure.  All  calculations  should  be  based  on  full 
load,  not  on  average  load.  This  can  be  taken  as  an  explosion  pressure 
of  300  lb.  per  sq.  in.  on  the  piston  with  a  22  per  cent  compression 
volume. 

8  Connecting-Rod  Bearings.  The  pressure  per  projected  square 
inch  should  be  about  700  lb.  per  sq.  in.,  excluding  area  of  oil  leads  and 
fillets  at  ends,  or  1  sq.  in.  per  2.33  sq.  in.  of  piston  area. 

9  Oil  is  convenientiy  introduced  through  a  hole  in  the  crank- 
shaft, and  the  bearing  may  either  be  grooved  with  a  slightiy  spiraling 
oil  groove  aroimd  the  whole  circumference,  or  a  groove  around  the 
bottom  half  ovly,  or  a  series  of  slots  or  labyrinth  checks  on  the  sides, 
or  even  no  grooves  at  all.  Any  of  these  methods  prevent  ridges 
wearing  on  the  crankshaft. 

10  The  bearing  itself  should  be  a  thin  shell  of  hard  babbitt 
metal  about  ^  in.  thick,  backed  up  by  a  thick  shell  of  hard  bronse 
running  on  a  case-hardened  or  otherwise  hard  surface.  This  gives 
the  advantages  of  the  babbitt  as  a  bearing  metal,  and  prevents  it 
from  pounding  out.  The  bronse  should  be  carefully  tinned  and  have 
peg  holes  in  it  to  give  perfect  union  between  the  two.  The  running 
clearance  should  be  snudl,  between  0.0015  in.  and  0.0025  in.,  satisfying 
practically  all  truck  engines.  The  split  surfaces  should  be  carefully 
fitted  together  to  prevent  rocking  or  catercomered  work. 

11  Gvdgean  or  Wrist-Pin  Bushings.  Owing  to  the  slight  oscil- 
latory motion,  pressures  may  be  higher.  Under  the  conditi<Hi8  of 
space  and  the  necessity  for  keeping  down  the  weight  of  reciprocating 
parts,  they  may  be  as  high  as  1800  to  20Q0  lb.  per  sq.  in.  (or  1  sq.  in. 
per  6  sq.  in.  of  piston  area). 
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12  Lubricating  oil  should  be  brought  by  a  small  tube  (where 
pressure  lubrication  is  used)  direct  to  the  bearing  and  allowed  to  ooze 
out.  The  majority  of  bushings  are  at  present  lubricated  on  what 
might  be  called  the  "chance"  method  —  the  chances  being,  however, 
chiefly  against.  The  metal  should  be  a  very  hard  chill-cast  phosphor 
bronxe,  running  on  a  case-hardened  steel  surface. 

13  Ilimning  clearances  should  be  kept  exceedingly  low,  0.00025 
in.  being  satisfactory.    Very  little  tolerance  should  be  allowed. 

14  Pistons.  The  side  bearing  pressure  is  low,  inasmuch  as  the 
facilities  for  lubrication  are  poor.  Sixteen  pounds  per  projected 
square  inch  is  satisfactory.  The  piston  should  be  as  li|^t  as  possible 
consistent  with  strength,  so  as  to  minimize  the  loads  due  to  the  re- 
ciprocating masses. 

15  Three  rings  above  the  gudgeon  pin  are  ample.  They  should 
be  thick  radially,  and  preferably  of  the  concentric  type,  to  even  the 
pressure  on  the  slots  and  prevent  them  wearing  away.  The  S.A.E. 
standard  for  piston-ring  grooves  is 


G  =  Vi  (0.01  Z)»)  +  0.005 

where  0  is  depth  of  groove,  and  D  is  nominal  diameter  of  piston,  both 
in  inches.  A  pressure  oi  about  10  to  12  lb.  per  projected  sq.  in.  is 
ample  to  keep  the  rings  against  the  cylinder  walls. 

16  The  piston  should  be  made  of  a  softish  gray  cast  iron,  run- 
ning against  a  harder  cylinder  metal.  The  clearance  should  be  great 
at  the  top  to  allow  for  expansion  due  to  heat,  being  four  times  the 
{Mston  diameter  in  thousandths  above  the  top  ring,  and  equal  to  it  in 
thousandths  on  the  skirt.  This  bearing  surface  is,  as  a  rule,  relieved 
around  the  gudgeon  pin. 

17  Cylinders.  Cylinders  should  be  of  a  hard,  close-grained, 
high-tensile-strength  cast  iron.  Its  scleroscope  hardness  (though 
this  is  of  doubtful  value)  will  be  found  to  be  about  35.  It  should  be 
made  thick  enough  in  the  walls  so  that  actually  about  0.060  in.  may  be 
ground  off  the  diameter  to  take  care  of  wear,  without  causing  weak- 
ness.   For  a  5-in.  bore  cylinder,  ^in.  walls  are  sufficient. 

18  Crankshaft.  Three  bearings  —  front,  center  and  rear  —  are 
considered  ample  for  a  4-cyl.  truck  engine.  Consider  the  area  of  the 
connecting-rod  bearing  (big  end)  as  1,  then  the  front  and  center 
bearings  may  have  an  area  equal  to  1  and  the  rear  bearing  1.5.  If 
the  splash  or  trough  system  of  lubrication  is  used,  the  areas  of  the 
front  and  center  bearings  should  be  increased  to  about  1.2. 

19  An  approximate  rule  for  the  diameter  of  crankshafts  in  the 
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usual  sizes  of  motor-truck  engines,  is  that  the  square  of  the  cylinder 
bore  shall  be  t^ce  the  cube  of  the  crankpin.  This  gives  a  2-iiL  abaft 
for  a  4-in«^re  GBfpne,  and  about  a  2i^-in.  shaft  for  a  5-in.-bore  engine. 

20  Runayxg  clearances  lie  between  0.0015  and  0.003  in.,  depend- 
ing somewhat  on  the  nature  of  the  lubrication. 

21  The  bushings  should  be  similarly  constructed  to  those  on 
the  connecting-rod  big  ends,  except  that  the  spiral  oil  groove  will 
probably  be  found  preferable  to  give  a  continuous  supply  of  oil  to 
the  connecting-rod  bearings. 

22  The  material  dhould  preferably  be  about  0.40  to  0.50  per 
cent  carbon  steel,  carefully  heat-treated  to  give  a  tough,  hard  surface 
(scleroscope  36  to  40).  The  larger-diameter  shafts  should  have  a 
percentage  of  chromium  and  nickel  to  ensure  better  heat  treatment 
and  resistance  to  fatigue. 

23  Low-carbon,  case-hardening  material  is  sometimes  used,  but 
the  shaft  has  to  be  increased  in  diameter  to  compensate  for  the 
lessened  resistance  to  fatigue. 

24  Grood-sized  fillets,  no  machine-tool  scratches  and  general 
smoothness  of  outline  will  materially  help  long  life. 

25  Camshafts.  Camshafts  should  be  made  of  a  low-carbon 
steel,  case-hardened  on  the  wearing  surfaces.  The  bushings  should 
be  of  a  good  grade  of  phosphor  bronze.  Three  bearings  are  ample  for 
a  4-cyl.  car.  The  dimneter  of  the  shafts  should  be  from  1  in.  to  li  in., 
for  the  sake  of  smooth  operation.  The  projected  area  of  the  bearings, 
front  to  rear,  should  be  approximately  4  sq.  in.,  3  sq.  in.  and  2  sq.  in., 
depending  somewhat  upon  whether  oil  pumps  or  governors  are  driven 
from  the  camshaft. 

26  Valves.  The  cams  operating  the  valves  should  be  so  de- 
signed that  just  before  the  valve  seats  itself  the  velocity  will  be  con- 
siderably diminished,  allowing  the  last  few  thousandths  of  its  travel 
to  take  place  in  a  comparatively  long  time.  This  prevents  the  valve 
hammering  on  its  seat.  It  does  not  interfere  with  the  fuel  economy 
or  power,  but  gives  quieter  action. 

27  A  45-deg.  valve  seat  is  advisable,  as  carbon  will  not  be  driven 
into  the  seat,  but  will  more  easily  clear  itself. 

28  Valves  containing  a  percentage  of  tungsten  from  2  per  cent 
upward  are  most  satisfactory  as  regards  life  [and  freedom  from  warp- 
age.  By  scleroscoping  them  while  hot,  they  wilP  be  found  to  hold  a 
hardness  of  over  40.  Cast  iron  remains  about  30,  while  other  steel 
and  nickel  alloys  drop  to  25  or  lower.  The  tungsten  valve  has  thus  a 
reason  for  its  long  life. 
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29  Sundry  Paris.  The  rest  of  the  engine  should  be  designed  in 
proportion,  such  as  wide  faces  on  the  timing  gears  and  ample  bearings 
for  thdr  spindles.  The  water  pump  should  have  ample  bearing  area, 
and  if  of  the  centrifugal  type  proper,  provision  should  be  made  for  the 
thrust  of  the  blades. 

30  Studs  may  be  used  for  fastening  down  the  cylinders,  but  they 
8ho\ild  have  a  length  equal  to  twice  their  diameter  screwed  into  the 
wuininmj^  alloy,  if  such  be  used.    A  coarse  thread  is  necessary,  but 

^^  *fl  purposes  where  aluminum  is  concerned,  best  results  are  ob- 
twined  by  the  use  of  through  bolts. 

LUBRICATION 

31  Coneiderable  change  has  taken  place  in  this  in  the  last  few 
years,  although  even  yet  all  questions  have  not  been  settled,  and 
cylinder  lubrication  is  still  somewhat  on  the  hit-and-miss  principle. 

32  The  method  most  in  favor  at  present  is  to  carry  a  supply  of 
oil,  about  one  gallon,  in  the  crankcase  of  the  engine,  and  pump  it  imder 
a  pressure  of  anything  between  2  lb.  and  20  lb.  per  sq.  in.  to  a  header 
pipe,  from  which  issue  leads  to  the  crankshaft  main  bearings,  and 
often  the  camshaft  and  timing-gear  bearings.  The  surplus  oil  is  by- 
passed by  a  regulating  valve  back  to  the  crankcase.  This  oil  and 
that  which  has  done  its  work  in  the  cylinders  and  crankshaft  and 
various  bearings  drains  down  to  the  bottom  of  the  case  through  a 
straber  and  thence  into  the  pump  to  renew  the  circuit. 

33  When  the  oil  gets  dirty  enough  —  or  say  every  300  miles  or 
80,  it  ought  to  be  thrown  out  and  replaced  with  clean  oil. 

34  The  system  described  works  surprisingly  well  when  it  is 
ooDsidered  that  a  certain  amoimt  of  gasoline  filters  past  the  pistons 
and  dilutes  the  oil  —  that  some  of  the  aqueous  products  of  combustion 
also  get  past  and  help  fonn  an  emulsion. 

35  However,  it  can  only  be  a  matter  of  time  before  the  adoption 
of  some  much  better  system  of  introducing  fresh,  clean  oil  to  each 
bearing  in  predetermined  quantities.  Many  oils  are  on  the  market 
and  most  of  them  are  good. 

36  Incidentally,  as  a  point  of  design,  it  should  be  made  easy 
for  the  driver  to  make  sure  that  his  oil  is  in  good  condition  and  of 
ample  quantity. 

MATERIALS  AND  FACTORS  OF  SAFETY 

37  Naturally,  extreme  consideration  has  not  been  given  to 
weight,  as  has  been  in  the  case  of  aeroplane  engines,  when  2}  lb.  per 
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bp.  has  been  reached.  A  fair  weight  for  a  motor-truck  engine  is 
nearer  20  lb.  |)er  hp.  at  a  piston  speed  of  1000  ft.  per  min.  Alumi- 
num is  used  for  the  crankcase  and  its  covers.  Cast  iron  is  used  for 
the  cylinders  and  pistons;  0.40  to  0.50  carbon  steel  is  used  for  the 
crankshaft  and  connecting  rods.  Case-hardening  steel  is  used  for  the 
camshafts,  valve  tappets  and  gudgeon  pins. 

38  In  order  to  ensure  the  proper  factor  of  safety  being  nuun- 
tained,  it  is  advisable  to  scleroscope  each  part  for  correctness  of  heat 
treatment  or  hardness.  Forgings  like  connecting  rods,  camshafts, 
crankshafts,  should  be  straightened  before  machining. 

39  The  general  design  should  be  such  that  extreme  climatic 
conditions  can  be  guarded  agsdnst.  Roads,  for  example,  in  winter 
time  are  exceptionally  bad,  causing  a  weaving  of  the  bed  of  the  engme 
as  would  correspond  to  one  of  the  wheels  being  lifted  12  in.  off  the 
road.  The  engine  should  be  mounted  so  that  no  stress  due  to  this 
will  come  on  the  moving  parts. 

40  The  engine  power  should  be  ample  for  its  work.  Too  much 
gear  work  is  detrimental  to  long  life.  The  transmission  reduction 
should  be  such  that  the  great  majority  of  road  work  should  be  done 
on  high  gear.  For  instance,  the  hilly  city  of  Cincinnati  requires  a 
lower  transmission  ratio  than  would  the  comparatively  level  cities  of 
Buffalo  or  Cleveland.  This  prevents  the  engine  from  working  at 
maximum  capacity  for  too  much  of  the  time. 

41  Speed  should  be  carefully  limited.  A  maximum  piston  speed 
of  1000  ft.  per  min.  is  desirable,  and  drivers  and  purchasers  should  be 
educated  to  the  economy  of  a  governor  which  will  enforce  this.  The 
governor  should  be  so  designed  that  it  will  not  restrict  the  power,  but 
should  go  in  or  out  of  action  with  a  maximum  5  per  cent  variation  in 
speed  round  the  predetermined  point.  . 

MANUFACTURING  EXCELLENCE 

42  Too  much  stress  cannot  be  laid  on  this.  Poor  workmanship 
cannot  be  tolerated  in  an  internal-combustion  engine.  Cylinders 
should  be  groimd  to  a  maximum  tolerance  of  0.002  in.,  as  should 
pistons,  and  in  addition  a  process  of  selection  must  be  used  which 
will  ensure  pistons  on  the  high  limit  being  put  into  cylinders  of  the 
low  limit.  The  running  clearances  should  not  vary  by  more  than 
0.002  in. 

43  Pistons,  complete,  should  be  weighed,  the  maximum  varia- 
tion in  any  one  of  a  set  being  not  more  than  ^  oz.    Similariy,  connect- 
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ing  rods  should  be  wdghed  and  balanced,  the  variation  in  one  of  a  set, 
b^ng  not  more  than  i  oz.,  with  the  ends  varying  also  by  as  little. 

44  Ck)nnecting-rod  and  crankshaft  bearings  should  be  selected 
80  that  a  maximum  variation  from  standard  running  clearance  of 
0.001  in.  plus  or  minus  should  be  adhered  to. 

45  There  is  some  diversity  of  opinion  as  to  the  best  way  to 
finish  these  bearingSi  but  the  writer  believes  that  a  reamed  bearing 
is  superior  to  the  usual  hand-scraped  one.  Reamers  mounted  on  a 
rigid  bar  will  true  up  crankshaft  bearings  in  a  way  impossible  by  the 
hand  reamer.  Further,  the  surface  left  is  as  nearly  roimd  as  poBsible/ 
corresponding  to  that  of  the  groimd  crankshaft.  The  personal  ele- 
ment in  hand  scraping  is  entirely  eliminated. 

46  Crankshafts  should  be  ground  smooth  with  a  mftvimiim 
variation  of  0.0015  in.  in  diameter  and  0.001  in.  eccentric.  Each 
shaft  should  be  scleroscoped  at  every  bearing.  Similarly  with  the 
csmoshafts,  pump  and  magneto-drive  bushings  and  so  forth,  a  uni- 
fomily  high  standard  should  be  insisted  on. 

47  It  follows  naturally  that  rotating  parts  should  be  put  in 
static  and  dynamic  balance. 

48  When  the  engine  has  been  assanbled,  it  should  be  placed  on 
a  stand  and  run  in.  Here  again  opinions  differ,  but  the  writer  be- 
Heves  a  run  of  at  least  30  hours,  at  a  piston  speed  of  about  800  ft.  per 
min.,  varying  the  load  from  zero  at  the  start  to  practically  maximum 
for  one  or  two  hours  at  the  finish,  is  necessary. 

49  Most  of  this  test,  if  indeed  not  all,  should  be  done  with  some 
kind  of  fuel,  either  gas  or  gasoline,  to  get  the  engine  thoroughly 
wanned  up.  This  will  ease  off  the  high  spots,  let  the  valves  find  their 
seats,  and  generally  take  the  harshness  out  of  the  engine. 

50  At  the  end  of  this  run  the  engine  should  be  partially  disas- 
sembled and  valves  reground,  piston  rings  touched  up,  carbon  cleaned, 
and  the  en^e  carefully  inspected  for  signs  of  wear  or  scoring  flaws. 

51  When  reassembled,  the  engine  is  ready  for  work. 


OPBBATING  CONDITIONS 

52  One  of  the  secrets  of  success  in  gasoline  engines  is  oil  and  lots 
of  it.  After  a  comparatively  short  run  the  oil  (in  the  average  system) 
is  contaminated  by  gasoline  and  carbon.  It  should  be  drained  out 
every  150  to  300  miles  and  replaced  entirely  by  fresh  oil. 

53  The  strainers  leading  to  the  pump  should  be  kept  clean  and 
inspected  frequently. 
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54  About  once  a  month  the  whole  engine  should  be  cleansed 
by  washing  it  out  with  kerosene,  turning  the  crankshaft  by  hand 
and  thoroughly  draining  the  kerosene  all  out. 

55  Screens  should  be  provided  on  the  air  intake  to  the  carburetor 
to  prevent  entrance  of  road  dust  as  much  as  possible. 

56  Gasoline  should  be  cut  down  in  the  carburetor  as  much  as 
possible,  not  only  for  the  sake  of  economy  in  consumption,  but  also 
for  the  prevention  of  harmful  effects  by  an  overplus. 

57  The  point  of  igniting  should  be  properly  controlled,  so  that 
evils  following  an  ''advanced  spark"  will  not  result. 

58  Drivers  should  change  to  a  lower  gear  immediately  there  are 
signs  of  the  engine  laboring. 

59  Drivers  should  be  carefully  selected  and  trained  men.  Good 
horse  drivers  make  good  truck  drivers,  as  they  are  accustomed  to 
giving  care  and  attention  to  their  "motive  power." 

60  A  regular  system  of  inspection  should  be  carried  out  by  a 
good  mechanic  to  detect  any  signs  of  trouble  developing. 

61  It  is  understood  that  hilly  country  or  heavy  roads  will  ma- 
terially add  to  the  work  the  engine  has  to  do,  and  that  the  life  will  be 
proportionately  shortened  and  inspection  and  overhauling  will  have 
to  be  done  more  frequently. 


DISCUSSION 

E.  W.  Roberts^  said  that  one  or  two  points  in  the  paper  were 
rather  astonishing  to  him,  and  quite  against  his  experience.  A 
tolerance  for  the  cylinder  and  the  piston  of  0.002  in.  was  generally 
considered  by  manufacturers  far  too  large.  He  believed  that  such 
large  tolerances  were  a  mistake,  because  the  workmen  were  apt  to  get 
careless.  He  had  never  heard  of  a  tolerance  for  a  cylinder  or  piston 
of  over  0.001  in.  While  larger  tolerances  could  be  allowed,  tolerances 
of  0.0005  in.,  nevertheless,  made  the  men  more  careful. 

He  disagreed  with  the  author's  contention  that  spiral  oil  grooves 
would  be  found  preferable  for  bearings.  He  said  that  one  of  the 
greatest  mistakes  made  by  manufacturers  of  engines  of  all  kinds  was 
in  the  shape  of  the  oil  grooves  in  the  bearings.  Experiments  made 
at  Cornell  by  Bierbaum  nearly  twenty  years  ago  showed  that  the 
proper  form  of  oil  groove  was  the  H-groove  and  not  the  spiral  groove 
or  the  X-groove.    In  engines  having  lubrication  troubles,  or  hot 
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bearings,  if  the  change  were  made  from  the  spiral  to  the  H-groove 
the  trouble  would  generally  disappear. 

Referring  to  the  general  idea  that  carbon  was  produced  by  the 
lubricating  oil,  Mr.  Roberts  said  that  it  was  not  generally  recognized 
that  an  over-rich  mixtiure  was  quite  a  prolific  source  of  carbon,  be- 
came oxygen  has  a  greater  afl^ty  for  hydrogen  than  it  has  for  car- 
bon. The  fuel  being  in  excess,  the  oxygen  combines  with  the  hydro- 
gen first,  then  with  just  so  much  carbon  as  the  remaining  oxygen 
will  absorb.  The  result  is  that  the  excess  carbon  appears  as  a 
deposit.  This  fact  has  been  proved  by  experiment.  It  shows  that 
the  general  idea  that  all  carbon  is  due  to  lubricating  oil  is  not. 
altogether  true. 

K.  T.  Kelleb  discussed  the  author's  statement  that  ''When  the 
oi  gets  dirty,  say,  every  three  himdred  miles  or  so,  it  ought  to  be 
thrown  out  and  replaced  with  clean  oil."  In  his  experience  in  the 
testing  of  engines  he  had  found  that  the  oil  6ould  be  used  over  and 
over  again  if  properly  handled.  It  was  not  necessary  to  filter  it  in 
the  sense  of  restoring  its  original  color,  but  by  running  it  through 
a  separator  of  the  cream-separator  type  the  heavier  particles  of  matter 
that  had  accumulated  in  it  could  be  taken  out,  and  the  finer  carbon 
or  graphite  was  very  beneficial  to  the  engine.  He  had  found,  how- 
ever, that  oil  used  over  and  over  without  running  through  a  sepa- 
rator broke  down  and  contained  considerable  muck  or  gummy  sub- 
stance, which  collected  in  the  bottom  of  the  oil  pan,  and  which  was 
sometimes  due  to  water  getting  down  and  breaking  up  the  oil,  or 
particles  of  dirt  getting  in. 

Regarding  tolerances  for  cylinder  and  piston,  he  differed  with 
the  author,  and  thought  that  pistons  on  the  high  limit  should  be 
put  into  cylinders  on  the  high  limit  and  pistons  on  the  low  limit  into 
cylinders  on  the  low  limit,  so  as  to  maintain  a  uniform  amount  of 
clearance. 

F.  A.  Whitten^  (written).  I  believe  that  operating  conditions 
have  more  effect  upon  the  long  life  of  truck  engines  than  design  and 
manufacturing  excellence  combined.  The  motor-truck  manufacturer, 
unfortunately,  has  practically  no  control  over  the  operating  con- 
ditions. He  has  applied  governors,  screens,  and  other  devices  in  an 
endeavor  to  protect  his  machine  from  abuse,  but  drivers  do  not  like 
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Generally  speaking,  owners  have  no  workable  system  to  deter- 
mine whether  the  manufacturer's  devices  are  being  used  or  his  in- 
structions carried  out.  Any  investigation  along  this  line  is  usually 
of  the  sort  which  results  in  locking  the  bam  door  after  the  horse  is 
stolen.  A  tremendous  amount  of  education  of  the  owner  is  required 
in  order  to  attain  proper  results.  The  first  trucks  a  man  uses  are 
frequently  condenmed  as  unfit  for  the  service  because  of  the  way  in 
which  they  are  operated.  We  have  very  httle  difficulty  with  trucks 
in  the  hands  of  those  who  have  had  previous  experience  in  operating, 
as  such  owners  have  usually  already  learned  their  lesson  from  the 
results  of  neglect  and  careless  handUng. 

As  the  author  sliiates,  ''oil  and  lots  of  it"  is  one  of  the  principal 
features  of  successful  operation.  Actual  breakages  are  rare,  and 
lubrication  troubles  are  responsible  for  most  operating  troubles  and 
delays. 

The  carburetor  is  not  usually  considered  a  part  of  the  engine,  but 
I  believe  it  should  be  so  considered,  as  the  success  or  failure  of  the 
engine  depends  upon  the  carburetor  in  more  ways  than  are  generally 
recognized.  Investigation  will  show  that  present-day  lubrication 
troubles  are  usually  intimately  related  to  the  carburetor  and  fuel. 
That  the  low-grade  fuel  generally  used  today  is  responsible  for  many 
troubles,  is  a  fact  not  generally  recognized  by  operators. 

The  driver  should  not  be  given  control  over  the  carburetor  ad- 
justment except  to  a  very  limited  degree.  Choking  the  air  supply 
to  produce  a  rich  mixture  for  starting  may  be  necessary,  but  forcing 
the  engine  to  pull  its  load  before  it  is  warmed  up  may  be  a  very 
expensive  procedure  if  persisted  in.  This  rich  mixture,  with  present 
grades  of  fuel,  is  almost  certain  to  carry  into  the  cylinders  a  certain 
amount  of  fluid  fuel  which  destroys  the  oil  and  results  in  piston-ring 
and  cyUnder  wear.  This  Uquid  fuel  also  works  down  past  the 
pistons  and  destroys  the  lubricating  oil  in  the  crankcase.  Not  only 
is  the  oil  spoiled  in  this  way,  but  the  Uquid  fuel  loosens  small  particles 
of  carbon  dust  and  carries  this  down  into  the  cylinders  and  the 
crankcase,  whence  it  will  be  distributed  into  the  bearings  in  spite 
of  any  screen  which  may  be  provided.  By  the  use  of  a  rich  mixture, 
either  in  starting  the  truck  or  by  bad  all-around  carburetor  adjust- 
ment, it  is  possible  to  wear  out  a  motor  in  a  very  short  time. 

The  danger  of  this  sort  of  operation  is  self-evident  to  any  engineer, 
but  it  seems  very  difficult  to  get  the  user  to  appreciate  the  necessity 
for  care  of  this  sort  or  to  believe  he  is  in  any  way  responsible  for 
troubles  caused  by  such  operation. 
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H.  E.  Morton  (written).  The  lubrication  of  an  internal-com- 
bustion engine  of  the  multi-cylinder  so-called  high-speed  class  in- 
volves a  variety  of  problems.  The  conditions  are  severe  and  in 
most  cases  the  engines  receive  little  attention^  so  that  the  real  suc- 
sessful  system  has  to  be  reliable,  self-contained,  efficient  and  fitted 
with  indicating  devices  to  give  early  warning  of  an  exhausted  oil 
supply  or  irregularity  in  operation. 

The  three  S3rstem3  most  used  are  fuU-splash,  full-forced,  and  a 
combination  of  the  two.  The  individual  pump  and  distributor 
system  is  seldom  employed  on  modem  engines.  There  seems  to  be  no 
special  merit  in  the  full-splash  system  except  low  cost.  The  full- 
forced  and  combination  systems  are  both  good,  but  the  former, 
properly  designed  and  appUed,  will  give  excellent  results  and  has  the 
great  advantage  of  making  possible  the  highest  unit  bearing  pressures 
all  Uirough  the  engine.  The  belief  has  existed  in  the  minds  of  some 
that  this  higher  loading  is  made  possible  by  a  sort  of  counterbalance 
equal  to  the  oil  pressure,  but  there  is  little  to  substantiate  this  theory. 
"Forced-volume  system"  might  be  a  more  significant  name  for  the 
system,  as  tests  indicate  that  it  is  the  volume  of  oil  forced  through  the 
bearings  which  is  most  important.  The  volume  of  oil  rapidly  carries 
away  the  heat  generated,  immediately  replaces  a  break  in  the  oil 
film  due  to  momentfiuy  heavy  loading,  and  thus  allow  the.  use  of 
very  high  unit  bearing  pressures.  All  the  above-mentioned  systems 
make  use  of  what  may  be  loosely  termed  splash  for  cylinder-wall 
lubrication. 

To  make  any  one  of  these  systems  practical  it  is  necessary  to  use 
the  oil  over  and  over,  passing  it  through  suitable  filters  each  time, 
of  course.  Also  for  ordinary-duty  engines  all  the  oil  is  carried  in  the 
lower  part  of  the  crankcase.  These  conditions  mean  that  a  great 
deal  of  loose  carbon  is  washed  Into  the  oil,  and  as  it  is  so  fine  that 
the  ordinary  wire  gauze  will  not  remove  it,  the  pimip  continues  to 
pass  it  through  the  system.  This  particular  point  dhould  not  be  lost 
sight  of,  for  the  carbon  particles  are  quite  effective  as  a  lubricant  and 
tend  to  hold  up  the  viscosity  of  the  oil.  A  good  mineral  oil  under  such 
conditions  appears  to  lose  very  little  in  lubricating  value  after  long 
use,  especially  if  occasionally  well  filtered. 

For  CTceedingly  hig^-duty  engines,  such  as  those  designed  for  aero- 
plane service,  the  practice  of  carrying  all  the  oil  in  the  crankcase  is 
questionable.  Oil  temperature  needs  to  be  kept  down,  and  with  a 
secondary  external  circulating  system  and  supply  reservoir  it  can  be 
fully  controlled.    Actual  service  tests  covering  many  months  show 
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that  good  oil  can  be  used  almost  indefinitely,  einplo3dng  an  external 
circulating  system  and  carrying  very  little  oil  in  the  crankcase. 

The  Author.  Mr.  Roberts  stated  that  a  clearance  of  0.002  in. 
is  generally  considered  by  manufacturers  far  too  large.  I  do  not 
understand  where  he  gets  this  impression,  as  in  dealing  with  motor- 
truck engines  of  4-  to  5-in.  bore,  a  maximum  variation  in  clearance 
of  0.002  in.  can  be  allowed,  and  it  is  certainly  inadvisable  to  come 
below  a  clearance  of  at  least  0.003  in.  on  the  skirt  of  the  piston;  pref- 
erably, in  accordance  with  my  experience,  0.001  in.  per  inch  diameter 
of  piston. 

I  think  that  in  Par.  42  I  should  have  been  a  little  more  careful 
in  explaining  exactly  what  was  meant  by  a  process  of  selection. 
It  simply  means,  however,  that  while  cyUnders  can  be  ground  to  a 
maximum  tolerance  of  0.002  in.  and  the  pistons  finished  to  a  similar 
tolerance,  a  total  tolerance  of  0.004  in.  should  not  be  allowed  in  the 
engine,  but  that,  as  stated,  pistons  on  the  high  limits  should  be  put 
into  cylinders  on  the  low  limits.  This  holds  for  the  rest  of  the 
engine  as  regards  connecting-rod  bearings,  etc. 

If  Mr.  Roberts  will  refer  to  the  paper,  he  will  see  that  on  con- 
necting-rod bearings  the  bearings  should  be  grooved  with  a  sUghtly 
spiraling.  oil  groove,  to  prevent  ridges  wearing  on  the  crankshaft. 
This  is  not  at  all  the  figure-8  oil  groove  that  probably  Mr.  Roberts 
is  thinking  of,  but  is  simply  a  one-revolution  spiral  of  a  pitch  very 
slightly  in  excess  of  the  width  of  the  groove.  This  has  been  found 
in  combination  with  labyrinth  checks  to  be  exceedingly  satisfactory. 
The  H-groove  is,  as  far  as  I  know,  obsolete  in  automobile-engine 
practice.  Quite  a  number  of  firms  are  using  successfully  no  grooves 
ataU. 

I  am  afraid  I  must  disagree  with  Mr.  Keller  entirely.  Oil  at  the 
rate  of  one  gallon  every  two  or  three  himdred  miles  is  so  cheap  that 
it  should  be  thrown  away,  and  filtering  or  separating  need  not  be 
resorted  to. 

It  must  be  remembered  that  a  great  majority  of  motor  trucks  are 
running  in  places  where  mechanical  separators  cannot  be  easily  ob- 
tained, and  it  is  very  questionable  if  the  labor  and  cost  involved  in 
separating  a  gallon  a  week  would  be  worth  the  trouble.  Experience 
has  distinctly  shown,  beyond  all  question,  that  the  safest,  most  reli- 
able way  is  to  throw  away  oil  every  two  or  three  hundred  miles 
and  replace  entirely  with  clean  oil. 

Mr.  Keller  gives  away  his  case  entirely  when  he  states  that  he 
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noticed  considerable  muck  or  gummy  substance  acciunulating  in 
the  bottom  of  the  oil  pan.  This  is  due  to  water  getting  into  the 
oil  and  products  of  c<Hnbustion;  also,  in  cold  weather  the  rich  mix- 
ture that  is  used  in  the  carburetor  to  get  the  engine  warmed  up,  will 
cause  an  excess  of  gasoline  to  drain  past  the  pistons  into  the  oil  and 
accordingly  waste  the  oil. 

Mr.  Whitten  rightly  emphasizes  the  point  that  operating  conditions 
have  a  great  deal  of  effect  on  the  long  life  of  truck  engines.  De- 
signers and  manuf  actiu'ers  have  still  to  go  a  long  way  in  order  to  make 
their  machines  fool-proof  against  even  the  most  stupid  operators. 
However,  in  all  fairness  to  truck  drivers,  it  must  be  stated  that  the 
last  two  or  three  years  have  seen  very  considerable  improvement, 
and  the  average  truck  driver  today  is  a  reasonably  intelligent  operator. 
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THE    RELATION    OF   PORT   AREA   TO   THE 

POWER  OF  GAS   ENGINES   AND 

ITS   INFLUENCE   ON 

REGULATION 

J.  R.  DuPbdbst,  Moscow,  Idaho 
Member  of  the  Society 

Any  9y$tem  qf  connecting  up  the  governor  of  a  gae  engine  to  the  throtUe  vaiee 
wkkh  gwee  equal  changee  in  port  area  for  equal  ehangee  in  the  governor  speed,  will 
make  the  regulation  of  the  engine  very  eeneitioe  at  light  loade  and  too  elaw  al  heavy 
loade. 

The  dtged  of  tkie  paper  is  to  present  a  method  of  determining  the  port  area  tv- 
qidredfor  any  fractional  load  on  a  throttling  gae  engine  operating  on  the  four-eiroke 
cyde^andtoeuggeetameanacf  admitting  the  fud  80  as  to  get  the  eame  degree  cf  speed 
ngidation  throughoul  the  full  range  of  load. 

The  author  has  made  an  extended  study  of  the  working  (^a  16}  X  24-<n.  horieon^ 
id  double-acting  tandem  throttling  engine,  running  on  natural  gas  at  180  r.p.m,, 
and  from  a  consideration  of  the  data  obtained  in  tests  and  the  characteristie  curve  of  the 
goeemor  used,  has  devised  a  method  by  means  of  which  the  relation  between  the  travel 
(f  the  governor  cottar  and  port  area  for  a  given  power  can  be  determined,  A  governing 
medianism  may  then  be  designed  which  wiU  give  equal  changes  of  load  for  equal  move- 
ments  of  the  cottar,  or  the  ports  may  be  so  shaped  that  equal  changes  in  govemor<ottar 
travd  witt  give  equal  movements  of  the  valoe,  but  at  the  same  time  give  the  proper  port 
area  for  equal  changes  in  power  ddivered. 

T^H£  function  of  a  constant-speed  governor  on  an  engine  is  to 
control  the  speed  within  certain  limits  (depending  on  the  class 
of  service  for  which  the  machine  is  designed)  while  the  load  varies 
anywhere  within  the  capacity  of  the  engine.  The  ideal  method  of 
governing  would  be  some  system  by  which  the  change  in  load  could 
be  anticipated  at  the  proper  instant  and  the  energy  supply  to  the 
engine  changed  to  suit  the  change  in  load,  thus  keeping  the  speed  of 
the  engine  constant  throughout  the  f  uU  range  of  load.  This  condition 
cannot  be  realised  since  it  is  impossible  mechanically  to  anticipate 
such  changes.    Nevertheless,  the  speed  of  the  en^e  must  be  held 
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within  the  limits  required  by  the  conditions  of  operation  by  some 
suitable  governing  device. 

2  In  all  types  of  governors  dependence  is  placed  on  the  change 
in  speed  of  the  governor  to  effect  regulation,  and  when  this  governor 
is  driven  from  the  main  en^e  the  speed  of  the  engine  must  change 
before  the  governor  can  act  on  the  valve  gear  and  exert  any  influence 
over  the  energy  supply. 

3  If  the  load  on  the  engine  increases,  the  order  of  changes  in  the 
governing  system  is  as  follows: 

a  Speed  of  the  engine  decreases 

b  Speed  of  the  governor  is  reduced 

c  The  change  in  the  position  of  the  governor,  due  to  the  change 
in  speed,  shifts  the  valve  gear  and  supplies  more  energy 
to  the  engine  to  enable  it  to  carry  the  increased  load,  and 
at  the  proper  speed 

d  The  speed  of  the  engine  increases,  due  to  the  increased 
supply  of  energy,  hence  the  speed  of  the  governor  in- 
creases and  the  cycle  above  described  is  repeated  in  the 
reverse  order.  This  action  tends  to  produce  a  "hunting" 
effect  on  the  valve  gear  and  governor  until  the  energy 
supply  is  properly  proportioned  to  the  existing  load. 

4  The  amount  the  valve  gear  is  moved  for  any  slight  diange  m 
speed  of  the  en^e  and  governor  depends  on  the  sensitiveness  of  the 
governor,  the  energy  capacity  of  the  governor  and  the  mechanism 
connecting  the  governor  to  the  valve  gear. 

5  If  the  v^ve,  in  responding  to  an  increased  load,  opens  too  far 
and  supplies  more  energy  than  is  necessary,  the  speed  of  the  enpne 
will  rise  above  normal,  and  the  governing  system  will  then  reverse  its 
operations  and  keep  seeking  a  position  of  equilibrium,  producing  the 
objectionable  hunting  effect  characteristic  of  too  sensitive  governors. 

6  Apparently,  the  most  desirable  results  would  be  obtained  if 
the  governor  were  so  connected  to  the  valve  gear  that  equal  move- 
ments of  the  governor  collar  would  correspond  to  equal  changes  in 
load. 

7  It  might  appear  that  any  degree  of  regulation  desirable  could 
be  secured  by  using  a  very  sensitive  governor,  but  it  has  been  found 
by  experience  that  in  some  cases  —  and  particularly  in  gas-engine 
work  —  highly  sensitive  governors  do  not  give  as  good  results  as  those 
which  allow  a  greater  range  in  speed  and  do  not  respond  so  quickly  to 
sUght  but  quick  changes,  because  the  sluggish  governor  bdng  more 
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"stable"  tends  to  eliminate  the  hunting  action.  Fortunately,  for  all 
ordinary  work  the  allowable  speed  variation  is  great  enough  to  permit 
the  use  of  a  stable  governor. 

8  In  the  regulation  of  the  steam  engine,  where  the  steam  is  sup- 
I^ed  under  high  pressure  to  the  valve,  the  head  producing  flow 
through  the  ports  and  also  the  energy  in  a  cubic  foot  of  the  steam 
entering  the  cylinder  are  practically  constant  since  the  boiler  pressure 
and  the  quality  of  the  steam  remain  essentially  the  same,  but  in  the 
gas  en^e  the  conditions  are  quite  different. 

9  The  energy  supplied  to  the  gas  engine  is  in  the  form  of  a  com- 
bustible mixture  of  air  and  gas  the  quality  of  which  may  vary  con- 
siderably, also  the  head  causing  flow  through  the  ports  varies  with 
every  change  in  load  if  it  is  a  throttling  engine. 

10  In  the  four-stroke-cycle  gas  engine  the  fuel  mixture  is  made 
to  flow  into  the  cylinder  by  lowering  the  pressure  in  the  cylinder  be- 
low that  of  the  atmosphere  during  the  suction  stroke,  thus  creating 
a  difference  of  pressure  suflScient  to  force  in  the  charge. 

11  The  absolute  pressure  in  the  cylinder  depends  on  the  quantity 
of  mixture  entering  the  cylinder  during  the  suction  stroke.  The 
amount  of  charge  necessary  in  the  cylinder  depends  on  the  load  the 
eng;me  is  carrying,  and  therefore  it  is  evident  that  a  different  amoimt 
is  required  for  every  change  in  load.  Hence  the  absolute  pressure  in 
the  cylinder  during  the  suction  stroke  wiU  be  different  for  every 
different  load,  and  the  resulting  pressure  head  causing  the  mixture  to 
flow  into  the  cylinder  will  be  different. 

12  This  point  can  be  most  easily  understood  by  neglecting 
temperature  changes  occiurring  during  the  suction  stroke  and  as- 
suming that  the  voliunetric  efficiency  is  merely  a  fimction  of  the 
difference  between  suction  and  atmospheric  pressures.  Since  a 
light  load  calls  for  a  small  charge,  it  must  correspond  to  a  low  volu- 
metric efficiency.  The  low  voliunetric  efficiency  is  always  accom- 
panied by  a  low  suction  pressure,  due  to  the  throttling  at  the  valve, 
and  therefore  we  have  the  peculiar  condition  that  the  greatest  dif- 
ference in  pressure  is  available  to  cause  flow  when  the  least  amount 
of  mixture  is  required. 

13  The  result  of  this  change  in  absolute  pressure  in  the  cyUnder 
is  such  that  whc^n  an  en^ne  is  operating  at  say  three-quarter  load, 
with  an  apparent  volumetric  efficiency  of  about  67  per  cent,  and  a 
change  in  load  occurs  which  demands  a  voliunetric  efficiency  of  77 
per  cent,  it  will  require  a  much  larger  port  area  to  give  this  increase  of 
10  per  cent  in  volumetric  efficiency  at  the  heavy  load  than  it  would 
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if  the  increase  were  from  30  to  40  per  cent;  the  reason  being  that 
in  the  first  case  the  head  causing  flow  through  the  ports  will  be  about 
3.5  lb.  per  sq.  in.,  while  in  the  second  case  it  will  be  about  7.5  lb.  per 
sq.  in. 

•  14  On  account  of  the  greater  head  causing  the  charge  to  flow 
into  the  cylinder  at  light  loads,  it  requires  a  very  small  change  in  port 
area  for  a  considerable  change  in  load.  Therefore  any  system  of 
connecting  up  the  governor  to  the  throttle  valve  which  gives  equal 
changes  in  port  area  for  equal  changes  in  the  governor  speed,  will 
make  the  regulation  of  the  engine  very^sensitive  at  light  loads  and 
too  slow  at  heavy  loads. 


Fig.  1 


Section  thbouqh  TmioTTUE  Valve  of  a  Horizontal 
DouBLE-AcnNG  Gab  Engine 


DATA  AND  RESULTS  FROM  TEST 

15  The  test  described  below  was  made  to  find  out  as  near  as 
possible  (1)  the  conditions  under  which  the  fuel  mixture  enters  a 
gas-engine  cylinder,  and  (2)  the  relation  of  port  area  to  horsepower 
and  its  influence  on  the  regulation  of  the  engine.  The  results  from 
the  test  are  worked  up  and  an  effort  is  then  made  to  apply  theory  to 
the  changes  taking  place,  and  thus  find  a  means  of  predicting  similar 
results,  for  engines  of  the  same  type,  before  the  machines  are  built. 

16  Method  of  Making  the  Test,  The  engine  tested  was  a  16i  by  24- 
in.  horizontardouble-acting  tandem  engine  operating  on  natural  gas. 
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The  test  was  made  in  the  following  manner:  The  throttle  valve  on 
the  head  end  of  No.  1  cylinder  was  disconnected  from  the  governor 
and  operated  by  hand,  while  the  other  three  valves,  under  the  con- 
trol of  the  governor,  took  care  of  the  load  on  the  engine.  The 
throttle  valve  shown  in  Fig.  1  is  cylindrical,  with  six  rectangular 
ports  cut  around  the  periphery  which  mate  with  similar  ports  cut  in 
a  surrounding  sleeve  when  the  valve  rotates.  The  throttle  valve  is 
made  to  open  and  close  in  unison  with  the  poppet  inlet  valve  and  is 
moved  lon^tudinally  by  the  governor  to  effect  regulation.  The 
travel  of  the  valve  was  2.5  in.,  and  fifteen  different  settings  were  made 
varying  from  closed  to  wide  open.  Two  sets  of  indicator  cards  were 
taken  for  each  setting,  one  for  indicated  horsepower  and  the  other 
for  suction,  two  or  more  cards  for  each  set  being  taken  for  every 
position  of  the  valve.  The  results  from  these  cards  are  given  in 
Tables  1  and  2,  from  which  data  the  curves  of  Figs.  2  to  7  were 
plotted. 

17  In  view  of  the  fact  that  the  indicator  friction  and  inertia  has 
considerable  more  effect  on  the  suction  cards  than  on  the  work  cards, 
the  data  obtained  seem  very  consistent.  The  curves  were  plotted 
and  cross-checked  to  etiminate  errors  as  far  as  possible. 

18  Determining  Ddwered  Horsepower.  The  load  on  the  engine 
varied  considerably  during  the  test  and,  as  there  was  no  means  of 
measuring  the  load,  the  delivered  horsepower  was  found  in  the  fol- 
lowing manner: 

19  After  the  test  was  over  and  the  load  removed  several  indicator 
cards  were  taken  with  the  engine  running  at  the  proper  speed  and  all 
valves  properly  connected  but  with  only  one  cylinder  end  firing. 
These  cards  gave  an  average  of  64  i.hp.  for  total  engine  losses,  which 
consisted  of  machine-friction  losses  and  the  lower-loop  losses. 

20  From  Fig.  3,  the  absolute  pressure  in  the  cylinder  during  the 
suction  stroke,  for  64  i.hp.  is  9.65  lb.  per  sq.  in.,  and  with  atmospheric 
pressure  equal  to  14.2  lb.  per  sq.  in.  this  means  that  as  the  piston  is 
moved  out  on  the  suction  stroke  there  is  a  resistance  of  14.2  —  9.65  = 
4.55  lb.  per  sq.  in.  due  to  the  pump  action. 

21  In  overcoming  this  resistance  during  the  suction  stroke  the 
piston  does  work  at  the  rate  of  4.55  X  1.07  =  4.87  hp.,  which  is  a 
direct  loss.  (The  factor  1.07  is  the  horsepower  constant  for  one 
cylinder  end  of  the  engine.)  A  loss  of  4.87  hp.  per  cylinder  end  gives 
4.87  X  4  a  19.48  hp.  loss  for  the  engine,  hence  the  machine  friction 
»  64  -  .19.48  «  44.52  hp.,  or  11.13  hp.  per  cyUnder  end. 

22  If  the  machine  friction  for  this  load  is  assmned  constant  for 
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all  loads,  which  is  very  nearly  true,  the  ddivered  horsepower  for  any 
load  can  be  determined  from  the  indicated  horsepower  by  subtract- 
ing the  loss  due  to  the  suction  stroke,  as  measured  by  the  suction 
card,  and  the  loss  due  to  the  machine  friction. 

23    The  maximum  i.hp.  for  one  cylinder  end  is  105  and  from 
Fig.  3  the  lower-loop  loss  for  this  load  is  14.2  -  12.65  =  1.65  lb.  per 

TABLE  1  DATA  FROM  WORK  CARDS 


Mmd 

Port 

Ungthof 

Am  of 

•ffaotive 

Indioatad 

optmnc,  in. 

oard,  in. 

oard,  iq.  in. 

piwiure» 
lb.  per 
sq.  in. 

i 

3.M 

0.66 

27.0 

20.3 

1 

S.M 

0.66 

27.0 

29.3 

i 

3.02 

0.08 

40.0 

62.6 

i 

3.M 

0.08 

60.8 

63.7 

1 

8.92 

1.10 

60.7 

66.0 

t 

3.04 

1.16 

68.4 

62.6 

i 

3.02 

1.38 

00.4 

74.3 

i 

3.02 

1.37 

60.8 

74.8 

1 

3.00 

1.68 

81.0 

86.7 

1 

3.02 

1.67 

80.2 

86.0 

1 

3.02 

1.76 

80.3 

05.6 

1 

3.02 

1.73 

88.3 

04.6 

U 

3.00 

1.76 

80.8 

06.1 

U 

3.88 

1.80 

02.8 

086 

li 

3.00 

1.86 

04.8 

101.6 

H 

8.02 

1.86 

04.8 

101.6 

If 

3.00 

1.86 

06.4 

102.0 

U 

3.01 

1.86 

06.2 

102.0 

2 

3.01 

1.00 

07.2 

104.0 

2 

3.02 

1.88 

04.8 

101.6 

2i 

3.02 

1.00 

07.0 

103.8 

2i 

301 

2.00 

102.4 

1006 

n 

3.00 

1.04 

08.4 

106.1 

2* 

3.04 

2.04 

101.8 

110.6 

2* 

3.04 

1.01 

07.0 

103.8 

sq.  in.,  which  gives  a  loss  of  1.55  X  1.07  =  1.66  hp.  The  engine 
friction  per  cylinder  end  as  found  above  is  11.13,  from  which  the 
maximum  delivered  horsepower  (d.hp.)  is  found  to  be  105  —  (1.66  + 
11.13)  =  92.21.  If  the  maximum  d.hp.  of  the  engine  is  92.21  per 
cylinder  end  and  10  per  cent  overload  capacity  be  allowed,  the  rated 
load  per  cylinder  end  will  be  92/1.10  =  83.6  d.hp. 

24  Ddivered  Horsepower  for  Different  Load.  Assume  the  me- 
chanical efficiency  to  be  86  per  cent  for  full  load  and  check  as  follows: 
83.6/0.86  =  97.3  i.hp.    From  Fig.  3  the  loss  due  to  the  suction  stroke 
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for  97.3  i.hp.  is  2.1  lb.  per  sq.  in.,  which  gives  2.1  X  1.07  =  2.25  hp., 
therefore  the  total  loss  will  be  2.25  +  11.13  =  13.38  hp.;  and 
83.6  +  13.38  =  96.98  i.hp.,  which  checks  very  closely  with  97.3 
as  assumed  above. 


TABLE  S    DATA  FOR  SUCTION  CARDS 


Ftei 

UncUiof 

Azwof 

Oyliiider 
praMun, 

Appuwt 
volumttrie 
•(Bdanoy 

opMiiiicin. 

o»rd.iD. 

eard.  iq.  in. 

Ib.ptr 
■q.  in.  aba. 

S.M 

2.33 

4.70 

14.8 

IM 

2.13 

6.45 

U.7 

ZM 

2.36 

4.66 

28.8 

IM 

1.83 

6.80 

28.0 

t.M 

2.0S 

6.87 

26.9 

t.M 

1.4 

8.60 

38.2 

3.M 

1.64 

7.60 

36.8 

3.94 

1.45 

8.30 

44.6 

3.94 

1.62 

8.02 

42.0 

3.92 

1.03 

10.00 

44.0 

3.93 

1.4 

8.60 

42.8 

8.91 

0.99 

10.00 

64.8 

3.94 

1.17 

9.46 

66.8 

3.90 

1.06 

9.97 

63.7 

3.94 

0.97 

10.26 

63.6 

3.94 

0.09 

11.40 

78.5 

3.92 

0.09 

11.48 

.   74.6 

3.91 

0.61 

12.12 

80.0 

3.91 

0.392 

12.60 

78.0 

3.92 

0.392 

12.60 

82.0 

3.88 

0.388 

12.60 

84.0 

H 

3.94 

0.420 

12.44 

84.6 

3.90 

0.546 

11.96 

86.7 

3.91 

0.61 

12.12 

86.8 

3.90 

0.49 

12.20 

86.26 

3.91 

0.294 

13.08 

88.0 

3.91 

0.314 

12.92 

88.0 

n 

8.M 

0.893 

12.60 

86.6 

at 

3.90 

0.332 

12.84 

89.6 

9» 

3.93 

0.47 

12.28 

84.6 

n 

3.93 

0.296 

13.00 

90.0 

tQwdnoicood. 

25  The  d.hp.  for  several  values  of  i.hp.  was  found  in  the  above 
manner  and  from  the  results  the  mechanical  efficiency  was  calculated. 
The  values  for  i.hp.,  d.hp.,  and  mechanical  efficiency  are  given  in 
Table  3,  from  which  the  curves  in  Fig.  8  were  plotted. 

26  The  mechanical  effidendee  calculated  above  agree  dosely 
with  the  average  values  for  machines  of  this  type,  and  while  the 
assumption  made  that  machine  friction  is  constant  for  all  loads  is  not 
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true,  it  is  believed  that  the  error  in  this  case  is  so  small  that  it  can  be 
aafely  neglected. 

27  fig.  9  shows  the  relation  between  port  area  and  dhp.  The 
data  for  this  curve  were  Obtained  as  follows:  Delivered  horsepower 
oonesponding  to  any  gpven  i.hp.  was  taken  from  Fig.  8.  The  port 
openings  as  plotted  in  Figs.  2, 5  and  6  are  linear  dimensions,  the  ports 
being  rectangular  in  shape,  2^  in.  long  by  1|  in.  wide. 

28  The  mixing  valve  was  rigidly  connected  to  the  inlet  valve  and 
opened  and  closed  in  unison  with  it.  The  cam  arrangement  was  de- 
signed to  ffve  a  valve-opening  curve  approximating  the  sine  curve, 
with  the  maximum  port  width  (H)  li  in. 

29  The  effective  port  area  under  these  conditions  ia  L  X  H  X 
0.637,  or  the  area  of  a  sine  curve  having  a  base  L  and  maximum 


TABLE  3    CALCULATED  VALUES  OF  DELIVERED  HORSEPOWER 
AND  MECHANICAL  EFFICIENCT 
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02.6 

81.0 
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07.80 

88.6 

80.0 

110 

106.00 

Oi.O 

87.6 

altitude  H,  The  port  opening  or  length  L  of  port  for  full  load  is  1.15 
in.,  as  shown  in  Fig.  2.  Therefore  the  port  area  is  1.15  X  1.5  X 
0.637  »  1.1  sq.  in.  for  each  port  and  for  six  ports  it  is  6.6  sq.  in.  Port 
areas  for  one-quarter,  one-half,  three-quarter  and  f uU  load  were  found 
in  this  way  and  plotted  against  delivered  horsepower,  giving  Fig.  9. 
30  From  Fig.  9  it  can  be  seen  that  when  the  engine  is  operating 
near  the  rated-load  point  it  takes  a  large  change  in  port  area  to  effect 
a  small  change  in  the  work  developed  by  the  machine,  while  at  light 
loads  a  very  small  change  in  port  area  makes  considerable  change  in 
the  work  done  by  the  engine.  The  reason  for  this  condition  can  be 
found  by  studying  Fig.  3,  from  which  it  is  seen  that  when  the  engine 
is  operating  at,  say,  f uU  load  the  absolute  pressure  in  the  cylinder 
during  the  suction  stroke  is  high,  being  12.1  lb.  per  sq.  in.  absolute  or 
2.1  lb.  per  sq.  in.  below  the  pressure  of  the  atmosphere,  while  at  one- 
quarter  load  the  absolute  pressure  in  the  cylinder  is  8  lb.  per  sq.  in. 
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or  6.2  lb.  per  sq.  in.  below  the  pressure  of  the  atmoq>here.  The 
amount  the  cylinder  pressure  is  below  atmospheric  pressure  is  the 
head  available  to  force  the  charge  into  the  Qrlinder,  hence  the 
peculiar  conditions  noted  above  exist,  that  when  the  engine  is  opera- 
ting at  f  uU  load  and  requiring  a  large  amount  of  charge  the  pressure 
head  to  produce  flow  into  the  cylinder  is  small,  and  when  the  engjme 
is  operating  at  lifi^t  load  and  requires  a  small  amount  of  charge  a 
much  larger  pressure  head  is  available  to  produce  flow  through  the 
ports. 
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Indicoted  Hor6epoiv«r  or  Mechanical  Efficiency) 

FiQ.  8    Rblation  Between  Deuvebbd  Hobsepoweb  and  Mechanical 

Efficienct 

31  From  the  above  discussion  and  Fig.  9  it  is  evident  that  port 
area  does  not  increase  directly  as  the  delivered  horsepower  increases, 
therefore,  to  get  the  same  degree  of  regulation  throughout  the  full 
range  of  load,  some  compensating  device  should  be  introduced  be- 
tween the  governor  and  the  throttle  valve  to  take  care  of  this  condi- 
tion. From  Fig.  9  and  the  characteristic  curve  of  the  governor  to  be 
used,  a  mechanism  can  be  designed  which  will  give  equal  changes  in 
load  for  equal  movements  of  governor  collar.  This  would  seem  to  be 
a  more  desirable  condition  for  good  operation. 
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THEORETICAL  DEVELOPMENT 

OUTLINB  OF  MBIHOD 

32  It  has  been  found  from  tests  that  the  total  heat  consumption 
of  an  engpie  follows  a  straight  line  very  closely  when  plotted  against 
delivered  horsepower,  and  by  assuming  a  reasonable  value  for  the 
B,t.u.  per  d.hp.-hr.  for  two  points,  say  full  load  and  quarter  load,  the 
total-heat  curve  can  be  drawn.  Prom  this  curve  with  the  healing 
value  of  the  gas  and  the  ratio  of  air  to  gas  known  the  cubic  feet  of 
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mixture  required  for  any  fractional  load  can  be  determined.  This 
amount  of  mixture  which  must  enter  the  cylinder  occupies  a  certain 
volume  under  atmospheric  conditions.  At  the  end  of  the  suction 
stroke  it  occupies  the  greater  part  of  the  piston  displacement  but  is 
under  some  lower  pressure  ps  which  can  be  determined  by  the  rela- 
tion pif^i^  =  t^i  providing  the  proper  value  of  iV  be  known. 

33    From  analyzing  a  great  many  low-spring  indicator  cards 
taken  from  throttling  engines  it  has  been  found  that  the  absolute 
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pressure  in  the  cylinder  during  the  suction  stroke  remains  nearly 
constant  throughout  the  greater  part  of  the  stlX)ke,  except  for  light 
loads.  For  the  purpose  of  this  discussion  it  can  be  assumed  to  remain 
constant  without  serious  en*or  and  will  be  the  pressure  pt  of  the  chaiige 
when  occupying  the  new  volume  as  found  from  the  equation  above. 
The  difference  between  the  absolute  pressure  in  the  cylinder  during 
the  suction  stroke  and  the  pressure  outside  the  cylinder  is  the  head 
causing  the  charge  to  flow  through  the  ports. 
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34  Knowing  the  amount  of  mixture  required  and  the  head  pro- 
ducing flow,  the  area  of  the  port  necessary  to  pass  the  given  amoiint 
of  charge  can  be  determined.  In  the  above  manner  the  amount  of 
mixture  required  for  any  given  load  and  the  port  area  necessary  to 
pass  this  charge  can  be  determined,  thus  giving  a  relation  betwe^ 
power  and  port  area. 

APPLICATION  OF  METHOD 

35  Amourd  of  Mixture  Required.  The  problem  will  be  worked 
out  for  the  machine  described  in  the  above  test  which  is  a  16}  by  24- 
in.  horizontal  double-acting  tandem  engine  operating  at  180  r.p.m. 
on  natural  gas  of  about  950  B.t.u.  per  cu.  ft.    As  the  four  c^inder 
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ends  are  all  alike,  it  will  be  necessary  to  make  calculations  for  one 
end  only. 

36  It  will  be  safe  to  assume  that  the  engine  will  require  9500 
B.t.u.  per  d.hp.-hr.  for  full  load  and  19,000  B.t.u.  per  d.hp.-hr.  for 
one-quarter  load.  These  values  are  conservative  and  the  engine 
tested  showed  much  lower  heat  consumption  than  this.  Fig.  10 
shows  the  total-heat  curve  based  on  the  above  values,  which  corre- 
spond to  thermal  efficiencies  referred  to  d.hp.  of  about  27  per  cent  at 
full  load  and  13.4  per  cent  at  one-quarter  load. 

37  The  theoretical  amount  of  air  required  for  combustion  of  one 
cubic  foot  of  natural  gas  is  about  9  cu.  ft.  and  allowing  40  per  cent 
excess  air  —  which  has  been  found  to  give  good  results,  gives  12.5 
cu.  ft.  of  air  per  cu  ft.  of  gas,  or  an  air-to-gas  ratio  of  12.5  to  1. 
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Fig.  11    Ideal  Suction  Card 

38  The  volume  of  mixture  required  per  stroke  for  full  load  can 
be  found  as  follows:  From  Fig.  10  the  B.t.u.  required  per  hour  for 
full  load  is  794,200,  and  794,200/950  =  836  cu.  ft.  of  gas  required 

per  hour,  which  gives r^j:  =  0.1548  cu.  ft.  of  gas  per  stroke. 


60  X 


180 


Now  assuming  continuous  flow,  the  time  for  one  stroke  being  \  sec., 
there  will  be  0.1548  X  6  =  0.9288  cu.  ft.  of  gas  required  per  sec.  or 
(12.5  +  1)  X  0.9288  =  12.53  cu.  ft.  of  mixture  required  per  sec. 

39  The  cu.  ft.  of  mixture  required  for  any  fractional  load  can  be 
found  in  this  way,  and  values  for  several  loads  are  given  in  the  second 
colunm  of  Table  4. 

40  PresBwre  in  (he  Cylinder  During  the  Suction  Stroke.  Fig.  11 
shows  a  typical  full-load  suction  card  for  a  throtthng  engine.  The 
difference  in  pressure  between  the  atmospheric  line  and  the  suction 
line  is  the  head  causing  the  charge  to  flow  into  the  cylinder. 
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41  The  piston  displacement  is  2.73  cu.  ft.,  and  as  the  amount  of 
mixture  required  for  full  load  is  12.53/6  »  2.09  cu.  ft.  the  true 
volumetric  efficiency  is  2.09/2.73  =  76.6  per  cent.  Column  3  of 
Table  4  gives  true  volumetric  efficiencies  for  the  assumed  loads. 

42  At  the  end  of  the  exhaust  stroke  the  back  pressure  is  about 
1.5  or  2  Ib.y  and  as  the  piston  moves  out  on  the  suction  stroke  the 
burned  gases  in  the  clearance  space  must  expand  down  below  at- 
mospheric pressure  before  the  new  charge  can  begin  to  enter  the 
cylinder.  If  20  per  cent  clearance  is  allowed  for  the  engine  under 
consideration  and  assuming  that  expansion  takes  place  isothermally, 
which  is  close  enough  for  this  small  expansion,  the  burned  gases  will 

jhvi      (14.2  + 1.8)  0.20      ^^  X    r  xu      •  * 

occupy  vi  =  ^^—  =»  ^^ 142  "*  ^^  ^^®^  piston 

displacement  at  atmospheric  pressure,  as  shown  at  PA,  Big.  11. 


TABLE  4    DETBBMININQ  AVBBAGB  PBESSUBBS  IN  CTUNDBB  DUBING 

SUCTION  STBOKB  FOB  VABI0U8  LOADS 

PvMnt 
ratwlkwd 

C11.H. 
mlitiira 

ptrito. 

TnMTol. 

•ffy.. 
.ptroent 

InitUl 

Tolume,  fi, 

ptretnt 

Atmos. 

prMi.«pi. 

lb.  ptr  aq.  in. 

Final 

Tolomtiii. 

ptretot 

AT«rac» 
•aetkm 

lb.  ptr  aq.  in. 

110 

18.4S 

82.2 

104.7 

14.2 

IJO 

12.86 

100 

ia.6S 

78.6 

09.0 

14.2 

IJO 

12.01 

87.6 

11.46 

70.0 

02.6 

14.2 

IJO 

11.88 

75.0 

10.86 

88.2 

86.7 

14.2 

IJO 

10.85 

62.6 

0.82 

68.8 

70.0 

14.2 

UO 

0.88 

60.0 

8.22 

60.8 

72.8 

14.2 

UO 

O.lf 

S7.6 

7.16 

48.1 

86.8 

14.2 

120 

8.88 

36.0 

8.08 

87.2 

61.7 

14.2 

120 

7.85 

43  From  the  above  it  follows  that  the.amount  of  mixture  in  the 
cylinder  at  the  end  of  the  suction  stroke  if  measured  at  atmospheric 
pressure  would  occupy  (22.6  +  76.6  » )  99  per  cent  of  the  inston  dis- 
placement, but  when  it  occupies  the  total  volume  or  (20  +  100  =) 
120  per  cent  of  the  piston  displacement,  it  exists  at  some  lower  pressure 
Pt  which  can  be  found  from  the  equation  piVi^  »  p^^  by  uang  a 
value  of  N  which  represents  the  conditions  under  which  this  volume 
change  takes  place. 

44  As  a  fresh  charge  enters  the  cylinder  it  expands  due  to  the 
lower  pressure  in  the  cylinder,  and  this  expansion  should  be  accom- 
panied by  a  temperature  drop,  but  due  to  coming  in  contact  with 
the  hot  cylinder  walls  and  hot  gases  in  the  clearance  space  the  tem- 
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perature  of  the  charge  is  raised.  The  result  is  an  expansion  with  a 
decrease  in  pressure  accompanied  by  a  rise  in  temperature,  and  there- 
fore the  value  of  N,  representing  this  change,  must  be  less  than  unity. 

45  It  will  be  shown  later  how  the  value  of  N  was  found  from 
test  data  to  be  0.85.  In  column  7,  Table  4,  are  given  the  pressures  pt 
at  the  ^d  of  the  suction  stroke,  for  the  different  loads,  calculated 
from  the  equation  piVi^^  ==  Pit%^*  as  follows: 

For  fuD  loadpi  =  P^(^^^^  ^^'^fSf"  "  ^^'^  ^  ^'^^  "  12.031b. 

46  This  pressure  p%  is  the  absolute  pressure  in  the  cylinder  at 
the  end  of  the  suction  stroke  as  shown  at  G,  Big.  11.  The  suction 
line  is  practically  horizontal  in  large,  well-designed  engines  except  for 
light  loads,  and  the  suction  pressure  p2  can  be  assumed  to  be  constant 
throughout  the  stroke  without  serious  error.     The  difference  be- 


TABLB  i    DETERMINING  PORT  AREA  FOR  ANY  FRACTIONAL  LOAD 

Unruu  Amuiod  to  tm  An  ay  M  Dbq,  Farx.  aitd  70  pm  curr  HumDrrr;  BABOionuc 
Puamm,  14  J  LB.  FIX  SQ.  or. 
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110 

02 

14.2 

12.05 

1.66 

18.48 

7.48 

100 
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14.2 

12.08 

2.17 

12.68 

6.63 

97.6 
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14.2 

11.80 

2.84 

11.45 

4.26 

n.o 

62.7 

14.2 

10.05 

8.66 

10.86 

8.216 

at 

M.a 

14.2 

0.06 

4.22 

0.82 

2.48 

MO 

41.8 

14.2 

0.10 

6.01 

8.22 

1.86 

r.« 

81.4 

14.2 

8.08 

6.47 

7.16 

1.46 

».o 

20.0 

14.2 

7.86 

0.86 

6.06 

1.041 

tween  atmospheric  pressure  and  the  pressure  p%  is  the  head  causing 
the  charge  to  flow  into  the  cylinder.  These  pressure  heads  are  given 
in  column  6,  Table  5. 

47  Port  Areas.  Knowing  the  amount  of  charge  which  must 
enter  the  cylinder,  and  the  head  causing  flow,  the  problem  is  to  find 
the  port  area  necessary  to  pass  the  given  amount  of  charge.  Flow 
through  the  ports  is  probably  somewhere  between  isothermal  and 
adiabatic  conditions,  but,  after  passing  through  the  port  the  charge 
comes  in  contact  with  the  hot  walls  and  hot  clearance  gases  and  the 
tonperature  rises  above  the  initial  temperature.  Also,  when  a  full- 
load  charge  enters  the  cylinder  the  temperature  drop  through  the 
ports  is  probably  much  less  than  when  a  light-load  charge  enters  the 
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cylinder,  first,  because  the  mean  temperature  of  the  engine  is  lower 
at  light  loads,  and  second,  because  the  pressure  drop  is  greater  at 
light  loads.  The  conditions  affecting  flow  through  the  ports  are  so 
complicated  and  variable  that  a  theoretical  analysis  of  the  problem 
seems  impossible.  However,  by  the  use  of  constants  obtained  from 
experiments  an  equation  can  be  developed  which  fits  the  condition 
very  well. 

48  Bef^nning  with  the  simple  equation  Q  =  CAV,  the  port  area 

where  CV 

Q  =  cu.  ft.  of  mixture  entering  the  cylinder,  measured  under 

atmospheric  conditions 
V  =  velocity  of  gas  through  ports  i^  cu  ft.  per  sec. 
A  »  port  area  in  sq.  ft. 
C  a  coefficient  of  discharge. 

49  The  values  for  Q  are  given  in  column  6,  Table  5,  but  tiie 
values  for  C  and  V  must  be  determined  before  the  equation  can  be 
solved.  V  =  V2(/A,  where  h  =  the  head  in  feet  of  gas  necessary  to 
produce  the  pressure  head  causing  flow.  The  pressure  heads  are 
given  in  column  5,  Table  5. 

50  Selecting  a  value  for  C.  From  all  the  available  data  on  the 
flow  of  gases  through  an  orifice  in  a  thin  plate,  it  appears  that  the 
coefficient  of  discharge  should  lie  between  0.5  and  0.8,  and  as  the  con- 
ditions for  flow  are  very  bad  in  this  case  the  coefficient  will  naturally 
approach  the  lower  value. 

51  The  results  of  the  test  described  in  the  first  part  of  this  paper 
were  analyzed  to  determine  the  actual  value  of  C.  Solving  the 
equation  Q  =  CAV  for  C,  where  V  =  V2  gh,  C  was  found  to  vary 
from  0.54  to  1.02  from  full  load  to  one-quarter  load.  When  the  flow 
was  considered  isothermal,  values  for  C  varied  from  0.625  to  1.58, 
and  when  considered  adiabatic,  from  0.525  to  1.21.  These  values 
are  unreasonable,  as  might  be  expected,  and  therefore  a  correcfSon 
factor  must  be  used  with  any  of  these  equations. 

52  The  simple  equation  Q  =^  CA  V2  gh  will  be  used  and  adapted 
to  the  conditions.  This  equation  neglects  the  change  of  density 
which  takes  place,  and  as  density  is  a  function  of  pressure,  the  first 
change  that  suggests  itself  is  to  introduce  the  pressure  ratio,  giving 
the  equation  Q  =  CA  V2  gh  (pi/jh).  This  change  b  not  theoreti- 
cally correct  but  is  approximately  true.  Using  this  equation  and 
solving  for  C  gives  values  from  0.5  to  0.77,  which  seem  more  rational. 
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Velocity  of  approach  and  inertia  of  the  moving  column  of  gas  in- 
fluence the  flow  and  are  also  some  function  of  pressure  drop.  It  was 
found  that  when  the  pressure  ratio  was  introduced  outside  the 
radical,  giving  Q  ^  CA  y/2gh  (pi/pi),  the  values  of  C  ranged  from 
0.462  to  0.574,  which  seem  still  more  rational.  The  average  of 
these  values  gives  C  »  0.518,  which  was  used  in  the  final  equation, 

^™^  Q  =  0.518  A  (pi/jH)  V2^ 

as  an  empirical  equation  for  flow  of  the  charge  into  the  cylinder.    The 

equation  for  port  area  now  becomes 

0.618  V2gh^pi 
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from  which  the  port  area  required  for  full  load  is 
12.53  ..12.03 


A  = 


X 


=  0.0389  sq.  ft. 


0.518  X  V2  X  32.2  X  4320       14.2 
or  (0.0389  X  144  =)  5.63  sq.  in. 

53  The  port  areas  for  three-quarter,  half,  and  quarter  loads  were 
determined  in  this  way  and  are  given  in  column  7,  Table  5,  from 
which  the  curve  in  Fig.  12  was  plotted.  The  curve  as  found  from 
test  also  appears  in  this  figure  and  shows  the  close  agreement  of  the 
two  curves  in  general  form. 
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CONCLUSIONS 

54  The  foregoing  work  has  been  done  to  find  out  as  neariy  as 
possible  the  conditions  under  which  the  charge  enters  the  cylinder  of  a 
throttling  gas  engine,  and  to  suggest  a  method  of  supplying  for  any 
load  the  required  amount  of  charge  that  will  tend  to  make  the 
engine  regulate  with  the  same  degree  of  sensitiveness  throughout  the 
full  range  of  load.  In  Fig.  12  there  are  two  curves  showing  the  rda- 
tion  between  delivered  horsepower  and  port  area;  one  is  based  on 
test  data  and  the  other  is  plotted  from  calculated  data  for  the  same 
engine.  From  these  curves  and  the  characteristic  curve  of  the  gover- 
nor to  be  used,  the  relation  between  the  travel  of  the  governor  collar 
and  port  area  can  be  determined  and  a  governing  mechanism  dedgned 
which  will  give  equal  changes  in  load  for  equal  movements  of  the 
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governor  collar.  Another  way  of  obtaining  the  same  result  would 
be  to  so  shape  the  ports  that  equal  changes  in  governor-collar  travel 
would  give  equal  movements  to  the  valve,  but  at  the  same  time  give 
the  proper  port  area  for  equal  changes  in  power  delivered*  It  is 
possible  that  for  other  fuels  and  types  of  engines  the  constants  used 
in  working  out  the  above  problem  may  di£fer  slightly,  but  it  is  be- 
lieved that  the  method  can  be  applied  to  any  case  with  satisfactory 
results. 

55  Suppose  now  it  is  desired  to  connect  a  governor  with  a  collar 
travel  of,  say,  2  in.  to  a  valve  with  a  travel  of  2  in.,  equal  movements 
of  which  change  the  port  area  by  equal  amounts.    A  curve  could 
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then  be  drawn  as  shown  in  Hg.  13  showing  governor-collar  positions 
plotted  against  valve  positions  and  a  suitable  connecting  mechanism 
designed  to  gjve  the  desired  results. 

56  One  point  to  be  noted  from  this  test  is  that  while  the  throttle 
valve  had  a  travel  of  2^  in.  the  engine  carried  its  rated  load  with  an 
opening  of  1^  in.  and  the  remaining  opening  only  gave  10  per  cent 
overload  capacity.  This  would  seem  to  indicate  that  large  port 
areas  and  low  velocities  do  not  increase  the  capacity  of  the  engine 
very  much.  Some  of  this  effect  may  have  been  caused  by  the  re- 
sistance of  the  air  supply  due  to  the  long  intake  pipe,  or  probably 
due  to  the  resistance  offered  to  the  charge  in  passuig  through  the 
poppet  valve,  but  as  the  engine  gave  mean  effective  pressures  of  over 
100  lb.,  it  was  apparently  doing  about  all  that  could  be  expected  of  it. 

57  The  author  is  fully  aware  of  the  fact  that  this  paper,  based 
on  one  test  only,  may  have  errors  in  it  and  is  also  subject  to  criticism 
in  places,  but  it  is  hoped  that  it  will  throw  some  light  on  a  problem 
which  has  been  somewhat  neglected.  In  looking  up  the  subject  there 
seemed  to  be  very  little  material  available,  and  for  this  reason  this 
paper  has  been  offered  to  those  persons  interested  in  gas-engine 


APPENDIX 

SELECTING  A  VALUE  FOR  N 

58  The  upper  curve  in  Fig.  7  is  plotted  from  test  data  and  shows  the  relation 
between  apparent  volumetric  efficiency  and  absolute  pressures  in  the  cylinder. 
It  18  known  that  the  apparent  volumetric  efficiency  as  found  from  the  low-spring 
indicator  card  will  be  greater  than  the  true  volumetric  efficiency  on  account  of 
the  increase  in  temperature  of  the  fresh  charge  when  it  comes  in  contact  with  the 
hot  cylinder  and  piston  walls  and  exhaust  gases;  therefore  the  curve  showing  the 
relation  between  true  volumetric  efficiency  and  absolute  pressure  in  the  cylinder 
win  fall  bdow  the  curve  plotted  from  the  test  data.  The  problem  is  to  find  how 
far  below  it  will  fall,  and  to  find  some  relation  by  which  the  position  of  the  curve 
can  be  determined.  Since  it  is  known  that  the  fresh  charge  expands  as  it  enters 
the  cylinder  during  the  suction  stroke,  due  to  its  temperature  being  raised  by 
contact  with  the  hot  walls  of  the  cylinder  and  piston,  there  will  be  a  pressure- 
Tohime  duuige  with  increase  of  temperature  and  this  condition  can  be  expressed 
by  the  equation  piOi^t  —  ptv^,  where  N  has  a  value  less  than  1. 

59  Ten  different  volumetric  efficiencies  were  assumed  ranging  from  0  to 
90  per  cent,  and  the  pressures  were  found  under  which  these  volumes,  plus  the 
clearance  volume,  would  occupy  the  total  volume  of  120  per  cent.  Values  for  N 
of  1.3, 1, 0.9, 0.85, 0.8  and  0.7  were  used,  and  the  resulting  pressures  plotted  against 
▼ohimetric  effidendee  gave  the  set  of  curves  shown  in  Fig.  14. 
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60  The  light  lines  represent  the  calculated  curves  and  the  heavy  line  b  the 
line  obtained  from  test  data.  It  will  be  noted  that  the  curve  plotted  with  the 
results  obtained  by  using  iV  »  1.3  lies  above  the  test  curve  through  the  range  of 
possible  cylinder  filling.  This  would  indicate  that  the  actual  amount  of  mateiisl 
that  entered  the  cylinder  was  more  than  the  indicator  card  accounted  for,  whidi 
cannot  be  true.  The  curve  resulting  from  iV  »  1  becomes  a  straight  line  and 
cuts  across  the  test  curve  at  the  higher  volum6trio  efficiencies^  also  the  curve 
obtained  from  using  N  *  0.9  crosses  the  test  curve  at  the  lower  volumetric 
efficiencies.    This  would  indicate  that  for  heavy  loads  the  real  volumetric  effi- 


rtl     13.1     til    11.2     10.1    9.1      M      7.1     tl     5.2    4.2      32     11      12 
Absolute  Preftfture  in  Cijtinder  durin3 Suction  Stroke 
Pound  p«r  &<|uare  Inch. 

FiQ.  14    SBLBcnNG  Valub  fob  N  in  Equation  jhPi^  »  p^^ 


cienoy  or  cylinder  filling  would  be  less  than  the  apparent  filling,  while  at  light 
loads  it  would  be  greater,  and  this  does  not  seem  reasonable. 

61  The  curves  plotted  with  iV^  -  0.7  and  0.8  both  fall  entirely  bebw  the  test 
curve  but  do  not  approach  it  at  the  lower  volumetric  efficiencies.  The  curve 
resulting  from  N  »  0.85  as  shown  in  Fig.  7  approaches  the  test  curve  at  the  low 
efficiencies  and  seems  to  be  the  correct  one  to  use,  since  it  is  apparent  that  the  two 
volumetric  efficiencies  approach  each  other  at  light  loads.  It  is  to  be  noted  that 
there  is  very  little  difference  in  the  curves  at  the  higher  points  whether  we  use 
iV  -  1  or  iV  "  0.7,  and  therefore  the  lower  part  of  the  curve  should  be  used  to 
select  N.  By  using  the  curve  plotted  with  N  »  0.85  the  ratio  of  the  i^parent 
filling  to  the  real  filling  is  foimd  to  be  about  1.065  for  all  loads.  This  CQrreqxxide 
with  the  ratio  assumed  above,  and  the  value  of  N  ^  0.85  seems  to  be  justified  on 
the  basis  of  reasoning  and  also  by  test  results. 
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No.  1597 

A  CODE  OF  SAFETY   STANDARDS  FOR 
INDUSTRIAL   LADDERS 

Presented  to  the   Socibtt  by  the  SuB-Ck>MifnTEE  on  Pro- 
tection OF  Industrial  Wobkbbs  through  William  A. 
Vl/lll^  who  Prepabbd  the  Original  Material 
Ck>NTAiNBD  Herein  for  the  Sub- 
CoiQfnTEB's  AcnoN 

Note  —  The  word  "SHALL"  where  used  is  to  be  understood  as 
mandatory  and  "SHOULD"  as  advisory. 

DEFINITIONS 

The  term  Fixed  Ladder  as  used  in  these  regulations  means  a 
ladder  that  is  substantially  fastened  to  a  structure  in  a  fixed  position. 

The  term  Portable  Ladder  as  used  in  these  regulations  means  a 
ladder  with  but  one  section,  which  is  used  transiently  at  various 
locations. 

The  term  Extension  Ladder  as  used  in  these  regulations  means  a 
ladder  consisting  of  two  or  more  parallel  sections  traveling  in  guides 
or  brackets  so  arranged  that  it  may  be  adjusted  to  variable  lengths. 

The  term  Portable  Step  Ladder  as  used  in  these  regulations  means 
a  ladder  so  constructed  as  to  be  self-supporting. 

The  term  Fire  Ladder  as  used  in  these  regulations  means  a  ladder 
used  exclusively  for  fire  purposes. 

The  term  TroUey  Ladder  as  used  in  these  regulations  means  a 
ladder  the  movement  of  which  is  confined  in  permanent  guides  or 
ways  at  top  or  bottom,  or  both. 

The  term  Sectional  Ladder  as  used  in  these  r^ulations  means  a 
ladder  consisting  of  two  or  more  sections  so  constructed  that  the  sec- 
tions will  telescope  into  each  other. 

The  term  "A  "-Ladder  or  Scaffold  Ladder  as  used  in  these  regula- 
tions means  a  ladder  whose  parts,  each  equivalent  to  a  straight  ladder, 
are  hinged  at  the  top  to  form  equal  angles  with  the  base. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  The 
Amebican  Socibtt  of  Mechanical  Engineers.  Received  by  the  Council 
Februiry  15,  1918^  and  ordered  printed. 
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SECTION   1  GENERAL 

a  Where  stairways  are  not  provided,  fixed  ladders  should  be  used 
for  access  to  elevated  positions;  where  fixed  ladders  are  not  suitable, 
portable  ladders  should  be  used. 

b  Ladders  shall  be  numbered,  or  otherwise  designated,  and  regular 
inspections  shall  be  made  of  their  condition. 

c  The  use  of  broken  or  weak  ladders,  or  ladders  with  misong 
rungs,  is  prohibited. 

d  When  defects  develop  to  such  an  extent  that  the  ladder  is  to  be 
permanently  discarded,  it  shall  be  destroyed. 

e  Side  rails,  where  wood  is  used,  shall  be  straight-gnvined.  Knots 
one-half  Q)  inch  or  less  in  diameter  will  be  permitted  when  they  are 
in  the  center  of  the  rails.  The  following  thoroughly  seasoned  woods 
should  be  used:  Northern  spruce,  Oregon  pine,  Norway  pine,  yellow 
long-leaf  pine,  or  Oregon  fir. 

/  Rungs  shall  be  inserted  in  holes  in  the  side  rails  and  kept  from 
turning,  and  shall  not  exceed  fourteen  (14)  inches  in  length  at  the  top. 

g  Wooden  rungs  shall  be  straight-grained,  free  from  splinters, 
and  absolutely  free  from  knots.  The  following  woods  should  be  used: 
White  ash,  white  oak  (3rd  growth),  or  hickory. 

h  Steps,  where  wood  is  used,  should  be  constructed  of  the  following 
woods:  Northern  spruce,  Oregon  pine,  Norway  pine,  or  oak. 

i  Ladders  shall  have  a  uniform  step  or  rung  spacing  of  twdve 
(12)  inches  on  centers.  [Mason  ladders  having  a  uniform  spacing  on 
centers  of  ten  (10)  inches  and  fire  ladders  having  a  uniform  spacing 
of  fourteen  (14)  inches  excepted.] 

j  Ladders  shall  be  equipped  with  devices  designed  to  prevent 
slipping.  (Fixed  ladders,  portable  step  ladders,  and  "A "-ladders 
excepted.) 

SECTION  2  FIXED  LADDERS 

Ladders  designed  to  reach  safety  valves,  cut-outs,  etc.,.  where 
speed  of  operation  may  mean  a  saving  of  life,  should  always  be  of  a 
permanent  type,  securely  fastened,  and  constructed  of  steel  or  iron. 

a  Ladders  having  side  rails  are  preferred  to  the  type  made  of  U- 
shaped  section  embedded  in  wall  or  fastened  to  stack,  etc. 

b  The  pitch  of  ladders  shall  not  be  such  that  a  man's  position  is 
necessarily  below  the  ladder  when  climbing. 

c  Side  rails,  where  metal  is  used,  shall  be  not  lees  than  three- 
quarters  (})  of  a  square  inch  in  cross-section.  A  minimum  size  ci 
two  (2)  inches  by  three-eighths  (|)  inch  should  be  used.  Where  wood 
is  used,  they  shall  be  not  less  than  six  (6)  square  inches  in  eroas- 
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section  and  shall  be  dressed  on  all  sides.  A  section  one  and  threes 
quarters  (!})  inches  by  three  and  three-quarters  (31)  inches  (2  by  4 
dressed)  would  be  suitable  for  this  purpose. 

d  Splice  plates,  where  metal  is  used,  shall  be  of  the  same  siae  and 
material  as  side  rails  and  shall  be  double-riveted  or  -bolted.  Bolts 
or  rivets  shall  be  countersunk  on  inside  and  shall  be  not  less  than  one- 
half  ii)  inch  nor  more  than  five-eighths  (f )  inch  in  diameter,  where 
cross-section  does  not  exceed  that  of  two  (2)  inches  by  three-eighths 
(})  inch.  Where  wood  is  used,  there  shcdl  be  splices  on  outside  of 
side  rails  and  joints  shall  be  double-bolted.  Carriage  bolts  shall  be 
used.    All  splice  [neces  shall  be  chamfered  at  the  ends. 

e  Rungs  should  be  round.  Where  solid  metal  is  used,  they  shall 
be  not  less  than  five-dghths  (f )  inch  in  diameter;  where  pipe  is  used, 
they  shall  be  of  equivalent  strength;  where  wood  is  used,  they  shall 
not  be  less  than  one  and  one-half  (H)  inches  in  diameter  and  the 
tenon  shall  be  at  least  one  (1)  inch  in  diameter  or  its  equivalent  in 
strength. 

/  DiBtanoes  from  front  of  rungs  to  nearest  permanent  object  back 
oi  the  ladder  shall  be  not  less  than  six  and  one-half  (6})  inches.  There 
shall  be  a  space  dear  of  all  obstructions  in  front  of  the  ladder  from 
bottom  to  top,  of  at  least  thirty  (30)  inches  forward  and  of  at  least 
fifteen  (15)  inches  either  side  of  the  center  line  of  the  ladder.  [Lad- 
ders equipped  with  wells  (cages)  or  their  equivalent  shall  be  excepted.] 

g  Ladders  over  thirty  (30)  feet  in  length  should  be  provided  with 
wells,  unless  the  ladder  is  built  in  zig-zag  sections  and  provided  with 
{datforms  between  sections. 

k  Fastenings  shall  be  made  of  material  equivalent  in  strength  to 
the  rails.  Fastenings  shall  be  made  to  wall  by  building  in,  by  through 
bolts,  or  by  expansion  bolts  grouted  or  leaded.  The  maximum 
vertical  distance  between  fastenings  or  braces  shall  not  be  in  excess 
often  (10)  feet. 

i  Ladders  to  landing  shall  extend  a  distance  of  at  least  forty-five 
(45)  inches  above  the  landing,  preferably  being  goosenecked.  The 
rungs  may  be  omitted  above  the  roof.  Where  a  man  must  step  a 
greater  distance  than  eighteen  (18)  inches  from  ladder  to  roof,  tank, 
etc,  a  platform  shall  be  provided. 

SECTION  3    PORTABLE  STRAIGHT  LADDERS 

a  Ladders  over  thirty  (30)  feet  in  length  should  not  be  used. 
6  Side  rails  shall  have  a  minimum  cross-section  equivalent  in 
strength  to  a  northern  spruce  rail  of  the  following  dimensions: 
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Up  to  and  including  10  ft. 2|  x  If  in. 

Over  10  ft.  up  to  and  including  18  ft 2}  x  If  in. 

Over  18  ft.  up  to  and  including  26  ft 3   x  If  in. 

Over  26  ft.  up  to  and  including  30  ft 3^  x  1)  in. 

c  Side  rails  should  be  spread  so  that  the  width  of  the  ladder  at  the 
bottom  will  be  greater  than  the  width  at  the  top,  preferably  by  a 
taper  of  one-quarter  (D  inch  per  foot  of  length. 

d  Rungs  shall  be  equivalent  in  strength  and  wear  to  an  ash  rung 
of  the  foHowing  dimensions: 

DianMUr  Tmoo 

Up  to  and  including  24  in.  in  length 1^  in.    |  in. 

Over  24  in.  up  to  and  including  30  in.  in  length  If  in.    |  in. 

e  Portable  ladders  should  be  fully  protected  at  their  bases  to 
prevent  slipping.  For  use  on  wood  or  earth  the  bases  should  be 
provided  with  case-hardened  steel  spurs;  or  a  serrated  disk  of 
case-hardened  metal,  held  in  position  on  dowel  pins  by  springs, 
cotters  and  nuts,  is  recommended.  These  spurs  shall  be  kept  sharp. 
On  concrete  floors,  pivoted  shoes  with  lead  or  carborundum  faces  may 
be  used. 

/  When  used  on  iron  floors  an  attendant  should  be  placed  at  the 
foot  of  each  ladder. 

g  Whenever  possible  to  use  ladders  with  a  gooseneck  or  hook  at 
the  top,  these  ^ould  be  provided,  as  forming  the  best  protectioD 
against  accident. 

SBCnON  4    EXTENSION  LADDERS 

a  Table  1  should  be  followed  in  the  construction  of  extension 
ladders. 

b  Ladders  should  be  equipped  with  safety  locks. 

SECTION  5    FIRE  LADDERS 

a  The  construction,  use  and  maintenance  of  industrial  fire  ladders 
shall  conform  to  the  specifications  herein  set  forth  covering  portaUe 
straight  ladders  (Section  3,  Par.  a  excepted). 

b  A  imiform  step  or  rung  spacing  of  fourteen  (14)  inches  shall  be 
used. 

c  Fire  ladders  should  be  painted  red  and  shall  be  plainly  marked 
"For  Fire  Purposes  Only." 

d  Fire  ladders  shall  not  be  used  for  any  other  purpose  than  that 
for  which  they  are  intended. 
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TABLE  1    CONSTRUCTION  OF  EXTENSION  LADDERS 
Stoi  Razu: 

Up  to  and  including  44  ft.  lone:  Mattrial,  Norway  pin*,  olaar  and  ■tiaight-grainod,  free  from  knott. 
48  ft.  to  60  ft.  long:  Material.  Oregon  fir,  claar  and  itraight«rained,  frse  fh>m  knots. 
Ruir«i: 

Matarial:  Oak.  ash  or  hiekory,  straight-grained,  fres  from  knots,  and  live  and  tough. 
Dimensions:  li  in.  diameter  at  oenter;  taper  to  U  in.  diameter,  straight-turn  to  i  in.  diameter  for 
hoks  in  side  rail. 

Laodbr  DiMSNsiom 


Lsiigth.ft. 

side  mils  (oToss- 
section  same  at 
both  ends),  in. 

Distance  between 

side  rails,  top  seo- 

tion.in. 

DisUnce  between 

side  rails,  bottom 

section,  in. 

Vertical  distance 

between  rungs, 

in. 

20 

23 
34 

2fxl| 

13* 

141 

12 

20j 
28 

21  xU 

14i 

17 

12 

83| 
Mi 
40 
44 

2}xl| 

SixTl 

ZixH 

14 

161 
171 

17 

181 
201 

12 

12 
12 

48 
52 

Sixli 

17i 

20! 

12 

80 

3!  El! 

« 

21! 

12 

SECTION  6    PORTABLE  STEP  LADDERS 

a  Ladders  over  twenty  (20)  feet  in  length  shall  not  be  used. 
b  Side  rails  shall  have  a  Tninimiim  cross-section  equivalent  in 
strength  and  wear  to  a  northern  spruce  side  rail  of  the  following 
dimensions: 

Up  to  and  including  12  ft. |  x  3   in. 

Over  12  ft.  up  to  and  including  16  ft 1   x  3§  in. 

Over  16  ft.  up  to  and  including  20  ft 1   x  4   in. 

c  Front  and  back  rails  shall  Be  so  spread  when  the  ladder  is  open 
that  the  spread  at  the  bottom,  inside  to  inside,  shall  be^greater  than 
the  spread  at  the  top,  inside  to  inside,  by  an  amount  equal  to  or 
greater  than  one  and  one-half  (li)  inches  per  foot  of  length  of  ladder. 
Minimum  width  between  side  rails  at  the  top  step,  inside  to  inside, 
shall  be  not  less  than  twelve  (12)  inches,  with  a  tapar  of  at  least  one 
(1)  inch  per  foot  of  length  of  ladder. 

d  Steps  shall  be  equivalent  in  strength  and  wear  to  a  northern 
spruce  step  of  the  following  dimensions: 

Up  to  and  including  12  ft }  x  4i  in. 

Over  12  ft.  up  to  and  including  16  ft f  x  4i  in. 

Over  16  ft.  up  to  and  including  20  ft 1   x  4^  in. 
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e  Steps  shall  be  trussed  and  screwed  or  bolted  to  the  side  rails. 
Nails  shall  not  be  used  as  sole  fastenings. 

/  An  automatic  looking  device  to  hold  the  front  and  back  rails 
securely  in  position  shall  be  an  integral  part  of  each  ladder. 

SECTION  7    "A "-LADDERS  OR  SCAFFOLD  LADDERS 

a  Ladders  over  twenty  (20)  feet  in  length  should  not  be  used. 

h  Side  rails  shall  have  a  minimum  cross-section  equivalent  in 
strength  and  wear  to  a  northern  spruce  rail  of  the  following  dimen- 
sions: 

Up  to  and  including  12  ft 1^  x  2}  in. 

Over  12  ft.  up  to  and  including  16  ft 1§  x  3   in. 

Over  16  ft.  up  to  and  including  20  ft 1^  x  3|  in. 

c  Side  rails  shall  be  so  spread  that  the  width  of  the  ladder  at  the 
bottom,  inside  to  inside,  shall  be  greater  than  the  width  at  the  top, 
inside  to  inside,  by  an  amount  equal  to  or  greater  than  one  and  one- 
half  (1^)  inches  per  foot  of  length  of  ladder. 

d  Supports  shall  be  equivalent  in  strength  and  wear  to  an  ash 
bearing  one  (1)  inch  by  two  (2)  inches.  They  shall  be  straight- 
grained  and  absolutely  free  from  Imots,  shall  have  tenons  not  less  than 
five-eighths  (f )  of  an  inch  by  two  (2)  inches,  secured  in  place  with 
wire  nails.  They  shall  be  not  less  than  three  (3)  inches  from  the  top 
of  the  side  rails.  They  shall  be  eighteen  (18)  inches  on  centers,  and 
shall  be  staggered.  The  tope  of  side  rails  shall  be  cut  on  a  bevel  to 
prevent  them  from  spreading.  Hinges  shall  be  wrought  or  malleable 
iron,  bolted  or  riveted  to  side  rails. 

SECTION  8    TROLLEY  LADDERS 

a  Ladders  shall  be  suspended  from  tracks  fastened  securdy  to  the 
ceiling  or  to  the  framework  with  which  the  ladders  are  connected. 
Tracks  should  be  of  wrought  iron  or  wood,  and  should  be  tested  to 
double  the  m^aximum  of  load  for  marginal  safety.  Tracks  shall  be 
constructed  so  that  it  is  impossible  for  the  wheels  to  jump  the  track, 
by  having  the  wheels  in  pairs  situated  on  opposite  sides  of  a  vertical 
flange  or  by  having  the  track  so  shaped  that  it  completely  encloses  the 
sides  of  the  wheels.  The  extreme  front  and  back  wheels  shall  have  a 
horizontal  distance  of  at  least  eighteen  (18)  inches  between  their 
centers. 

6  The  track  wheels  shall  be  rigidly  fastened  to  the  top  of  the  ladder 
with  suitable  steel  or  wrought-iron  brackets.  These  brackets  may 
be  fastened  to  a  bolt  connecting  the.  two  side  rails  of  the  ladder  or  to 
the  top  step.  In  the  latter  case  the  top  step  shall  be  provided  with 
extra  metal  braces  to  the  side  rails. 


Digitized  by  VjOOQIC 


CODB  OF  SAFBTT  STANDARDS  FOR  INDUSTRIAL  LADDERS   307 

c  Side  rails  shall  have  a  minimum  spread,  inside  to  inside,  of  ten 
(10)  inches. 

d  Side  rails  shall  have  a  minimum  cross-section  equivalent  in 
strength  and  wear  to  a  northern  spruce  side  rail  three  and  one-half 
(3J)  inches  by  seven-eighths  (J)  inch. 

e  Steps  shall  be  equivalent  in  strength  and  wear  to  a  northern 
spruce  step  four  and  three-quarters  (4})  inches  by  three-quarters  (}) 
inch. 

/  Steps,  where  metal  is  used,  shall  be  flanged  downward  not  less 
tlum  two  (2)  inches  at  both  ends  and  secured  by  two  bolts  or  rivets 
to  each  side  rail.  Where  wood  is  used,  they  shall  be  inset  in  the  side 
rails  (me-quarter  {\)  inch,  glued  and  nailed;  all,  or  at  least  alternate 
steps,  shall  be  braced  to  the  side  rails  with  metal  brackets  placed  under 
the  steps. 

g  The  base  of  the  ladder  shall  rest  on  two  wheels  or  casters. 

h  A  clamp  or  lock  should  be  provided  to  hold  the  ladder  im- 
movable while  it  is  in  use  at  any  location. 

SECTION  9    SECTIONAL  LADDERS 

a  The  bottom  section  shall  be  six  (6)  feet  in  length  and  shall  have 
a  minimum  spread  between  rails  at  the  base,  inside  to  inside,  of 
twenty-one  (21)  inches. 

h  Sections  (intermediates)  shall  be  six  (6)  feet  in  length  and  shall 
have  a  minimum  spread  between  rails  at  the  bottom,  inside  to  inside, 
of  thirteeen  (13)  inches. 

c  The  top  section  may  converge  with  a  minimum  spread  between 
rails  at  the  bottom,  inside  to  inside,  of  thirteen  (13)  inches. 

d  Side  rails  shall  have  a  minimum  cross-section  equivalent  in 
strength  and  wear  to  a  northern  spruce  side  rail  of  the  following 
dimensions: 

Up  to  and  including  5  sections 2 J  X  IJ  in. 

Over  5  sections 3J  X  IJ  in. 

e  Rungs  shall  be  equivalent  in  strength  and  wear  to  an  ash  rung 
one  and  three-sixteenths  (1  A)  inches  in  diameter  with  seven-eighths 
(J)  inch  tenon. 

SAFE  PRACTICES 

Use  care  in  placing  portable  ladders  before  using  them.  If  there 
is  danger  of  ladder's  slipping,  have  some  one  hold  it.  Do  not  place 
ladders  too  straight  or  at  too  great  an  angle,  or  they  may  fall,  break 
or  dip. 

Never  place  ladders  in  front  of  doors  opening  toward  the  ladder. 
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Ladders  should  never  be  placed  against  window  sashes.  Screw 
a  board  across  top  of  ladder  to  give  bearing  at  each  side  of  window. 

Step  ladders  should  be  fully  opened  and  locked  in  all  cases  before 
any  one  steps  on  them. 

Always  face  ladder  when  ascending  or  descending. 

Do  not  go  up  or  down  a  ladder  without  free  use  of  both  hands.  If 
material  has  to  be  handled,  use  a  rope. 

Never  slide  down  a  ladder. 

Never  use  broken  or  weak  ladders  or  ladders  with  missing  rungs. 

When  defects  of  construction  develop  to  such  an  extent  that  the 
ladder  is  discarded,  it  should  be  destroyed. 

Ladders  withdrawn  from  service  for  repairs  should  be  sent  to  the 
repair  shop  or  tagged  as  "Dangerous  —  DO  NOT  USE.'' 

See  that  ladders  you  use  have  safety  feet,  and,  where  necessary, 
safety  hooks  at  top. 

Short  ladders  should  not  be  spliced  together,  as  they  are  not  strong 
enough  to  be  used  as  long  ladders. 

Safe  practice  demands  that  ladders  be  numbered,  classified  and 
subjected  to  careful  and  periodic  inspection.  Ladders  should  be 
kept  clean  and  free  from  dirt  or  splashings  of  paint  or  materi^d. 
Imperfections  or  defects  are  not  readily  observed  unless  ladders  are 
kept  in  good  condition. 

Iron  and  steel  ladders  should  be  coated  with  a  preservative  paint 
or  composition.  Wooden  ladders,  if  used  out  of  doors,  should  also  be 
carefully  treated  with  a  suitable  preservative. 

A  satisfactory  practice  is  the  storing  of  ladders  upon  brackets  by 
arranging  them  against  wall  in  such  manner  as  to  permit  inspection 
without  moving  ladders. 

Storage  of  ladders  involves  a  separate  problem.  Shelter  should 
be  provided  in  all  cases.  If  placed  upright,  75  degrees  will  afford  a 
safe  angle;  if  racks  are  used,  place  the  ladder  on  edge  rather  than  flat; 
this  will  prevent  trouble  and  danger  of  accident  in  withdrawing  the 
ladder  for  use. 

Safety  belts  and  hooks  should  be  provided  when  the  character  of 
the  work  demands  the  attention  of  the  workman  or  constitutes  an 
element  of  danger. 

Respectfully  submitted, 

John  Pmcb  Jackson,  Chairman  G.  R.  Olshausen 

John  H.  Barr  John  W.  Upp 

Mblvillb  W.  Mix  William  A.  Viall 

M.  W.  Albxandeb  Carl  M.  Hansen 
Wm.  p.  Bales 
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No.  1598 

A  CODE   OF    SAFETY   STANDARDS    FOR 
POWER-TRANSMISSION   MACHINERY' 

Rules  and  Rsquirxmsmtb  for  thb  PBorscnoN  of  Industrial  Workebs 

FROM  Hazards  Commonly  Prbsbntbd  by  Mbghanical  Eqxtipment 

Ubbd  fob  TBANBMnnNa  and  Distbibitting  Powbb  fbom 

THE  PbDCE  MoVEBS  TO  THB  VaBIOUS  PoWEB-UTILmNQ 

Machines,  Tooi^  and  Deticbs 

Note.  —  The  use  of  properly  designed,  construoted  and  installed  individual 
moior-driven  equipment  with  electrical  power  distribution  not  only  eliminates 
many  of  the  hwkrds  demanding  this  Code,  but  also  gives  an  uninterrupted  dis- 
tiibution  of  natural  and  artificial  light,  and  a  greater  flexibility  and  range  of 
speeds  than  is  possible  with  mechanical  power-distributing  systems. 

The  following  specifications  describe  standard  guards  for  all  power- 
transmission  equipment  hereinafter  mentioned,  and  apply  to  all 
main  shafting,  jack  shafting,  drive  shafting  and  countershafting, 
and  tiieur  belts  and  other  attachments  up  to  but  not  including  belts 
actually  driving  machines.' 

2  Class  A  Guards:  If  the  clearance  between  the  guard  and  the 
guarded  part  is  less  than  five  (5)  inches,  a  metal  guarding  material 
tiiat  will  not  admit  objects  larger  than  one-half  (i)  inch  in  diameter, 
strong  enough  to  withstand  loads  to  which  it  may  be  subjected, 
durable  enough  to  withstand  ordinary  wear  and  tear,  substantially 
fabricated  and  erected,  and  free  from  sharp  points  and  edges. 

^  Compiled  and  presented  by  Carl  M.  Hansen  and  Rufus  W.  Hicks,  \mder 
the  direction  and  with  the  approval  of  the  Committee  on  Health  and  Safety, 
National  Association  of  Manufacturers.  Submitted  by  the  Sub-Conmiittee 
on  Protection  of  Industrial  Workers  for  the  consideration  of  The  Ambbican 
SociBTT  OF  Mechanical  Enqinbebs. 

*  Belts  actually  driving  machines  will  be  considered  "machine  belts,"  and 
therefore  a  subject  for  machine  codes. 

Presented  at  the  Spring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Thb 
Abebican  Society  of  Mechanical  Enqinbebs.  Received  by  the  Council 
February  15,  1918,  and  ordered  printed. 
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3  Class  B  Guards:  If  the  clearance  between  the  guard  and  the 
guarded  part  is  five  (5)  inches  or  more,  a  metal  guarding  material 
that  will  not  admit  objects  larger  than  two  (2)  inches  in  diameter, 
strong  enough  to  withstand  loads  to  which  it  may  be  subjected, 
durable  enough  to  withstand  ordinary  wear  and  tear,  substantially 
fabricated  and  erected,  and  free  from  sharp  points  and  edges. 

4  Handrails:  If  the  clearance  between  the  guard  and  the  guarded 
part  is  fifteen  (15)  inches  or  more  (measured  horizontally  from  ex- 
treme parts  within  six  (6)  feet  of  floor),  a  handrail  forty-two  (42) 
inches  in  height  with  at  least  one  intermediate  rail,  supported  at 
least  every  eight  (8)  feet,  of  substantial  and  rigid  construction  and 
erection,  with  no  sharp  points  or  edges. 

5  If  constructed  of  pipe,  the  rails  and  posts  shall  be  at  least 
equal  in  strength  to  one  and  one-fourth  (li)-inch  standard-weight 
pipe. 

6  If  constructed  of  structural  metal,  the  rails  and  posts  shall  be 
at  least  equal  in  strength  to  two  by  two  by  one-fourth  (2  x  2  x  J)- 
inch  angles. 

7  If  constructed  of  wood,  the  top  rail  shall  be  two  inches  by  four 
inches  (2x4),  the  center  rail  not  less  than  one  inch  by  four  inches 
(1 X  4),  and  the  posts  four  inches  by  four  inches  (4  x  4),  all  straight- 
grained  liunber  dressed  on  four  sides,  or  other  construction  of  equal 
strength. 

8  Toe  Boards.  When  power-transmission  equipment  extends 
through  floors  or  into  pits.  Class  A  and  B  guards  shall  extend  to  the 
floors  or  toe  boards  six  (6)  inches  in  height  shall  be  provided  around 
the  floor  opening  in  addition  to  standard  handrails.  (See  Figs.  6,  7, 
11,  14,  30,  31,  34,  48.) 

9  Sanitary  Bases.  Class  A  and  B  guards,  for  power-trans- 
mission equipment  not  extending  through  floors,  shall  enclose  all  ex- 
posed sides  to  two  (2)  inches  below  the  bottom  of  the  lowest  moving 
part  when  the  clearance  between  that  part  and  the  floor  is  lees  than 
eight  (8)  inches;  or  when  the  clearance  between  the  lowest  moving 
part  and  the  floor  is  eight  (8)  inches  or  more,  the  guards  shall  be 
closed  on  the  bottom,  or  extended  on  all  exposed  sides  down  to  six 
(6)  inches  above  the  floor.    (See  Figs.  15, 26,  36-40, 42, 43, 49-54.) 

10  Gears  and  Sprockets.  All  power-driven  gears  and  sprockets 
shall  be  completely  enclosed  on  exposed  sides  with  standard  guards 
as  specified  in  Class  A  or  B,  except  in  cases  where  the  design  and 
operation  of  the  parts  to  be  guarded  make  a  complete  enclosure  clearly 
impractical;  in  which  case  the  face  of  the  gears  or  sprockets  shall  be 
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covered  with'  a  band  guard  surrounding  all  exposed  teeth,  with  flanges 
on  both  sides  extending  inward  beyond  the  roots  of  the  teeth,  and 
there  shaU  be  a  continuous  smooth  web  cast  or  fitted  between  the 
hubs  and  rims  of  the  gears  or  sprockets.     (See  Figs.  1,  2,  3.) 

11  Vertical  and  Inclined  BeUs,  Ropes,  Chains.  All  vertical  and 
inclined  belts,  ropes  and  chains  used  for  transmitting  or  distributing 
power  (except  belts  traveling  less  than  120  feet  per  minute,  or  trans- 
mitting so  little  power  that  accidental  contact  therewith  could  cause 
no  accident)  shall  be  provided  with  standard  guards  as  specified  in 
Class  A  or  B,  six  (6)  feet  high  on  exposed  sides,  or  on  exposed  sides 
and  top,  or  with  a  standard  handrail  on  exposed  sides.  (See  Figs.  4 
to  46,  inclusive.) 

12  Horizontal  Belts,  Ropes,  Chains.  All  horizontal  belts,  ropes 
and  chains  used  for  transmitting  or  distributing  power  (except  belts 
traveling  less  than  120  feet  per  minute,  or  transmitting  so  little  power 
that  accidental  contact  therewith  could  cause  no  accident)  shall  be 
guarded  as  follows: 

13  Low  Belts.  If  the  upper  part  of  the  belt  is  lower  than  six  (6) 
feet  above  the  floor  or  working  platform,  it  shall  be  provided  with 
standard  guards  specified  in  Class  A  or  B,  six  (6)  feet  high  on  exposed 
sides,  or  on  exposed  sides  and  top,  or  with  a  standard  handrail  on 
exposed  sides.     (See  Figs.  47-50.) 

14  Medium  Belts.  If  the  upper  part  of  the  belt  is  higher  than 
ax  (6)  feet  above  the  floor  or  working  platform  and  the  lower  part  of 
the  belt  is  lower  than  six  (6)  feet  above  the  floor  or  working  platform, 
it  shall  be  provided  with  standard  guards  as  specified  in  Class  A  or  B, 
six  (6)  feet  high  on  exposed  sides,  or  with  a  standard  handrail  on 
exposed  sides.     (See  Figs.  51-58.) 

15  High  Belts.  If  the  lower  part  of  the  belt  is  higher  than  six  (6) 
feet  above  the  floor  or  working  platform  and  lower  than  seven  (7)  feet 
above  the  floor,  it  shall  be  provided  with  standard  guards  as  specified 
in  Class  A  or  B,  on  exposed  sides  and  bottom,  or  with  standard  hand- 
rail on  exposed  sides.     (See  Figs.  59,  60.) 

16  Belts  over  Driveways.  Where  a  horizontal  belt  is  located  over 
a  driveway  or  passageway  the  highest  floor  of  any  wagon  or  truck 
passing  beneath  the  belt  shall  be  considered  a  working  platform. 

17  Belt  Fasteners.  All  belts  not  provided  with  guards  as  specified 
in  Class  A  or  B  and  within  seven  (7)  feet  of  the  floor  or  working  plat- 
form shall  be  free  from  metal  lacings  and  metal  fasteners. 

18  Belt  Shifters.  Belt  shifters  shall  be  provided  for  all  tight- 
and  loose-pulley  belts,  and  shall  be  so  designed  and  constructed  that 
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ordinary  vibrations  or  accidental  contact  will  not  alter  the  set  posi- 
tion, and  shall  have  a  controlling  handle  conveniently  located.  (See 
Pigs.  61-63.) 

19  PvUeys.  Pulleys  belted  from  above  or  from  the  side  in  such 
a  way  as  to  allow  passage  beneath  the  pulley,  and  within  seven  (7) 
feet  of  the  floor  or  working  platform  and  not  completely  enclosed  by 
standard  belt  guards  or  handrails,  shall  be  guarded  to  the  top  of  the 
pulley  or  to  a  height  of  seven  (7)  feet  above  the  floor  or  working  plat- 
form on  exposed  sides  and  beneath  by  guards  as  specified  in  Class  A 
or  B,  or  be  endosed  on  exposed  sides  by  standard  handrails.  (See 
Figs.  64-67.) 

20  Bearing  Clearance,  The  clearance  on  shafting  between  pul- 
leys and  bearings  or  between  pulleys  and  fixed  objects  shall  be  not  less 
than  thirty-six  (36)  inches  and  wider  than  the  belt,  or  the  pulleys  shall 
be  guarded  on  the  near  side  with  stationary  guards  as  specified  in 
Class  A  or  B,  and  all  revolving  objects  in  the  clearance  shall  be  smooth, 
cylindrical  and  concentric  with  shafting.  No  guard  shall  be  required 
when  a  runway  is  installed.     (See  Figs.  68-73.) 

21  Belt  Clearance.  The  clearance  on  shafting  between  pulleys 
and  pulleys,  collars,  couplings  or  other  revolving  attachments  shall 
be  wider  than  the  widest  belt  used,  or  the  pulleys  shall  have  flanges 
or  guards  to  prevent  the  belt  from  dropping  into  the  clearance.  (See 
Pigs.  68-73.) 

22  Abandoned  PuUeya.  Pulleys  without  belts  shall  be  guarded 
as  though  belted,  or  removed  from  revolving  shafts. 

23  ChUches,  Friction  clutches,  jaw  clutches  and  compression 
dutches  within  seven  (7)  feet  of  the  floor  or  working  platform  or 
within  thirty-six  (36)  inches  of  a  bearing  shall  have  their  operating 
mechanism  completely  enclosed  in  stationary  guards  as  specified  in 
Class  A  or  B,  or  in  smooth,  concentric  revolving  guards  of  solid  con- 
struction with  no  projecting  parts  or  attachments. 

24  Couplings.  All  couplings  within  seven  (7)  feet  of  the  floor 
or  working  platform  or  within  thirty-six  (36)  inches  of  a  bearing  shaU 
be  guarded  as  follows: 

25  Rigid  Couplings.  Sleeve  couplings,  flange  couplings  and 
damp  couplings  shaU  be  cylindrical  and  concentric  with  the  shaft- 
ing and  with  no  parts  or  attachments  projecting  beyond  the  largest 
periphery  of  the  coupling  or  its  projecting  flanges.  (See  Figs.  74, 
75.) 

26  Flexible  Couplings,  Flexible  and  universal  couplings  shall 
be  completely  enclosed  in  standard  stationary  guards  as  specified  in 
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Class  A  or  B,  or  in  smooth  concentric  revolving  guards  of  solid  con- 
struction. 

27  damp  Couplings  which  are  of  irregular  shape  or  unknown 
strength  are  prohibited  on  revolving  shafting. 

28  Collars.  Assembled  collars  shall  be  smooth,  cylindrical  and 
concentric  with  shafting,  with  no  projecting  parts  or  attachments. 
(See  Figs.  76,  77,) 

29  Set  Screws.  All  set  screws  in  revolving  parts  not  enclosed  by 
standard  guards  as  specified  in  Class  ^  or  B  gdiall  be  flush  with  or 
countersunk  below  the  periphery  of  the  part  retaining  the  set  screws. 
(See  Pigs.  76,  77.) 

30  Keys.  All  keys  or  keyways  in  revolving  shafting  not  en- 
closed by  standard  guards  as  specified  in  Class  A  or  B  shall  be  made 
flush  with  the  end  and  periphery  of  the  shaft  or  enclosed  by  smooth, 
cylindrical  concentric  guards. 

31  Vertical  Shafting.  Vertical  shafting  with  or  without  collars, 
couplings,  clutches,  pulleys,  or  other  attachments  shall  be  enclosed 
on  exposed  sides  with  standard  guards  as  specified  in  Class  A  or  B  to 
a  height  of  six  (6)  f^et  above  the  floor  or  working  platform,  or  with  a 
standard  handrail.     (See  Figs.  78,  79.) 

32  Horizontal  Shafting.  Horizontal  shafting  with  or  without 
collars,  couplings,  dutches,  pulleys,  or  other  attachments,  including 
dead  ends,  within  seven  (7)  feet  of  the  floor  or  working  platform,  shall 
be  enclosed  on  all  exposed  sides  with  standard  guards  as  specified  in 
Class  A  or  B  or  with  standard  handrail,  or  with  freely  revolving 
tubing.     (See  Figs.  80-82.) 

33  Shafting  over  Driveways.  Where  horizontal  shafting  is  located 
over  drivewa3n3  or  passageways,  the  highest  floor  of  a  wagon  or  truck 
passing  beneath  the  shafting  shall  be  considered  a  working  plat- 
form. 

34  Emergency  Stop  Stations.  A  station  or  stations  shall  be 
provided  in  each  room,  section,  or  department  to  stop  quickly  all 
power-transmission  equipment  therein.  Such  station  or  stations 
shall  .be  properly  marked  and  easily  accessible  and  provided  with 
means  for  locking  in  ''stop"  position. 

35  Bearings.  Where  possible,  bearings  shall  be  of  a  self-oiling 
type  with  reservoir  capacities  for  at  least  24  hours'  running  or  shall 
have  other  methods  of  oiling  which  do  not  bring  the  oiler  in  the  danger 
zone,  and  shall  have  necessary  drip  cups  and  pans  securely  fastened 
in  position. 

36  Lvbrkaiion.    Oiling  which  brings  the  oiler  in  a  danger  zone 
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shall  be  done  only  by  an  authorized  person,  and  while  the  machinery 
is  not  in  motion. 

37  Oiler's  Clothes.  The  oiler  must  not  wear  loose  or  flowing 
doUiing. 

38  Oiler's  Lock.  The  oiler  shall  be  provided  with  a  lock  and  key 
or  with  a  key  to  the  locks  at  the  emergency  stop  stations,  and  with  a 
warning  sign  to  display  at  the  stations  when  at  work  on  machinery 
controlled  by  that  station.  He  shall  be  required  to  lock  the  station 
in  a  "stop"  position  and  display  the  sign  before  going  to  work,  and 
unlock  and  remove  the  sign  when  the  work  is  completed  and  all  men 
have  l^t  dangerous  places. 

39  Starting  Signals.  Ample  notice  should  be  given  by  means  of 
an  effective  alarm  or  signal  in  all  departments  before  power-transmis- 
sion equipment  is  started.  An  effective  signal  system  should  be 
required  in  all  plants  where  machinery  is  in  group  drive,  and  fixed 
rules  should  be  established  for  the  use  of  these  signals. 

40  Inspection.  All  power-transmission  equipment  should  be 
carefully  inspected  at  frequent  and  regular  intervals  by  foremen  or 
authorized  inspectors,  and  defective  equipment  should  be  reported 
for  repair  and  records  kept  of  inspections. 

41  Repairs  and  Adjustments.  Repairs  and  adjustments  to 
power-transmission  equipment  or  guards  therefor  shall  be  made  only 
when  the  power  is  cut  off  from  that  equipment,  and  guards  shall  be 
replaced  in  protective  position  before  the  power  is  cut  on. 

«  42    Removing  Guards.    Guards  installed  in  accordance  with  this 
Code  shall  not  be  removed  or  rendered  ineffective  except  for  repairs 
ken  of  in  Par.  41. 

Respectfully  submitted, 

John  Pbicb  Jackson,  Chairman 

John  H.  Babb 

Mblvillb  W.  Mix 

M.  W.  Alexander 

Wm.  p.  Bales 

Q.  R.  Olshausen 

John  W.  Upp 

William  A.  Viall 

Carl  M.  Hansen 
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THE   HUMAN   POTENTIAL  IN   INDUSTRY 

By  Db.  Otto  P.  Gbibr,^  Cincinnati,  Orao 
Non-Member 

TX)R  the  past  three  years  history  has  been  writing  the  terrible 
story  of  the  human  potential  in  modem  war.  As  a  result  of 
a  long  period  of  peace,  we  Americans  had  looked  upon  war  as  a  most 
remote  possibility,  attested  to  most  strikingly  by  our  present  state 
of  utter  impreparedness.  As  we  reflect,  it  appears  now  we  were 
not  measuring  nations  by  their  fighting  strength,  but  rather  by  their 
social,  industrial  and  commercial  strength.  Nations  were  tabulated 
for  their  rate  of  production  and  consumption.  This  differential  had 
its  social  as  well  as  its  economic  effect.  It  produced  state  and 
private  wealth.  It  produced  leisure,  the  arts,  extended  educational 
and  health  measures,  and  raised  the  standard  of  living.  In  brief, 
the  world  was  in  keen  competition  not  only  in  business  life  but  in 
social  life.  Nations  were  striving  to  outdo  each  other  in  promoting 
financial  success,  health  and  happiness  for  their  people.  Individ- 
ualism had  reached  its  zenith  and  the  philosophy  of  collectivism  was 
just  appearing  above  the  horizon. 

It  was  rather  our  subconscious  minds  that  recognized  the  great 
sea  power  of  England  and  the  militaristic  spirit  of  Germany.  Our 
real  attention  was  focused,  not  on  the  plans  and  intrigues  of  govern- 
ments, but  rather  on  the  national  characteristics  of  their  peoples. 
We  thought  of  Ixmdon  as  the  financial  center  of  the  world,  of  the 
EngKshman  as  the  world  traveler,  a  lover  of  outdoor  life  and  sports, 
and  educated  gentleman  and  judge  of  the  fine  arts. 

When  we  traveled  in  Germany  we  admired  her  order  and  clean- 
liness, her  OemathlichkeU.  The  world  paid  homage  to  her  philoso- 
phers, revered  her  musicians,  studied  and  copied  her  educational 
systems  and  longed  for  her  thoroughness  and  scientific  capacity. 

1  Cincmnati  Milling  Machine  Company. 


Presented  at  the  ^ring  Meeting,  Cincinnati,  Ohio,  May  1917,  of  Ths  Ambri- 
CAN  SocisTT  or  Mbchanical  Enginbbbs. 
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POTENTIAL  OP  WAR 

But  the  bloody  struggle  of  the  past  two  years  has  changed  our 
viewpomt  of  these  nations.  War,  with  all  its  horrors,  its  terrore, 
has  changed  these  peoples.  The  human  potential  of  nations  is  no 
longer  directed  at  the  creation  of  comforts,  contentment  and  health, 
but  the  backs  are  bending  low  under  the  struggle  of  destruction  of 
property  and  life.  National  efficiency  is  now  expressed  in  new 
terms. 

Shortly  after  the  program  for  the  Spring  Meeting  of  this  Society 
began  to  take  form,  our  country  entered  the  war.  There  were  those 
who  doubted  the  advisability  of  holding  the  meeting.  Our  fearful 
unpreparedness  produced  a  public  state  of  mind  akin  to  hysteria. 
We  have  scarcely  had  our  sober,  serious  second  thou^t.  Democ- 
racy is  being  subjected  to  the  acid  test.  There  are  few  so  daring  as 
to  prophesy  what  failures  and  what  successes  we  shall  find.  Of  one 
thing  we  see  signs.  Our  nation  is  finding  itself.  We  are  trying  to 
forget  and  forgive  ourselves  for  our  "spread  eagle"  and  forget  our 
jingoism.  Even  in  the  early  stages  of  preparedness  we  are  inten- 
sively appreciating,  as  never  before,  the  stufif  that  other  nations 
are  made  of.  Their  capacity  to  produce,  their  silent  ability  to  suflfer, 
sets  us  to  wonder. 

AMERICA  REBORN 

Perhaps  for  the  first  time  since  the  Civil  War  we  are  thinking 
together.  Our  national  consciousness  has  been  reborn.  The  petti- 
ness in  us  is  disappearing  and  true  Americanism  is  coming  to  the 
foreground.  Our  faces  are  turned  to  the  common  enmny.  We 
have  turned  our  backs  on  the  paltry  bickerings  of  the  past.  We 
are  witnessing  the  first  truce  in  the  century-old  strife  between  labor 
and  capital. 

This  is  a  day  that  caUs  for  statesmen  as  well  as  soldiers,  for  calm- 
ness as  well  as  courage,  for  patience  and  patriotism,  for  virtue  and 
vigor,  for  faith  and  faithfulness,  for  health  as  well  as  willingness  to 
die.  This  day  calls  for  social  reconstruction  as  well  as  enemy  de- 
struction. Huge  is  the  task  in  which  all  should  find  a  place  to  do 
with  all  their  hearts. 

POTENTIAL  OP  INDUSTRY  IbE  POTENTIAL  OP  THE  NATIONS 

And  what  tasks  has  our  entering  the  war  brought  to  industiy? 
Huge  production?  Yes!  But  is  that  all?  Have  not  old  truths  as 
to  the  value  of  the  conservation  of  labor  taken  new  form,  new  em- 
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phaos?  Has  not  The  Human  Potential  in  Industry  in  the  nations 
abroad  finally  been  the  measure  of  their  potential  on  the  battlefield? 
Has  the  interdependence  of  man  ever  been  more  fully  demonstrated? 
Has  the  mutual  dependence  of  labor  and  capital  ever  been  so  strik- 
ingly proved?  Have  we  ever  witnessed  such  limitless  industrial 
energy  and  output?  Has  it  occurred  to  all  of  us  Americans  that 
Europe's  industrial  experience  of  the  past  three  years  holds  not 
only  a  lesson  but  a  warning?  Militant  and  efficiently  industrial 
England  of  war  times  will  be  succeeded  by  industrially  militant 
England  of  peace  times.  Labor  and  capital  in  England,  Germany 
and  in  France,  having  learned  the  mutual  advantage  of  codperation 
in  war,  are  not  likely  to  give  up  this  advantage  and  return  to  the 
destructive  internal  warfare  of  former  dajrs. 

OUR  NEW   COMPETITION 

The  question  that  presents  itself  is  this:  Can  we  keep  pace  with 
them  in  war,  and  will  we  keep  pace  industrially  after  the  war?  Can 
we  stand  this  new  t3rpe  of  competition  unless  we  likewise  enter  upon 
the  program  of  the  new  social  order?  Will  not  the  programs  of  our 
National  Association  of  Employers,  chiefly  defensive  in  the  past, 
necessarily  become  socially  constructive?  Will  not  labor  now  have 
to  seek  leadership  capable  of  best  adjusting  itself  to  these  forward- 
looking  steps? 

FORWARD-LOOKING   INDUSTRY 

War  has  lifted  the  discussion  of  'Hhe  human  potential  in  indus- 
try" out  of  the  realms  of  philosophy  and  has  used  it  as  the  founda- 
tion stone  of  a  national  economic  poUcy.  The  Coimcil  of  National 
Defense  has  appointed  a  committee  on  the  conservation  of  the  health 
and  wdfare  of  the  worker,  and  in  the  interest  of  the  health  and  pro- 
ductiveness of  labor  proposes  to  establish  definite  standards  of  plant 
operation.  The  hmnan  potential  of  the  nation  is  needed  at  its 
maTimum,  for  the  coimtry  cannot  afford  the  usual  labor  losses  due 
to  accident,  disease  or  fatigue,  and  industrial  poisoning. 

A  right-minded,  forward-looking  man  does  not  wait  for  compul- 
sory legislation  to  develop  his  business  organization  to  the  highest 
degree  of  efficiency.  This  type  of  man,  for  years,  has  developed 
not  only  the  administrative  and  technical  divisions  of  his  plant,  but, 
when  most  successful,  has  given  a  great  deal  of  thought  to  the  human 
equation:  the  giving  of  happiness  and  meting  out  of  justice  to  his 
anployees.    It  has  been  a  great  satisfaction  to  him  to  find  an  eco- 
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nomic  method  of  lessening  the  human  waste  due  to  preventable 
accidents  and  occupational  diseases.  He  noted  that  a  healthy, 
contented  employee  was  a  more  productive  employee,  who,  in  turn, 
was  a  higher  type  of  citizen,  demanding  a  better  standard  of  living 
for  himself  and  family,  better  protection  for  his  children  against 
disease,  delinquency,  and  crime,  and  higher  forms  of  community 
recreation.  He  recognized  that  right  in  his  plant  he  could  make 
his  best  contribution  to  the  health  and  well-being  of  the  worker, 
and  that  he  had  foimd,  perhaps,  the  most  tangible  basis  for  coopera- 
tion between  himself  and  his  employees.  To  him  it  was  apparent 
that  by  intensively  studying  the  health  of  his  workers  he  was  estab- 
lishing some  splendid  new  points  of  contact  between  himself  and 
his  men.  • 

MASTER  AND  MAN,   THEN  AND  NOW 

Industry  must  find  a  substitute  for  the  valuable  relationship  of 
master  and  man  which  passed  with  the  coining  of  greater  industrial 
concentration.  Then  the  master  was  teacher  as  well  as  craftsman, 
and  to  a  large  degree  a  substitute  for  our  modem  continuation 
school,  manual  training  and  cooperative  university  engineering 
course.  Master  and  man  worked  elbow  to  elbow.  The  master 
largely  molded  the  thought  and  Uving  of  the  man.  Then  they  had 
real  personality  for  each  other.  Now,  in  too  many  instances,  the 
pay  envelope  expresses  the  only  bond  between  the  two.  The. man 
was  graduated  from  his  apprenticeship,  frequently  to  set  up  a  busi- 
ness of  his  own;  now,  industrial  concentration  practically  hinders 
the  establishment  of  the  new  small  unit.  Then,  labor  took  part  in 
the  making  of  the  mechanism  and  conceived  the  full  purpose  of  the 
machine  which  he  assisted  the  master  in  building;  now,  his  work 
is  more  repetitive  and  limited  to  single  parts  of  a  machine,  whose 
mechanism  he  may  not  understand. 

TENEBIENTS,   STRIKES,   LOCKOUTS 

It  was  but  natural  that  in  this  evolutionary  process  of  industry, 
capital  and  labor  should  become  more  estranged.  They  not  only 
worked  farther  apart,  but  Uved  farther  apart,  for  with  industrial 
concentration,  community  life  changed,  and  the  tenement  district 
developed.  The  diflference  in  their  scale  of  Uving  was  more  evident. 
Industrial  discontent  was  more  readily  bred.  Labor  and  capital 
organized  themselves  to  meet  strife,  and  strikes  and  lockouts  were 
the  natural  outgrowth. 
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Neither  master  nor  man  can  be  held  accountable  for  these  im- 
fortunate  conditions,  which  were  but  the  natural  consequence  of 
industrial  evolution  and  the  consequent  crowding  of  population  in 
cities.  So  engrossed  were  both  labor  and  capital  in  adjusting  them- 
selves to  the  new  conditions  that  the  estrangement  of  these  former 
partners  in  work  came  on  quite  unnoticed. 

DISTRUST  OP  EARLY  WELFARE  WORK 

Some  years  ago  industry  began  to  recognize  its  social  obligation. 
It  saw  the  economic  advantage  of  substituting  fine,  light,  well-venti- 
lated buildings  for  the  dark,  unsanitary  workshops  of  the  good  old 
days.  It  was  at  about  the  same  period  that  many  abortive  attempts 
at  so-called  welfare  work  were  started,  which  in  most  instances 
failed  to  make  any  real  contribution  to  the  better  imderstanding  of 
labor  and  capital.  This  sort  of  welfare  work  was  established  on 
purely  paternalistic  lines,  was  imposed  upon  the  group  of  workers 
without  their  desire  or  consent,  and  all  too  frequently  furnished  that 
for  which  they  had  no  real  need.  This  type  of  welfare  contributed 
to  the  social  and  superficial  requirements  of  the  man,  and  overlooked 
the  fundamentals.  It  did  not  take  into  account  the  basic  principle 
that  the  workman  is  very  human,  and  that  to  get  the  best  results 
out  of  any  socializing  effort  you  must  first  engage  his  cooperation. 
You  must  put  him  to  work,  so  that  he,  too,  may  use  his  creative  in- 
stincts and  enjoy  with  the  employer  the  fruits  of  intelligent  codpera- 
tive  work.  Welfare  work  of  the  former  kind  deserved  failure  and 
did  faU.  It  was  ''built  upon  the  sands"  and  was  all  too  frequently 
washed  away  by  the  least  wave  of  discontent  among  the  workers. 
After  the  first  strike,  the  returning  man  found  the  doors  of  the 
dining  rooms,  libraries,  and  club  rooms  closed  upon  him.  The  whole 
structure  was  weak  and  crumbled  at  the  mere  sign  of  a  storm.  Is  it 
any  wonder  then  that  welfare  work  came  into  such  disrepute  with 
the  worker  and  was  so  continuously  and  effectively  used  by  the 
labor  agitator? 

BUILDERS  OF  MEN 

It  would  indeed  be  a  foolhardy  individual  who  should  attempt 
to  interest  the  members  of  these  organizations  in  that  kind  of  welfare 
work.  I  am  equally  sure  that  most  of  the  plants  represented  by  this 
conference  are  already  engaged  in  some  effort  to  solve  the  great 
problem  of  human  potential  in  industry.  We  are  all  groping  our 
way  toward  finding  the  right  method.    If  we  can  evolve  a  sound 
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economic  scheme  for  the  establishment  of  a  hmnannservice  depart- 
ment in  industry,  which  day  by  day  will  pay  dividends,  which  will 
reduce  lost  time  for  illness  and  accidents,  reduce  labor  turnover, 
and  quicken  loyalty,  we  will  not  build  up  a  "block  house"  which 
will  fall  to  pieces  at  the  first  sign  of  industrial  strife.  It  will  each 
day  have  served  its  purpose,  secured  a  result  worth  while  for  itself, 
and  wUl  automatically,  along  with  all  other  departments,  be  again 
set  in  motion  the  moment  that  the  wheels  of  industry  b^in  to 
turn. 

I  have  faith  in  big  industry.  I  believe  that  when  builders  of 
big  enterprises  sense  their  social  opportunities  they  will  also  prove 
themselves  to  be  builders  of  men.  In  time  their  widened  perspective 
will  include  an  active  interest  in  national  and  local  health  problems, 
they  will,  for  the  sake  of  the  men,  use  their  good  offices  for  better 
housing  and  transportation  faciUties.  They  will  apply  themselves 
to  the  great  human  problem  of  taking  much  of  the  drudgery  out  of 
work.  With  this  new  purpose  in  Ufe  will  come  a  recompense  which 
cannot  be  valued  in  mere  dollars. 

They  will  be  instituting  the  first  intelligent  effort  toward  the 
alleviation  of  poverty  and  the  establishment  of  social  justice.  Phil- 
anthropy and  legislative  effort  to  correct  conditions  have  failed 
lamentably. 

BUILD  UPON   HEALTH 

The  activities  of  the  human-service  department  should  be  foimded 
on  intensive  health  work.  Health  is  oin*  most  vital  possession.  The 
mere  act  of  conserving  the  health  is  ennobling.  Healthy  bodies 
promote  right  thinking,  right  living,  good  habits,  and  it  is  upon 
such  factors  that  intelligence,  stabiUty  and  loydty  are  engendered. 
Unless  we  have  these  things,  our  employment  departments,  strug^^iing 
with  the  labor  turnover,  our  mutual-benefit  societies  and  loan  asso- 
ciations, our  restaurants,  our  codperative  bujdng,  our  sanitaiy 
measures,  will  meet  with  but  half  of  the  deserved  success. 


ALL-DAY  DISPENSARY 

The  point  of  approach  to  the  human  potential  had  best,  there- 
fore, be  through  the  industrial  dispensary.  Under  a  high-grade 
physician  it  will  be  the  great  melting  pot  of  the  human  experiences 
of  men.  Here  the  virtues  and  the  weaknesses  of  the  men  will  be 
most  apparent.  The  physician  will  also  be  confessor,  adviser,  priest 
Throu^  him  the  employee  may  learn  that  it  pays  to  be  h^thy, 
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steady,  and  of  good  habits.  He  does  not  hesitate  to  preach  Dbe 
"Sober  First"  campaign. 

An  industrial  dispensary,  with  a  dental  clinic  as  its  adjunct,  will 
advertise  itself.  It  will  come  in  daily  contact  with  five  per  cent  of 
the  force,  the  equivalent  of  the  whole  force  each  month.  To  respond 
to  all  the  possible  services  that  grow  out  of  these  frequent  contacts, 
it  will  require  one  full-time  physician  to  every  750  employees. 

The  men  will  first  use  this  department  for  their  slight  cuts  and 
accidents;  next  they  will  begin  to  call  the  doctor's  attention  to  some 
surgical  defect  with  which  they  have  been  suffering. 

DOUBLING  WAGES 

I  recall  the  case  of  an  Italian  watchmaker  with  five  children, 
whose  complexion  was  pale  and  pasty.  He  seemed  anxious  to 
please  his  foreman,  but  his  work,  like  his  skin,  remained  rather  pale. 
He  had  a  bad  record  for  absence  and  lateness.  His  average  earn- 
ings amounted  to  $13  per  week.  Investigation  showed  that  he  had 
been  suffering  with  hemorrhoids  for  twenty  years  and  had  been 
repeatedly  advised  against  an  operation.  He  had  enough  confidence 
in  the  plant  physician  to  imdergo  the  operation.  As  a  result,  his 
physicsd  efficiency  was  raised,  so  that  now  his  premium  earnings 
are  nearly  as  great  as  his  weekly  wages  formerly  were.  In  other 
words,  the  operation  had  practically  doubled  his  wages.  An  in- 
efficient man,  an  active  candidate  for  the  himian  scrap  heap,  one 
whose  family  had  been  on  the  poverty  line  for  years,  has  been  con- 
verted into  a  happy,  productive  citizen. 

In  an  industrial  all-day  dispensary  men  will  frequently  learn 
that  while  they  have  been  treated  for  rheumatism  on  the  outside, 
they  are  actually  suffering  from  broken  arches.  Again  and  again 
men  will  be  found  who  are  continually  taking  headache  dope  for 
headaches  due  either  to  gastric  conditions  or  eye  strain.*  Untold 
numbers  of  men  will  be  foimd  whose  working  capacity  has  been 
below  normal;  whom  employers  have  always  felt  more  or  less  sorry 
for  and  therefore  did  not  discharge  because  they  seemed  anxious  to 
make  good,  but  they  never  quite  "reached."  Quite  a  lot  of  these 
will  be  foimd  suffering  with  chronic  intestinal  toxaemia,  while  fully 
as  many  will  be  discovered  whose  lowered  vitality  has  been  induced 
by  years  of  bad  mouth  hygiene,  abscessed  roots  and  pyorrhea.  I 
am  thinking  just  now  of  such  a  man  who  had  been  treated  for  rheu- 
matism for  years  and  who  never  was  able  to  get  out  of  the  subnormal 
class  of  workers.    A  careful  checking  up  showed  pyorrhea  of  the 
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teeth  to  be  responsible.  With  six  month's  supervision  and  care, 
that  man  increased  his  earning  capacity  by  nearly  100  per  cent. 

While  speaking  of  mouth  conditions,  let  me  recall  the  case  of  a 
man  who  for  three  weeks  sufifered  excruciating  neuralgia  of  the  face 
and  head.  He  was  the  type  of  man  that  puts  off  going  to  a  ph3r8i- 
cian  imtil  the  last  moment.  Examination  showed  that  he  had  a 
very  dirty  mouth,  a  number  of  snags  and  some  pyorrhea.  X-rays 
showed  an  imerupted  cuspid  tooth  lying  horizontally,  the  pressure 
therefrom  causing  the  pain.  Twenty-four  hours  after  the  removal 
of  this  tooth,  and  the  old  snags,  all  pain  disappeared.  If  the  plant 
dentist  had  been  an  average  dentist  no  X-ray  would  have  been 
called  for  and  the  man  would,  for  weeks,  have  lost  sleep  and  time 
from  work,  and  have  considerably  reduced  his  vitality  and  working 
capacity. 

In  passing,  we  might  mention  one  other  case  where  the  man  was 
losing  a  day  or  two  each  week  as  a  result  of  nausea,  sleepy,  draggy 
feeling,  practically  no  ambition  for  work,  and  gradual  loss  of  weight. 
Physical  examination  showed  nothing  unusual,  except  that  the  teeth 
were  bad.  Cleaning  up  the  mouth  and  puUing  out  the  old  snags 
was  followed  by  immediate  improvement.  The  stomach  trouble 
disappeared.  In  six  weeks  he  gained  seven  poimds  and  had  a  new 
bite  for  work. 

DIAGNOSIS  NECESSARY 

The  plant  dispensary,  with  the  economic  pressure  back  of  it  to 
get  results,  will  go  farther  to  establish  a  diagnosis  than  the  family 
physician.  It  sees  the  financial  advantage  to  the  patient  and  to 
the  company,  to  spend  a  few  dollars  for  consultation  or  for  X-ray. 
If  the  employee  cannot  pay  for  the  consultation,  the  plant  phjrsician 
can  always  place  his  hands  upon  some  consultant  on  the  outside 
who  will  do  the  work  for  nothing.  There  is  a  drive  behind  the  plant 
physician  to  get  a  quick  result. 

Too  much  cannot  be  said  for  physical  examinations  of  employees. 
No  one  knows  how  many  cases  of  incipient  tuberculosis  are  present 
in  his  shop  force.  There  are  any  number  of  men  whose  appetites 
are  variable,  who  tire  easily,  but  who  have  no  cough  or  s3rmptom8 
that  would  make  them  consult  a  physician;  are  perhaps  merely 
irritable,  and  have  a  draggy  feeling  and  no  "pep."  They  attribute 
their  weariness  to  the  job.  In  so  many  cases  of  an  early  diagnosis  of 
incipient  tuberculosis,  an  enforced  rest  of  a  month  or  two  will  put 
these  men  on  their  feet  again. 
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INDUSTRIAL  CROSSED  ETES 


The  development  of  the  human  potential  with  all  of  its  mutual 
and  economic  advantages  will  not  be  introduced  in  industry  where 
the  employer  does  not  possess  some  social  vision.  I  am  thinking 
just  now  of  one  nanx)w-visioned  employer  who  was  recently  inter- 
viewed by  some  one  who  was  anxious  to  gain  a  consensus  of  opinion 
as  to  the  value  of  employees'  service  departments.  The  total  human 
equation  in  this  particular  industry,  employing  some  1100  men, 
was  represented  by  a  mutual  aid  to  which  the  company  contributed 
annually  the  large  sum  of  $100  (}e88  than  nine  cents  per  man) !  It 
was  necessary  for  that  association  at  their  annual  picnics,  given  for 
the  purpose  of  raising  money,  to  invite  employees  of  a  niunber  of 
other  smaller  concerns.  In  other  words,  for  the  sake  of  a  few  dol- 
lars raised  by  inviting  outsiders,  this  company  blindly  encouraged 
the  undermining  of  any  good  feelings  of  fellowship  that  might  have 
been  encouraged  among  its  employees  by  this  one  annual  getting- 
together.  The  same  employer  boasted  that  the  efficiency  plan  of 
wages  greatly  reduced  the  cost  of  production,  returning  ten  dollars 
for  each  dollar  put  into  that  system. 

In  discussing  his  men  he  spoke  only  of  their  lack  of  loyalty  and 
the  lack  of  loyalty  on  the  part  of  the  foremen."  With  an  injured 
air  he  told  that  petitions  for  the  unionizing  of  the  employees  had 
been  in  circulation  in  his  shop  for  two  weeks  with  the  full  knowledge 
of  the  foreman  before  he  discovered  that  fact.  The  result  is,  he  says, 
that  the  shop  is  fully  organized  and  the  union  has  his  company 
under  its  thumb.  It  seems  that  it  had  been  the  custom  of  this  com- 
pany to  entertain  the  foremen  once  a  month  with  a  dinner  and  smoker, 
and  that  one  of  these  entertainments  was  held  the  night  before  the 
discovery  of  the  petitions.  With  stupid  satisfaction  he  said  that 
thereafter  foremen's  meetings  ceased.  It  is  not  surprising  to  note 
in  passing  that  the  labor  tiumover  in  this  plant  is  305  per  month. 
This  man  who  gives  the  whole  sum  of  $100  toward  the  sole  coopera- 
tive effort  on  the  part  of  the  men  to  care  for  themselves  in  times  of 
illness  loses  $100,000  per  year  in  excessive  labor  turnover. 

If  I  were  called  upon  to  make  a  diagnosis  of  that  employer,  I  would 
.  venture  to  say  that  he  had  an  aggravated  case  of  mental  strabismus 
or  was  mentally  cross-eyed.  He  does  not  realize  that  the  sound- 
minded  industrial  procession  is  passing  him.  He  does  not  know 
that  the  movement  for  the  conservation  of  the  industrial  worker 
marks  the  greatest  change  in  the  attitude  of  society  of  the  twentieth 
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century,  that  next  to  the  municipality  the  industnal  corporation  is 
the  largest  social  unit,  that  as  such  it  partakes  of  many  of  the  char- 
acteristics and  functions  of  a  governmental  subdivision.  He  does 
not  realize  that  his  industry  is  an  example  of  one  selfishly  admin- 
istered, and  as  such  is  a  menace  to  the  peace,  prosperity  and  happi- 
ness not  only  of  the  members  of  his  industrial  unit,  but  a  menace  to 
the  rest  of  the  community  members.  A  coldly  calculating,  selfish 
enterprise,  no  matter  how  big,  engenders  selfishness,  distrust,  envy 
and  hate  in  individuals  in  and  about  it.  As  a  by-product  it  manu- 
factures class  feeUng,  which  other  social  agencies  vainly  try  to 
counteract.  C!onversely,  a  socially  organized,  profitable,  and  far- 
sighted  business  enterprise,  by  its  very  existence,  continuously  cre- 
ating more  work  for  more  people,  is  not  only  a  great  financial  asset 
to  the  community,  but  is  of  definite  social  value  as  well.  The  first 
grows  at  the  expense  of  society  which  gave  it  life.  The  second  is 
one  of  the  taproots  of  society.  The  first  produces  the  malcontents, 
the  industrial  hobo,  the  I.  W.  W.  The  second  creates  intelligent, 
contented  citizenship,  the  only  hope  of  a  democracy. 

THE   PHYSICIAN   IN  INDUSTRY 

To  men  who  are  attempting  to  fit  their  enterprises  to  this  latter 
classification,  to  men  who  are  seriously  at  work  solving  the  problem 
of  the  human  potential  in  industry,  permit  me  to  say  that  most  of 
them  are  overlooking  the  possibiUties  for  service  that  the  socially 
minded  physician  may  render  employers  and  employees.  The 
proper  place  has  not  yet  been  accorded  him.  He  has  not  been  given 
an  oppoFtunity  to  make  one  for  himself.  It  doesn't  coimt  for  much 
if  surgeons  are  employed  in  a  plant  to  care  for  the  injured.  The 
surgeon  is  in  Just  the  same  relation  to  a  business  and  the  employees 
as  is  the  electrical  repair  man  who  replaces  the  fuse  and  looks  after 
short-circuits.  What  is  needed  is  a  doctor,  a  combination  general 
repair  and  safety  engineer,  to  look  after  the  human  machinery,  to 
study  stresses  and  strains  on  it,  to  give  warning  of  a  probable  break- 
down, to  advise  easing  up  on  the  load  until  the  human  mechanism 
has  been  readjusted,  to  do  the  hundred  and  one  things  that  make 
for  comfort  of  mind  and  body. 

COST  OF  ILLNESS  TO   CAPITAL  AND  LABOR 

When  we  are  told  by  investigators  that  only  one  industrial 
worker  in  five  in  need  of  a  physician  calls  one,  we  may  know  what 
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this  shortsightedness  in  them  is  costing  in  lost  time.  We  may  also 
know  what  great  service  the  industrial  dispensary  may  render. 

The  loss  of  wages  to  the  worker  on  accoimt  of  preventable  illness 
runs  annually  to  the  biUion-doUar  mark.  To  the  employers  the 
loes  must  surely  be  twice  that  amoimt  when  we  remember  what  a 
laige  part  bad  health  plays  in  inefficiency,  in  irr^ularity  of  attend- 
ance, with  its  consequent  poverty  and  low  standard  of  living,  in  its 
frequent  shifting  from  job  to  job,  in  its  imdermining  of  character 
and  stability,  in  inducing  dcoholism  and  other  vices.  The  man 
struggling  against  a  physical  defect  uses  up  every  ounce  of  energy 
and  loydty  to  support  his  family.  Can  he  have  any  loyalty  left? 
Is  it  human  to  expect  it? 

Are  we  going  to  meet  this  great  medical  and  economic  question 
by  the  general  introduction  of  the  ph3rsician  in  industry  or  are  we 
going  to  sit  idly  by  and  permit  the  propagandists  to  persuade  our 
legislators  that  compulsory  sickness  insurance  done  will  assure  every 
worker  adequate  medical  service.  I  personally  disbelieve  that  com- 
pulsory sickness  insurance  will  produce  that  result,  but  this  legisla- 
tion is  inevitable,  imless  industry  grasps  its  opportunity  and  shows 
society  that  it  is  willing  to  imdertake  a  method  of  health  insurance 
through  its  own  dispensaries,  whose  costs  will  be  negligible  compared 
to  compulsory  sickness  insurance  and  whose  results  for  national  health 
will  be  infinitely  greater.  If  business  is  not  big  enough  to  see  the  social 
and  economic  advantage  of  some  system  of  self-imposed  compulsory 
medical  supervision  of  employees,  then  some  of  the  most  staunch 
opponents  of  compulsory  sickness  insurance  will  have  to  become  its 
active  proponents. 

The  industrial  dispensary  will  lessen  disease,  increase  the  niunber 
of  working  days  as  well  as  working  capacity  and  thereby  increase  the 
purchasing  power  for  adequate  medical  service  for  the  families  of 
the  workers.  Medical  care  in  industry  is  not  a  charity.  It  pays  the 
best  dividends  of  any  department  in  business.  It  seciures  a  new  arm 
to  the  health  department  and  makes  possible  preventive  medicine 
on  a  scale  yet  undreamed  of.  Witness  the  reduction  of  75  per  cent 
of  the  lost  time  on  account  of  illness  in  the  employees  of  the  Norton 
Company  who  use  the  medical  department.  In  attacking  directly 
such  problems  as  personal  hygiene,  bad  housing  and  living  condi- 
tions, alcoholism  and  venereal  disease,  it  will  make  a  real  contribu- 
tion to  national  health  and  social  welfare.  It  will  immediately 
help  cure  the  legislative  mania  with  which  the  American  people  are 
cursed. 
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Thus  in  a  feeble  way  have  I  attempted  to  give  you  a  ^impse  of 
the  contribution  which  the  ph3r8ician  in  industry  may  make  toward  , 
increasing  the  human  potential  in  industry.  If  it  has  served  to 
awaken  your  interest  and  later  investigation,  it  will  not  have  been 
in  vain.  The  problem  is  yours.  We  should  all  be  at  work  on  its 
ultimate  solution.  Of  this  I  am  certain — the  industrial  health  de- 
partment can  be  made  the  great  humap  laboratory  that  will  help  to 
refine  out  the  dross  and  hasten  the  day  of  industrial  betterment,  the 
ultimate  day  of  a  better  imderstanding. 


DISCUSSION 

R.  G.  Williams  emphasized  Dr.  Geier's  statements,  citing  The 
Norton  Grinding  Company,  which  for  a  number  of  years  had  been 
practicing  a  good  many  of  the  things  Dr.  Geier  advocated.  This 
company  had  an  industrial  health  department,  and  it  was  just  as 
indispensable  as  the  telephone.  They  could  prove  to  anyone  inter- 
ested that  it  was  a  doUars-and-cents  proposition.  As  an  example, 
soon  after  the  department  was  installed  and  the  men  were  just  get- 
ting confidence  in  the  work,  an  epidemic  of  grip  broke  out  in  the 
town.  About  half  of  the  men  who  developed  symptoms  imme- 
diately got  in  touch  with  the  plant  ph3rsiQian;  the  other  half  did 
not,  but  held  off  as  long  as  they  could,  and  eventually  lost  consid- 
erable time.  The  men  that  used  the  hospital  lost  on  an  average 
19.2  less  hours  per  man  per  month  than  the  men  who  did  not. 

Frank  B.  Gilbreth.  I  want  to  emphasize  one  statement  in 
this  remarkable  paper,  not  with  the  idea  that  it  is  the  most  important, 
but  that  that  one  thought  would  warrant  the  paper  even  without 
the  rest  of  its  contents.  I  refer  to  the  conservation  of  industrial 
workers. 

We  are  very  much  interested  in  the  work  of  conservation  of 
industrial  workers  who  have  been  crippled  both  in  the  war  and  in 
the  industries.  It  will  probably  surprise  you  to  know  that  in  Canada 
the  number  of  cripples  who  return  from  the  war  is  not  as  great  as 
the  number  of  industrial  cripples  for  the  same  length  of  time  in 
Canada.  Statistics  showing  this  may  be  obtained  from  those  in 
charge  of  the  reeducation  of  the  soldiers  in  Canada.  Statistics  from 
oiu"  own  coimtry  are  published  in  a  remarkable  book  to  be  obtained 
from  the  Commissioner  of  Vital  Statistics  of  the  State  of  California. 
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In  the  work  that  we  have  been  doing  with  the  cooperation  of 
people  in  foreign  countries  we  have  found  a  tremendous  number  of 
jobs  for  crippled  soldiers  ad  a  result  of  which  they  can  practically 
date  the  be^nning  of  their  financial  prosperity  from  the  time  that 
they  were  injured.  The  work  undertaken  in  finding  occupation  for 
these  industrial  cripples  has  been  successful  to  an  extent  that  has 
been  perfectly  astounding,  and  the  same  thing  will  apply  to  place- 
ment of  reeducated  industrial  workers,  if  they  are  given  proper 
attention. 

The  great  need  is  for  adequate  teaching,  and  this  need  can  best 
be  met  now,  when  the  subject  of  the  cripple  holds  worldwide  inter- 
est. Immediately  after  the  war  began  I  went  to  Washington  to 
try  to  get  a  bureau  started  somewhere  that  would  take  up  the  ques- 
tion of  providing  teachers  for  crippled  soldiers,  with  the  idea  of 
training  them  so  that  we  could  properly  handle  the  cripples  that 
will  come  back  to  us.  It  takes  two  years  to  teach  anyone  to  handle 
the  best  methods  of  teaching  cripples  and  it  is  absolutely  necessary 
to  make  preparations  now. 

Mistakes  have  been  made  in  other  countries  in  the  matter  of 
teaching  crippled  soldiers,  where  they  have  often  been  taught  to 
make  baskets,  because  the  vocation  of  basket  making  might  have 
been  the  only  one  that  the  teacher  could  teach. 

The  cripple  must  be  taught  not  primarily  what  the  imtrained 
teacher  wants  to  teach,  but  what  he  needs  to  learn.  He  must  be  pro- 
vided with  an  occupation  that  develops  him  mentally  and  physi- 
cally, and  that  satisfies  his  desire  to  do  ''a  man's  job." 

It  is  the  duty  of  this  Society  to  see  that  the  training  for  efficient 
teachers  is  provided  not  only  in  the  schools  and  colleges,  but  also 
in  the  industries.  The  teachers  must  know  how  to  prepare  the 
cripples  to  go  back  into  our  shops  and  offices  —  must  be  able  to 
furnish  practical  as  well  as  theoretical  knowledge. 

Then,  when  the  need  for  reeducating  war  cripples  is  over,  they 
can  turn  their  energies  to  the  cripples  of  the  industries,  to  whom 
Dr.  Geier  has  so  eloquently  called  our  attention. 
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No.  1600 

REPORT      OF      COMMITTEE      ON      RECOM- 
MENDED PRACTICE   FOR   STANDARD- 
IZATION  OF   FILTERS 

To  THE  Council  of  The  American  Society  of  Mechanical 
Engineers: 

Your  committee,  appointed  to  make  recommendations  as  to  how 
^raieihe  capacity  of  mechanical  JiMers,  desires  to  submit  the  following 
report: 

municipal  vs.  industrial  field 

2  The  field  of  mechanical  filtration  may  be  arbitrarily  yet 
definitely  divided  into  two  parts:  One,  the  purification  of  drinking 
water  or  water  for  domestic  supply,  and  the  other  the  purification  of 
water  for  other  purposes,  such  as  industrial  uses. 

MUNICIPAL  PRACTICE  SUBSTANTIALLY  UNIFORM 

3  On  accoimt  of  its  importance  and  the  large  expenditure  in- 
volved, especially  in  connection  with  municipal  plants,  much  time 
aod  study  have  been  given  to  all  features  of  the  filtration  of  water  for 
domestic  use.  A  large  amoimt  of  data  gathered  through  laboratory 
tests,  and  experience  covering  long  periods  in  the  practical  operation 
of  municipal  plants,  have  brought  into  quite  uniform  adoption  by  all 
engineers  engaged  in  such  work  the  use  of  a  rate  of  filtration  of  2  gal. 
per  min.  per  sq.  ft.  of  filtering  area  for  domestic  supply. 

DEPARTURES   FROM  NORBfAL  MUNICIPAL  RATE  PERMISSIBLE 

4  While  stating  as  a  matter  of  information  that  such  a  rate  is 
applicable  in  the  great  majority  of  such  cases,  your  committee  does 
not  feel  warranted  in  setting  forth  this  rate  as  one  to  be  adopted  for 
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all  cases.  As  a  matter  of  fact,  the  installation  of  a  municipal  filtra- 
tion plant  usually  is  done,  and  always  should  be  done,  imder  the 
advice  and  supervision  of  a  competent  filtration  engineer  engaged  for 
the  purpose,  and  the  rate  of  filtration  as  well  as  other  points  of  con- 
struction and  operation  should  be  left  to  his  judgment,  based  upon 
the  local  conditions  that  may  exist.  For  this  reason,  your  com- 
mittee feels  that  it  is  advisable  and' in  accordance  with  the  spirit  and 
intent  of  your  instructions  to  refer  herein  chiefly  to  the  filtration  of 
water  for  other  than  municipal  purposes. 

VARIOUS  VIEWS  CANVASSED 

5  Your  committee  in  considering  this  subject  has  sought  infor- 
mation and  assistance  from  many  sources,  and  we  desire  herewith  to 
express  our  appreciation  of  the  many  courtesies  extended  to  us  by 
those  thus  called  upon  for  data  or  comment. 

GRAVITY  vs.   PRESSURE  FILTERS 

6  It  may  be  well  here,  in  view  of  the  misunderstanding  that 
seems  to  exist  to  some  extent,  to  make  some  reference  to  the  two 
different  types  of  mechanical  filters  known  as  the  gravity  type  and 
the  pressure  type.  With  both  types,  purification  is  accomplished  by 
passing  the  water  through  a  filtering  bed,  which  in  practically  all 
cases  is  sand,  and  the  purification  is  dependent  upon  the  property  or 
power  of  the  bed  of  sand  to  remove  suspended  impurities  from  the 
water  passing  through.  This  property  is  one  inherent  in  the  filter 
bed  itself  and  while  it  will  be  affected  by  the  rate  at  which  the  water 
passes,  it  is  not  altered  by  the  incidental  fact  of  the  water  being  or  qpt 
being  imder  more  than  atmospheric  pressure.  While,  with  additional 
pressure  available,  moreVater  can  be  forced  through  a  pressure  filter 
than  a  gravity  filter  of  given  size,  there  is  no  difference  in  the  princi- 
ples or  methods  employed  that  warrants  a  higher  rate  of  filtration 
with  such  filters  than  is  acceptable  for  open  or  gravity  filters  when 
similar  results  are  to  be  obtained. 

EXPERIENCE  LEADING  TO  STANDARDIZATION 

7  From  the  information  gathered  it  was  made  apparent  that 
experience  has  already  brought  about  a  substantial  unanimity  of 
opinion  and  practice  on  the  part  of  all  those  who,  as  engineers, 
chemists  or  manufacturers,  are  brought  into  close  contact  with  the 
field  of  mechanical  filtration  as  to  the  limits  within  which  permissible 
rates  of  filtration  must  fall.    A  very  definite  rate  has  become  estab- 
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lished  in  connection  with  municipal  work,  and  indeed  if  there  had 
been  anything  like  the  publicity  in  connection  with  filtration  of  water 
for  other  purposes  that  has  obtained  in  connection  with  gravity  filters 
such  as  are  installed  for  municipal  work,  it  is  probable  that  there 
would  have  been  no  occasion  for  such  investigation  and  report  as 
this  committee  has  been  called  upon  to  make. 

TENDENCY  TO  OVERRATING 

8  While  our  investigation  has  made  the  above  situation  apparent, 
it  has  also  developed  the  fact  that  there  have  been  many  filters  in- 
stalled in  which  the  rate  of  filtration  per  unit  of  area  is  beyond,  and 
sometimes  far  beyond,  that  at  which  good  results  can  be  expected  or 
required.  In  some  cases  this  has  been  due  to  the  specifications  imder 
which  the  filters  were  installed,  and  in  others,  to  what  must  be  called 
an  overrating  of  the  capacity  of  filters  on  the  part  of  manufacturers. 
It  is  easily  possible  to  force  or  pass  through  a  filter  of  given  dimensions 
much  more  water  than  it  will  properly  filter,  and  in  view  of  this  it 
must  be  expected  that  there  will  be  more  or  less  yielding  on  the  part 
of  manufacturers  placed  under  competitive  conditions  to  the  tempta- 
tion to  overrate  their  filters. 

NEED  FOR  DEFINITE,   REASONABLE  SPECIFICATIONS  ON  CAPACITY 

9  This  condition  emphasizes  the  need  and  value  of  a  pronounce- 
ment on  this  subject  by  some  such  body  as  The  American  Society 
of  Mechanical  Elngineers  which  will  serve  for  the  information  and 
guidance  of  those  who,  while  having  occasional  need  to  specify  or  use 
mechanical  filters,  do  not  have  opportunity  to  keep  fully  informed 
of  conditions  in  that  field.  It  is,  therefore,  hoped  that  this  report 
and  its  recommendations  will  be  of  real  value  to  engineers  by  placing 
before  them  information  as  to  what  is  now  the  best  opinion  and  prac- 
tice, and  thus  enabling  them  to  protect  their  own  work  and  their 
clients'  interests.  To  this  end  your  committee  most  heartily  and 
urgently  recommends  that  when  specifying  filters  there  be  included 
not  merely  the  amount  of  water  to  be  filtered  per  unit  of  time,  but 
also  specifications  as  to  the  rate  of  filtration  per  unit  of  area,  or  else 
the  area  or  dimensions  of  the  filter  bed.  Specifications  thus  written 
will  insure  fair  competition  and  more  satisfactory  results. 

IDENTITY   IN  GENERAL  DESIGN 

10  The  same  general  design  and  the  same  principle  of  operation 
are  followed  by  all  the  leading  manufacturers  of  mechanical  filters, 
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the  filtration  being  downward  through  a  bed  of  sand  superimposed 
upon  layers  of  gravel,  the  filters  being  washed  by  a  reverse  flow  of 
water.  Competition  in  construction  is,  therefore,  limited  to  the 
excellence  of  materials  and  workmanship,  to  the  perfecting  of  details 
and  to  adaptations  for  convenience  in  accordance  with  good  filtration- 
engineering  practice.  While  this  affords  abimdant  opportunity  for 
conscientious  care  and  requires  familiarity  with  the  history  of  filtra- 
tion and  thorough  knowledge  and  observance  of  the  results  of  experi- 
ments and  tests,  it  does  not  allow  any  application  of  ingenuity  to 
change  fundamental  requirements  that  are  dependent  upon  natural 
laws. 

UNNBCBS8ARY  TO  STANDARDIZE  CONSTRUCTION  DETAILS 

11  Your  committee  feels  that  it  would  be  unwise,  at  least  at 
this  time,  to  attempt  to  standardize  details  of  construction,  there 
being  a  wide  range  in  this  field  for  individual  preference  or  conven- 
ience, but  there  may  well  be  established  a  standard  in  regard  to  the 
rate  of  filtration,  since  the  object  thereby  sought  is  not  mere  uni- 
formity but  compliance  with  the  limitations  imposed  by  the  laws  of 
nature,  so  that  the  possible  benefits  of  filtration  will  be  actually  and 
fully  realized.  It  would  thus  seem  to  be  self-evident,  even  if  it  were 
not  fully  established  by  experiment  and  experience,  that  the  capacity 
of  any  filter  is  dependent  upon  and  determined  by  two  factors: 

a  The  permissible  rate  per  unit  of  area  at  which  the  water  can 

be  passed  to  insure  the  desired  results 
b  The  effective  area  of  the  filter  bed. 

AGREEMENT  AMONG  LEADING   FILTER  MANUFACTURERS 

12  It  was  made  evident  by  the  data  gathered  that  there  is  a 
unity  of  opinion  on  the  part  of  those  best  qualified  to  judge  at  what 
rate  water  may  be  passed  per  square  foot  of  filter  area  to  secure  de- 
sired purification,  and  that  there  is  a  close  agreement  in  the  practice 
of  all  the  leading  filter  manufacturers  in  rating  tha  capacity  of  a  filter. 

FORM  OF  EXPRESSING   CAPACITY 

13  For  convenience,  we  have  expressed  the  rate  of  filtration  in 
terms  of  gallons  per  square  foot  of  superficial  filter-bed  area  per 
minute,  thus  combining  units  of  quantity,  area  and  time  in  a  way  to 
make  easy  the  calculation  of  the  amount  of  water  any  given  filtering 
unit  will  properly  handle  or  to  estimate  the  area  of  filter-bed  surface 
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that  will  be  required  for  a  given  supply.  The  filtering  area  should  be 
computed  on  the  upper  surface  of  the  filter  bed,  as  the  latter  lies 
during  normal  filtering  operation,  and  no  attention  should  be  paid  to 
a  greater  cross-sectional  area  such  as  is  sometimes  foimd  in  horizontal 
cylindrical  filters. 

CARE  AS  TO  MAXIMUM   DEMAND 

14  In  deciding  upon  the  size  of  filters  to  be  installed  in  any  in- 
stance very  careful  consideration  should  be  given  to  the  maximum 
flow  that  will  be  required  at  any  time,  and  ample  capacity  provided. 
Where  the  demand  is  irregular,  the  maximum  requirement  is  much 
greater  than  the  average  or  minimum  consumption,  and  either  ade- 
quate storage  for  filtered  water  should  be  provided  or  the  rated  capac- 
ity of  the  filter  made  equal  to  the  maximum  demand.  All  filters  are 
capable  of  passing  more  than  their  rated  capacity,  but  beyond 
certain  fairly  narrow  limits  this  is  always  at  the  expense  of  the  quality 
of  the  filtered  water,  unless  more  than  ordinary  care  is  taken  in  effi- 
ciently coagulating  the  unfiltered  water.  As  already  intimated,  the 
persistent  use  of  moderately  high  rates  above  the  normal  and  the 
occasional  use  of  excessively  high  rates  should  be  discouraged,  if  not 
prohibited. 

DEPTH  OF   FILTER   BED 

15  While  in  a  sense  consideration  of  the  filter  bed  may  not  be 
included  within  the  instructions  given  your  conunittee,  we  feel  that 
some  remarks  in  this  connection  will  be  of  value,  especially  as  there 
seems  to  be  an  opinion  in  some  quarters  that  the  use  of  a  thicker  filter 
bed  or  special  methods  or  appliances  for  washing,  or  similar  features, 
make  higher  rates  of  filtration  permissible.  In  regard  to  such  points, 
we  would  say,  that  while  of  course  there  is  a  minimum  thickness  of 
filter  bed  that  must  always  be  maintained  for  safety,  better  results 
do  not  follow  increased  depth.  In  fact,  an  excessive  depth  of  sand 
bed  is  in  some  instances  objectionable,  as  it  may  interfere  with  proper 
washing.  We  find  that  the  minimum  thickness  of  filter  bed  should 
be  27  in.,  of  which  at  least  18  in.  should  be  sand  or  similar  fine  ma- 
terial. A  filter  bed  thickness  of  33  in.,  of  which  at  least  24  in.  is  sand 
or  similar  fine  material  of  suitable  size  and  grade,  is  recommended. 

INFLUENCE  OF  FILTER  WASHING 

16  While  efficient  washing  of  the  filter  bed  must  be  provided  for 
and  while  the  use  of  special  means  or  appliances,  such  as  stirrers,  air 
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agitation  or  other  means  of  breaking  up  the  filter  bed,  may  be  of 
value  in  some  cases  as  means  of  securing  economy  in  time  or  of  water 
consumed  in  washing  the  filter  bed,  the  direct  e£fect  of  such  means  is 
limited  to  that  secured  during  the  washing  process  and  such  effect 
has  no  influence  one  way  or  the  other  on  the  permissible  rate  of  filtra- 
tion, which  is  dependent  upon  and  limited  by  properties  inherent 
in  the  filter  bed  itself. 

NORMAL  FILTERING  MATERIAL 

17  The  most  desirable  filter  medium  is  a  granular  substance  of  a 
hard,  non-porous,  insoluble  character,  with  grains  substantially  uni- 
form in  size  and  shape,  the  exact  size  and  uniformity  of  the  particles 
being  open  to  some  variation  depending  upon  local  conditions.  If 
properly  washed,  such  a  filter  bed  will  remain  in  efiicient  working 
condition  for  several  years. 

SPECIAL   FILTERING  MATERIAL 

18  Bone  charcoal  or  other  porous  material  is  sometimes  of  aid 
in  the  removal  of  iron,  color,  tastes  or  odors.  But  if  they  are  used  it 
must  be  recognized  that  growths  of  bacteria  in  the  effluent  are  very 
likely  to  occur,  although  there  is  no  evidence  to  indicate  that  such 
growths  include  disease-producing  germs.  These  porous  media  may 
be  used  in  single  or  double  filtration,  as  noted  in  Pars.  20  to  23, 
inclusive. 

RECOMMENDED   RATE   OF  FILTRATION 

19  The  permissible  rate  of  filtration  in  any  instance  depends 
upon  the  character  of  the  water  to  be  filtered  and  the  purpose  for 
which  the  water  is  used.  If  the  water  is  for  domestic  purposes, 
whether  the  filters  are.installed  in  a  municipal  plant  or  otherwise,  the 
rate  of  filtration  should  not  exceed  that  which  has  been  adopted  for 
such  service  by  universal  consent  of  filtration  engineers.  We  there- 
fore recommend  that: 

a  Whenever  the  water  is  to  be  used  for  domestic  purposes  or 
to  secure  full  bacterial  purification,  the  capacity  shall  be 
based  upon  a  rate  of  filtration  not  to  exceed  2  gal.  per  min. 
per  sq.  ft.  of  filtering  area  and  a  coagulant  must  be  used. 

b  Where  a  lesser  degree  of  purification  is  required,  either  be- 
cause the  water  is  not  to  be  used  for  domestic  consump- 
tion or  because  the  water  to  be  filtered  is  already  suffi- 
ciently free  from  bacteria,  or  where  the  filtered  water  is 
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to  be  effectively  sterilized,  a  higher  rate  of  filtration  may 
be  used,  but  not  to  exceed  3  gal.  per  sq.  ft.  per  min. 

DOUBLE   FILTRATION  IN   SPECIAL  CASES 

20  Your  committee  finds  that  there  is  a  limited  use  made  of 
double  filtration;  that  iS;  the  water  is  passed  through  two  filters 
placed  in  tandem.  The  consensus  of  opinion  of  those  consulted  and 
the  recommendation  of  your  committee  is  that  when  both  filters  are 
filled  with  the  same  medium  this  is  not  the  best  practice,  but  that 
better  results  will  be  obtained  from  the  same  filters  operated  in  paral- 
lel, if  they  are  properly  constructed,  owing  to  the  slower  rate  of 
filtration. 

21  Double  or  tandem  filtration  may,  however,  be  used  to  ad- 
vantage imder  some  special  circumstances,  as,  for  instance,  where 
the  filter  medium  in  the  second  filter  is  of  a  very  close  texture,  so  as 
to  secure  the  very  highest  quality  of  filtered  water  by  removing  fine 
suspended  matters  that  may  pass  through  an  ordinary  filter  bed. 

22  Double  filtration  may  also  be  of  advantage  where  the  use  of  a 
coagulant  is  not  desired  or  where  it  is  intended  to  remove  iron,  color, 
odor  or  taste.  In  such  cases  sand  can  be  used  in  the  first  filter  and 
bone  charcoal  or  similar  porous  medium  in  the  second.  Such  prac- 
tice, however,  should  be  limited  to  cases  where  an  increase  in  the 
numbers  of  harmless  water  bacteria,  such  as  frequently  occurs  in  the 
effluent  of  a  porous  filter  medium,  is  not  objectionable. 

23  If  double  filtration  is  employed,  the  rate  of  filtration  should 
not  exceed  the  rate  for  single  filtration,  unless  warranted  by  the  re- 
sults of  experiments  or  upon  the  advice  of  a  competent  filtration 
engineer. 

STERILIZATION 

24  In  earUer  years  it  was  frequently  the  custom  to  sterilize  filter 
beds  with  steam,  but  it  was  found  that  the  benefit  of  this  treatment 
was  temporary,  and  it  frequently  resulted  in  the  growth  of  water 
bacteria  within  the  filter.  At  present,  steriUzation  is  normally  and 
preferably  secured  in  the  filtered  water  through  the  aid  of  liquid 
chlorine,  hypochlorite  of  lime,  or  ultra-violet  rays.  When  properly 
applied,  such  treatment  will  destroy  all  objectionable  bacteria. 

PREPVARATORY  TREATMENT 

25  While  this  report  deals  essentially  with  filters  themselves,  it 
is  proper  to  point  out  that  mechanical  filters,  with  the  rapid  rate  of 
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filtration  employed,  cannot  be  expected  to  accomplish  the  best 
obtainable  results  without  the  securing  of  proper  coagulation;  and 
if  the  raw  water  is  very  turbid,  then  preliminary  sedimentation  also 
must  be  considered. 

26  In  closing  this  report  the  committee  desires  to  exprees  its 
deep  loss  in  the  death  on  August  7,  1915,  of  J.  C.  W.  Greth,  Mem. 
Am.Soc.M.E.,  one  of  the  original  members,  and  also  its  appreciation 
of  hiis  aid  in  collecting  data  on  the  practical  state  of  the  art  and  of  his 
judicially  expressed  opinion  as  to  ^e  basis  of  this  report. 

Respectfully  submitted, 

George  W.  Fuller,  Chairman, 
James  C.  Botd 
Arthur  M.  Crane 
Phiup  N.  Engel 
Mabtin  F.  Newman 
William  Schwanhausser 
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MEETINGS  SEPTEMBER-DECEMBER 

MEETINGS  OF  SECTIONS 

NEW  OBLEANB,   SBPTEBIBER  7 

Illustrated  Lecture:  Notes  on  Shipbuilding,  F.  J.  French. 

PROVIDENCE,   SEPTEMBER   18 

Illustrated  talk  by  Prof.  J.  Ansel  Brooks  on  his  trip  to  Honolulu. 

ST.  LOUIS,   SEPTEMBER  21 

Address  by  Judge  Thomas  L.  Anderson  on  Patriotism,  with  in- 
formal talks  by  R.  L.  Radcliffe,  John  Himter,  L.  Gustafson,  H.  R. 
Setz  and  G.  R.  Wadleigh. 

HARTFORD,   SEPTEMBER  28 

Hartford  Branch  organized.  OflScers  elected:  B.  M.  W.  Hanson, 
Chairman,  Hiram  P.  Maxim,  Vice-Chairman,  S.  F.  Jeter,  Secretary- 
Treasurer;  M.  D.  Church,  Chairman  Membership  and  Aquaintance- 
ship  Committee,  and  C.  L.  Grohmann,  W.  H.  Honiss,  C.  D.  Rice, 
A.  D.  Risteen,  and  C.  H.  Veeder,  members  of  the  Executive  Com- 
mittee. Addresses  by  President  Hollis,  Past-President  Jacobus, 
Secretary  Rice,  Ernest  Hartford,  F.  R.  Low,  P.  B.  Morgan  and 
H.  B.  Sargent. 

MILWAUKEE,   OCTOBER  3 

Illustrated  Lecture:  Manufacture  of  a  9.2-in.  High-Explosive 
Howitzer  Shell,  Chester  A.  Lucas. 

BUFFALO,   OCTOBER   10 

Paper:  The  Internal-Combustion  Engine  and  the  War,  George 
W.  Dunham. 

PROVIDENCE,   OCTOBER   10 

Subject:  The  Gasoline  Engine,  with  Particular  Reference  to  Aero- 
nautics, Prof.  Dean  A.  Fales. 
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BOSTON,  OCTOBER  11 

Lieutenant  Morize  spoke  on  The  Differences  in  Modem  War- 
fare Methods  and  Those  in  Vogue  in  the  Past.  Major  Cole,  Com- 
mandant at  M.  I.  T.,  gave  a  talk  along  the  same  lines. 

NEW  YORK,   OCTOBER   16 

Address:   The  Evolution  of  Manhattan  from  an  Indian  Village 
to  a  Great  Metropolis,  Dr.  T.  Kennard  Thomson. 

PHILADELPHIA,   OCTOBER   16 

Joint  meeting  with  the  Engineers'  Club  of  Philadelphia.  Address: 
The  War's  Effect  on  Merchant  Shipbuilding,  Homer  L.  Ferguson. 

PROVIDENCE,   OCTOBER   16 

Illustrated  Lecture:  The  Army  Cantonment  at  Ayer,  Mass., 
F.  A.  Barbour. 

ST.   LOUIS,   OCTOBER   16 

Dinner  and  reception  at  the  Missouri  Athletic  Club,  with  Presi- 
dent Hollis  as  the  guest  of  honor. 

SAN  FRANCISCO,   OCTOBER   16 

Illustrated  Lecture:  The  Tunnels  of  San  Francisco,  M.  M. 
O'Shaughnessy. 

BUFFALO,   OCTOBER   17 

Illustrated  talk  on  Scientific  Research  by  Br.  C.  E.  K.  Mees. 

Cincinnati,  October  18 

Address:  The  Research  Laboratory  Applied  to  Industry,  F.  0. 
Clements. 

ST.  LOUIS,   OCTOBER  22 

Joint  meeting  with  the  National  Conunittee  on  Sections.  Illus- 
trated Lectui-e:  The  Development  and  Operation  of  a  Large  Power 
Station,  John  Hunter. 

LOS  ANGELES,   OCTOBER  23 

Meeting  with  the  Joint  Technical  Societies,  President  Hollis  and 
Dr.  George  E.  Hale  giving  addresses. 
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BUFFALO,  OCTOBER  24 

Paper:  Problems  in  Crankshaft  Design,  Otto  M.  Burkhardt. 
Published  in  The  Journal,  March  1918. 

DETROIT,   OCTOBER  25 

Dinner  and  smoker  held,  with  the  National  Committee  on  Sec- 
tions as  guests.  Discussion  on  Problems  of  Shop  Management  by 
Prof.  Walter  Rautenstrauch  and  D.  Robert  Yamall. 

SAN  FRANCISCO,   OCTOBER  25 

Joint  meeting  with  the  local  branches  of  the  national  engineering 
societies,  with  addresses  by  President  HoUis,  Prof.  Harris  J.  Ryan, 
Prof.  C.  D.  Marks,  Prof.  A.  C.  Lawson  and  Dr.  L.  H.  Duschak,  on 
the  general  subject  of  The  Relation  of  Engineering  to  the  War. 

BUFFALO,   OCTOBER  31 

Paper:  Industrial  Production,  WiUiam  M.  Dollar. 

ATLANTA,   NOVEMBER  6 

Address:  Aviation  with  Relation  to  the  War,  Prof.  J.  S.  Coon. 

BALTIMORE,   NOVEMBER  7 

Papers:  Evaporators,  WiUiam  L.  De  Baufre;  Considerations  in 
Municipal  Ownership,  Prof.  A.  G.  Christie. 

INDIANAPOLIS,   NOVEMBER  7 

Illustrated  Lecture:  Canada  at  War,  L.  O.  Armstrong,  followed 
by  Captain  Brown,  of  the  Canadian  Engineers,  who  told  of  his  ex- 
periences in  the  trenches,  and  Captain  Reeves,  U.  S.  A.,  who  spoke 
on  the  qualifications  required  by  men  for  the  Aviation  Service. 

PROVIDENCE,   NOVEMBER  9 

Paper:  HandUng  and  Moving  of  Material,  Chester  T.  Morey. 

ST.   LOUIS,   NOVEMBER  9 

Joint  meeting  with  the  Associated  Engineering  Societies  of  St. 
Louis  in  a  farewell  dinner  to  John  Hunter,  who  had  been  called  into 
Government  service. 

ERIE,   NOVEMBER    13 

Joint  meeting  with  the  Engineers'  Society  of  Western  Pennsyl- 
vania. Illustrated  Lecture:  Pulverized  Coal  and  Its  Future,  H.  G. 
Bamhurst. 
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NEW  YORK,   NOVEMBER   13 

Paper:  Concrete  Piling,  Maxwell  W.  Upson. 

PROVIDENCE,   NOVE&CBER   13 

Paper:  Some  Steels  Used  in  Machine  Construction,  Chester  B. 
Sadler. 

CONNECTICUT,   NOVEMBER   14 

Initial  meeting  at  New  Haven  with  two  sessions.  Afternoon 
session:  Paper  on  The  Problem  of  Coal  Conservation  by  Prof.  L.  P. 
Breckenridge,  With  discussions  by  Professors  Seward,  Perry  and 
Barker  and  Messrs.  R.  J.  S.  Pigott,  A.  J.  German  and  T.  W.  Russell, 
Fuel  Administrator  for  Connecticut. 

Evening  Session:  Paper:  Fuel  Conservation  by  the  Bureau  of 
Mines,  O.P.  Hood.  Discussion  by  Profs.  E.  H.  Lockwood  and  L.  P. 
Breckenridge,  and  Messrs.  C.  H.  Bromley  and  F.  0.  Wells.  Address 
by  President  Hollis. 

MILWAUKEE,   NOVEMBER   14 

Illustrated  Lecture:  The  Design  and  Application  of  Magnetic 
Clutches,  B.  E.  Femow. 

BUFFALO,   NOVEMBER    16 

Illustrated  Lecture:  The  Modem  Cylindrical  Grinding  Machine, 
Dr.  C.  H.  Norton. 

CHICAGO,   NOVEMBER   16 

Address:  Cantonment  Construction,  Major  Peter  Junkersfeld. 
President  HolUs  spoke  on  the  Engineer's  Task  in  the  Present  War. 

PROVIDENCE,   NOVEMBER  20 

Illustrated  talk  on  the  Machining  of  a  9.2-in.  High-Explosive 
Shell,  by  Chester  L.  Lucas. 

BUFFALO,  NOVEMBER  21 

Subject:  Electricity  on  the  Barge  Canal,  L.  H.  Hart. 

WORCESTER,   NOVEMBER  22 

Subject:  Fuel  Conservation.  Discussion  by  President  Hollis 
and  Prof.  L.  P.  Breckenridge. 
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BOSTON,  NOVEMBER  23 

Address:  Recent  Development  of  the  American  Marine  Industry, 
H.  G.  Smith,  followed  by  a  talk  on  the  Rapid  Building  of  the  Squan- 
tum  Plant  for  the  Construction  of  Submarine  Destroyers,  by  E.  H. 
Ewertz.    Address  by  President  Hollis. 

ST.  LOUIS,   NOVEMBER  23 

Address:  American,  English  and  French  Relations,  Past  and 
Present,  Prof.  C.  S.  Boucher. 

*  LOS  ANGELES,  NOVEMBER  24 

Automobile  trip  to  the  Mount  Wilson  Solar  Observatory,  where 
the  new  100-in.  telescope  nearing  completion  was  inspected. 

PHILADELPHIA,   NOVEMBER  27 

Paper:    Manufacturing  in  Relation  to  Banking,  Research  and 
Management,  Prof.  Walter  Rautenstrauch. 

PROVIDENCE,^  DECEMBER  5 

Subject:  Foundation  Work  in  Providence. 

BUFFALO,   DECEMBER  6 

Illustrated  Lecture:  Aeroplanes,  Uncle  Sam's  Infant  Industry, 
G.  Douglass  Wardrop. 

MINNESOTA,  DECEMBER  7 

Joint  meeting  with  the  A.I.E.E.  and  several  other  technical 
societies.  Lecture:  Wartime  Work  of  the  United  States  Signal 
CJorps  in  Aviation  and  Electrical  Communication,  L.  D.  Wildman. 

PHILADELPHIA,   DECEMBER   11 

Paper:  Offensive  Against  the  Submarine,  Joseph  A.  Steinmetz. 
Published  in  The  Journal,  March  1918. 

PROVIDENCE,   DECEMBER    10,    11   AND    12 

Papers:  Fire  Hazards  of  Celluloid,  Frederick  J.  Hoxie;  Engineer- 
ing of  Silent-Chain  Drives,  J.  S.  White;  Boiler  Efficiencies,  George  F. 
Wheaton. 

BUFFALO,   DECEMBER   12 

Address:  Industrial  Housing,  W.  Fostergen. 
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ERIE,   DECEMBER   14 

Joint  meeting  with  the  Engineers'  Society  of  Western  Pennsyl- 
vania.   Address:  Industrial  Management,  Prof.  Dexter  S.  KimbcJI. 

BALTIMORE,   DECEMBER   19 

Paper:  Microstructure  and  the  Physical  Properties  of  Metab, 
Dr.  D.  J.  McAdams,  Jr.,  followed  by  a  paper  on  the  Mechanical 
Problems  of  the  Fertilizer  Industry,  by  Samuel  P.  Whiteside. 

BUFFALO,   DECE&CBER   19 

Paper:  The  Evolution  of  the  Scale,  H.  0.  Hem. 

ST.   LOUIS,   DECEMBER   19 

Joint  meeting  with  the  Associated  Engineering  Societies  of  St. 
Louis.  Paper:  Power^Plant  Installation  by  By-Product  Coke-Oven 
Plants,  George  B.  Evans. 

BIRMINGHAM,   DECEMBER  20 

Fuel  Conservation  discussed  by  F.  G.  Cutler  and  J.  W.  Moore. 
Talk  on  the  Handling  of  the  Sick  and  Wounded  in  Actual  Warfare, 
by  H.  B.  Hess,  of  the  United  States  Medical  Corps.  Lecture  on  the 
Use  of  Graphite  as  a  Boiler-Scale  Preventive,  by  Samuel  Stewart. 

CONNECTICUT,   MERIDEN  BRANCH,   DECE&CBER  21 

Short  papers  on  the  Need  for  Accurate  Data  in  Engineering 
Organizations  by  J.  L.  Hutchinson  and  Charles  N.  Flagg. 

PROVII^ENCE,   DECEMBER  21 

Paper:  From  the  Coal  Pile  to  the  Lamp,  Jesee  E.  Gray. 


THE  ANNUAL   MEETING 

Some  of  the  general  meetings  of  the  Society  have  excelled  in  the 
number  of  members  and  guests  in  attendance,  some  in  the  notable 
speakers  and  papers,  some  in  the  activity  of  the  discussions,  some  in 
the  timeUness  of  the  topics  on  the  program,  some  in  the  distinguished 
receptions  held  by  the  Society  and  some  in  the  signal  advances  in 
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the  Society's  policies;  but  the  thirty-eighth  Annual  Meeting,  held 
in  the  Ekigineering  Societies  Building  from  December  4  to  7,  1917, 
will  go  down  in  the  annals  of  the  Society  as  having  excelled  in  all  of 
these,  as  well  as  having  been  an  occasion  especially  distinguished  by 
the  patriotic  nature  of  its  proceedings. 

At  the  opening  session  on  Tuesday  evening  the  Hon.  William  H. 
Taft,  ex-President  of  the  United  States,  addressed  the  Society  on 
The  Nation's  Call  to  The  Professional  Man.  Honorary  Member- 
ship was  conferred  at  this  time  on  Major-General  George  W.  Goethals. 

On  Wednesday  began  the  professional  sessions  of  the  meeting, 
starting  with  an  all-day  war  session  at  which  a  series  of  remarkable 
addresses  on  the  great  engineering  problems  of  the  war  was  given. 
President  HoUis  opened  this  session  with  his  address  on  Universal 
Public  Service  in  Peace  and  War. 

Several  of  the  sessions  throughout  the  convention  were  inspired 
by  the  conditions  brought  about  by  the  nation's  entrance  into  the 
war.  The  first  meeting  of  the  Gage  Committee,  on  Tuesday  after- 
noon, was  of  this  cluu*acter,  having  as  it  did  many  delegates  in 
attendance  representing  departments  of  the  Government,  gage  man- 
ufacturers, manufacturers  of  munitions  in  this  country  and  Canada, 
the  Canadian  Munitions  Board,  etc.  This  phase  of  the  Society's 
work  had  its  inception  at  the  Spring  Meeting  of  1917,  when  a  reso- 
lution was  adopted  calling  upon  the  Council  to  appoint  a  Committee 
to  codperate  with  the  Government  in  laying  a  foundation  for  the 
enormous  munitions-manufacturing  program.  In  order  to  secure 
concerted  action,  the  Society  gave  an  informal  dinner -to  a  number 
of  Government  officials  and  members  of  the  Council  of  National 
Defense,  following  which  there  was  a  discussion  of  the  subject  of 
gage  certification  and  standardization. 

Later,  cooperation  was  secured  with  the  Society  of  Automotive 
Engineers,  and  it  was  generally  agreed  that  the  most  effective 
anungement  would  be  for  standards  of  measurement,  master  gages, 
reference  gages,  inspection  gages,  etc.,  to  be  certified  under  the  direc- 
tion of  the  Bureau  of  Standards.  At  the  public  hearing  there  was  a 
general  discussion  of  this  subject  and  resolutions  were  passed  asking 
that  gages  used  upon  Government  contracts  should  be  certified  by 
the  Bureau  of  Standards. 

One  session  imder  the  direction  of  the  Sub-Committee  on  Machine 
Shop  Practice  was  devoted  to  the  question  of  inspection,  with  par- 
ticular reference  to  the  manufacture  of  munitions.  Another  session 
dealt  with  new  problems  of  management  incident  to  the  war. 
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At  the  Business  Meeting,  President  Hollis  delivered  an  address 
which  dealt  with  the  activities  of  the  Society  for  1917  and  was  in 
the  nature  of  a  report.  Following  it  was  the  presentation  by  Mr. 
W.  M.  McFarland  of  a  bust  of  Rear-Admiral  Isherwood  to  the 
Society. 

Besides  these  distinctly  war  sessions  there  were  technical  sessions 
of  the  usual  high  order  of  merit  dealing  with  power-plant,  textile, 
industrial  safety  and  general  topics. 

On  Friday  was  held  the  public  hearing  of  the  Power  Test  Com- 
mittee, attended  by  official  representatives  .from  various  engineering 
societies,  college  laboratories,  governmental  departments,  railroads 
and  manufacturing  firms. 

The  entertainment  features  of  the  convention  began  with  a 
reception  by  the  Society  to  the  President  and  President-elect  on 
Tuesday  evening  after  the  opening  session.  A  " get-together*'  meet- 
ing for  the  members  followed  by  a  smoker  was  held  on  Wednesday 
night,  when  Past-President  John  R.  Freeman  held  the  interest  of  the 
audience  by  a  diverting  and  enlightening  account  of  his  trip  to  the 
Orient  the  preceding  winter.  On  Thursday  evening  Dr.  John  A. 
Brashear  gave  his  remarkably  fine  lecture  on  the  Science  of  the 
Beautiful  in  Commonplace  Things.  There  was  also  a  ladies'  recep- 
tion and  tea  on  Wednesday  afternoon.  Foiu*  trips  were  also 
arranged  for  by  the  Excursion  Committee. 

On  Friday  evening  the  alumni  of  the  following  colleges  held  re- 
unions and  many  enjoyed  what  has  come  to  be  an  annual  event: 
Cornell  University,  Massachusetts  Institute  of  Technology,  Purdue 
University,  Stevens  Institute  of  Technology,  the  University  of  Ken- 
tucky, and  Worcester  Polytechnic  Institute. 

The  total  registration  was  1965,  of  which  1115  were  members  and 
850  guests,  representative  of  all  parts  of  the  country.  The  national 
character  of  the  Society,  however,  was  quite  as  strongly  emphasised 
by  the  delegates  present  from  the  various  Local  Sections  of  the 
Society,  of  which  19  had  representatives  in  attendance.  Important 
features  of  the  meeting  were  a  Sections  session,  a  Sections  luncheon 
and  a  Sections  conference. 

The  convention  was  in  charge  of  the  Committee  on  Meetings^ 
Robert  H.  Femald,  Chairman;  and  the  entertainment  in  charge  of 
the  New  York  Section  Committee,  J.  H.  Norris,  Chairman.  The 
President's  reception  was  under  the  direction  of  the  House  Commit- 
tee, Frederick  A.  Scheffler,  Chairman.  Mrs.  WiUiam  H.  Boehm  was 
Chairman  of  the  Ladies'  Reception  Committee. 
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PROGRAM 

Tuesday  Afternoon,  December  4 
Public  Hearing  on  Gages. 

Tuesday  Evening,  December  4 
OPENING  SESSION 

Address  by  the  Hon.  Waiiam  H.  Taft  on  The  Nation's  Call  to  the  Pro- 
msiONAL  Man.  Conferring  of  Honorary  Membership  upon  Major-General 
George  W.  Goethals.  Report  of  tellers  of  election  of  officers  and  introduction 
of  the  President-elect. 

Reception  by  the  Society  to  the  President,  President-elect,  ladies,  members 
and  guests. 

Wednesday  Morning,  December  6 

THE  SERVICE  OP  THE  ENGINEER  TO  THE  PUBLIC  IN  TIMES  OP 
CRISES   (keynote   SESSION) 

Univebsal  Pubuc  Service  in  Peace  and  War,  Dr.  Ira  N.  Hollis. 
The  Enqineerinq  Societies  in  the  National  Defense,  Gano  Dunn. 
Special  Education  in  Time  op  War,  Dr.  Charles  S.  Howe. 
Enqineering  Research,  C.  E.  Skinner. 
The  AQRicui/ruRAL  Problem,  L.  H.  Bailey. 
The  Fuel  Problem,  Prof.  L.  P.  Breckenridge. 

Wednesday  Afternoon,  December  6 

CONTINUATION   OF  KEYNOTE  SESSION 

Motor  Transportation,  William  P.  Kennedy. 
Army  Transportation,  Major  L.  B.  Moody. 
The  Axrcraft  Problem,  Prof.  W.  F.  Durand. 

The  Solution  or  the  Cantonment  Construction  Problem,  Leonard 
Metcalf. 

POWER-PLANT  SESSION 

Preventable  Waste  op  Coal  in  the  United  States,  David  Moffat  Myers. 
A  Commercial  Analysis  of  the  Small-Turbine  Situation,  W.  J.  A. 
London. 

Bagasse  as  a  Source  op  Fuel,  E.  C.  Freeland. 

The  Cooling  of  Water  for  Powbr-Plant  Purposes,  C.  C.  Thomas. 

The  Steam  Motor  in  the  Automotive  Field,  E.  T.  Adams. 

GENERAL  SESSION 

The  Transfer  of  Heat  Between  a  Flowing  Gas  and  a  Containing 
Fuji,  Lawford  H.  Fry. 
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A  Study  of  Surface  Resistance  with  Glass  as  the  Transmission 
Medium,  H.  R.  Hammond  and  C.  W.  Holmberg.    (Awarded  Student  Prixe,  1917.) 

Apparatus  for  Ck)OLiNG,  Drying  and  Purifying  Air,  W.  J.  Baldwin. 

Recent  Dbvblopmentb  in  Balancing  Apparatus,  N.  W.  Akimoff. 

Plotting  Blower-Test  Curves,  A.  H.  Anderson. 

Cross-Current  Predeterminations  from  Crank-Effort  Diagbams, 
Louis  Illmer. 

INDUSTRIAL-SAFETT  SESSION 

Tentative  Draft  of  a  Proposed  Code  of  Safety  Standards  for  Ele- 
vators. 

Tentative  Draft  of  a  Proposed  Code  of  Safety  Standards  for  Wood- 
working-Machine Guards. 

RECEPTION  AND  TEA 
Given  by  the  Ladies'  Committee  in  the  rooms  of  the  Society. 

Wednesday  Evening,  December  6 
Get-together  meeting  for  members,  followed  by  a  smoker. 

Thureday  Morning^  December  6 
BUSINESS  MEETING 

Address  by  President  Ira  N.  HoUis  on  the  Activities  of  the  Society  fob 
1917;  reports  of  the  Standing  Committees;  amendments  to  the  Constitution 
and  By-Laws;  award  of  Student  Prize;  reports  of  Professional  Committees. 

Presentation  to  the  Society  by  Mr.  W.  M.  McFarland  of  a  bust  of  Rear- 
Admiral  B.  F.  Isherwood. 

LOCAL-SECTIONS  SESSION 

Held  under  the  direction  of  the  Sections  Committee  for  a  discussion  of  the 
work  of  the  Sections  and  of  Society  affairs  by  representatives  of  22  Sections  of 
the  Society. 

GENERAL  SESSION 

An  Account  of  the  Engineering  Work  of  E.  D.  Lbavitt,  F.  W.  Dean. 

An  Exact  Volume  Regulator  for  Blast-Furnace  Engines,  L.  C.  Loewen- 
stein. 

Expenses  and  Costs,  H.  L.  Gantt. 

By-Product  Coke  and  Coking  Operations,  C.  J.  Ramsburg  and  F.  W. 
Sperr,  Jr. 

The  Sxtb  marine,  C.  H.  BedelL 

Combined  Stresses,  A.  Lewis  Jenkins. 

The  Trxtmble  Refining  Process,  N.  W.  Thompson. 

LUNCHEON 

Address  on  The  Relation  of  Industrial  Management  to  Enoinsbring, 
by  Prof.  Dexter  S.  Kimball. 
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Thursday  Afiemoanf  December  6 
MACHINE-SHOP  SESSION 

Topical  Discussion  on  the  subject  of  Inspection,  with  the  following  intro- 
ductory discussions:  * 

The  Logic  of  Inspectign,  A.  L.  De  Leeuw. 

The  Relaugn  gf  Inspection  tg  Product,  F.  A.  Waldron. 

General  Principles  gf  Government  Inspection  and  Relations  Be- 
tween Inspectors  and  Manufacturers,  Col.  B.  W.  Dunn. 

TEXTILE  SESSION 

LabortTurnover  Records  and  the  Labor  Problem,  Richard  B.  Gregg. 
Accident  Prevention  in  the  Textile  Industry,  David  S.  Beyer. 
The  Moisture  Content  of  Textiles  and  Some  of  Its  Effects,  William 
D.  Hartshome. 

Thursday  Evening,  December  6 

LECTURE  AND  ANNUAL  REUNION 

The  Scibncb  of  the  Beautiful  in  Commonplace  Things,  Dr.  John  A. 
Breshear:     Followed  by  the  annual  reunion  and  dance. 

Friday  Morning,  December  7 

MANAOBHENT  SESSION 

Topical  Discussion  on  the  Employment  of  Women  in  the  Skilled  Indus- 
tries, with  introductory  addresses  as  follows: 

The  Woman  Worker,  John  W.  Upp. 

Influence  op  Environment  on  the  Woman  Worker,  C.  B.  Lord. 

The  Engineer,  the  Cripple  and  the  New  Education,  Frank  B.  Gilbreth 
and  L.  M.  Gilbreth. 

POWER-TEST  HEARING 

Public  Hearing  by  the  Power-Test  Committee.  (Continued  in  the  after- 
noon.) 

Friday  Evening ,  December  7 

College  reunions. 

Convocation  of  the  four  national  engineering  societies  to  welcome  the  Ameri* 
can  Society  of  Civil  Engineers  to  the  Engineering  Societies  Building. 
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THE  SERVICE  OF  THE  ENGINEER 

TO   THE   PUBLIC   IN   TIMES 

OF   CRISES 

No.  1602a    ' 

UNIVERSAL  PUBLIC   SERVICE  IN  PEACE 
AND  WAR 

Bt  Ira  N.  Holus,  Worcestbb,  Mass. 
President  of  the  Society 

/^UR  profession  has  long  been  classed  as  one  concerned  only 
with  the  application  of  science.  It  covers  a  very  wide  range, 
reaching,  on  the  one  hand,  from  invention  and  construction  that 
affect  the  whole  history  of  this  race,  on  the  other  hand,  to  the  little 
things  that  add  only  to  convenience  and  comfort  in  our  daily  lives. 
Transportation,  for  instance,  in  opening  to  every  nation  the  prod- 
ucts of  all  others,  and  in  permitting  the  ready  ebb  and  flow  of 
travel,  has  had  a  profound  influence  upon  industry  and  upon  the 
world  outlook  of  men.  Our  thoughts  have  sprung  beyond  national 
barriers.  This  war  is  a  temporary  setback,  but  we  shall  come  out  of 
it  stronger  than  ever  for  human  brotherhood. 

In  the  changes  that  are  coming  the  engineer  can  no  longer  dwell 
within  his  technical  shell  and  he  must  prepare  himself  to  become  a 
citizen  of  the  world  upon  whose  shoulders  great  economic  and  social 
burdens  are  placed.  He  must  study  history,  the  science  of  govern- 
ment, and  the  problems  of  labor,  that  he  may  grow  to  the  maximum 
of  his  possibiUties.  His  training  has  fitted  him  for  anything,  pro- 
viding he  does  not  stop  all  the  humanities  after  leaving  college. 
His  work  will  be  better  done  for  conscientious  performance  of  dvic 
duties  and,  if  thereby  he  is  drawn  away  from  technicalities,  his 
education  will  have  justified  itself.  At  this  time  there  is  nothing 
more  important  to  him  than  a  clarification  of  his  thoughts  on  govem- 

Presented  at  the  Annual  Meeting,  December  1917,  of  Thb  Amsbican  Socdbtt 
OF  Mechanical  Enoinbbbs,  in  li^u  of  the  customary  Presidential  Address. 
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ment  and  public  service.  He  cannot  afford  to  remain  outside  the 
life  of  the  nation,  and  he  must  exert  himself  to  do  and  to  know. 
For  that  reason  it  is  a  happy  thought  on  the  part  of  the  Meetings 
Committee  to  set  apart  this  day  for  public  questions.  The  first 
thing  in  any  discussion  is  a  courageous  look  into  our  shortcomings 
as  a  nation.  We  have  the  faults  of  youth,  not  because  our  form  of 
government  is  inferior,  but  because  it  is  superior.  We  impose  only 
as  much  government  on  the  individual  as  is  absolutely  necessary  to 
hold  society  together. 

The  great  difference  between  the  Allies  and  the  Central  Powers 
lies  in  the  attitude  of  the  individual  toward  the  state.  Two  con- 
ceptions are  foimd  in  modem  times;  one  springing  out  of  Rous- 
seau's revolutionary  doctrine  that  government  is  derived  from  the 
consent  of  the  governed,  and  the  other  from  the  ancient  divine 
right,  imder  which  the  governed  derive  their  privileges  from  the 
consent  of  a  ruling  class,  or  of  a  crowned  head. 

In  the  first  case  society  regulates  itself  and  the  state  is  wholly 
a  possession  of  individual  citizens.  In  the  second  case  society  is 
regulated  by  those  set  above,  and  the  individual  belongs  entirely  to 
the  state,  in  whose  service  anything  may  become  justified.  These 
two  ideas  lead  to  characteristic  failure  when  carried  to  extremes; 
as,  for  instance,  in  a  democracy,  liberty  unchecked  by  public  opinion 
is  likely  to  become  license,  and  freedom  may  mean  simply  the  power 
to  do  as  the  individual  pleases,  without  reference  to  the  common 
welfare;  equality  would  be  nothing  but  a  dead  level  of  property 
under  this  theory  that  would  render  democracy  the  most  oppressive 
socialism.  In  an  autocracy,  the  individual,  as  the  property  of  the 
state,  may  become  a  murderer,  a  liar,  a  thief,  and  the  lowest  of  con- 
spirators without  loss  of  station,  provided  his  deviltry  is  committed 
at  the  behest  of  the  ruling  power.  Secret  diplomacy  against  the 
well-being  of  other  states  will  always  flourish  imder  a  military 
autocracy. 

In  the  first  of  these  cases  you  have  the  destruction  of  individual 
conscience  as  related  to  the  state;  in  the  other,  the  complete  break- 
down of  national  morality  in  relation  to  the  world.  We  have  these 
two*  extremes  at  the  present  time  side  by  side  in  Europe:  Prussia 
with  the  imbridled  license  of  the  ruling  classes  to  do  evil,  that  their 
good  may  spring  from  it,  and  Russia  with  a  complete  collapse  of 
state  morality  in  the  hands  of  ignorant  socialism. 
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TRAINING  FOR  PUBLIC  OFFICE 

Extremes  in  government  are  always  wrong,  and  wise  men  have 
studied  for  ages  how-to  check  that  tendency.  It  is  perhaps  the 
most  important  problem  that  we  have  in  our  own  country,  where 
every  individual  can  express  his  views  freely  without  fear  of  being 
arrested  for  adverse  criticism  against  a  dynasty.  Every  public 
officer  is  a  public  possession,  and  can  be  dissected  without  any 
hindrance  on  the  part  of  the  law.  This  implies  for  success  in  govern- 
ment a  self-control  that  comes  only  with  training,  and  the  American 
people  may  well  pause  to  think  more  seriously  about  training  for 
public  office  and  for  citizenship  in  a  democracy.  We  have  had  very 
loose  views  on  this  subject  ever  since  the  formation  of  the  Republic. 
Anyone  may  be  put  into  any  Office  on  the  principle  that  American 
common  sense  will  somehow  muddle  through.  Hence  this  subject  is 
more  than  timely.  It  is  the  psychological  moment  when  all  people, 
especially  the  engineers,  should  strike  a  good  blow  toward  the 
education  of  men  and  women  for  service  under  the  state,  and  for 
that  kind  of  self-control  and  sacrifice  that  produces  efficiency  in  a 
republic.  , 

As  a  matter  of  fact,  this  whole  subject  is  of  vastly  greater  import- 
ance at  this  session  of  The  American  Society  of  Mechanical  Engineers 
than  any  technical  or  professional  paper  could  possibly  be.  While 
a  single  invention  may  often  change  the  whole  course  of  human 
history,  the  freedom  of  man  for  his  own  development  is  so  depend- 
ent upon  his  training,  or  education,  that  we  as  engineers  ought  now 
to  turn  our  minds  entirely  away  from  technicalities  of  science  to  the 
fundamental  rules  upon  which  all  society  must  be  based.  We  are 
citizens  first  and  engineers  afterward,  and  while  we  know  that  the 
externals  of  civilization  have  only  kept  pace  with  the  progress  of 
our  profession,  we  know  also  that  the  spiritual  side  of  man's  nature 
is  a  development  of  the  geologic  ages.  Short  periods  of  history  dis- 
close relatively  little  change.  During  nineteen  hundred  years  of 
great  material  growth,  humanity  as  a  whole  has  not  taken  a  single 
step  toward  the  realization  of  human  brotherhood,  except,  perhaps, 
in  the  surrender  of  legal  ownership  in  slaves.  The  mechanic  who 
works  for  us  lives  in  a  style  that  a  monarch  of  the  middle  ages  might 
have  envied.  A  traveler  four  thousand  years  ago  coining  out  from 
Egypt  would  have  written  a  book  about  his  adventures  in  crossing 
the  little  arm  of  the  Mediterranean,  called  in  ancient  times  the 
Syrian  Sea.  But  we  modems  have  many  in  America  who  consider 
a  journey  around  the  world  only  an  event  worthy  of  an  evening's 
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conversation  with  a  few  friends.  Through  engineering  we  know  the 
worid  and  every  comer  of  it  as  our  grandfathers  could  not  have 
known  it.  We  know  how  nation  has  come  to  be  dependent  upon 
nation.  Yet  ethically  we  are  still  as  blind  as  the  money  changers 
who  were  driven  from  the  temple  by  Jesus  Christ,  and  we  are  fighting 
the  most  horrible  war  in  all  history. 

.  THE  engineer's  TASK  IN   WAR 

Every  war  has  its  roots  deep  down  in  the  history  of  the  race, 
and  it  is  often  very  diflScult  to  trace  the  caiises.  In  our  Spanish  War 
the  immediate  cause,  or  the  immediate  event,  that  brought  about 
the  war  was  the  sinking  of  the  Maine  in  Havana  Harbor  under 
circumstances  that  seemed  to  put  the  responsibiUty  on  the  Span- 
iards. The  real  basis  of  the  war  dated  back  for  generations,  and 
was  only  the  result  of  many  struggles  against  the  autocratic  power 
of  a  nation  exploiting  American  colonies  for  its  own  benefit,  without 
any  reference  to  the  good  of  those  who  were  exploited.  This  war 
too  is  the  result  of  great  forces  that  seem  always  to  have  existed. 
It  is  made  more  horrible  by  the  inventions  that  began  with  James 
Watt's  improvement  of  the  steam  engine  into  a  workable  machine. 
While  it  is  not  caused  by  the  work  of  the  engineer,  it  is  essentiaUy 
an  engineer's  war,  in  the  respect  that  it  uses  all  of  his  talent  toward 
making  the  war  more  terrible.  It  is  the  culmination  of  the  century 
of  invention  that  followed  Watt,  and  represents  a  struggle  between 
those  who  have  deliberately  conspired  to  make  use  of  all  human 
resources  and  invention  for  securing  dominion  over  the  world,  and 
those  who  beUeve  that  man  advances  in  true  happiness  imder  indi- 
vidual freedom  far  better  than  imder  the  direction  of  autocracy. 

It  is  our  task  as  engineers  to  assist  in  making  the  world  safe 
against  the  forces  that  we  have  unloosened,  so  that  the  century  may 
not  close  with  a  total  failure  of  the  civilization  of  Christian  races.  It 
is  we  who  have  developed  the  appUcations  of  science,  and  it  is  we 
who  are  using  it  to  destroy  one  another,  forced  into  the  struggle  by 
the  rulers  of  a  nation  that  knows  no  right  except  might,  and  no 
mercy  except  that  which  is  taught  them  by  the  sword.  Our  great 
problem  will  be,  not  how  to  develop  further,  but  how  to  tame  what 
we  have.  Unless  some  conscience  is  aroused  that  science  is  not  to 
be  used  against  man,  but  for  him,  then  it  will  never  be  safe  for  this 
world.  It  will  alwajrs  be  an  explosive  ready  to  go  off  and  destroy. 
The  poisoning  of  welb  is  nothing  beside  the  reversal  of  preventive 
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medicine  into  a  destructive  agency.    Every  practical  invention  can  • 
be  turned  into  evil  for  destroying  the  white  races  in  favor  of  the 
yellow  or  black  men,  who  have  no  science. 

THE   BEST  TRAINING  AN   EDUCATED  CdNSCIENCE 

We  as  engineers  must  take  our  share  in  quickening  the  con- 
science of  the  American  people  toward  the  danger  of  unlimited, 
unchecked  forces,  and  in  preaching  night  and  day  the  importance  of 
an  educated  conscience.  That  is,  after  all,  the  most  effective  train- 
ing for  public  service,  and  the  best  antidote  against  the  unholy  ad- 
vance of  scientific  brutaUty. 

It  is  a  curious  thing  that  James  Watt  should  have  been  prevented 
from  practising  a  trade  that  he  had  learned  in  London  by  the  trade 
guilds  of  Glasgow.  The  potent  influepce  over  his  Ufe  and  over 
tuman  history  sprang  out  of  his  having  been  driven  to  take  refuge 
in  a  university  as  mathematical  instrument  maker,  where  he  was 
called  upon  to  do  all  kinds  of  odd  jobs  in  connection  with  a  physical 
laboratory.  By  a  strange  irony  he  improved  the  steam  engine  and 
thereby  let  loose  the  forces  of  labor  saving  against  the  trade  unions, 
thus  creating  problems  infinitely  more  difficult  than  anything  con- 
nected with  labor  a  century  and  a  half  ago. 

In  what  respect  is  democracy  to  be  preferred  to  an  autocracy 
which  safeguards  the  material  welfare  of  its  citizens  and  provides 
through  state  regulation  for  their  comfort?  That  question  is  an 
important  one  before  the  American  people,  and  we  should  study  it 
in  order  to  imderstand  and  buttress  our  own  institutions.  Our  edu- 
cation has  taught  us  that  there  is  only  one  answer,  and  we  believe 
that  science  is  safe  only  in  a  democracy  such  as  ours. 

Efficiency  has  come  to  mean  something  new  to  us,  and  by  it  we 
can  make  an  adequate  comparison  between  the  two  forms  of  govern- 
ment, but  we  must  take  efficiency  in  the  most  comprehensive  sense 
of  the  word.  It  is  nothing  to  mankind  if  by  reducing  the  labor 
required  to  produce  the  necessities  of  life,  it  simply  enables  a  country 
to  support  a  larger  population.  The  thing  worth  while  is  righteous- 
ness and  satisfaction  in  our  lives,  not  a  larger  number  of  human 
beings  on  this  planet.  One  can  express  but  little  sympathy  with 
certain  exaggerated  notions  about  race  suicide.  There  is  no  such 
thing.  There  is  an  ebb  and  flow  and  a  divine  law  under  which 
some  famiUes  gradually  die  out  and  others  come  up  to  the  great 
places  of  the  world.    Race  suicide,  if  it  existed,  would  be  found  in 
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'  unsanitary  conditions  of  life  and  in  the  recklessnessby  which  children 
are  often  born  into  the  world. 

The  best  definition  of  efficiency,  if  it  is  to  be  used  as  a  measure 
of  civilization,  has  an  ethical  as  well  as  a  material  sense.  Germany 
has  undoubtedly  made  an  enormous  advance  in  material  wealth  and 
in  the  appUcations  of  science.  Her  ruling  classes  have  also  provided 
for  the  welfare  of  the  masses,  perhaps  better  than  any  other  nation. 
It  is  the  concession  that  they  had  to  make  in  order  to  keep  a  large 
population  contented  with  their  lot.  That  is  their  share  in  the  gov- 
ernment. But  Germany  is  not  efficient  in  the  best  oenee  of  the 
word.  Her  scholars  and  her  statesmen  have  betrayed  her.  One 
has  only  to  read  the  paper  signed  by  a  number  of  professors  to  reach 
the  conclusion  that  there  is  too  much  professor  in  Germany  and  too 
little  humanity.  The  world  has  been  hypnotized  up  to  within  a 
very  recent  period  by  Germany's  own  claim  of  preeminence,  and  the 
shock  of  this  war's  disclosure  is  as  much  a  sense  of  disappointment 
as  it  is  a  revulsion  against  the  professors'  claims. 

SOME  WOEFUL  GERMAN  WEAKNESSES 

Germany  is  not  efficient  in  her  relations  with  other  nati(»i8. 
She  is  not  even  efficient  in  her  spy  sjrstem,  for  her  spies  are  but 
children  in  the  hands  of  Americans.  Germany  is  not  even  efficient 
in  her  science  and  Uterature.  She  is  woefully  behind  the  Elnglish 
and  the  French,  except  in  those  applications  that  bring  wealth  and 
power. 

In  some  article  President  Eliot  has  well  stated  what  he  calls 
"the  precious  lesson  of  the  war."  "Toward  every  kind  of  national 
efficiency,  discipUne  is  good  and  codperation  is  good;  but  for  the 
highest  efficiency,  both  should  be  consented  to  in  liberty."  We  are 
now  going  to  prove  this  with  the  blood  of  our  sons,  and  unless  we 
succeed  against  Prussia  our  constitution  will  be  subject  to  modifica- 
tion, and  we  must  begin  again,  Uke  Sisyphus,  to  roll  the  rock  up  the 
hill  in  the  hope  that  next  time  it  will  not  sUp  away  from  us  to  roll 
back. 

A  power  of  initiative  in  a  free  government  and  a  power  of  ini- 
tiative of  its  citizens  are  certain,  in  the  long  nm,  to  triumph  over  a 
national  organization  created  by  a  few  who  have  carefully  directed 
the  thoughts  of  the  masses.  If  we  put  Kaiser  Wilhelm  alongside 
of  Abraham  Lincoln,  we  see  in  his  royal  person  only  a  belated  barba- 
rian come  back  out  of  a  shuddering  past  to  destroy  all  that  humanity 
has  gained  in  the  fight  against  slavery.    We  know  that  the  heart  of 
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man  beats  for  the  freedom  of  the  individual,  and  that  only  the 
drum  beats  for  the  divine  right  of  kings.  Not  one  word  that  Lin- 
coln has  uttered  is  false  to  the  doctrine  of  Christ.  Scarcely  one 
thing  of  the  Kaiser's  might  not  have  been  said  by  a  heathen  king. 
The  whole  Christian  reUgion  is  based  on  the  right  of  the  individual 
to  a  life  of  his  own,  sjibject  to  a  true  adjustment  to  the  Ahnighty's 
laws.  Democracy  is  a  final  form  of  government.  It  may  have  its 
failures,  and  if  it  fails  now  it  will  come  i^ain  and  again  imtil  the 
whole  earth  is  freed  from  privilege  by  birth  and  the  rule  of  a  few. 

WHAT  AMERICANS  ALSO  LACK 

All  preparation  for  pubUc  service  must  be  based  upon  a  foimda- 
tion  of  good  citizenship  in  our  whole  country,  if  our  oflScials  are  to 
serve  well  in  this  republic.  A  human  pyramid  can  be  formed  only 
with  strong  men  at  the  bottom,  and  no  first-rate  pubUc  service  can 
ever  be  built  up  on  a  flabby,  careless  attitude  toward  civic  duties. 
America  is  young  yet.  It  is  like  a  boy  who  has  grown  far  too  rapidly, 
loose-jointed  and  tall,  with  unlimited  possibilities  after  his  frame 
shall  have  been  knit  into  a  soUd  mass.  One  hundred  and  twenty- 
eight  years  is  not  enough  to  bring  a  nation  to  its  majority,  especially 
one  made  up  of  such  diverse  elements  as  ours,  the  dumping  ground 
of  all  the  world  for  the  oppressed  and  the  poor. 

Our  neighborhood  and  our  international  ideals  are  sound.  They 
are  found  in  the  Bible.  At  the  same  time  we  lack  cohesion  and 
public  conscience  in  relation  to  our  own  Government.  Every  indi- 
vidual must  be  regarded  as  part  of  the  pubUc  service,  and  the  first 
thing  he  must  acquire,  whether  he  be  native  bom  or  immigrant,  is 
public  conscience.  In  some  way  the  ordinary  citizen  too  often, 
argues  that  because  this  is  a  government  by  the  people  and  for  the 
people  the  state  owes  him  something.  In  that  respect  our  patriot- 
ism is  in  part  a  sham,  and  we  have  plenty  of  evidence  to  prove  it. 
A  considerable  fraction  of  the  annual  appropriation  in  Congress  is 
the  result  of  a  trade  among  locaUties,  each  of  which  wants  something 
out  of  the  general  treasury.  The  pension  bills  have  been  only  too 
often  a  sop  for  voters,  and  capital  and  labor  have  already  shown 
us  more  than  once  how  little  they  care  for  the  great  mass  of  people 
whom  they  class  as  the  public.  In  the  lynching  of  criminals,  and 
sometimes  of  innocent  people,  we  find  nothing  but  a  total  disregard 
for  the  good  name  of  the  state.  These  are  our  failures  and  we  must 
get  rid  of  them,  in  order  that  ihe  beauty  of  democracy  may  not  be 
hidden  beneath  its  excrescences.    In  the  matter  of  pubUc  conscience 
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we  need  a  religious  revival,  and  the  churches  ought  to  take  a  share  in 
this.  It  is  their  task,  as  well  as  ours,  to  lift  this  side  of  our  national 
Ufe. 

ELEMENTS  OF  AMERICAN   CITIZENSHIP 

The  first  demand  of  our  republic  is,  then^  an  educated  public 
conscience.  No  man  should  expect  more  from  his  coimtry  than  he 
is  willing  to  give  it.  Those  who  whine  about  injustice  in  modem 
society  are  usually  getting  about  what  they  deserve. 

The  second  demand  on  every  citizen  should  be  a  knowledge  of 
our  institutions  and  the  method  of  government.  It  goes  without 
saying  that  the  English  language  is  an  absolutely  essential  foimda- 
tion  for  this.  Most  failures  in  citizenship  proceed  from  ignorance 
and  carelessness  rather  than  from  viciousness.  The  normal  Ameri- 
can is  right-minded  and  is  morally  upright  but  slack  in  his  responsi- 
bilities to  the  public.  .The  moonshiner  in  the  Cumberlands  makes 
whiskey  because  he  neither  knows  his  relation  to  the  body  politic 
nor  the  evil  effects  of  drink.  His  whole  conception  of  government 
makes  it  something  separate  and  apart  from  himself,  an  attitude  of 
mind  that,  if  carried  to  its  logical  conclusion,  breaks  down  all  gov- 
ernment and  ends  in  the  ghastly  travesty  set  up  by  the  ignorant 
peasants  and  workingmen  of  Russia  imder  the  corrupting  influence 
of  the  Germans  and  of  money.  The  first  thing  to  learn  is  that 
freedom  does  not  mean  emancipation  from  all  responsibility  to  others. 
It  means  the  self-control  that  permits  reasonable  surrender  to  the 
needs  of  all  men.  War  has  given  America  the  dim  vision  of  a  new 
freedom.  In  the  fall  of  1914  no  one  would  have  thought  it  in  any 
way  akin  to  our  Civil  War,  and  yet  we  see  it  now  in  its  true  perspec- 
tive as  the  great  struggle  for  freedom,  as  the  struggle  for  the  imion 
of  all  nations,  so  that  war  may  never  come  again.  Yet  we  must  have 
no  illusions.  Rousseau's  doctrine,  that  man  is  bom  free,  is  false 
imless  the  word  ■ '  free  "  is  defined  in  some  better-  sense  than  that  in 
the  dictionaty.  Men  are  never  free.  From  the  cradle  to  the  grave 
they  have  to  yield,  and  every  individual  lacks  freedom  in  just  the 
proportion  in  which  he  has  to  learn  to  live  with  other  people.  He 
must  think  of  the  wishes  and  the  interests  of  others.  When  he  has 
learned  how  to  surrender  himself  and  has  learned  obedience  to  the 
law,  then  he  is  truly  free.  Freedom  is  no  more  a  natural  inheritance 
than  flying  or  riding  a  bicycle,  but  it  must  be  learned  if  it  is  to  be 
of  any  value  in  a  republic.  It  demands  training^  hard  discipline, . 
self-sacrifice  in  daily  life,  especially  on  the  part  of  those  who  are 
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chosen  to  transact  the  great  business  of  the  nation  and  to  lead  in 
the  maintenance  of  *our  democratic  government. 

Another  much  misimderstood  word  is  "  equality/'  In  its  distorted 
sense,  it  has  encouraged  that  fatal  kind  of  socialism  that  would  permit 
no  individual  to  stand  out  from  his  fellows  in  mental  or  material 
possessions,  and  it  would  eventually  kill  any  form  of  government; 
for  a  nation  grows  great  only  on  its  inequalities,  if  they  be  not  the 
type  that  set  up  false  standards  and  destroy  the  soul.  The  true 
application  of  the  word  is  found  in  opportunity.  We  are  equal, 
and  we  ought  to  be  equal  as  to  the  opportunity  to  make  ourselves 
mentally  and  morally  superior.  We  glory  in  the  greatness  and  su- 
periority of  Abraham  Lincoln,  and  in  that  equaUty  of  ppportimity 
that  permitted  him  to  go  from  a  log  cabin  to  the  White  House. 
Our  most  important  lesson,  then,  in  connection  with  American 
institutions,  is  the  meaning  of  the  two  words  "free"  and  "equal." 
Only  when  every  man,  woman  and  child  imderstands  them  will 
democracy  be  safe. 

I  ventiu^  to  state  that  only  a  small  fraction  of  the  people  in  the 
United  States  know  anything  about  the  growth  of  the  Constitution 
or  the  reason  for  adopting  the  articles  fixing  a  definite  relation  be- 
tween executive,  legislative,  and  judicial  fimctions.  The  Supreme 
Court  has  been  called  the  greatest  instrmnent  for  free  government 
in  the  world.  Why?  The  most  powerful  element  of  citizenship  is 
found  in  the  answer  to  that  question.  It  involves  obedience  to  law, 
respect  for  judicial  decisions,  and  the  supremacy  of  reason  over 
brute  force.  How  many  of  our  citizens  grasp  the  significance  of  this 
in  the  training  for  pubUc  as  well  as  private  virtue?  It  is  second  only 
to  conscience  in  the  making  of  good  citizens  and  an  atmosphere  in 
which  the  pubUc  can  be  properly  served.  The  two,  conscience  and 
civic  education,  create  the  kind  of  patriotism  that  would  lead  a  man 
to  refuse  a  public  office  for  which  he  had  no  training.  Such  a  thing 
as  a  cabinet  officer's  resigning  because  he  turned  out  to  be  a  misfit 
is  unheard  of,  either  because  we  have  not  learned  what  a  misfit  is, 
or  because  our  people  have  not  been  taught  what  to  give  of  them- 
selves and  what  to  demand  in  Washington. 

The  third  element  of  citizenship  is  found  in  true  history,  not 
tiiat  garble  of  victories  in  war  calculated  to  fill  the  breast  with  false 
pride  that  cannot  see  over  an  imaginary  wall  siuroimding  coimty, 
state,  or  nation.  Germany  is  a  victim  of  exaggerated  ego  because 
her  historians  and  writers  have  totally  misrepresented  the  place  of 
the  German  in  modem  life.    God  has  not  selected  any  nation  for 
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the  dominion  of  the  world.  His  laws  undoubtedly  have  established 
ideals  that  dominate  humanity,  but  never  for  the  purpose  of  surren- 
dering to  some  brutal  ruling  class  domination  over  men.  Bad  his- 
tory, then,  may  promote  bad  citizenship.  The  history  of  our  Revo- 
lutionary War  usually  emphasizes  Bunker  Hill  and  Yorktown  at 
the  expense  of  a  proper  perspective  of  the  tremendous  struggle 
against  autocracy  and  the  divine  right  of  kings  culminating  in  the 
French  Revolution.  We  were  fighting  against  George  III  and  his 
Germans  from  1776  to  1783,  and  the  Declaration  of  Independence 
probably  had  more  friends  than  enemies  in  England.  The  outcome 
of  the  Revolution  was  in  the  interest  of  democracy  for  the  entire 
Anglo-Saxon  race.  It  remains  to  be  seen  whether  this  war  is  the 
final  blow  to  the  old  system  or  not.  We  might  paraphrase  Lincoln's 
words  by  sa3dng  that  the  world  cannot  longer  exist  half  democracy 
and  half  autocracy.  We  must  smash  the  autocracy  in  order  that 
the  world  at  large  may  recover  a  conscience  and  nations  may  hold  a 
true  and  wholesome  relation  to  one  another.  This  is  why  history 
should  be  more  carefully  written  and  better  taught  in  our  schoob. 

A  fourth  element  toward  the  foundation  for  public  virtue  in 
office  is  the  education  of  foreigners  in  true  Americanism.  There 
are  millions  who  must  be  turned  into  the  kind  of  citizens  found  in 
the  old  colonies,  the  men  who  laid  the  successful  and  enduring 
foundation  for  free  government.  Could  the  American  Constitution 
be  written  now?  Have  we  the  pubUc  men  capable  of  striking  off 
such  a  document?  I  beUeve  we  have,  and  that  many  of  them  have 
been  created  out  of  the  children  of  foreigners.  Through  our  work- 
shops and  our  schools,  and  through  associations,  we  should  teach 
ideals  of  citizenship.  This  is  more  important  than  importing  into 
the  United  States  great  examples  of  art  in  Europe.  The  statue  of 
Frederick  the  Great  set  up  in  front  of  the  War  College  in  Washing- 
ton is  not  a  good  example  of  citizenship.  His  S3rstem  has  ended 
in  teaching  good  men  that  brutaUty  is  better  in  the  will  to  force 
their  KvUur  upon  other  men  than  gentleness  and  love,  and  his 
work  must  all  be  undone  if  our  conception  of  human  freedom  is  to 
be  extended  over  the  whole  earth.  The  perpetuation  of  German  or 
other  foreign  societies  in  America  is  unthinkable,  and  we  ought  to 
break  that  down  in  one  way  or  another.  Usually  the  peaceful  edu- 
cation of  children  in  our  pubUc  schools  is  the  best  method  of  pro- 
ceeding. But  we  have  not  done  enough  by  other  methods.  There 
should  be  a  great  organization  within  the  United  States  for  Ameri- 
canism, and  it  ought  to  be  used  to  counteract  all  other  influence  by 
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public  speaking  and  by  a  more  effective  propaganda  than  the  Ger- 
mans can  ever  again  set  up  in  America.  This  is  the  melting  pot,  and 
it  is  our  duty  to  make  sure  that,  when  the  whole  mass  is  fused,  it 
remains  an  American  democracy  firm  in  its  convictions  and  in  its 
demands  on  public  service. 

WHAT  IS  PUBLIC  SERVICE? 

What  is  public  service?  Almost  everything  we  do  that  brings 
us  into  contact  with  our  fellow-man  is  pubUc,  and  we  are  likely  to 
be  too  narrow  in  our  definition. 

Our  relation  to  the  government  may  roughly  be  divided  under 
four  heads: 

1  The  civil  routine  or  conduct  of  business  in  government 

2  Civil  research  and  pubUcity  for  the  benefit  of  citizens 

3  MiUtary  training  in  peace 

4  Military  training  in  war. 

THE  CIVIL  ROUTINE  OR  CONDUCT  OF  BUSINESS  IN  GOVERNMENT 

This  necessarily  includes  everything  relating  to  the  adminis- 
tration, Congress  and  the  judiciary.  It  is  remarkable  how  little 
appreciation  our  people  have  of  Government  business.  No  firm  or 
corporation  could  exist  under  the  present  sjrstem  in  every  depart- 
ment at  Washington.  In  many  cases  the  appointments,  even  when 
based  on  civil-service  examinations,  have  not  suflScient  reference 
to  the  work  to  be  done.  In  the  higher  offices,  like  the  men  who 
constitute  the  cabinet  for  the  advice  of  the  President  of  the  United 
States,  it  is  often  only  by  chance  that  a  man  well  fitted  for  the  posi- 
tion is  appointed.  The  War  and  Navy  Departments  may  be  in- 
cluded under  the  civilian  departments  so  far  as  the  secretaries  and 
the  clerks  are  concerned,  and  it  is  the  rarest  thing  in  the  world  to 
find,  for  instance,  the  Secretary  of  the  Navy  who  knows  anything 
about  his  business.  Many  million  dollars  and  four  years'  incum- 
bency are  usually  required  to  educate  the  man  in  office,  and  at  the 
end  of  that  time  he  goes  out.  Even  though  a  few  of  the  cabinet 
officers  may  fit  into  their  positions,  fewer  still  have  any  knowledge  of 
government  or  the  science  of  government. 

When  we  come  to  the  legislative  branch  the  matter  is  even 
worse,  because  men  are  elected  to  represent  constituencies  on  issues 
that  have  often  no  relation  whatever  to  the  transaction  of  the  Gov- 
ernment's business.    Congressmen  when  elected  have  their  principal 
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interests  at  home  and  very  generally  do  not  feel  under  any  obliga- 
tions whatever  to  make  a  study  of  government.  Their  votes  are 
cast  too  often  without  knowing  anything  about  the  subject  on  which 
they  are  voting.  It  may  be  said  that  this  is  also  true  of  legislative 
assembUes  the  world  over,  but  it  ought  to  be  better  imder  a  democ- 
racy that  throws  responsibiUty  on  the  individual,  the  responsibility 
for  fitness  and  for  citizenship.  The  lack  of  conscience  in  connection 
with  our  legislation  is  often  disclosed  in  the  Congressional  joker. 
A  bill  that  has  passed  the  House  of  Representatives  and  the  Senate 
may  go  to  conference  on  some  differences,  and  there  have  inserted 
by  some  congressman  either  without  intelligence  or  without  con- 
science certain  things  that  were  never  in  the  original  bills  and  never 
had  been  discussed.  In  our  appropriation  bills  there  is  wholly  a 
lack  of  system.  Attention  has  been  called  to  this  time  and  time 
again  by  men  who  have  held  high  office  and  are  well  acquainted  with 
our  methods.  Millions  of  dollars  are  squandered  because  there  is 
no  budget  and  no  plan,  just  as  millions  of  lives  may  be  lost  through 
the  failure  of  concerted  action  by  the  Allies  in  this  war. 

Another  feature  of  this  shows  a  lack  of  imderstanding  on  the  part 
of  our  people  or  a  lack  of  enterprise  on  the  part  of  the  engineering 
profession.  A  very  large  part  of  the  business  of  this  coimtry  relates 
to  industries,  transportation  and  engineering  enterprises,  and  yet 
there  is  hardly  a  man  in  all  Congress  who  has  any  grasp  of  the  en- 
gineering matters.  The  curious  part  of  all  this  is  that  our  Congress 
does  not  know  that  it  doesn't  know.  What  would  be  .self-evident 
to  a  scientific  man  must  be  beaten  into  a  congressman  by  means  of  a 
trip-hammer,  and  yet  our  people  put  up  with  it! 

We  have  every  reason  to  feel  confidence  and  pride  in  our  judi- 
ciary, so  far  as  the  Supreme  Court  judges  of  the  United  States  and 
of  the  states  are  concerned,  but  the  courts  have  already  been  too 
much  criticized  by  their  own  judges  and  lawyers  to  render  it  neces- 
sary for  me  to  make  any  explanations  whatever  on  the  lack  of  train- 
ing for  doing  business.  Many  cases  have  been  known  to  hang  on 
for  years.  Trials  that  should  have  been  dismissed  in  two  days  have 
been  exploited  before  the  public  for  weeks.  The  Thaw  case  that 
was  tried  in  New  York  was  a  disgrace  to  any  community.  The 
newspapers  without  public  conscience  at  all  published  broadcast 
the  most  nauseating  details  calculated  to  satisfy  only  a  morbid 
curiosity  or  to  degrade  the  moral  and  literary  taste  of  our  youth. 
The  difficulty  with  this  is  that  the  courts  permit  it  to  continue  on 
the  ground  that  the  newspapers  pubUsh  what  the  public  wants — 
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the  same  ground  that  would  pennit  the  sale  of  poison  because  the 
public  wanted  poison. 

RESEARCH  AND  PUBLICITY  FOR  THE  BENEFIT  OF  CITIZENS 

In  our  scientific  departments  of  the  Government  we  have  in  a 
way  emancipated  ourselves  from  the  accusation  of  inefficiency, 
although  much  useless  stuff  is  published.  The  Bureau  of  Standards, 
the  Agricultural  Department,  the  Geological  Survey,  the  Bureau  of 
Mines,  are  imquestionably  helping  to  educate  our  professions,  our 
workmen  and  our  farmers  into  higher  efficiency.  The  men  appointed 
to  office  under  these  different  departments  are  usually  well-trained 
men.  They  can  naturally  be  classified  by  some  kind  of  civil-service 
examination  as  the  men  in  the  business  departments  cannot. 

Every  state  and  every  community  unquestionably  feels  the  effect 
of  what  we  may  call  publicity  at  this  time.  The  food-conservation 
program  carried  out  by  a  mining  engineer  is  really  creating  a  revo- 
lution because  the  American  people  have  been  exceedingly  wasteful 
and  they  are  learning  now  something  of  the  moral  effect  of  saving. 
Mr.  Hoover  is  only  an  instance  of  what  can  be  accomplished  by 
putting  a  trained  man  at  the  head  of  a  department.  Mr.  Scott  at 
the  head  of  the  War  Industries  Board  and  Mr.  Coffin  at  the  head 
of  the  great  industrial  survey,  were  other  examples  of  what  our 
profession  may  contribute  to  the  success  of  the  Government.  Too 
often,  however,  the  profession  of  engineering  does  not  realize  its 
usefulness.  We  belong  to  all  departments,  those  of  business  as 
well  as  those  of  scientific  research,  but  it  is  the  latter  that  claim  us 
and  we  should  be  ready  at  all  times,  for  this  our  highest  function  in 
the  service  of  the  people.  Few  engineers  confess  themselves  able 
to  speak  on  engineering  and  governmental  subjects.  We  hold  a 
duty  to  this  republic,  and  we  ought  to  fulfill  it  by  learning. 

MILITARY  TRAINING   IN   PEACE 

One  of  the  most  astonishing  phenomena  in  modem  times  is  the 
ease  with  which  the  conscription  bill  passed  Congress  and  the  ex- 
treme ease  by  which  it  was  enforced.  Practically  no  objection  has 
been  raised  except  by  a  few  malcontents  and  crazy  people,  and 
yet  a  few  years  ago  no  one  was  ready  to  listen  to  the  words  military 
training.  Perhaps  the  speakers  on  the  subject  emphasized  the 
words  too  much  and  gave  the  impression  that  they  meant  a  large 
standing  army,  which  we  shall  never  want.    If  there  is  to  be  service 
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in  war,  the  whole  nation,  every  individual,  man,  woman  and  child, 
must  share  in  the  sacrifice,  and  must  be  prepared.  The  hiring  of 
volunteers  is  no  longer  moral.  Only  time  will  indicate  how  much 
we  owe  to  Leonard  Wood  for  his  untiring  effort  to  wake  up  the 
coimtry  to  the  importance  of  military  preparation.  The  whole 
matter  of  training  officers  has  been  formed  directly  around  his 
Plattsburg  camp,  and  it  is  not  too  much  to  say  that  the  training 
of  all  our  men  for  service  abroad  is  based  on  his  theories.  We 
listened  too  closely  to  the  poUtician  a  few  years  ago  and  we  have 
been  fed  up  with  three  or  four  thoughts  that  would  destroy  the  dis- 
cipline and  the  correct  reasoning  of  any  nation  if  that  nation  be- 
Ueved  them.  The  springing  to  arms  of  a  miUion  men  in  a  single 
night  is  that  peculiar  kind  of  idiocy  that  is  accepted  in  the  remote 
agricultural  regions  where  ignorance  of  history  is  the  dominant  note. 
We  engineers  are  not  too  proud  to  fight.  We  do  not  want  peace 
without  victory.  We  were  not  kept  out  of  war  and  we  do  not  want 
to  be  kept  out  until  Uttle  Belgium  has  all  that  belongs  to  her  again, 
all  except  the  dead  and  the  virtue  that  has  been  outraged  by  a 
brutal  soldiery.  I  have  never  been  a  beUever  in  the  German  sys- 
tem, because  it  gave  too  much  control  into  the  hands  of  a  compara- 
tively small  number  of  officers  constituting  the  German  general 
staff.  The  idea  of  service  beneath  that  system  is,  however,  good. 
It  makes  for  the  education  of  young  men  and  for  obedience  to  law. 
Our  coimtry  is  not  built  up  on  the  idea  of  obedience  to  individuals. 
It  should,  however,  learn  that  Uberty  is  based  on  law,  and  can  never 
be  anything  else.  It  is  hardly  necessary  at  this  time  to  dwell  long 
on  military  training  in  time  of  peace.  We  have  had  our  lesson  and 
we  shall  probably  never  go  back  to  the  old  S3rstem  of  a  small  stand- 
ing army  and  a  smaller  miUtia  of  more  or  less  efficiency,  usuaUy 
less.  The  conception  of  pubUc  service  has  been  drilled  into  the 
people  by  stem  necessity  to  maintain  the  Uberties  of  the  world,  so 
that  we  shall  probably  have  some  kind  of  miUtary  triuning  long  after 
this  war  is  over.  Everyone  has  noticed  what  a  difference  the  cwnps 
make  in  the  slouchy  individual  who  enters,  to  come  out  the  trim, 
erect  soldier.  , 

The  old  pioneer  days  when  every  man  was  trained  to  use  a  mus- 
ket have  long  ago  passed,  except  in  a  few  places  not  yet  settled. 
We  cannot  possibly  depend  on  the  initiative  of  commimities  to 
teach  our  boys  how  to  shoot,  and  in  fifty  years  from  now  a  gun  of 
any  kind  will  be  as  little  imderstood  as  the  archaic  engine  put  into 
operation  by  James  Watt.    C!onsequently,  we  must  necessarily  have 
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some  artificial  methods  of  teaching  the  youths  how  to  shoot  and 
how  to  act  in  cooperation  with  other  young  men. 

MiUtary  training  is  probably  the  best  method  we  "have  of  Ameri- 
canizing the  young  men  who  come  to  us  from  foreign  countries,  and 
every  one  of  them  ought  to  be  required  to  take  his  turn  of  service. 
It  is  not  necessary  that  a  foreign  citizen  making  his  home  here 
should  be  required  to  bear  arms  against  his  old  country,  but  he 
should,  for  the  sake  of  teaching  him  American  ideals  and  American 
institutions,  be  obUged  to  take  his  place  in  the  camps  with  young 
Americans,  if  he  is  permitted  to  make  his  Uving  on  our  soil.  The 
simplest  of  military  training  is  learning  how  to  keep  step,  and  that 
is  a  great  moral  influence.  We  need  it  beyond  everything  else  in 
this  country,  where  the  forces  are  so  pronouncedly  centrifugal. 
Keep  step!  That  does  not  mean  that  the  men  have  to  think  alike. 
It  does  mean  that  they  must  act  together  for  the  good  of  our  coun- 
try, by  a  willing  obedience  to  the  control  of  men  selected  to  manage 
the  affairs  of  Government.  Keep  step  I  The  great  leveler  between 
the  rich  and  the  poor  who  must  work  together,  whatever  their 
homes  may  have  been.  It  is  the  great  simplifier  of  hiunan  relations. 
Keep  step  I  The  collective  action  that  will  put  our  public  servants 
into  a  higher  standard  of  training  and  education  for  their  jobs.  Keep 
step!  There  is  nothing  more  inspiring,  more  beautiful  than  the 
march  by  of  an  American  regiment.  There  is  no  goose  step  about 
it.  It  is  the  free  swing  of  a  free  people  that  will  never  be  tram- 
meled by  military  dictation. 

MILITARY  TRAINING  IN  WAR 

This  nation  already  has  that  definitely  planned  out  and  our 
conscription  bill  has  called  many  thousands  to  the  colors.  The 
selective  feature  of  the  bill  has  been  more  or  less  lost  sight  of,  and 
its  spirit  has  been  violated  up  to  the  present  time.  Selection  on 
June  5  amoimted  simply  to  a  lottery  method  of  choosing  men  for 
the  service,  and  Uttle  attention  was  paid  to  selecting  them  for  special 
positions  in  such  a  way  that  an  army  might  be  formed  most  quickly. 
Our  young  men  are  graduating  from  the  schools,  colleges  and  tech- 
nical institutions.  Many  of  them  have  a  training  similar  to  that 
found  at  West  Point  and  Annapolis,  but  comparatively  Uttle  use 
has  been  made  of  this  fact.  There  are  new  training  schools  estab- 
lished that  will  eventually  turn  out  men  for  specialized  service,  but 
here  are,  and  were,  many  young  men  all  ready  for  special  service 
flung  into  the  ranks.    We  have  had  warning  of  this  in  the  mistakes 
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of  England  at  the  outset  o£  the  war,  and  we  have  done  nothing 
about  it  until  now.  One  of  the  very  curious  anomalies  in  connec- 
tion with  even  temporary  exemption,  is  found  in  the  recognition 
of  the  special  importance  of  dentistry  and  the  study  for  the  min- 
istry, while  the  industries  have  been  recognized  only  so  far  as  their 
workmen  are  concerned.  If  the  present  system  is  maintained,  our 
engineering  colleges  are  going  to  disappear  in  a  comparatively  short 
time,  and  the  Government  will  have  to  set  up  special  schools  which 
will  take  years  to  fit  men  for  the  places  that  the  engineering  schook 
can  fill.  Training  in  war  is  very  quickly  seen  to  be  the  heir  of  mis- 
takes in  training  during  peace.  Inasmuch  as  we  had  no  training 
before  this  war  came  on,  we  are  heir  to  nothing  and  all  of  it  will 
have  to  be  learned. 

The  most  serious  part  of  this  whole  business  is  that  training  in 
time  of  peace  is  of  no  use  whatever  unless  something  is  done  about 
a  supply  of  munitions  and  weapons  to  be  used  in  time  of  war.  In 
that  respect  we  were  worse  ofif  than  any  of  the  beUigerents  except 
Uttle  Serbia  or  perhaps  Uttle  Portugal,  whose  standard  we  just  about 
reached  at  the  outbreak  of  the  war.  That  is  what  rising  over  night 
with  a  million  men  always  means  in  the  mouth  of  those  ignorant  of 
history,  even  though  they  be  in  high  places. 

GREATER  WAR  PUBLICITY  NEEDED 

The  training  for  the  present  war  has  a  very  important  corollary 
that  we  seem  for  the  time  being  to  have  lost  sight  of.  A  press  bureau 
is  established  in  Washington  for  the  dissemination  of  information 
and  its  duties  have  been  too  narrowly  defined.  We  need  now  ex- 
tensive propaganda  on  what  we  are  actually  fighting  for.  The 
President  well  stated  the  case  in  his  reply  to  the  Pope's  proposals 
for  peace,  but  the  people  know  only  the  call  for  troops  and  for  money. 
A  few  pacifists  and  their  friends  the  German  traitors  are  concealing 
the  great  moral  issue  behind  this  business.  We  must  have  con- 
certed and  widespread  pubUcity  of  a  more  penetrating  kind.  What 
do  the  Central  Powers  stand  for,  the  Prussians,  the  Germans,  the 
Hungarians,  the  Bulgarians  and  the  Turks?  They  are  all  banded 
together  under  the  compulsion  of  the  Prussians,  whose  ideas  of  war 
as  a  good  thing  and  brutaUty  as  the  justifiable  method  of  striking 
terror  into  the  rest  of  the  world  are  wholly  abhorrent  to  us.  Their 
success  means  our  failure,  and  we  must  bring  this  home  to  ev^ 
American  instead  of  taking  things  placidly  while  the  German  news- 
papers are  fooUng  the  pubUc.    We  must,  as  engineers,  carry  back 
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home  the  determination  to  awaken  the  country  whether  we  are 
organized  for  that  purpose  or  not.  Every  bit  of  camouflage  should 
be  torn  off  so  that  we  Americans  can  see  the  vision  of  death  beneath 
it.  The  old  Persian  proverb,  "He  that  knows  not  and  knows  not 
that  he  knows  not,  he  is  a  child,  teach  him,"  tells  us  the  daily  work 
of  all  om*  spare  moments. 

As  part  of  the  general  publicity  we  must  dwell  on  saving  for  the 
war.  Economy  in  food,  fuel  and  clothing  is  the  moral  duty  of  every- 
one. One  of  the  saddest  sights  in  an  American  community  is  the 
organization  of  merchants  to  tell  people  to  go  on  in  their  former 
mode  of  life  and  to  buy.  Carry  this  idea  to  its  logical  end  and  we 
shall  lose  .the  war.  Prosperity  has  not  come.  All  boosting  of 
prices  is  blood  money,  and  the  men  who  are  taking  advantage  of 
the  country's  need  will  be  tainted  all  their  Uves.  One  of  the  most 
necessary  distinctions  in  business  is  the  priority  of  essential  indus- 
tries. All  unessentials  must  go  and  all  excess  profits  tnust  be  saved 
for  the  success  of  the  country  in  war. 

ENGINEERS  MUST  KILL   CONSPIRACY 

The  twentieth  century  is  still  young,  and  we  do  not  yet  know 
what  it  will  represent  to  the  future  historian.  Will  it  be  the  de- 
bauch of  science  or  will  it  mean  a  new  birth  to  Christianity?  It  is 
our  task  to  decide  this.  There  are  two  tendencies:  one  toward 
greater  comfort  and  luxury,  and  one  toward  greater  service.  The 
first  can  plunge  us  only  deeper  and  deeper  into  war  for  the  control 
of  a  commercial  output.  It  can  only  bring  us  more  firmly  under  a 
governing  class  derived  either  by  birth  or  by  commercial  success. 
The  second  means  the  complete  emancipation  of  the  individual 
trained  to  think  of  service  as  the  chief  source  of  good  government 
and  happiness  in  life.  The  only  theory  that  will  hold  men  together 
is  that  of  service.  All  others,  like  the  control,  for  instance,  under 
an  overlord,  are  but  the  cracked  shells  of  old  doctrine.  This  war  is 
their  last  stand  against  a  modem  world,  and  our  work  as  engineers 
and  citizens  is  to  help  prepare  for  the  new  day  when  the  rule  of 
kings  shall  have  been  swept  away.  Our  profession  has  been  morally 
responsible  for  America  under  the  century  of  invention  just  passed, 
as  it  is  we  who  have  created  the  applications  of  energy  and  it  is  we 
who  have  given  the  wealth  of  the  world  into  the  possession  of  a 
few  men.  This  war  will  create  many  millionaires.  It  will  place 
vast  power  into  the  hands  of  the  strongest  and  most  ruthless.  It 
will  strengthen  the  trade  unions  into  autocratic  groups  defining 
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what  each  individual  shall  be  permitted  to  do  and  what  wages 
each  shall  receive.  Are  we  to  stand  by  and  accept  this?  Are  we 
to  remain  forever  blind  to  our  own  power?  There  is  only  one  answer 
to  that.  We  must,  as  engineers,  go  forward  with  our  own  coun- 
trymen to  kill  this  conspiracy  against  freedom,  and  then  we  must 
give  our  liv^  to  fight  that  science  may  never  again  be  employed  as 
a  destructive  agent  in  the  hands  of  a  few  unscrupulous  men. 

WHAT   CAN   OUR  SOCIETY   DO? 

What  does  our  Society  stand  for  in  the  scheme  of  this  world's 
affairs?    We  know  that  there  must  be  more  or  less  selfishness  and 
there  will  be  often  a  great  difference  in  the  general  fundamental 
principles  underlying  organization.    Cooperation  may  have  as  its 
motive  one  of  two  ideas:    first,  the  desire  to  benefit  others,  and 
second,  the  desire  to  benefit  the  organization.    Sometimes  it  is 
difficult  to  classify  under,  either  of  these,  as  the  benefit  to  an  asso- 
ciation  is  often  a  benefit  to  the  public,  in  lifting  the  general  average. 
And  yet  when  things  are  traced  back  to  their  origins,  it  is  possible 
to  place  most  associations  in  their  true  category.    For  instance,  the 
missionary  societies  —  and  we  may  with  equal  propriety  say  the 
churches  —  are  altruistic  in  their  origin,  and,  in .  the  main,  they 
remain  so.    Charitable  organizations,  hospitals  and  colleges  are  un- 
selfish, and  grow*out  of  a  sincere  desire  to  give  one's  self  to  the 
service  of  others.    Our  own  Society  belongs  to  that  class  which 
benefits  others  as  it  benefits  itself,  for  it  is  essentially  educational 
in  its  purpose.     As  the  years  have  passed  we  have  come  nearer  and 
nearer  to  a  true  conception  of  what  our  public  relations  should  be, 
and  this  war  has  brought  about  a  sudden  large  vision  of  our  duties. 
They  are  not  to  be  found  in  reforms  put  forward  by  the  weak,  or 
by  self-seeking  manipulators  of  pubUc  opinion,  either  within  or 
without  our  Society,  but  rather  through  a  state  of  mind.    We  owe 
it  to  our  country  to  think  clearly  and  rightly,  and  to  throw  the 
whole  weight  of  our  Society  into  the  scale  for  sound  legislation,  good 
government,  and  pubUc  conscience.    The  engineer's  philosophy  is 
shown  in  his  actions  rather  than  in  his  words,  because  he  has  never 
learned  to  explain  himself.    It  is  expressed  in  the  desire  to  serve. 
No  profession  can  claim  a  higher  motive  than  the  silent  men  who 
fill  our  ranks. 

We  believe  our  Constitution  to  be  the  best  instrument  of  govern- 
ment ever  produced,  and  that  under  it  all  mistakes  and  imperfec- 
tions tend  to  correct  themselves.    Our  advantage  is  that  conspiracy 


Digitized  by  VjOOQIC 


IRA  N.   HOLLIS  463 

can  never  thrive,  and  there  can  never  be  a  policy  fatal  to  other 
nations.  We  can  discuss  any  question  of  national  policy  and  we 
can  always  have  publicity  against  any  hurtful  tendency.  The  news- 
papers have  always  exhibited  a  high  degree  of  patriotism  when  the 
need  came  for  discretion,  and  we  may  depend  on  them  in  times  like 
this  to  stand  behind  every  program  for  the  good  of  our  country. 
However  sensational  the  headlines  may  be,  we  know  that  behind 
them  is  always  a  sincere  desire  for  the  greatest  good  to  every  citizen. 
Whatever  our  faults  may  be,  they  are  always  in  the  open  and,  like 
bacilli  exposed  to  the  sunUght,  they  die.  That  is,  after  all,  the 
reason  why  a  repubUc  or  some  form  of  democracy  is  always  superior 
to  an  empire  under  a  few  men. 

Our  country  is  the  home  that  we  love  and,  as  engineers,  we 
must  feel  a  deep  responsibility  for  its  welfare.  It  is  given  into  our 
hands  by  our  forefathers  and  we  know  its  virtue,  and,  God  willing, 
we  shall  strive  to  make  it  the  perfect  example  of  what  life  on  this 
planet  shall  become  when  wars  are  past. 
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THE  ENGINEERING  SOCIETIES   IN  THE 
NATIONAL  DEFENSE 

By  Gano  Dxtnn,  New  York,  N.  Y. 
Member  of  the  Society 

T^NGINEERS  are,  indeed,  coming  into  glory  and  honor  —  glory 
in  Jbhe  things  we  were  reading  about  in  yesterday's  and  to- 
day's papers  as  to  the  behavior  of  the  very  men  whom  om*  national 
engineering  societies  recruited  New  York  through  the  agency  of 
the  MiUtary  Engineering  Conmiittee  only  a  few  months  ago,  and 
honor  in  the  ways  that  were  referred  to  by  your  President  in  his 
address,  in  which  he  mentioned  the  fact  that  the  engineering  pro- 
fession and  the  corporate  societies  representing  them  are  having  an 
ever-growing  opportunity  to  "  do  their  bit "  for  the  Government  at 
this  critical  time.  The  spirit,  the  mteUigence,  the  usefulness  of  the 
engineer  is  a  matter  of  conmion  comment.  I  have  talked  with 
several  university  presidents  who  remarked  upon  the  high  percent- 
age of  enlistments  and  volunteering  for  service,  particularly  of  the 
men  in  the  engineering  schools,  and  Dr.  HoUis  has  not  exaggerated 
the  part  that  engineers  are  playing,  and  are  yet  to  play,  in  respect 
to  the  things  in  this  great  war  which  we  have  only  just  begun  to 
appreciate  and  understand. 

I  should  desire  this  morning  to  bring  to  your  attention  some  of 
the  things  that  are  now  being  done  by  engineers  and  engineering 
societies.  Adequately  to  treat  of  what  the  engineers  are  doing 
would  take  days,  if  not  longer,  and  I  can  only  refer  to  it.  One  has 
only  to  be  in  the  atmosphere  of  Washington  a  short  time  to  see  that 
the  whole  Government  of  the  United  States  in  respect  to  its  miUtary 
and  naval  preparation  rests  upon  a  foimdation  of  engineers. 

My  task  is  encyclopedic,  and  I  beg  your  indulgence  if  I  but 
hastily  skim  over  it.  I  wrote  to  the  representatives  of  thirty-two 
different  engineering  bodies  that  are  now  in  contact  with  the  Gov- 
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eminent,  asking  them  to  give  me  authoritatively,  although  briefly, 
a  r^um4  of  what  they  were  doing  in  connection  with  the  national 
defense  and  with  the  war.  It  is  beyond  our  time  for  me  even  to  go 
through  the  replies,  but  I  hope  to  put  them  in  the  record,  and  they 
are  certainly  a  scroll  of  real  honor  to  our  credit. 

To  begin  with,  there  is  the  Naval  Consulting  Board.  The  Naval 
Consulting  Board  was  intended  to  bring  formally  to  the  service  of 
the  Government  the  scientific  and  technical  ability  of  a  group  of 
the  best  advisers  on  engineering  lines  in  the  country,  and  the  Gk>v- 
emment  had  the  conception  that  if  it  asked  the  engineering  societies 
to  select  these  advisers  the  selection  would  be  better  made  than  if  it 
itself  attempted  to  make  the  selection.  Consequently,  two  repre- 
sentatives from  each  of  the  different  engineering  bodies  were  nomi- 
nated, and  under  that  nonunation  appointed  by  the  Secretary  of 
the  Navy,  and  that  board  has  been  doing  able  service  since  the 
time  it  was  appointed,  starting  with  the  Committee  on  Industrial 
Preparedness,  which  took  an  inventory  of  all  the  industrial  resources 
of  the  United  States.  Later  it  proceeded  to  report  to  the  Govern- 
ment on  the  needs  of  the  experimental  development  of  improved 
devices,  and  finaUy  it  established  connections  whereby  its  services 
might  be  made  available  and  useful  to  the  army  as  well  as  to  the 
navy. 

It  now  holds  an  honored  position  in  Washington,  where  it  acts 
as  a  Board  on  Inventions,  and  substantially  all  newly  invented 
devices  that  are  brought  to  the  attention  of  the  Council  of  National 
Defense,  through  various  channels,  are  now  referred  to  the  Naval 
Consulting  Board  to  be  passed  by,  or  tinned  down  if  they  are  not 
useful,  or  given  attention  if  they  are  valuable.  The  Naval  Con- 
sulting Board  has  offices  at  15  Park  Row,  in  New  York  City,  and 
has  a  large  force  of  clerks.  The  devoted  services  of  its  members 
are  constantly  given  to  going  through  thousands  upon  thousands  of 
suggested  devices  from  engineers,  citizens,  and  others  all  over  the 
country. 

The  Naval  Consulting  Board  was  created  long  before  the  war. 
The  next  body  in  order  was  the  National  Research  Coimcil.  The 
National  Research  Coimcil  was  started  because  it  was  seen  that,  just 
as  in  the  Civil  War,  such  help  as  was  given  by  the  National  Academy 
of  Sciences,  created  by  President  Lincoln,  and  is  now  being  given  by 
the  national  engineering  societies,  would  be  again  needed.  The  Gov- 
ernment acted,  therefore,  under  the  charter  of  Congress  granted  in 
1864  to  the  National  Academy  of  Sciences,  among  the  provisions  of 
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which  were  the  requirements  that  the  members  of  the  Academy 
who  then  represented  what  we  now  represent,  the  engineering  as 
well  as  the  scientific  inteUigence  of  the  country,  serve  the  Govern- 
ment on  request,  in  whatever  direction  called  upon,  without  com- 
pensation. And  they  did  an  unusual  amount  of  service  at  the  time 
of  the  Civil  War. 

Between  that  time  and  now,  entirely  aside  from  their  scientific 
functions,  they  have  reported  on  about  sixty  different  questions  to 
the  Government.  It  was  seen  that  this  body  could  be  made  of 
great  use  at  this  time,  and  consequently  President  Wilson  requested 
that  it  enlarge  its  scope  and  bring  itsc^,  as  it  were,  down  to  date, 
and  include  the  increasing  branches  of  science  that  were  not  known 
in  the  old  days,  including  engineering,  and  to  do  everything  to  put 
at  the  service  of  the  Government  the  scientific  talent  of  the  nation. 

In  accordance  with  this  request  the  National  Academy  of  Sci- 
ences organized  the  National  Research  Council,  which  may  be  de- 
scribed as  being  partly  a  federation  and  partly  a  creation,  through 
which  there  comes  to  one  single  focus  every  important  scientific 
agency  in  the  United  States.  It  reaches  the  universities,  it  reaches 
the  industrial  laboratories,  it  reaches  the  engineering  societies,  it 
reaches  the  isolated  workers  in  pure  science,  but  the  kejrnote  of  the 
National  Research  Council  is  science  rather  than  engineering,  and 
engineering  plays  a  part  in  it  only  as  it  deals  with  pure  science 
and  appUed  science — in  short,  what  we  call  engineering  research. 

When  the  war  broke  out  it  was  only  natural  that  the  Council 
of  National  Defense  should  request  a  connection  to  be  made  between 
that  body,  which  had  existed  for  nearly  a  year,  and  itself,  and  since 
the  war  the  National  Research  Council  has  almost  dropped  all  other 
activities  and  directed  its  whole  efforts  to  the  problems  in  science 
that  have  been  handed  down  to  it  by  the  Council  of  National 
Defense. 

The  next  body  in  order  of  creation  was  the  General  {Engineering 
Committee  of  the  Council  of  National  Defense.  When  the  war 
broke  out,  our  Society,  in  common  with  other  engineering  societies, 
immediately,  and  with  a  patriotic  devotion,  offered  the  services  of , 
engineers  to  the  United  States,  directly  to  the  President;  and  I  do 
not  think  any  of  us  realized  at  that  time  just  what  we  were  offering 
—  quite  a  little  confusion  has  arisen  since  as  to  what  it  was,  but  I 
do  know  that  when  we  made  the  offer  we  did  not  intend  to  Umit  it 
merely  to  our  engineering  services,  but  we  meant  to  go  to  any  lengths 
that  might  be  necessary. 
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Later  on  it  came  to  be  obvious  that  through  this  offer  to  the 
President  we  had  not  intended  to  convey  the  offer  of  our  military 
services,  and  among  other  things  we  all  remembered  then  that  we 
were  members  of  an  even  greater  society  than  The  American  Society 
of  Mechanical  Engineers,  we  were  members  of  the  Society  of  Ameri- 
can Citizenship,  and  that  through  membership  in  that  greater 
society  there  came  to  us  calls  /or  military  services  and  other  things, 
and  consequently  the  offer  to  the  President  of  the  services  which 
we  made  through  our  Society  was  regarded  as  conveying  only  the 
offer  of  engineering  services. 

The  President  tiuned  our  offer  over  to  the  Council  of  National 
Defense,  and  from  Dr.  Hollis  Godfrey,  of  the  Advisory  Commission 
of  the  Council,  an  invitation  was  received  to  appoint  representa- 
tives to  form  an  Engineering  Societies'  Section  of  the  Engineering 
Conmiittee  of  the  Commission.  The  Society  acted  officially  upon 
that  invitation  and  sent  representatives  to  a  conference  in  Washing- 
ton, who  met  together  with  representatives  from  other  societies. 

From  my  point  of  view,  this  General  Engineering  Conmiittee  as 
it  stands  now  is  the  official  connection  of  our  societies  with  the 
National  Government;  but  the  spirit  among  the  engineers  who 
want  to  serve  the  Grovemment  in  more  ways  than  this  Committee 
renders  possible,  has  caused  the  springing  up  on  all  hands  of  numer- 
ous other  committees.  I  am  going  to  read  to  you  a  list  of  the  com- 
mittees of  engineering  bodies  which  were  in  existence  at  a  time,  a 
short  while  ago,  when  outwardly  and  from  the  point  of  view  of  the 
Government  there  seemed  to  be  so  many  conmiittees  that  they 
were  crowding  each  other,  overlapping,  and  in  their  actual  relations 
to  the  Government  carried  with  them  a  certain  degree  of  possible 
confusion,  which  was  brought  to  our  attention  and  which  some  of 
the  members  of  our  societies  have  been  endeavoring  to  remedy. 

These  committees  or  engineering  bodies  are:  Naval  Consulting 
Board,  American  Engineering  Standards  Committee,  Engineering 
Committee  of  the  National  Research  Coimcil,  Commitee  on  Gas  and 
Electric  Service,  Emergency  Construction  Committee  of  the  War 
Industries  Board,  the  Intercollegiate  Intelligence  Bureau,  the  War 
Committee  of  the  Technical  Societies,  the  Engineering  Coimcil,  the 
American  Engineering  Service  Committee,  the  Aircraft  Production 
Board,  the  Aircrafts  Standardization  Committee,  the  Aeronautics 
Committee  of  the  National  Research  Council,  the  United  Engineer- 
ing Society,  the  Engineering  Foundation,  the  American  Society  of 
Civil  Engineers,  The  American  Society  of  Mechanical  Engineers, 
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the  American  Institute  of  Mining  f^ngineers,  the  American  Insti- 
tute of  Electrical  Engineers,  the  American  Society  for  Testing 
Materials,  the  American  Society  of  Automotive  Engineers,  the 
American  Electrochemical  Society,  the  Illuminating  Engineering 
Society,  the  American  Chemical  Society,  the  American  Gas  Insti- 
tute, the  American  Society  of  Refrigerating  Engineers,  the  American 
Water  Works  Association,  the  National  Electric  Light  Association, 
and  the  Association  of  Edison  Illuminating  Companies. 

The  mere  enumeration  of  these  engineering  bodies  itself  is  a 
bright  light  on  what  the  engineers  as  societies  have  been  doing  for 
the  Government.  It  does  not  begin  to  .be  a  token  of  what  engineers 
as  individuals  are  doing  for  the  Government. 

As  societies,  however,  there  has  been  some  confusion  among 
the  various  societies,  due  to  overlapping,  and  there  has  been  also 
some  lack  of  distinction  between  engineering  services  on  the  part  of 
individuals  and  corporate  services  on  the  part  of  societies.  For 
instance,  one  of  the  great  services  which  no  single  individual  could 
render  the  Government,  but  which  a  union  of  societies  could  won- 
derfully render  the  Government,  is  the  question  of  engineering  per- 
sonnel. So  great  has  been  the  demand  in  Washington  for  competent 
engineers  for  this,  that  and  the  other  service  that  they  have  not 
known  where  to  go  to  find  the  men.  They  first  went  to  their  per- 
sonal friends,  to  the  members  of  the  engineering  profession  already 
in  the  departments,  and  to  those  whom  they  were  acquainted  with, 
but  soon  the  supply  of  acquaintances  of  these  men  and  the  men 
with  whom  they  were  in  contact  was  exhausted,  and  the  authori- 
ties were  simply  at  the  end  of  their  capacity. 

It  has  been  very  obvious  that  at  least  one  of  the  functions  that 
the  national  engineering  societies  could  perform  was  to  serve  as  a 
center  to  which  the  Government  could  go  and  find  an  adequate, 
properly  classified  roster  of  all  of  the  men  who  could  render  service 
to  the  Government,  so  that  the  services  of  these  men  could  be 
promptly  called  upon.  Through  a  misconception,  the  responsibility 
for  which  I  will  not  attempt  to  go  into,  the  General  Engineering 
Committee,  which,  as  I  have  said,  in  my  view  is  the  official  connec- 
tion of  the  societies  with  the  Government,  declined  to  furnish  the 
required  roster  of  the  personnel.  I  ought  to  say  that  it  declined 
to  do  it  on  the  recommendation  of  its  chairman,  Dr.  HoUis  Godfrey, 
who  at  the  time  was  under  some  instruction  from  another  branch 
of  the  Council  of  National  Defense,  which  had  in  view  the  classi- 
fying of  engineering  service  or  labor  generally,  and  consequently 
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had  in  view  the  grouping  and  Usting  of  this  service  in  another  de- 
partment of  the  Council  of  National  Defense,  where  it  was  hoped 
there  would  be  a  much  broader  and  more  general  listing  of  labor 
than  that  which  we  now  usually  consider  as  labor;  but  be  it  as  it 
was,  the  General  f^ngine^ring  CJommittee  declined  what,  in  my 
opinic^n,  is  the  principal  opportunity  to  be  of  service  to  the  Gov- 
ernment. 

There  then  sprang  up  the  Intercollegiate  InteUigence  Bureau 
for  the  purpose  of  making  good  this  deficiency  to  a  certain  extent. 
Its  origin  was  not  in  the  engineering  societies,  but  through  an  en- 
gineer, one  of  the  prominent  members  of  the  American  Institute  of 
Electrical  Engineers,  Dr.  WiUiam  McClellan;  he  organized  170 
colleges  into  a  sort  of  league  to  supply  to  the  Government  men  of 
technical  training  and  engineering  qualifications.  He  went  at  it 
through  the  colleges,  because  he  is  president  of  the  Wharton  School, 
and  also  because  he  felt  that  through  them  he  could  get  in  contact 
with  a  greater  niunber  of  engineers  and  could  accomplish  better 
work  than  in  the  other  direction. 

The  Engineering  Council,  which  is  a  body  destined  to  represent 
not  only  the  great  national  engineering  societies  which  are  mem- 
bers of  the, United  Engineering  Society,  but  all  of  the  great  national 
engineering  societies,  also  took  up  the  question  of  personnel.  It 
conceived  its  function  to  be  a  very  broad  one  and  organized  in  an 
endeavor  to  make  certain  contacts  with  the  Government,  leading  up 
to  that  through  the  Naval  Consulting  Board,  through  the  National 
Research  Council,  and  through  the  General  Engineering  Conmiit- 
tee;  and  there  was  also  created  imder  the  Engineering  Council  the 
War  Committee  of  the  Technical  Societies,  and  also  a  committee 
known  as  the  American  Engineering  Service  Committee;  Dr.  D.  W. 
Brunton  is  chairman  of  the  former  and  Mr.  George  J.  Foran,  chair- 
man of  the  latter. 

These  committees  went  to  work  vigorously,  headed  by  Dr. 
Hollis  in  the  Engineering  Council,  and  from  the  beginning  have 
seen  the  importance  of  a  registry  of  engineers  and  they  actually 
started  to  accomplish  a  registry  of  that  kind.  When  representa- 
tions as  to  what  these  conmiittees  had  done  and  were  doing  were 
made  to  the  Government  —  and  now  speaking  from  my  own  point  of 
view,  and  with  the  hope  not  of  producing  controversy,  but  of  allay- 
ing it  —  the  committees  were  not  fully  aware  of  what  had  been  done 
already  by  the  Naval  Consulting  Board,  by  the  National  Research 
Council  and  by  the  (Jeneral  Engineering  Committee,  all  of  which 
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bodies  had  been  in  eflScient  contact  with  the  Government,  contact 
through  channels  that  had  been  grooved  more  or  less  bright  by  use; 
and  therefore  the  newer  committees  wrote  to  numerous  agencies  of 
the  Government  and  interviewed  them,  and  from  the  Government 
point  of  view  canvassed  the  Government  as  to  what  channels  they 
should  use  in  their  relations  with  these  various  activities. 

The  confusion  that  arose,  although  not  serious,  required  straight- 
ening out.  For  instance,  the  national  engineering  societies,  as  such, 
had  nothing  to  do  with  the  appointment  of  the  National  Conmiittee  on 
Gas  and  Electric  Service  of  which  John  W.  Lieb,  Mem.Am.Soc.M.E., 
is  Chairman.  They  were  more  or  less  unf  amiUar  with  that  conmiittee 
and  its  work,  yet  of  all  the  committees  in  Washington  that  committee 
has  probably  done  as  much  as,  if  not  more  than,  any  other  commit- 
tee in  specific  and  concrete  service  rendered  to  the  Government. 
That  committee  is  a  committee  representing  public  utilities,  or  rather 
it  represents  the  Council  of  National  Defense  —  it  is  a  committee  of 
the  Coimcil  of  National  Defense  itself  —  but  it  instructs  them  and 
knows  about  the  public  utiUties,  and  so  today  is  charged  with  ques- 
tions of  coal  supply  and  of  power  supply,  questions  of  keeping  the 
industries  going  that  are  engaged  in  munitions  manufacture,  ques- 
tions of  cantonment  inspection  and  cantonment  supplies. 

The  gist  of  the  matter  was  that  a  certain  member  of  our  Society, 
Mr.  Swasey,  the  Father  Abraham  of  the  engineering  profession, 
was  down  in  Washington  and  learned  of  some  of  these  things.  He 
endeavored  to  bring  about  cooperation  and  understanding  among 
the  thirty-two  different  engineering  agencies.  •  He  called  a  meeting 
of  the  representatives  of  these  organizations,  and  they  all  most 
promptly  responded  and  met  in  Washington.  That  meeting  was 
an  eventful  one  in  the  history  of  the  relation  of  the  engineering 
societies  of  the  country  to  the  Government,  for  the  knowledge  was 
there  brought  out  of  the  vast  amount  of  service  that  was  being 
rendered  to  the  Government  by  engineers,  and  everyone  present 
at  that  meeting  was  astounded  at  hearing  how  much  everyone  else 
had  been  doing,  and  the  mere  getting  together  of  these  conmoittees 
is  a  thing  that  is  going  to  solve  the  temporary  and  minor  difficulty 
of  a  unified  relation  of  the  engineering  societies  to  the  Government. 

For  instance,  at  that  conference  we  heard  the  representative  of 
the  Society  of  Automotive  Engineers  say  what  his  committee  had 
been  doing.  That  society  has  been  intensely  vigorous  —  it  has  been 
of  actual,  concrete  and  real  service  to  the  Government  in  a  way  that 
cannot  be  known;  in  fact,  one  reason  why  the  members  of  the  soci- 
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eties  have  felt  impatient  at  their  Washington  relations  is  because 
the  work,  as  such,  cannot  be  dwelt  upon  in  detail  among  them. 
The  Government  requires  that  almost  all  the  work  of  these  various 
committees  and  societies  be  confidential  and  shall  be  kept  to  them- 
selves, and  that  is  one  reason  why  the  membership  of  Uie  societies 
have  felt  that  they  were  not  doing  their  bit,  when  in  fact  they  were 
doing  all  that  the  Government  so  far  had  called  upon  them  to  do. 

The  status  of  the  matter  at  present  is  that  that  joint  meeting 
in  Washington  appointed  a  sub-conunittee  to  confer  with  the  En- 
gineering Council  and  with  the  governing  bodies  of  the  national 
societies,  with  a  view  of  reporting  back  some  general  plan  whereby 
the  chairman  of  the  War  Board,  for  instance,  would  not  be  receiving 
fom-  different  letters  from  engineering  bodies,  each  inviting  him  to 
take  up  problems  of  a  certain  kind  through  that  particular  com- 
mittee. It  is  confusing  to  that  chairman  to  receive  such  letters, 
and,  moreover,  it  shakes  his  confidence  in  the  ability  of  the  engineers 
to  organize  their  work  effectively  and  to  do  the  things  that  they 
most  want  to  do. 

I  am  afraid  I  have  omitted  ninety  per  cent  of  the  things  I 
wanted  to  say  in  regard  to  the  activities  of  certain  of  these  com- 
mittees, and  I  perhaps  ought  to  speak  about  the  War  Committee 
of  the  Technical  Societies.  That  committee  was  intended  origi- 
nally to  be  a  vehicle  of  information  between  various  Governmental 
activities  and  the  membership  of  the  national  societies.  It  was 
intended  to  be  of  service  both  wajrs.  It  was  intended  to  satisfy 
this  demand  on  the  part  of  the  membership  by  knowing  as  far  as 
possible  what  was  going  on.  It  has  recently  established  a  connec- 
tion with  the  Naval  Consulting  Board,  and  the  general  view  of  the 
engineers  now  interested  in  the  Washington  relations  is  that  there 
never  can  be  too  much  service  in  Washington,  and  that  there  is 
room  for  every  committee.  Colonel  Carty,  who  presided  over  the 
conference  called  by  Mr.  Swasey,  said  that  the  whole  thing  is  too 
big  to  be  controlled  by  any  one  committee,  and  it  is  reaUzed  that 
the  more  there  are  of  these  committees  that  represent  real  service, 
the  better  it  will  be,  and  all  that  is  needed  is  a  Uttle  better  directive 
force  and  a  Uttle  more  inquiry  and  co6peration  before  taking  up 
with  the  Government  questions  that  may  have  already  been  set- 
tled, in  fact,  by  other  agencies. 

The  situation  as  it  stands  now  is  one  in  which  we  may  all  take 
great  pride.  The  General  Engineering  Committee  of  the  Council 
of  National  Defense  is  in  the  awkward  position  of  being  asked  by 
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its  chairman  to  resign.  This  is  through,  as  I  understand  it,  an  early 
interpretation  that  service  on  that  committee  is  incompatible  with 
the  ruling  of  the  Attorney-General  to  the  effect  that  men  may  not 
serve  on  committees  of  the  Council  of  National  Defense  when  they 
have  other  business  relations  with  the  Government.  The  business 
relations  of  the  men  in  the  engineering  profession  serving  the  Gov- 
ernment are  so  numerous  that  if  that  principle  were  really  carried 
out  in  fact,  the  Government  would  be  deprived  of  the  service  of 
engineers;  or,  on  the  other  hand,  the  industries,  the  engineering 
projects,  and  the  very  great  works  that  are  now  being  accomplished 
for  the  Government  would  be  robbed  of  the  directing  heads  that 
are  producing  them.  Neither  of  these  alternatives  is  for  a  moment 
conceivably  possible. 

This  opinion  of  the  Attorney-General  has  been  later  interpreted  by 
the  Secretary  of  War  to  mean  that  no  man  may  sit  on  a  board  in 
Washington  when  that  board  is  engaged  in  deliberating  upon  the 
award  of  a  contract  to  a  company  in  which  that  man  is  interested. 
That  is  only  common  sense.  It  has  gone  one  step  further,  and  says 
that  no  man  may  sit  on  a  board  when  that  board  is  making  recom- 
mendations to  another  board,  which  other  board  may  be  empowered 
to  award  contracts,  except  in  this  case  the  man  is  not  forbidden  to 
sit  on  that  board,  but  if  he  sits  he  must  file  with  the  second  board  a 
statement  of  his  complete  relation  to  the  contract  that  is  under 
consideration,  and  state  what  other  interests  he  may  have  with  it. 

I  think  one  reason  for  the  general  resignations  that  have  occurred 
in  the  Council  of  National  Defense  has  gone  a  good  deal  further 
than  this  technical  situation.  The  Committee  has  been  overgrown, 
overgrowth  indicating  rather  a  lack  of  authority,  which  the  spring- 
ing up  of  so  many  committees  always  indicates.  The  authorities 
wanted  to  reorganize  the  whole  matter,  and  certainly  that  reorgan- 
ization is  now  in  force,  but  whether  it  will  take  the  form  of  continu- 
ing to  ask  for  the  resignations  of  the  members  of  the  General  En- 
gineering Committee  of  the  Council  of  National  Defense,  or  whether 
that  committee  can  be  regarded  as  an  exception,  because  it  is  a  non- 
commercial committee,  and  whether  that  committee  can  be  per- 
mitted to  retain  its  relation  there  with  the  Advisory  Commission, 
or  establish  new  relations  directly  with  the  Council  of  National  De- 
fense—  the  same  relation  that  has  been  established  by  the  National 
Research  Council — is  not  yet  to  be  known.  However,  whatever  it  is, 
the  principal  thing  which  is  now  to  be  settled  is  not  the  relations  of 
the  twenty-eight  of  the  thirty-two  committees,  whose  names  I  have 
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read;  their  relations  are  very  satisfactory;  they  are  doing  splendid 
work  for.  the  Government;  they  are  a  credit  to  the  societies  that 
have  created  them  and  the  men  who  are  in  them.  They  are  one  of 
the  good  right  arms  of  the  authorities  in  Washington.  Any  con- 
fusion that  may  have  existed  lies  in  respect  to  the  relations  of  the 
engineering  societies,  as  such,  to  the  Government;  in  other  words, 
our  own  corporate  relations  to  the  Government  for  those  things 
which  we  as  societies  may  do,  which  we  as  engineers  do  not  do, 
and  under  the  leadership  of  Mr.  Swasey  that  general  question  is 
now  being  happily  and  kindly  worked  out  and  thought  out  in  a 
way  which  will  result  in  the  Government  continuing  to  get  not 
only  the  service  it  has  been  getting,  but  such  increased  service  as 
the  near  future  will  lead  it  to  demand. 

We  are  not  yet  really  in  the  war.  Times  are  coming  —  they 
are  predicting  it  in  Washington  —  when  the  service  we  have  so  far 
rendered  will  be  like  but  a  little  cloud  on  the  horizon.  Our  duties 
will  increase;  our  opportunities  will  increase.  I  do  not  think  the 
patriotism  of  the  engineering  societies  can  increase.  It  has  been  at 
par  from  the  beginning. 

But,  gentlemen,  those  of  us  who  felt  that  because  they  were  not 
yet  called  upon  they  were  not  going  to  have  a  place  in  this  great 
war;  those  of  us  who  have  felt  that  because  of  some  defect  in  the 
machinery  at  the  top  they  were  not  being  put  in  touch  with  the 
things  they  could  do;  those  of  us  who  have  felt  that  way,  I  think, 
will  soon,  and  very  soon,  have  a  call  for  everjrthing  that  they  can 
render.  In  Washington  the  views  of  the  authorities  are  all  in  one 
accord  as  to  the  patriotism,  the  usefulness,  the  distinguished  service 
and  the  abiUty  of  the  engineering  societies  and  their  representa- 
tives in  the  national  service.  We  have  been  a  credit  to  ourselves  in 
a  big  and^undamental  way,  even  if  some  of  our  superficial  relations 
have  not  been  quite  ^  orderly  as  we  might  have  liked  to  have  them. 
I  have  been  told  there  is  not  yet  on  record  a  single  case  where  the 
Government  has  actually  asked  an  engineer  to  do  a  service  for  it 
where  he  has  not  responded,  and  that  is  a  badge  of  honor  which 
for  our  profession  I  hold  verj'  high. 
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SPECIAL  EDUCATION   IN  TIME   OF  WAR 

By  Charles  S.  Howb,^  Cleveland,  Ohio 
Non-Member 

T^HE  problems  facing  the  engineering  colleges  are  definitely  con- 

nected  with  two  questions,  which  I  do  not  propose  to  discuss 

at  any  length.    The  first  is:  Does  the  country  need  engineers  in 

*  time  of  war?    And  the  second  is:   Have  we  enough  engineers  now 

to  supply  the  need  during  the  war  and  after  the  war  is  over? 

It  would  be  needlass  to  mention  these  questions  were  it  not  for 
the  fact  that  if  the  present  methods  are  carried  out  there  will  be  no 
teaching  in  engineering  colleges  after  a  few  months  have  passed, 
and  the  engineering  colleges  are  the  only  places  where  systematic 
education  in  engineering  is  given.  Engineering  instruction  is  car- 
ried on  to  some  extent  in  some  shops,  and  very  efficiently  carried 
on,  but  there  is  no  systematic  attempt  made  over  the  entire  country 
to  give  engineering  education  in  the  shop.  Hence  the  colleges  of 
engineering  are  the  institutions  to  which  we  must  look  for  engineers 
in  the  future  if  we  need  them. 

It  is  surely  not  necessary  for  me  to  answer  the  first  question 
after  you  have  listened  to  the  address  of  President  Hollis  and  the 
address  of  Mr.  Dunn,  and  it  will  be  especially  unnecessary  after 
you  have  listened  to  the  other  speakers  of  today.  I  shall  not  at- 
tempt to  discuss  that  question. 

As  to  the  number  of  engineers  needed,  it  seems  to  nft  that  all 
of  you  will  agree  with  me  that  we  do  need  to  continue  the  supply  of 
engineers,  because  we  shall  need  more  while  the  war  is  going  on 
than  we  have  now,  and  we  shall  certainly  need  them  after  the  war 
is  over.  You  have  found  in  your  business  the  drain  upon  the  sup- 
ply of  engineers  now.  You  know  in  a  good  many  cases  it  has  been 
difficult  to  get  men  for  engineering  work  in  the  firms  with  which 
you  are  connected.    We  in  the  colleges  know  we  cannot  supply  any 

^  President,  Case  School  of  Applied  Science. 
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of  the  engineers  that  are  demanded  now  and  asked  for  every  day, 
that  it  is  utterly  impossible  to  send  a  man  to  any  place  imless  we 
take  some  one  who  already  has  some  position,  and  that  the  demand 
now  is  larger  than  it  ever  has  been  before,  and  we  beUeve  it  is  going 
to  continue. 

Therefore  it  seems  necessary  to  train  engineers  for  the  future. 
But  the  drain  upon  the  engineering  colleges  has  been  very  great. 
As  soon  as  war  was  declared  it  seemed  as  if  every  college  student 
—  I  can  speak  only  of  the  engineering  colleges  —  wished  to  go  into 
the  army.  We  had  very  great  difficulty  in  keeping  any  of  them  in 
the  colleges.  While  they  were  determined  to  go,  the  members  of 
the  faculties  were  trying  to  keep  them  out  of  the  army  as  far  as 
possible,  because  it  seemed  to  us  that  these  boys  who  were  being 
instructed  to  become  engineers  would  be  of  more  service  to  the 
country  after  they  had  been  trained  as  engineers  than  they  could 
possibly  be  as  privates  in  the  army.  If  the  situation  were  more 
critical,  if  the  enemy  were  at  our  door  and  every  man  had  to  shoulder 
a  gun,  the  case  would  be  different;  but  as  things  are  now,  and  as 
the  supply  of  engineers  is  limited,  it  seemed  to  us  that  we  ought  to 
keep  these  fellows  in  the  colleges  until  after  they  had  been  gradu- 
ated. But  it  was  impossible  to  do  so.  They  enlisted  in  every 
form  of  service  —  they  went  into  the  army,  the  navy,  the  flying 
corps,  and  the  ambulance  corps.  They  are  canying  ammunition 
in  automobiles  all  over  the  battlefields  of  Europe,  and  they  are  in 
every  kind  of  service  that  the  army  has  to  do.  They  are  going  now 
in  large  numbers,  and  most  of  the  engineering  colleges  have  lost 
anywhere  from  twenty  to  thirty  per  cent  of  their  men  in  the  last 
year. 

These  figures  merely  include  the  number  who  would  be  trained 
as  engineers  and  graduated  within  the  next  few  years,  but  now,  by 
a  ruling  of  the  War  Department,  young  men  have  the  privilege  of 
enlisting  up  to  December  15.  After  that  date,  if  they  are  drafted, 
they  must  go  into  the  service  for  which  they  are  drafted.  The 
result  is  that  there  is  the  greatest  uneasiness  among  all  college 
students.  They  are  leaving  our  colleges  in  large  numbers,  and 
imless  something  is  done  to  allay  this  uneasiness  before  December 
15,  we  shall  lose  a  large  number  of  men  who  ought  to  go  into  the 
army  as  engineers. 

According  to  the  classification  that  has  just  been  given  out, 
college  students  will  be  in  Class  No.  1,  and  that  class  is  to  be  ex- 
hausted before  any  other  class  is  drawn  upon.     Consequently  the 
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engineering  students  will  all  be  taken  out  of  our  colleges  in  the  next 
draft  unless  something  is  done  to  save  them  for  their  professions. 
I  would  not  at  all  say  that  the  boys  object  to  this  —  these  fellows 
are  young,  they  are.  full  of  red  blood,  they  are  interested  in  their 
country,  they  are  anxious  to  have  a  hand  in  the  struggle  that  is 
going  on  at  the  present  time.  They  want  to  get  into  the  struggle, 
and  it  is  with  great  difficulty  that  we  keep  them  out  of  it.  But  we 
who  are  charged  with  their  training  are  trying  to  look  at  this  thing 
in  a  cold-blooded  way.  We  say,  "  Are  these  men  going  to  be  needed 
for  a  special  service?  "  If  they  are,  they  ought  to  bear  in  mind  that 
every  man  should  look  forward  to  the  best  service  that  he  can 
render,  and  not  merely  try  to  get  into  some  kind  of  service. 

PLANS  FOR  DRAFTED  STUDENTS 

The  colleges,  recognizing  the  difficulty  before  them,  have  tried 
to  interest  the  War  Department  in  the  question  of  saving  some  of 
these  students,  because  after  the  second  draft  is  made  there  will  be 
only  those  under  twenty-one  years  of  age  —  and  not  even  those,  if 
the  draft  age  limits  are  changed,  as  seems  probable  —  and  those 
phjrsically  unfit. 

You  are  all  probably  aware  that  the  medical  profession  took  up 
this  question  last  fall,  and  that  an  act  was  finally  passed  which 
permitted  medical  students  to  enlist  in  the  Medical  Reserve  C!orps, 
and  the  men  who  so  enlisted  are  not  liable  to  draft,  are  not  liable  to 
be  sent  into  actual  service  until  after  they  have  secured  their  de- 
grees, and  so  the  Society  of  Amercian  Universities  has  requested 
the  Government  to  allow  engineering  and  other  scientific  students 
to  enlist  in  some  reserve  corps  until  after  graduation.  They  have 
asked  that  chemists  and  engineers  and  physicists  and  bacteriolo- 
gists and  others  pursuing  scientific  work  might  be  allowed  to  go 
into  one  or  another  of  the  numerous  reserve  corps  where  they  would, 
of  course,  be  subject  to  Government  control,  but  would  not  be 
called  upon  until  after  graduation.  The  authorities  at  Washington 
turned  down  this  request.  A  similar  request  made  by  the  Associ- 
ation of  State  Colleges,  has  not  been  acted  upon  as  yet,  but  prob- 
ably will  be  turned  down,  because  it  is  similar  in  character  to  the 
request  made  by  the  Association  of  American  Universities. 

A  request  has  been  made  by  a  number  of  colleges  that  students 
who  are  enlisted  shall  be  furloughed  back  to  their  institutions. 
That  has  not  been  acted  upon.  It  has  been  suggested  to  the  author- 
ities, I  beHeve  by  army  men  themselves,  that  a  certain  proportion 
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of  engineermg-college  students  be  exempted  from  the  draft  until 
after  graduation.  Some  of  us  object  very  much  to  that  word 
"exempted."  We  do  not  want  our  college  students  exempted  from 
service.  We  want  them  in  the  army,  if  they  ought  to  be  there,  by 
the  draft,  but  we  would  like  to  keep  them  in  colleges  long  enough 
so  that  they  may  finish  their  training. 

Another  plan  which  has  been  proposed  is  that  engineering- 
college  students  who  are  drafted  be  detailed  back  as  drafted  men 
to  the  institutions  from  which  they  came,  provided  that  when  they 
were  drafted  they  were  in  a  state  of  proficiency  in  their  work  in  the 
college  so  that  it  is  reasonably  certain  that  they  can  be  graduated 
with  credit  to  themselves  and  the  institutions  with  which  they  Ure 
connected.  A  part  of  this  same  plan  would  be  to  have  these  men 
wear  their  uniforms  ahd  have  it  understood  by  all  of  the  students 
that  they  were  soldiers  in  the  army,  and  that  the  colleges  be  re- 
quired to  give  them  military  drill,  so  that  they  would  not  be  losing 
altogether  the  training  which  they  would  have  had  if  they  had 
continued  with  the  active  army. 

Another  provision  is  that  the  colleges  shall  report  the  standing 
of  these  men  to  the  War  Department  at  the  end  of  each  semester, 
and  any  man  who  is  not  doing  efficient  work  shall  be  immediately 
sent  to  his  regiment.  Another  provision  was  that  after  graduation 
these  students  should  inunediately  go  to  their  regiments  as  privates 
and  work  up  to  positions  as  non-conmussioned  officers  and  perhaps 
commissioned  officers,  if  they  were  competent  for  that  kind  of 
service  and  were  needed  for  it. 

It  seemed  as  though  one  or  the  other  of  these  methods  would 
permit  us  to  keep  our  students  in  college  long  enough  to  train  them 
for  the  various  branches  of  service  and  that  then  they  could  be 
sent  wherever  they  were  needed.  The  Government  has  seemed 
indifferent  to  the  necessity  of  maintaining  the  supply  of  trained 
engineers.  I  think  that  is  because  they  have  been  so  busy  with 
organizing  the  army  that  they  have  not  been  able  to  give  any  time 
to  the  question  of  training  the  engineers.  I  was  in  Washington 
last  Satimlay  with  a  committee  of  another  society  and  took  up  this 
question  with  the  War  Department.  It  seems  from  what  we  learned 
there  that  the  War  Department  is  greatly  interested  in  this  ques- 
tion and  is  now  taking  steps  to  provide  adequate  training  for  a 
certain  number  of  engineering  students.  The  details  of  the  plan 
we  do  not  know  —  and  cannot  know  until  the  matter  has  passed 
through  the  hands  of  the  Secretary  of  War,  but  it  looks  now  as  if 
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some  method  would  be  adopted  at  Washington  before  very  long 
whereby  engineering  students  may  go  on  with  their  training,  just 
as  medical  students  are  now  going  on  with  their  training. 

[In  this  connection  it  may  be  noted  that  the  A.S.M.E.,  through 
the  Engineering  Council  and  the  Society  for  the  Promotion  of 
Engineering  Education,  passed  resolutions  to  the  Government  that 
the  preservation  of  a  source  of  supply  of  engineers  be  given  careful 
attention.  These  resolutions  were  duly  acted  upon  and  provisions 
made  for  drafted  engineering  students.  —  Editor.] 

SPECIAL  TRAINING   DURING  WAR  TIME 

Another  question  which  has  been  before  us  is  that  of  special 
training  during  the  war.  I  think  that  all  of  the  colleges  have  in- 
sisted on  military  drill  as  part  of  their  work.  Many  of  them  have 
made  this  training  compulsory,  although  it  has  been  exceedingly 
difficult  to  secure  army  officers  to  take  charge  of  that  drill.  Nearly 
all  of  the  colleges  which  could  not  secure  army  officers  have  appro- 
priated money  from  their  own  treasuries  to  pay  for  the  services  of 
men  who  have  had  experience  as  officers  and  who  are  not  eligible  for 
active  service  in  the  army  at  this  time.  Nearly  all  of  the  colleges 
have  estabUshed  some  military-engineering  work.  For  instance, 
they  have  taught  the  students  how  to  build  military  bridges;  they 
have  taught  them  how  to  lay  out  intrenchments;  how  to  make 
rapid  plans  of  any  region  of  country;  how  to  do  reconnaissance 
work;  how  to  make  maps  which  could  be  used  by  the  army  officers 
of  any  section  of  the  country,  and  various  other  things  connected 
with  military  engineering  which  are  very  desirable  for  any  officer 
and  perhaps  for  any  soldier  to  know. 

Work  has  also  been  given  to  some  extent  in  the  mechanical- 
and  electrical-engineering  departments;  that,  is  to  say,  men  have 
been  trained  in  the  appUcation  of  electricity  as  necessary  in  the 
army.  Some  of  us  have  gone  to  the  military-engineering  schools, 
where  we  have  been  able  to  find  out  just  what  instruction  is  given 
the  army  men  in  signaling,  for  instance,  and  in  the  use  of  search- 
lights, as  well  as  in  miUtary  telephony  and  telegraphy,  and  courses 
of  study  have  been  introduced  in  many  of  our  engineering  colleges 
to  better  prepare  men  for  that  class  of  work.  The  Chief  of  Ordnance 
suggested  one  day  in  Washington  that  the  colleges  give  their  stu- 
dents in  machine  design  in  the  future  the  designing  of  heavy  guns 
and  gun  carriages  instead  of  the  ordinary  machine  design,  and 
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offered  to  furnish  blueprints  which  would  form  the  basis  of  some  of 
this  work. 

Some  of  our  institutions  will  teach  their  chemists  a  great  deal 
about  explosives,  giving  them  not  only  the  chemistry  of  explosives 
but  the  methods  of  manufacturing  the  explosives,  I  do  not  mean 
that  they  maintain  explosives  factories  on  the  college  grounds  — 
that  would  not  be  allowed  —  but  they  teach  them  the  methods  of 
manufacture,  so  far  as  they  can,  without  actually  manufacturing 
the  explosives,  and  teach  them  the  chemistry  of  all  of  the  ingredi- 
ents that  go  into  the  explosives. 

Quite  a  number  of  professors  of  chemistry  have  visited  the 
explosive  factories  in  order  to  find  out  the  latest  methods  in  use  in 
the  manufacture  and  handling  of  explosives,  as  well  as  to  ascertain 
the  different  materials  that  enter  into  them.  So  that  in  all  these 
ways  the  engineering  colleges  are  trying  to  give  their  students  some 
information  which  will  be  especially  useful  to  them  in  the  army  if 
they  are  drafted,  or  if  they  become  officers  in  the  army. 

There  is  still  another  important  question  before  the  engineer- 
ing colleges:  If  they  lose  all  of  their  men  over  twenty-one  years  of 
age,  except  the  physically  unfit,  and  have  left,  therefore,  only  the 
freshmen  and  sophomores,  the  greater  part  of  whom  are  under 
twenty-one  years  of  age,  is  it  necessary  for  them  to  change,  or  is  it 
not  advisable  for  them  to  change,  their  courses  of  study  in  order  to 
fit  these  men  for  the  actual  things  they  may  have  to  do  after  they 
go  into  the  army?  It  has  seemed  to  some  of  us  as  though  we  ought 
to  do  this;  that  is  to  say,  that  if  we  know  our  courses  in  the 
engineering  colleges  are  to  be  limited  to  two  years,  we  ought  to 
materially  change  our  courses  of  study  during  those  two  years  in 
order  to  fit  the  m^n  for  some  of  the  engineering  work  which  it  woUd 
be  possible  for  them  to  do. 

In  conclusion,  I  would  say  that  the  engineering  colleges  have 
tried  to  look  at  this  matter  in  an  entirely  unselfish  way.  They 
are  not  thinking  of  the  number  of  students  they  will  have,  or  of 
any  income  which  will  come  from  these  students,  but  only  of  the 
question  of  the  most  efficient  way  in  which  they  can,  train  these 
young  fellows  for  service,  and  they  are  ready  to  do  anything  which 
the  Government  wishes  them  to  do  in'order  to][carry  out  this  plan. 
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THE  OPPORTUNITY  FOR  INDUSTRIAL 
RESEARCH 

By  C.  E.  Skinner,!  Pittsburgh,  Pa. 
Non-Member 

T^HE  successes  of  the  past  and  the  host  of  problems  awaiting 
future  solution  should  be  ample  proof  that  industrial  research 
has  before  it  a  field  of  unlimited  opportunity.  There  are  many 
phases  of  the  subject  which  might  be  discussed  to  advantage  at 
this  time,  such  as  the  extent  to  which  industry  should  carry  on  pure 
scientific  research,  the  extent  to  which  different  industries  could 
pool  their  research  interests,  methods  of  attacking  research  prob- 
lems, the  education  of  research  workers,  the  coordination  of  indus- 
trial, governmental  and  university  research,  and  others.  This 
paper  will,  however,  be  confined  mainly  to  an  attempt  to  show  by 
illustration  some  of  the  opportunities  which  exist.  Possibly  no  better 
example  could  be  chosen  than  that  of  the  study  of  alloys,  and  this 
should  appeal  to  the  mechanical  engineer  as  no  other  single  devel- 
opment has  perhaps  contributed  so  much  to  his  progress  in  the 
last  two  decades.  Machine  tools  have  been  revolutionized.  There 
are  few  important  machines  today  which  do  not  depend  on  alloys 
fo^  some  of  their  vital  parts.  The  automobile,  the  airplane,  the 
modem  locomotive,  dynamo-electric  machinery,  and  many  others, 
would  require  changes  much  to  their  detriment  if  modem  alloys  were 
not  available. 

And  yet,  in  spite  of  the  work  already  done  on  alloys,  we  have 
explored  but  a  fraction  of  the  really  useful  fields.  Few,  if  any, 
general  surveys  have  been  made  of  the  possibilities  of  binary  and 
ternary  combinations,  and  such  studies  should  yield  results  of  great 
value.  The  subject  might  be  attacked  in  either  of  two  ways:  first, 
by  endeavoring  to  get  at  the  fundamental  laws  governing  the  alloy- 

^  Research  Engineer,  Westinghouse  Electric  and  Manufacturing  Company. 

Presented  at  the  Annual  Meeting,  December  1917,  of  Thb  American  Socibtt 
OF  Mbchanical  Enginbers. 

480 


Digitized  by  VjOOQIC 


C.   E.   SKINNER  481 

ing  of  metals  so  that  the  results  of  making  any  particular  combina- 
tion could  be  predicted;  or,  second,  by  experimental  methods,  actu- 
ally making  and  testing  a  suflBlcient  number  of  the  alloys  under  con- 
sideration to  give  the  data  essential.  The  purpose  of  such  a  study 
may  be  to  produce  an  alloy  with  certain  desired  characteristics  for 
a  specific  purpose,  or  it  may  be  to  determine  the  useful  alloys  pos- 
sible from  the  combination  of  any  two  or  more  metals.  The  former 
may  be  relatively  easy  or  very  difficult,  depending  upon  the  require- 
ments. The  latter  cannot  fail  to.be  anything  but  difficult  and 
long-drawn-out,  no  matter  what  the  method  of  attack.  Let  us 
consider  briefly  what  such  a  survey  means.  It  would  be  desirable 
to  start  with  chemically  pure  metals,  but  metals  chemically  pure 
are  practically  unknown  and  often  metals  of  a  purity  not  at  present 
commercially  obtainable  show  characteristics  very  different  from 
those  commercially  obtainable.  For  example,  magnesium  as  ordi- 
narily obtained  is  quite  brittle,  while  the  metal  approaching  chemi- 
cal purity  is  very  ductile.  Tin  of  high  grade  combined  with  lead 
gives  us  a  solder  with  well-known  characteristics,  while  certain 
commercial  tins  now  on  tne  market  carrying  small  percentages  of 
bismuth  impart  to  solder  characteristics  markedly  different  from 
the  purer  tin.  Consequently  natural  impurities  must  be  studied 
both  as  to  their  influence  and  as  to  their  elimination.  Methods  for 
the  preparation  of  the  constituent  metals  with  unusual  purity  must 
be  developed.  The  differences  between  the  effect  of  natural  impuri- 
ties and  added  impurities  must  also  be  examined,  as  these  differ- 
ences are  sometimes  very  marked;  as  in  the  well-known  effect  of 
added  sulphur  as  compared  to  natural  sulphur  in  steel  for  certain 
purposes. 

Keeping  in  mind  the  necessity  for  pure  materials  and  the  influ- 
ence of  impurities  and  alloying  methods,  we  may  assume  that  a 
series  of  alloys  of  any  two  metals  is  to  be  made  varying  in  their 
proportions  by  1  per  cent.  -JThis  would  give  us  ninety-nine  differ- 
ent alloys  for  each  grade  of  each  of  these  two  metals.  Each  of 
these  will  require  a  large  number  of  tests  and  repetitions  to  deter- 
mine the  various  influences  which  may  change  their  important 
characteristics,  and  each  sample  will  require  a  large  number  of 
determinations  to  arrive  at  its  chemical,  physical,  electrical,  mag- 
netic, thermoelectric  and  other  characteristics.  It  may  be  neces- 
sary to  study  the  effect  of  each  natural  impurity  on  each  alloy  of 
the  series,  which  will  multiply  the  test^  manjrfold.  Those  which 
promise  to  be  commercial  will  require  many  further  tests  to  deter- 
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mine  their  working  qualities  and  adaptability  to  commercial  uses. 
In  addition  to  the  above,  it  is  well  known  that  certain  alloys  have 
very  sharp  and  very  marked  inflections  in  certain  of  their  charac- 
teristic curves,  sometimes  within  a  range  of  less  than  1  per  cent 
variation  in  their  composition;  as,  for  example,  the  variation  in  the 
thermoelectric  value  of  certain  nickel-iron  alloys  which  occurs  at 
approximately  27  per  cent  nickel. 

Such  a  study  even  of  a  single  series  of  binary  alloys  would  involve 
tens  of  thousands  of  determinations  and  much  time  and  expense. 
If  we  add  a  third  and  a  fourth  alloying  metal,  it  will  readily  be  seen 
that  a  lifetime  would  be  entirely  too  short  to  compass  a  full  explora- 
tion of  such  a  series.  In  fact,  it  is  doubtful  whether  a  relatively 
complete  study  of  the  possibilities  of  a  single  binary  combination 
could  be  accomplished  by  any  one  in  an  ordinary  lifetime.  A  very 
elaborate  study  of  the  single  alloy,  88  per  cent  copper,  10  per  cent 
tin  and  2  per  cent  zinc,  has  been  under  way  for  two  or  three  years, 
the  leader  in  this  work  being  the  Bureau  of  Standards,  assisted  by  a 
number  of  producers  and  users  of  this  material.  The  Bureau  has 
outlined  over  a  score  of  characteristics  to  be  determined  and  the 
work  is  as  yet  far  from  complete. 

It  may  be  argued  that  such  an  elaborate  study  would  not  be 
warranted  even  to  give  complete  data,  as  many  zones  could  be 
passed  by  as  not  promising  or  a  few  experiments  at  most  prove 
that  the  combinations  in  certain  zones  were  of  little  or  no  com- 
mercial value,  but  we  are  learning  that  where  ordinary  methods 
with  metals  of  commercial  purity  fail  to  give  useful  results,  other 
methods  with  purer  materials  may  give  results  of  great  value.  Un- 
fortunately, we  do  not  know  the  theory  of  allo3dng  well  enough  to 
predict  results  with  any  certainty.  We  know  of  no  theory  to  ac- 
count for  the  fact  that  an  alloy  of  SJ  per  cent  nickel  with  iron  has 
low  permeability  at  low  inductions  and  high  permeability  at  high 
inductions,  while  an  alloy  of  33  per  cent  nickel  with  iron  has  high 
permeability  at  low  inductions  and  low  permeability  at  high  induc- 
tions, and  an  alloy  of  27  per  cent  nickel  with  iron  is  totally  non- 
magnetic, except  at  very  low  temperatures.  Or  again,  how  shall 
we  account  for  the  fact  that  certain  alloys  of  copper,  aluminum  and 
manganese,  where  all  the  constituents  are  non-magnetic,  produce 
an  alloy  which  is  strongly  magnetic,  while  an  alloy  of  12  per  cent 
manganese  with  iron  —  the  latter  being  our  most  strongly  magnetic 
material  —  gives  an  alloy  which  is  non-magnetic.  Again,  alloys  of 
aluminum  and  tin,  with  or  without  other  alloying  metals,  may  make 
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alloys  with  fine  characteristics  when  first  smelted,  only  to  disinte- 
grate to  powder  later.  No  satisfactory  explanation  for  this  action 
is  now  available.  These  phenomena  are  just  as  difiicult  to  explain 
as  the  fact  that  two  gases,  hydrogen  and  oxygen,  combined  in  a 
certain  proportion  give  a  Uquid  (water),  while  three  materials,  car- 
bon, hydrogen  and  oxygen  —  the  one  a  soUd,  the  others  gases  — 
when  combined  in  certain  proportions  give  a  resulting  gas,  in  other 
proportions  a  liquid,  and  in  still  others  a  soUd.  The  idiosyncrasies 
of  certain  alloys  cited  above  show  the  futility  of  attempting  to  pre- 
dict results  with  our  present  theoretical  knowledge  of  the  subject. 
It  is  probable  that  the  necessary  theory  for  a  full  understanding  of 
the  subject  may  come  only  from  a  study  of  the  atom — its  structure, 
its  combination  into  molecules  and  the  ultimate  forms  and  charac- 
teristics which  the  constituent  elements  may  take.  A  general  solu- 
tion will  hardly  be  possible  from  a  study  of  the  chemistry  or  the 
metallurgy  of  the  subject,  but  by  a  coordination  of  the  chemistry, 
the  metallurgy,  the  physics  and  the  magnetics  through  the  work  of 
the  molecular  physicist.  Thus  the  ultimate  solution  of  a  very 
practical  industrial  problem  can  hardly  be  expected  except  through 
the  work  of  the  pure  scientist.  True,  the  patient  experimenter 
trying  to  explore  the  whole  field  may  furnish  the  facts  to  prove  the 
theory  conceived  by  some  brilliant  mind,  which  will  make  further 
drudgery  in  this  line  largely  unnecessary. 

The  above  example  has  been  dwelt  upon  at  some  length  to 
show  the  possibilities  of  imlimited  research  in  what  might  seem  from 
a  superficial  examination  to  be  a  highly  restricted  field.  This  is 
equ£dly  true  in  numbers  of  other  fields.  We  know  very  little  of  the 
laws  governing  insulation  and  the  theory  of  conduction  in  dielec- 
trics. 'It  is  possible  that  the  fundamental  laws  governing  the  char- 
acteristics of  alloys  may  also  explain  some  of  the  mysteries  of 
dielectrics. 

The  examples  cited  illustrate  another  phase  of  the  subject  that 
may  be  emphasized  to  advantage,  and  that  is  the  ever-widening 
field  of  any  research,  no  matter  how  restricted  in  scope  its  object 
may  be.  The  study  of  a  single  series  of  binary  alloys  may  necessi- 
tate studies  in  the  source  and  preparation  of  the  raw  materials, 
methods  of  smelting  and  alloying,  a  study  of  containers  and  molds 
for  the  molten  metal,  types  of  furnaces,  temperature-measuring 
devices,  smelting  and  pouring  temperatures,  rates  of  cooling,  effect 
of  quenching,  methods  of  forging,  rolling  and  drawing,  development 
of  new  test  methods  to  determine  new  characteristics,  and  many 
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other  phases  of  the  subject.  Totally  new  characteristics  may  be 
found  by  using  hitherto  untried  methods;  for  example,  alloying 
under  extreme  pressure  or  temperature,  or  both.  If  the  worker  is 
to  understand  fundamental  laws  governing  the  work  which  he  is 
undertaking  he  must  have  a  thorough  knowledge  of  the  chemistry, 
physics,  mechanics  and  magnetics  of  the  pubject,  or  he  must  have 
co-workers  available  who  can  look  after  such  phases,  together  with 
the  necessary  equipment  for  carrying  on  the  necessary  tests. 

THE  NATION  COMPARED  TO  AN  ALLOY 

If  this  country  is  the  melting  pot,  then  this  nation  is  an  alloy, 
an  alloy  infinitely  more  complicated  than  any  I  have  described. 
What  are  the  influences  for  good?  what  are  the  poisons?  what  evil 
influences  can  be  fluxed  ofif  in  the  smelting?  what  will  remain  to 
vitiate  the  resultant  alloy?  what  will  be  the  result  of  the  heat  treat- 
ment of  war?  will  it  respond  to  the  new  treatment  necessary  after 
the  war?  What  a  research  we  have  before  us  as  engineers  and 
citizens! 

No  paper  on  research  today  is  quite  complete  .without  some 
reference  to  the  war.  Prior  to  the  war  some  one  decried  research 
and  scientific  development  generally,  because  of  the  possibility  of 
their  making  war  more  horrible  when  war  should  come,  and  many 
felt  that  war  would  become  so  horrible  as  to  be  impossible.  We 
must  admit  that  much  of  the  horror  of  the  present  world  war  which 
particularly  appeals  to  our  imagination  has  been  made  possible 
through  our  latter-day  research  and  scientific  development.  We 
have  but  to  refer  to  the  submarine,  the  airship,  noxious  gases  and 
high  explosives  to  illustrate  the  point.  It  is  doubtful,  however,  if 
any  right-minded  man  would  wish  that  all  development  'through 
research  should  have  been  halted  at  any  previous  specified  time, 
in  order  that  the  use  of  such  things  should  be  impossible.  We 
would  not  give  up  our  advances  in  chemistry  in  order  that  high 
explosives  and  noxious  gases  could  not  be  used.  We  would  not  dis- 
card the  telephone  in  order  that  the  submarine  could  not  be  pro- 
vided with  hstening  ears.  We  would  not  discard  our  advantages  in 
aeronautics  in  order  to  prevent  the  dropping  of  bombs  on  defense- 
less women  and  children.  Each  element  of  frightfulness  based  on 
scientific  research  can  and  must  be  met  and  conquered  by  scientific 
research.  The  agents  of  frightfulness  and  the  means  of  overcom- 
ing them  will  become  the  means  of  restoration  and  reconstruction 
after  the  war.    The  "die  is  cast"  and  we  must  go  forward  with  our 
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research  as  never  before,  both  to  win  the^war  andXto  provide  for 
the  readjustment  necessary  after  the  war.  We  are  spending  our 
natural  resources  at  an  appalling  rate,  but  we  must  use  the  last 
pound  of  coal  and  the  last  drop  of  gasoline,  if  necessary,  to  win  the 
war.  If  this  be  necessary,  we  must  find  other  substitutes  through 
research.  The  development  and  use  of  the  internal-combustion 
engine  has  reached  a  stage  which  makes  it  impossible  to  think  of 
the  world  after  the  war  without  internal-combustion  engines,  even 
though  our  present  fuel  for  them  be  exhausted.  Furthermore,  the 
restrictions  imposed  by  the  war  have  taught  us  that  many  substi- 
tutes are  possible  where  such  substitutes  would  have  been  considered 
impossible  or  at  least  very  undesirable  before  the  war.  Tin-base 
bearing  metals  were  considered  absolutely  necessary  for  some 
services  until  the  scarcity  of  tin  made  it  necessary  to  use  a  substi- 
tute containing  little  or  no  tin,  and  this  has  been  perfected  until  it 
meets  every  service  equally  as  well  as  the  genuine  babbitt. 

RESEARCH  NECESSARY  TO  WIN  THE  WAR 

We  cannot  emphasize  too  strongly  the  two  main  points  brought 
forward  in  this  paper:  first,  the  unUmited  field  open  to  research  in 
every  conceivable  line  of  endeavor,  and,  second,  the  necessity  of 
taking  advantage  of  these  fields  both  to  win  the  war  and  to  provide 
for  the  reconstruction  and  readjustment  that  must  follow.  Re- 
search can  and  must  do  its  bit  now.  Research  can  and  must  be  an 
*  important  factor  later.  To  meet  these  requirements  we  need  workers 
trained  in  the  fundamentals  of  all  branches  of  science  who  can  bring 
to  their  work  the  devotion,  the  enthusiasm,  the  optimism  and  the 
imagination  so  essential  «to  success  in  any  work  and  doubly  so  in 
research.  We  need  the  aid  of  all  who  can  help  in  the  training  of 
research  men.  We  especially  need  the  aid  of  men  with  imagination 
who  are  in  a  position  to  furnish  the  funds,  the  equipment  and  the 
organization  to  provide  that  pure  science  and  applied  science  shall 
advance  in  every  possible  way.  It  is  not  hard  to  show  that  indus- 
trial research  through  applied  science  pays.  It  should  not  be  diflS- 
cult  to  show  that  this  depends  on  pure  science  and,  therefore,  that 
pure  science  should  pay  in  every  sense  of  the  word. 
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THE    AGRICULTURAL    PROBLEM 

Bt  Liberty  H.  Bailbt,^  Ithaca,  N.  Y. 
Non-Member 

TUST  now  we  hear  much  about  the  farmer's  attitude  toward 
the  great  affairs  confronting  us.  There  is  considerable  criticism. 
All  the  criticisms  I  have  heard  are  projected  from  the  point  of  view 
either  of  class  organization  or  industrial  organization.  Those  who 
would  defend  the  farmer  speak  of  his  psychology  and  the  necessity 
that  the  rest  of  us  understand  it.  The  result  is  that  much  of  the 
treatment  of  the  farmer  is  cajolery.  The  situation  lies  far  deeper 
than  psychology.    Let  me  give  you  a  formula: 

The  farmer  is  part  of  his  environment,  matching  himself 
into  his  background,  perhaps  unconsciously,  much  as  a  bird 
is  matched,  or  a  tree,  or  a  quadruped.  His  plan  of  opera- 
tion, his  farm  management,  is  an  expression  of  his  situation 
in  nature:  he  has  worked  it  out  because  it  fits.  He  cannot 
shift  it  radically  to  meet  the  advice  of  any  other  person. 
Ab  he  himself  develops  in  ability  he  will  modify  his  plan  of 
operation  so  far  as  he  can,  but  the  plan  must  always  fit  his 
place  in  the  environment;  no  great  change  is  possible  imless 
his  natural  conditions  change:  he  does  not  make  his  condi- 
tions. The  farmer  exemplifies,  in  the  human  range,  what 
the  naturalist  knows  as  "adaptation."  His  situation  does 
not  adipit  of  compromises,  perhaps  not  even  of  adjustment, 
and  therefore  it  may  not  be  imderstood  by  teachers,  pub- 
licists, officials. 

THE  FARMEB  CANNOT  BE  PRESSED 

The  consequences  of  this  formula,  if  it  is  true,  are  tremendous. 
All  the  advice  given  the  farmer  that  does  not  recognize  his  neces- 
'  Professor  Emeritus,  Agricultural  College,  Cornell  University. 
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saiy  adaptation  to  his  environment  is  useless;  and  useless  advice  is 
harmful.  It  is  of  no  advantage  to  rail  against  the  farmer  any  more 
than  against  the  wind  or  the  rain.  It  is  idle  to  try  to  apply  to  him 
the  pressures  that  are  exerted  on  corporate  business.  It  is  of  small 
consequence  either  to  praise  him  or  to  condemn,  to  take  sides  for 
him  or  against  him,  except  in  so  far  as  it  may  affect  his  spirit  as  a 
man.  When,  under  pressiure  of  great  crises,  we  radically  change 
the  conditions  under  which  the  farmer  works,  we  must  allow  him 
time  to  readjust  himself:  he  must  take  accoimt  of  the  latitude  that 
he  may  reasonably  expect  in  weather  and  soil  and  human  forces. 
He  needs  not  favors,  but  conditions  that  will  allow  him  to  operate. 
The  natural  conditions  within  which  he  works  cannot  be  changed, 
but  they  can  be  modified  in  some  ways,  and  he  can  make  new  ad- 
justments, within  certain  limits;  these  possibiUties  he  begins  to 
understand,  and  they  are  parts  of  his  problem  as  a  farmer;  when 
the  economic  or  outside  conditions  are  changed,  the  modifications 
must  be  such  as  will  match  the  natural  Umitations,  if  he  is  expected 
to  adopt  them.  In  the  present  crisis  our  public  agencies  must 
understand  and  recognize  what  can  reasonably  be  required  of  the 
farmer. 

It  is  an  old  adage  that  appearances  are  deceitful.  I  wish  to 
add  that  they  may  be  misleading.  Persons  managing  corporate, 
industrial,  labor  and  professional  affairs  have  a  certain  air  and  habit 
of  presentation.  The  farmer  operating  his  farm  may  not  have  this 
air.  He  has  nothing  to  present.  He  may  be  following  a  plow  in 
the  back  lot,  imshaven,  trousers  in  his  boots,  working  until  the 
work  is  done,  even  though  the  clock  points  to  five.  Perhaps  he 
would  not  discuss  politics  or  civics  or  religion,  at  least  not  till  he 
knew  you;  but,  good  or  bad,  he  has  worked  out  the  management 
of  his  farm,  and  he  thinks  he  knows  why.  He  will  Usten  to  yoiur 
advice;  then  he  will  go  on  with  his  plowing.  He  is  hard  against 
facts  —  real  facts,  not  paper  facts;  he  accepts  them  and  acts  accord- 
ingly.   You  may  not  like  him,  but  he  himself  is  a  fact. 

POPULAR  ATTITUDES  TOWARD  FARMER  RIDICULOUS 

Bearing  in  mind  these  fundamental  considerations,  established 
in  the  nature  of  things,  some  of  the  popular  attitudes  toward  the 
farmer  become  ridiculous.  I  was  out  of  the  country  when  war  was 
proclaimed,  but  I  imderstand  that  everybody  who  had  a  public 
voice  fell  to  advising  the  farmer.  This  is  futile,  since  the  farmer  is 
the  one  part  ii\  the  population  to  whom  advice  of  this  natiure  is  of 


Digitized  by  VjOOQIC 


488  THE  AGRICULTURAL  PROBLEM 

no  value,  and  for  the  reason  that  it  cannot  be  applied.  I  am  sure 
that  much  of  this  advice  made  no  account  of  situations  that  neither 
the  farmer  nor  any  one  else  can  change.  Such  advice  is  not  only 
vain,  but  it  works  mischief.  The  farmer  fails  to  accept  the  advice 
not  because  he  is  unwilling,  but  because  he  cannot.  It  is  suggestive 
that  every  person  thinks  he  can  advise  the  farmer  in  his  occupa- 
tion; it  is  significant  that  the  farmer  does  not  imdertake  to  advise 
other  occupations  and  professions. 

It  is  simple  enough  to  change  an  outside  or  commercial  condi- 
tion in  relation  to  the  farming  occupation;  it  is  quite  another  matter 
to  expect  the  farmer  to  accept  it  unless  other  essential  conditions 
are  changed  to  meet  it.  Fixing  the  price  of  any  product,  while  it 
may  be  necessary  in  times  of  crises,  does  not  add  fertility  to  the  land, 
or  modify  the  weather,  or  affect  the  habits  of  a  sheep  or  a  horse  or 
the  requirements  of  a  herd  of  swine.  To  say  that  a  billion  dollars 
is  to  be  added  to  the  income  of  farmers  by  war  prices  means  nothing, 
unless  we  have  at  the  same  time  a  statement  of  outgo.  To  say  that 
the  increased  gross  value  of  farm  products  of  1917  over  1914  repre- 
sents war  profits  is  to  state  only  one  factor  in  a  transaction,  and  to 
state  it  loosely.  To  advise  the  use  of  less  milk  in  order  to  save  it 
does  not  take  the  cow  into  consideration;  the  cow  is  not  a  machine 
that  can  be  stopped  by  turning  off  the  steam  and  discharging  the 
operator. 

To  establish  any  regulation  touching  production  on  a  basis  of 
compromise  or  agreement  between  contending  parties  does  not  take 
into  consideration  the  fundamental  problems  on  which  the  regula- 
tion must  rest  for  its  operation.  This  is  well  expressed  in  Warren's 
recent  statement  following  a  long  hearing  on  the  cost  of  nulk,  that 
there  is  no  known  way  of  making  a  cow  produce  milk  by  argument. 

The  poUtical  method,  which  is  the  method  of  compromise  or 
expediency,  cannot  change  a  single  fundamental  fact  in  agriculture. 

IS  THE   FARBIER  PROFITEERING  ? 

You  imderstand  that  I  am  not  defending  the  farmer  —  his  acts 
are  as  much  open  to  review  as  those  of  any  other  citizen  —  I  am 
merely  stating  his  natural  situation.  As  illustration,  let  me  refer 
to  the  recent  charge  that  he  is  profiteering.  The  farmer  does  not 
make  profit  in  the  commercial  sense,  but  only  a  labor  income.  Now 
and  then  a  farmer  may  buy  and  sell  without  producing,  or  even 
speculate,  but  this  is  not  farming.  The  producing  farmer  does  not 
become  "rich"  in  the  commercial  sense.    His  occupation  3rields  only 
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the  returns  from  his  work.    His  overplus  is  likely  to  go  back  into 
the  land,  and  the  next  generation  has  the  benefit. 

One  of  the  most  amusing  statements  I  have  heard  is  that  re- 
ported of  an  influential  financier  to  the  effect  that  we  must  now 
take  the  farmer  in  hand  and  control  him.  The  idea  is  that  the 
farmer  is  becoming  too  powerful  and  makes  too  many  demands. 
Now,  for  the  past  ten  years  or  more  pubUc  men  have  been  advising 
the  farmers  to  organize  for  protection,  and  the  farming  people  have 
been  shown  the  results  that  have  been  won  by  organized  labor  and 
industry;  yet  as  soon  as  the  farmer  begins  to  use  this  dangerous 
weapon,  a  shout  of  alarm  goes  up  from  those  who  have  advised  it. 
If  the  farmer  anywhere  uses  the  weapon  of  organization,  he  only  fol- 
lows the  precedent  of  industry  and  commerce.  This  is  to  say  that 
the  weapons  of  industry  and  commerce  are  then  turned  against 
themselves.  The  present  mood  to  discipline  the  fanner  is  but 
another  expression  of  the  old  disposition  —  so  old  as  to  be  auto- 
matic —  that  the  farmer  must  be  kept  where  he  belongs. 

AQRICULTUBB  VERY  LITTLE  ORGANIZED 

In  fact,  however,  agriculture  is  yet  very  little  organized  com- 
mercially or  poUtically.  Former  attempts  have  failed.  We  are 
watching  the  two  movements  now  before  us  with  new  interest;  it 
is  yet  too  early  to  measure  their  accomplishments.  It  is  now 
charged  that  farmers  are  withholding  the  sowing  of  wheat  in  order 
to  hold  up  the  prices.  In  the  first  place,  there  is  no  organization 
of  farmers  that  can  control  the  wheat  situation;  and  if  any  number 
of  individuals  reduced  their  own  production  they  would  be  pla3dng 
into  the  hands  of  the  heavier  producers  or  of  handlers.  It  is  im- 
possible for  farmers  to  control  their  production  as  manufacturers 
control  their  output.  Whether  a  man  sows  more  or  fewer  acres  of 
wheat,  he  does  not  know  what  his  crop  will  be:  the  unpredictable 
conditions  that  make  the  wheat  crop  are  too  maby. 

Organization  for  commercial  offense,  or  even  for  defense,  is  in- 
deed a  dangerous  weapon.  It  is  dangerous  in  itself;  it  is  dangerous 
because  it  forces  government  into  compromises,  and  also  because  it 
reUeves  government  of  its  plain  obligations;  it  is  dangerous  be- 
cause it  sets  one  part  of  society  against  another.  In  agriculture  it 
is  specially  dangerous:  it  has  here  all  the  danger  that  it  has  in  any 
other  realm,  and,  besides,  it  cannot  change  a  single  natural  condition. 

[Having  laid  down  these  general  statements,  the  speaker  illus- 
trated by  calling  attention  to  advice  that  is  likely  to  be  given  the 
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fanner  and  which  cannot  be  applied  because  it  does  not  fit.  He 
spoke  about  plans  for  doubling  the  produce  of  the  poultry  yards  and 
other  stock,  bringing  out  the  fact  tiiat  this  requires  more  feed,  and 
that  this  feed  cannot  be  fed  to  livestock  and  to  humans  and  certain 
parts  of  it  sent  to  the  Allies  at  the  same  time.  To  talk  about  dou- 
bling the  output  easily  in  poultry  or  some  other  special  line  imder 
the  limitations  and  conditions  that  are  now  apparent  may  be  little 
more  than  nonsense.  He  also  spoke  of  the  fallacy  of  trying  to 
secure  more  beef  by  allowing  the  veals  to  grow  up.  Veal  is  practi- 
cally a  product  of  the  dairy  regions,  and  the  only  reason  for  desiring 
calves  is  that  the  cows  may  freshen.  If  these  calves  are  all  kept 
for  beef,  then  they  will  compete  with  the  cows  for  feed  and  labor 
and  the  dairy  business  will'  greatly  suffer.  Recent  studies  have 
shown  that  possibly  one  way  to  increase  the  supply  of  meat  is  to 
kill  the  veals  earUer  rather  than  later,  so  far  as  it  can  be  done  within 
the  law.  —  Editor.] 

FOOD  AND  THE  LABOR  PROBLEM 

The  food  problem  is  now  on  us  with  staggering  force.  Fighting 
men,  munitions  and  similar  suppUes,  and  food  are  the  fundamental 
or  essential  materials  in  the  prosecution  of  the  war.  We  now  face 
the  problem  of  supporting  vast  armies  in  a  foreign  land,  making 
good  the  losses  by  land  and  by  sea,  and  supplying  the  needs  of 
millions  of  alUed  and  neutral  peoples.  We  are  to  expect  that  the 
problem  will  increase  in  magnitude.  Never  has  a  people  been  pre- 
sented with  a  food  problem  of  such  stupendous  proportions. 

At  the  outset  we  are  to  face  the  contingency  of  the  probability 
of  a  lessened  yield.  In  the  three  war  years  the  yields  of  the  staple 
grains  have  been  heavy.  Only  five  times  previously  in  the  last 
twenty  years  have  they  been  as  great.  This  fluctuation  is  due,  to  a 
great  extent,  to  impredictable  conditions  of  weather  and  climate. 
In  two  of  the  yeaifs  the  jrields  have  been  very  low,  and  if  very  im- 
toward  conditions  should  arise  next  year,  it  is  well  within  the  range 
of  possibilities  that  disastrously  low  3delds  might  result,  although 
they  are  not  expected.  We  must  take  eveiy  precaution,  therefore, 
to  reduce  all  the  elements  of  chance  that  are  reducible  in  order  to 
safeguard  the  situation  and  to  secure  a  food  supply  as  nearly  ade- 
quate to  the  situation  as  possible.  We  are  already  applying  these 
cautions  effectively. 

The  labor  condition  may  prove  to  be  the  key  to  the  problem. 
Farm  laborers  and  farm  operators  both  are  involved.    They  have 
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volunteered;  they  have  been  drawn  off  by  the  great  industrial 
demands,  receiving  wages  that  food  production  cannot  pay;  they 
have  been  drafted.  The  situation  is  not  to  be  met  by  argument  or 
by  any  array  of  tabulated  figures.  The  actual  experience  of  the 
farming  people  the  country  over  must  be  accepted  as  true.  The 
farmers  also  must  cooperate  to  the  full. 

Farmers  should  not  be  exempted  as  farmers,  for  exemption  is 
not  a  class  interest.  Yet  we  must  save  the  energies  of  the  people 
for  the  production  of  food  as  well  as  for  other  war  purposes.  Some 
of  the  harvest  of  food  may  be  accomplished  by  volunteers,  young 
and  old,  sent  to  the  rural  districts  when  emergencies  arise;  this, 
however,  affords  no  solution  of  the  regular  and  steady  appUcation 
that  is  needed  on  the  land,  a  need  that  is  now  greatly  increased. 
The  producing  of  food,  as  the  producing  of  an3rthing  else,  needs 
dependable  and  experienced  labor;  food  production  needs  farm 
labor  rather  than  city  labor. 

FOUR  REQUISITE  FOOD  REGULATIONS 

The  food  production  is  not  to  be  maintained  by  the  ordinary 
processes  of  economic  regulation,  particularly  when  the  law  of  supply 
and  demand  is  so  much  interfered  with  or  even  abrogated.  Many 
movements  and  activities  will  influence  the  production,  but  four  are 
of  paramoimt  importance. 

1  We  must  save  the  food.  This  saving  is  not  only  economizing 
in  the  use  of  it,  whereby  we  reduce  the  waste,  but  quite  as  much  in 
the  direction  of  the  diet  and  the  reconsideration  of  the  family  activi- 
ties. Fundamental  changes  are  to  take  place  herein  if  the  war 
continues  any  length  of  time.  To  every  person  in  the  land,  to  every 
family,  to  every  hotel  and  club,  to  every  social  organization,  the 
call  must  come  to  consider  whether  the  present  eating  habits  are 
either  soimd  in  themselves  or  patriotic.  Not  only  does  the  question 
of  wheatless  and  beefless  days  seem  to  be  involved,  but  that  of  better 
dietetics  as  well. 

2  We  must  save  labor.  Extensive  activities  employing  labor, 
perhaps  whole  industries,  must  be  stayed;  perhaps  some  of  them 
should  never  be  revived.  If  we  eliminate  the  useless  and  also  the 
imessential,  we  shall  be  able  to  release  much  labor.  The  simplifying 
of  the  household  scheme  will  also  liberate  woman  labor  for  industries 
and  farms;  we  shall  need  it  all.  If  the  war  long  continues  women 
must  take  the  places  of  men  in  countless  industries  where  heretofore 
only  men  have  been  employed. 
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3  We  must  grow  more  food  on  the  small  home  properties  in 
city  and  town  and  suburb.  This  is  not  farming,  for  the  householder 
does  not  maintain  himself  and  family  by  the  raising  of  suppUes. 
This  activity  is  justifiable  only  so  far  as  the  operator  does  not  demand 
labor  that  can  be  used  elsewhere.  Himself  and  members  of  his 
family  and  household  establishment  should  do  the  work.  There 
may  be  many  failures  and  disappointments;  but  there  is  no  charge 
for  labor.  What  energy  one  puts  into  the  raising  of  food  is  likely  to 
be  deflected  from  less  patriotic  uses.  Much  foolishness  is  displayed 
in  some  of  these  home  food  gardens  and  in  some  of  the  semi-public 
enterprises  of  this  kind.  I  hope  that  something  has  been  learned 
this. year.  We  may  expect  better  results  next  year,  even  if  the 
gardens  should  be  fewer.  We  shall  learn  to  grow  the  dependable 
things,  few  in  number,  and  those  that  can  be  utilized  to  best  ad- 
vantage in  the  family.  Great  secondary  and  civic  gains  will  result 
ffbm  this  tilling  of  the  land  by  the  sweat  of  the  face.  Yet,  with  all 
that  can  be  accompUshed  in  the  making  of  home  gardens,  we  shall 
not  affect  the  production  of  the  great  staples,  as  the  breadstuffs  and 
the  red  meats;  but  we  may  relieve  ourselves  of  the  necessity  of 
using  so  heavily  of  these  staples,  thereby  saving  them  for  export. 

4  We  must  directly  increase  production  on  farms.  To  this 
end  we  must  establish  food  production  on  a  wartime  basis,  giving  it 
the  best  economic  protection  and  the  directest  aids.  Here  lies  the 
great  remedy.  The  major  strategy  of  the  nation  having  been  de- 
termined, we  must  then  apportion  and  distribute  the  activities  of 
the  people  toward  the'accompUshment  of  the  one  result.  No  in- 
dustries or  activities  should  be  allowed  to  proceed  at  the  expense  of 
munition  making  and  food  production,  or  with  the  distribution  of 
them,  or  any  part  to  work  to  the  disadvantage  of  another  part:  all 
the  parts  make  the  whole.  The  entire  people  now  makes  war.  The 
war  is  one  problem.  If  by  stimulation,  oversight  and  regulation 
the  food  situation  cannot  be  met,  then  men  must  be  assigned  to 
farms  as  definitely  as  they  are  assigned  to  armies. 

North  America  is  the  last  defense  in  the  food  support  of  the  war. 
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THE  FUEL  PROBLEM 

By  L.  p.  Breckenridqe,  New  Haven,  Conn. 
Member  of  the  Society 

"PRECISELY  stated,  the  fuel  problem  is  that  the  coal  bin  of  the 
United  States  is  not  full.  How  much  do  we  need  to  fill  it? 
One  hundred  miUion  tons.  Can  we  get  it?  We  will  try  to  pro- 
duce more  coal.  We  may  produce  fifty  miUion  more  than  we  have 
ever  produced,  but  we  shall  have  to  save  another  fifty  million. 

If  you  will  build  a  coal  bin'  1000  feet  on  each  side,  that  coal 
bin  will  have  to  be  4i  miles  high  to  hold  the  coal  which  must  be 
mined  this  year  in  the  United  States.  That  is  a  good-sized  coal 
bin,  higher  than  any  mountain  in  the  United  States,  and  it  takes  a 
good  deal  to  fill  it,  but  if  everybody  saves  a  little  coal  we  will  save 
fifty  million  tons. 

The  question  of  the  fuel  problem  is  divided  into  three  parts: 
the  production  of  coal,  the  distribution  of  coal,  and  the  use  of  coal. 

In  connection  with  the  subject  of  production.  Dr.  Noyes,  of  the 
Fuel  Administration  Department,  says  that  there  is  no  use  of  pro- 
ducing coal  —  taking  it  out  of  the  mines  and  piling  it  around  the 
mouth  of  the  mine.  It  is  better  to  go  down  into  the  mine  and  get 
it  with  the  machinery  available  than  to  raise  it  when  there  are  no 
cars  to  put  it  in.  If  that  is  so,  and  it  seems  entirely  probable,  the 
coal  in  the  mine  is  ready  to  be  taken  out  and  is  being  taken  out  as 
fast  as  cars  are  put  there  to  receive  it. 

The  railroads  of  this  country  distribute  a  large  proportion  of 
our  coal,  about  85  per  cent,  and  nearly  35  per  cent  of  the  entire 
freight  they  haul  is  coal.  No  wonder  we  would  like  to  fill  the  coal 
bin  just  to  have  the  coal,  but  we  would  like  also  to  get  rid  of  the 
job  of  hauling  it.  We  need  the.  railroads  for  other  things,  not  only 
for  hauling  food,  but  for  materials  which  go  into  munitions.  The 
problem  of  distribution  is  after  all  one  of  the  most  serious  problems 
in  connection  with  the  fuel  problem  at  this  moment. 


Presented  at  the  Annual  Meeting,  December  1917,  of  The  American  Socibtt 
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The  problem  of  the  use  of  coal  divides  itself  very  naturally  into 
two  parts:  First,  if  we  are  to  use  coal  we  should  use  it  with  econ- 
omy; second,  will  the  time  come  when  it  will  be  necessary  to  limit 
the  supply  of  coal  to  certain  industries?    If  we  are  careful  of  the 
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Fig.  1    Total  ANTHRAcrrB  and  Bituminous  CJoal  Production 
IN  THE  U.  8. 

coal  we  possess  that  will  not  be  necessary;  but  if  we  are  not,  there 
wiU  have  to  be  some  priority  of  use  of  coal. 

It  is  preeminently  the  function  of  the  engineer  to  use  coal  with 
economy.    During  the  entire  period  of  this  Society's  existence,  38 
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Fig.  2    Coal-Pboducing  States,  1915 

years,  I  doubt  if  there  has  been  a  meeting  when  papers  were  not  pre- 
sented which  referred  to  the  economical  burning  of  coal,  or  the 
economical  use  of  steam,  or  the  economical  use  of  electricity.  They 
are  one  and  the  same  thing,  as  we  bum  coal  to  make  steam,  to  make 
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power,  or,  as  a  secondary  product,  the  electrical  energy  which  is  to 
be  distributed  for  power  and  lighting  uses. 

Sixty-seven  per  cent  of  all  the  coal  produced  is  used  to  make 
steam.    The  steam  is  not  all  for  power  purposes,  however,  part  of 
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it  going  for  heating.  But  this  use  of  67  per  cent  of  the  coal  pro- 
duction shows  the  desirableness  of  using  economy,  and  saving  a  lot 
of  this  coal  by  saving  steam,  and  by  saving  the  power  we  make 
from  steam. 
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Fig.  4    States  Using  Bituminous  Coal,  1915 

The  United  States,  Great  Britain  and  Germany  produce  the 
coal  of  the  world,  the  world's  production  now  reaching  about 
1,600,000,000  tons. 

In  the  United  States  we  mine,  speaking  broadly,  two  kinds  of 
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coal,  anthracite  and  bituminous.  All  of  our  anthracite  coal  comes 
from  Pennsylvania,  from  Scranton,  Wilkes-Barre  and  vicinity,  and 
we  have  never  yet  produced  100,000,000  tons  a  yekr.  In  the  rest 
of  the  country  we  get  bitimiinous  coal,  which  varies  much  in  its 
composition.  We  get  most  of  it  from  Pennsylvania  and  West  Vir- 
ginia, a  lot  from  Illinois,  and  a  little  from  the  lignite  fields  west  of 
the  Mississippi.  We  are  producing  bituminous  coal  in  increasing 
amounts,  and  will  mine  close  to  600,000,000  tons  this  year. 

Anthracite  coal  becomes  more  valuable  in  the  groimd  next  year, 
and  we  have  only  enough  to  last  perhaps  one  hundred  years.  Our 
bituminous  coal  will  last  us  1500  years,  according  to  Greological 
Survey  estimates. 
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Pig.  1  shows  the  coal  production  at  each  ten-year  interval  in 
the  United  States,  beginning  in  1800.  Up  to  1885,  about  the  time 
this  Society  was  formed,  we  had  not  mined  in  this  country  as  much 
as  was  our  increased  production  in  the  last  ten  years. 

Pig.  2  shows  the  states  which  produce  coal.  Pig.  3  those  which 
use  anthracite,  and  Pig.  4  those  using  bituminous.  This  year  I 
think  the  railroads  alone  are  using  145,000,000  tons,  and  will  need, 
and  must  have,  perhaps,  more. 

Pig.  5  shows  the  proportions  of  bituminous  and  anthracite  coal 
used  by  the  various  states.  The  railroads  only  use  a  very  little 
anthracite  compared  with  bituminous.  Illinois  uses  only  a  small 
amount  of  anthracite.    Ohio  uses  a  very  small  amount  of  anthra- 
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cite,  less  than  the  city  of  New  Haven.    New  England  uses  more 
bituminous  than  anthracite. 

Rg.  6  shows  the  coal  consumption  by  industries.    Fig.  7  shows 
the  per  capita  consumption  in  various  sections  of  the  country.    In 
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Fig.  6    Coal  Consumption  in  U.  8.  by  Industries,  1915 

the  Pacific  Coast  states  the  consmnption  is  only  about  one-third 
of  a  ton  per  capita  —  they  use  hydroelectric  power  and  bum  oil  in 
their  steam  power  plants,  and  as  the  winters  are  mild  they  do  not 
use  much  for  the  purpose  of  keeping  warm. 
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Fig.  7    Pbr  Capfta  Coal  Consumption  in  U.  S.,  1915 

The  Fuel  Administration  has  a  coal-conservation  department, 
in  charge  of  Dr.  Noyes,  and  his  activities  reach  to  every  state  where 
there  is  a  fuel  administrator.  The  Bureau  of  Mines,  augmented  by 
a  committee  appointed  by  the  four  national  engineering  societies, 
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is  acting  as  technical  adviser  to  this  conservation  department.  The 
various  engineering  societies  can  give  much  help  to  this  question  of 
conservation  in  their  own  localities,  and  it  would  seem  they  should 
cooperate  with  the  fuel  administrator  in  their  particular  locality. 

The  United  States  Chamber  of  Commerce,  having  connections 
with  950  cities  in  America,  is  issuing  from  time  to  time  valuable 
information  bearing  on  this  subject,  and  its  committee  on  coal 
conservation  has  invited  Dr.  HoUis  to  appoint  a  nimiber  of  en- 
gineers to  sit  with  them;  and  so  they  are  helping  in  that  way.  In 
many  of  the  state  fuel  administration  offices  we  have  engineers 
working  with  them  to  help  save  coal. 
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MOTOR-TRUCK  TRANSPORTATION 

By  William  P.  Kennedy,  New  York,  N.  Y. 
Member  of  the  Society 

ATOTOR-TRUCK  transportation ^has  now  become  firmly  estab- 
^  lished  in  military  and  commercial  service,  and  the  purpose  of 
this  paper  is  to  point  out  the  developments  to  be  expected  from  our 
immediate  necessities  created  by  the  existing  condition  of  war. 

There  are  three  stages  to  the  introduction  and  development  of 
most  of  our  industrial  utilities:  first,  the  pioneer  stage  in  which  the 
designer  and  producer  bring  the  apparatus  in  question  to  a  condi- 
tion where  it  can  be  practically  employed  as  an  economic  device;' 
in  this  stage  there  is  a  period  during  which  considerable  missionary 
work  must  be  done  to  induce  the  prospective  user  to  recognize  its 
economic  advantages.  The  next  or  second  stage  is  that  in  which 
the  apparatus  is  used  in  a  preliminary  way,  during  which  period  the 
user  becomes  gradually  familiar  with  the  possible  accomplishments 
of  the  device  and  begins  to  have  confidence  in  its  commercial  value, 
by  being  able  to  satisfy  himself  definitely  of  the  reduced  expense  or 
increased  performance  which  he  is  actually  gaining  by  its  employ- 
ment. The  third  and  last  stage  is  that  in  which  the  device  becomes 
a  competitive  necessity  in  the  hands  of  the  user,  due  to  its  general 
employment  in  commercial  service.  In  rare  instances  the  coming 
of  this  stage  may  be  hastened  by  some  extraordinary  situation  in 
which  the  failure  of  existing  means  for  performing  equivalent  service 
forces  the  employment  of  the  new  device  as  a  necessary  substitute. 

In  the  development  of  the  use  of  motor-truck  transportation  we 
have  now  reached  the  beginning  of  the  third  stage,  just  described, 
and  are  confronted  with  a  situation  where  the  older  means  of  trans- 
portation is  so  overcrowded  and  congested  as  to  demand  the  imme- 
diate and  general  use  of  the  motor  truck  as  an  urgent  expedient  for 
relief.  Our  general  situation  therefore  at  the  present  time  of  con- 
gested rail  and  water  transportation  may  be  the  greatest  possible 

Pcesented  at  the  Annual  Meeting,  Decemljer  1917,  of  The  American  Society 
OP  Mechanical  Engineers. 
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boom  that  could  exist  for  a  very  extensive  development  of  highway 
transportation,  by  means  of  the  motor  truck.  This  development 
dming  the  next  year  or  two  will  probably  be  the  equivalent  of  that 
which  would  gradually  take  place  over  a  period  of  twenty-five 
years  under  normal  circumstances. 

As  indicated  above,  the  reUabiUty  and  economic  value  of  the 
motor  truck  is  already  established.  The  employment  of  these  ma- 
chines to  the  number  of  300,000  throughout  the  country  in  conuner- 
cial  service  is  sufficient  proof  of  this.  In  its  application  to  military 
requirements  there  has  been  a  more  rapid  and  conspicuously  suc- 
cessful development,  as  is  evident  by  their  numbers  and  the  character 
of  their  service  in  the  various  zones  of  military  activity  in  Europe, 
as  well  as  the  great  quantity  employed  for  military  requirements  at 
the  home  base  of  each  of  the  belligerent  nations. 

While  the  motor  truck  cannot  be  regarded  as  having  created  any 
revolutionary  change  in  methods  of  warfare,  the  eflFective  character 
of  its  service,  wherever  time  has  been  an  important  element,  has 
had  a  marked  influence  in  speeding  up  miUtary  operations.  It  has 
consequently  found  its  place  as  an  indispensable  adjunct  in  military 
equipment,  from  which  it  can  never  be  displaced  and  in  which  its 
usefulness  will  continue  to  extend.  The  motor  truck  has  provided 
the  army  with  other  utiUties  beyond  road  transportation  of  muni- 
tions and  supplies,  in  furnishing  the  speedy  ambulance,  the  scouting 
armored  car,  the  mobile  ^n,  the  powerful  caterpillar  tractor,  and 
finally  the  tank  as  a  formidable  fighting  machine. 

There  may  be  lines  of  demarcation  as  to  the  limitations  of  the 
motor  truck  in  miUtary  field  service  between  the  railroad  in  the 
rear  and  the  army  mule  at  the  front,  but  its  permanency  and  use- 
fulness in  between  these  limits  is  xmquestioned.  The  extension  of 
its  application  in  overlapping  the  service  of  the  railroad  and  super- 
seding the  army  mule  has  been  demonstrated  on  many  occasions  of 
emergency,  and  it  is  therefore  likely  to  continue  forcing  its  value 
in  both  directions  as  its  superiority  becomes  more  frequently  dem- 
onstrated in  cases  of  actual  necessity. 

The  motor  truck  is  already  so  well  entrepched  in  military  service 
that  our  Grovernment  has  been  abundantly  supplying  itself  with 
many  thousands  of  these  machines.  It  has  been  able  to  take  ad- 
vantage of  the  experience  of  other  nations  engaged  for  a  longer 
period  in  the  conflict  to  furnish  itself  with  the  most  suitable  equip- 
ment which  the  industry  could  provide  as  its  regular  commercial 
products.    It  has  gone  a  step  further  in  securing  through  the  col- 


Digitized  by  VjOOQIC 


WILLIAM  P.   KENNEDY  501 

lective  cooperation  of  the  engineering  ability  of  the  industry  severdl 
special  types  of  motor  trucks,  the  design  of  which  is  based  upon  the 
accumulated  experience  of  three  years  of  vigorous  warfare;  while 
the  industry  in  the  few  years  of  its  rapid  growth  has  become  so 
substantial  that  the  emergency  requirements  of  30,000  to  50,000 
motor  trucks  can  be  furnished  almost  as  a  matter  of  course,  and 
without  any  serious  impediment  to  the  routine  conduct  of  its  business. 

Our  immediate  interest  is  now  concentrated  not  upon  these 
past  accompUshments,  but  in  a  determination  of  what  are  to  be 
the  demands  of  the  near  future  in  furnishing  domestic  highway 
transportation  to  aid  in  conveying,  from  our  scattered  centers  of 
production  to  our  seaport  terminals,  the  vast  quantities  of  supplies 
and  munitions  required  to  maintain  from  one  miUion  to  five  million 
men  in  the  field  in  a  foreign  country. 

We  have  already  in  evidence  the  Umitations  of  our  old-Une 
means  of  rail  and  water  transportation,  and  although  vigorous 
steps  are  being  taken  to  find  satisfactory  remedies  for  their  con- 
gested condition,  the  problem  of  making  these  already  overworked 
faciUties  conform  to  our  increasing  necessities  is  an  extremely  diffi- 
cult and  compUcated  one.  The  situation  calls  for  extraordinary 
activity  and  extraordinary  metliods  in  finding  its  solution,  and  one 
of  the  principal  factors  which  will  develop  as  an  element  in  the 
solution  of  this  great  problem  will  be  the  employment  of  motor- 
truck trains  in  scheduled  operation  over  our  principal  highways. 

The  producer,  merchant  and  consumer  of  materials  requiring 
transportation  from  one  place  to  another  throughout  the  country 
have  become  so  habitually  shackled  to  the  limitations  of  our  rail- 
way and  waterway  transportation  facilities  that  it  is  extremely 
difficult  for  the  prosaic  commercial  mind  to  release  itself  from  its 
accustomed  methods  and  to  rise  up  and  find  a  new  and  efficient 
means  of  relief.  It  will  probably  require  the  superior  genius  of  the 
miUtary  mind  in  its  capacity  for  meeting  emergencies,  coupled  with 
the  resources  which  military  organization  provides,  to  take  pre- 
Uminary  and  effective  steps  toward  making  use  of  the  motor  truck 
and  the  highway  to  offset  the  Umitations  imposed  by  our  older 
transportation  systems. 

Fortunately,  the  situation  has  all  the  elements  which  can  pos- 
sibly contribute  to  success  practically  lying  at  hand  waiting  to  be 
utilized;  and  the  only  thing  remaining  to  accomplish  the  purpose 
required  is  the  necessary  authority  with  a  competent  executive  or 
administrative  organization  to  put  into  actual  operation  road  motor 
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trains  adjacent  to  all  the  centers  where  freight  congestion  now 
exists. 

The  ability  of  the  motor  truck  as  an  individual  operating  unit 
or  as  a  tractor  coupled  to  trailer  equipment  has  been  well  demon- 
strated imder  a  great  variety  of  operating  difficulties  throughout 
the  coimtry.  All  the  highwajrs  in  the  country  may  not  be  fit  for 
transportation  of  this  kind,  but  over  the  comparatively  limited 
number  of  routes  where  the  operation  of  such  motor  trains  would 
be  required  the  conditioning  of  highways  is  either  an  accomplished 
fact  at  present  or  could  be  made  so  with  little  difficulty  or  loss  of 
time,  by  making  use  of  the  facilities  which  most  of  the  state  high- 
way organizations  have  at  their  command  and  are  ready  to  supply 
for  such  emergency  requirements  almost  immediately  upon  notice 
to  do  so. 

In  the  present-day  motor  truck,  backed  by  the  brains  and  facili- 
ties of  one  of  the  greatest  industries  ever  developed,  we  have  the 
means  for  providing  transportation  equipment  with  which  we  can 
accomplish  extraordinary  service.  For  several  years  past  the  man- 
ufacturers* of  motor  trucks,  imder  the  stress  of  keen  business  com- 
petition among  themselves,  have  developed  the  machines  produced 
to  a  point  where  they  are  capable  o!  performing  almost  any  task 
allotted  to  them.  Aside  from  their  normal  functions  of  transport- 
ing freight,  they  are  in  many  instances  called  upon  to  perform  a 
great  variety  of  military  service  incidental  to  transportation.  In 
some  cases  their  equipments  constitute  portable  power  plants  for 
performing  service  of  some  distinct  character,  such  as  that  required 
in  logging  and  mining  camps.  They  occasionally  furnish  lighting. 
Frequently  they  perform  loading  and  imloading  operations,  such  as 
the  hoisting  and  dumping  of  coal  bodies,  or  the  removal  and  re- 
placement of  separate  bodies  which  have  been  loaded  while  the  truck 
itself  has  been  absent  on  its  deUvery  route.  In  fire-fighting  service 
they  are  practically  replacing  the  old  line  of  equipment,  and  a 
special  type  of  motor  truck  has  been  developed  which  is  now  regu- 
larly known  as  a  road  builder,  hundreds  of  which  are  doing  mar- 
velous work  in  the  rapid  development  of  our  highwajrs. 

It  will  therefore  be  seen  that  under  the  intensive  development  of 
competitive  motor-truck  equipment  the  manufacturers  have  been 
prepared  for  just  such  emergency  requirements  as  they  are  now 
likely  to  be  called  upon  to  meet,  and  therefore  any  organization 
which  may  be  developed,  either  by  the  Government  or  by  commer- 
cial institutions,  to  solve  this  problem  of  highway  transportation 
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will  find  the  truck  manufacturers  perfectly  competent  to  furnish 
quickly  suitable  machines  in  any  capacity  or  number  that  may  be 
required. 

With  this  assurance  as  to  an  adequate  supply  of  rolling  stock, 
the  next  step  in  the  project  will  be  to  put  a  few  selected  stretches  of 
highway  into  serviceable  condition  and  to  keep  them  so. 

Whenever  the  question  of  highway  transportation  has  been  con- 
sidered in  the  past,  the  good-roads  topic  has  always  been  introduced 
and  discussed  in  terms  which  embrace  the  entire  road  system  of  the 
country,  and  the  magnitude  of  the  task  of  putting  this  complete 
system  into  first-class  shape  is  usually  dwelt  upon  as  an  ahnost  in- 
superable accomplishment.  It  requires,  however,  no  very  great 
analysis  to  bring  out  the  fact  that  only  a  very  small  fraction  of  one 
per  cent  of  the  highways  of  the  country  would  be  required  for  the 
contemplated  service  of  relieving  our  present  congestion  or  expedit- 
ing the  movement  of  freight  between  the  principal  centers  of  pro- 
duction and  our  seaports.  This  being  so,  the  facilities  now  avail- 
able in  each  state  for  the  construction  and  maintenance  of  its  road- 
wajrs,  if  concentrated  intensively  upon  the  few  routes  likely  to  be 
required  for  this  character  of  service,  could  put  them  in  excellent 
condition  and  keep  them  so  with  comparatively  Uttle  effort  and 
expense.  Consequently,  this  project  of  bringing  into  existence 
organized  highway  transportation  has  none  of  the  cumbersome  im- 
pediments usually  attendant  upon  railroad  extension. 

Many  cases  already  exist  where  limited  highway  transportation 
is  operated  on  schedule  over  definite  routes.  Many  more  systems 
would  come  into  existence  rapidly  by  virtue  of  their  commercial 
value  were  it  not  for  the  fact  that  it  is  difficult  to  procure  capital 
in  large  quantity  for  this  kind  of  investment.  One  of  the  alleged 
reasons  for  this  difficulty  is  the  fact  that  the  power  of  railroads  has 
in  the  past  been  used  to  obstruct  parallel  competition  of  any  kind, 
and  this  promotes  the  beUef  that  if  road-transportation  operations 
w^e  organized  on  a  large  scale  the  same  influence  would  be  felt  in 
interfering  with  their  development  and  prosperity.  If  this  is  really 
the  case,  then  it  will  require  initial  steps  on  the  part  of  the  Govern- 
ment in  such  an  emergency  as  the  present  one  to  put  into  extensive 
operation  road  motor-transport  service,  and  incidentally  prove  its 
practicability  and  estabUsh  the  permanency  of  such  methods.  Ac- 
tion of  this  kind  should  be  advocated  and  strongly  urged  for  the 
many  advantages  which  would  result  from  the  spread  of  the  use  of 
this  highway  motor  transportation.    Its  competitive  influence  would 
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be  a  very  valuable  one  to  the  public,  as  placing  in  the  hands  of 
producers  and  merchants  their  own  independent  facilities  for  lim- 
ited freight  movement  would  bring  about  marked  economic  changes 
in  which  all  would  be  likely  to  benefit. 

We  should  not  be  slow  to  take  advantage  of  the  lessons  which 
have  been  taught  us  m  this  direction  by  France,  England  and  Italy, 
in  canying  into  effect,  almost  immediately  uppn  the  opening  of  hos- 
tilities, road  motor  transportation  upon  an  extended  scale.  Some 
cities  and  many  of  the  small  towns  in  these  countries  are  almost 
entirely  dependent  upon  the  motor  truck  as  a  means  of  conveyance, 
and  the  well-defined  organization  which  has  been  brought  into 
existence  to  maintain  the  equipments  employed  and  to  keep  in  con- 
dition the  road  surface  required,  are  examples  that  should  exercise 
a  stimulating  influence  upon  us  to  make  advanced  preparation 
towards  meeting  the  more  serious-  conditions  which  the  increasing 
demand  for  transportation  is  likely  to  force  upon  us. 


DISCUSSION 

George  P.  HEiiPSTREET  said  that  he  wished  to  call  attention 
for  a  moment  to  a  peculiar  state  of  affairs.  We  had  one  branch  of 
the  Government  anxious  to  promote  motor  transportation,  and  had 
been  assured  that  there  was  an  ample  supply  of  rolling  stock  avail- 
able. In  order  to  use  that  rolling  stock  it  was  necessary  to  have  a 
highway  to  run  it  upon,  the  first  requisite  of  which  was  a  suflicient 
foundation,  generally  of  crushed  stone  or  gravel. 

Another  department  of  the  Government  had  issued  Priority 
Order  No.  2,  which  prohibited  the  shipment  of  gravel  or  crushed 
stone  or  anything  to  be  used  for  road  construction  in  open-top  cars. 
Most  of  the  quarries  from  which  crushed  stone  was  taken  could  only 
put  their  materials  into  open-top  cars,  as  it  was  very  difficult  and 
expensive  to  use  any  other  type  of  car,  and  very  difficult  to  unload  it. 

The  question  might  be  asked,  Why  not  use  motor  trucksf  A 
motor  truck  could  be  used  to  haul  a  load  of  five  tons,  and  if  the  load 
was  worth  $1000  the  $25  charge  for  hauling  would  not  be  very 
excessive.  But  if  the  load  was  only  worth  $2.50,  a  freight  bill  of 
$25  would  be  excessive  and  prohibitive. 

So  we  had  one  department  of  the  Government  which  wished  to 
have  motor  transportation  and  to  use  good  roads,  and  another  which 
was  preventing  their  construction. 
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There  had  been  every  effort  made  to  relieve  freight  congestion 
in  the  East  by  the  use  of  motors  to  haul  high-grade  goods  rather 
than  use  freight  cars,  but  a  branch  of  the  Government  was  practi- 
cally prohibiting  the  building  of  roads  on  which  such  motor  trucks 
could  be  used. 
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ARMY  TRANSPORTATION 

Bt  Majob  L.  B.  Moodt/  Washinqton,  D.  C. 
Non-Member 

T^HE  question  of  army  transportation  is  a  pretty  broad  one,  and 
in  general  it  comprises  very  broad  and  distinct  classes  of 
service,  all  back  of  the  fighting  lines.  When  you  go  into  the  zone 
where  troops  are  operating  the  first  assumption  is  that  there  is  no 
road,  and  also  that  transportation  becomes  specialized;  that  is,  the 
Medical  Corps  do  not  want  their  patients  handled  on  the  cubic- 
foot  or  pound-per-mile  basis.  Likewise  the  engineers  have  special 
apparatus,  such  as  portable  searchlights  and  demolition  equipment. 
The  Signal  Corps  has  its  wireless  outfit  and  equipment  for  their 
aeroplane  service,  etc.  The  Ordnance  Department  depends  on  the 
motor  transportation,  as  it  furnishes  all  the  field  guns  and  the 
materials  known  as  munitions. 

When  the  question  of  replacing  the  horse  in  this  special  service 
came  up,  it  was  referred  to  the  Ordnance  Department.  There  is  no 
serious  difficulty  in  replacing  a  horse  where  you  have  a  road;  but 
where  you  have  no  road  and  where  you  have  got  to  be  100  per  cent 
certain  that  you  will  arrive  at  your  destination,  that  is  where  the 
difficulty  of  replacing  the  horse  with  the  fighting  troops  has  come  in. 
That  is,  if  the  general  supply  trains  fail  on  the  main  roads,  it  is 
possible  that  the  men  mi^t  go  hungry  for  a  day.  But,  if  on  the 
other  hand  you  wish  to  use  a  gim  for  a  certain  piurpose,  it  is  of  no 
use  to  have  it  arrive  a  day  late  —  it  must  be  there  on  time.  That 
has  led  to  special  forms  of  transportation. 

As  to  the  volume  and  the  organization,  it  can  be  said  that  prac- 
tically every  gim  handled  by  the  United  States  Army  will  be  handled 
by  motor  equipment;  and  if  we  get  an  army  approximating  in  size 
those  on  the  other  side  you  will  obtain  some  idea  from  the  number 

^  Carriage  Division,  Ordnance  Departmoit,  U.  S.  A. 
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of  guns  engaged  of  the  magnitude  to  which  this  important  matter 
of  transportation  has  now  grown.  * 

I  do  not  want  to  say  our  problems  are  solved,  as  they  are  not, 
but  from  operating  the  experimental  equipment  we  had  at  the 
middle  of  April  last,  we  have  progressed  from  one  officer  in  charge, 
a  couple  of  o£^cers,  and  a  couple  of  draftsmen  and  five  desks,  to  the 
point  where  we  have  schools  turning  out  men  to  repair  these  trucks 
at  the  rate  of  30  to  50  trained  officers  and  several  himdred  trained 
men  every  month.  We  have  estimated  the  number  of  men  actu- 
ally building  these  trucks  (not  counting  those  in  related  industries) 
and  they  number  about  50,000.  The  number  of  officers  actually  on 
duty  is  from  300  to  400,  the  number  of  enUsted  men  runs  into  the 
thousands,  all  for  repairs  only. 

The  cost  of  this  will  exceed  that  of  the  Panama  Canal,  and  the 
Ordnance  Department  has  expanded  something  like  forty  times, 
by  actual  coimt,  in  the  last  eight  months  of  its  history. 

We  are  endeavoring  in  the  department  to  handle  this  problem 
ourselves,  but  we  would  have  made  but  Uttle  progress  but  for  the 
assistance  received,  particularly  in  my  section  of  the.  Ordnance  De- 
partment, primarily  from  the  Society  of  Automobile  Engineers,  and 
from  those  among  our  officers  who  belong  to  The  American  Society 
of  Mechanical  Engineers  or  who  would  be  eligible  for  membership. 
Without  the  assistance  of  these  trained  men  it  is  safe  to  say  that  we 
would  be  nowhere. 
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THE  AIRCRAFT  PROBLEM 

By  W.  F.  Durand,  Washington,  D.  C. 
Member  of  the  Society 

TT  is  perhaps  fair  to  say  that  when  hostilities  were  declared 
last  April,  no  one  at  that  time  in  connection  with  the  Gov- 
ernment had  any  vision  of  the  part  which  the  Air  Service  was  des- 
tined to  play  in  the  plans  which  were  soon  to  be  developed.  It  is 
perhaps  further  fair  to  say  that  it  was  not  until  the  visits  to  this 
country  of  the  Balfour  and  Viviani-Jofifre  missions  that  these  ideas 
began  to  crystallize  into  definite  form.  Very  promptly,  however, 
they  did  conmience  to  so  crystallize,  and  we  began  to  get  some 
vision  of  what  the  Air  Service  might  possibly  mean.  Inmiediately 
there  arose  a  series  of  the  most  important  problems  which  have 
ever  been  presented  to  the  United  States  and  to  her  engineers  in  an 
engineering  and  industrial  way. 

I  have  jotted  down  a  few  of  these  problems,  as  follows: 

1    Of  the  various  types  of  machines,  fighting,  reconnais- 
sance, bombing  and  training,  what  number  shall  be  set 
as  a  god  for  active  service  at  one  time? 
'  2    What  wastage  in  such  machines  is  to  be  anticipated? 

3  In  consequence,  what  numbers  in  each  type  must  we  be 

prepared  to  build  within  a  twelvemonth  or  any  other 
specified  time? 

4  How  many  trained  aviators  will  be  required  to  maintain 

the  desired  number  of  machines  in  active  service? 

5  How  many  men  must  be  put  through  preliminary  training 

in  order  to  secure  the  needful  number  of  active  aviators 
with  the  necessary  reserves?  Or,  in  other  words,  how 
much  raw  material  must  be  handled  in  order  to  secure 
the  necessary  amount  of  finished  product? 

6  How  many  mechanics  and  repairmen  will  be  needed  to 

keep  this  fleet  of  airplanes  in  all  classes  up  to  "concert 
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pitch,"  and  ready  for  instant  service  at  any  time  and  at 
all  times? 

7  Where  and  how  are  we  to  undertake  to  build  the  number 

of  airplanes  indicated  as  necessary  as  the  gross  output, 
say  for  a  year,  in  order  to  maintain  the  fleet  continu- 
ously at  proper  strength?  Or,  put  otherwise,  we  may 
perhaps  well  ask.  What  is  the  maximmn  number  of  air- 
planes which  can  be  built  in  those  various  classes  in  the 
United  States,  or  by  the  United  States,  without  undue 
disarrangement  of  either  needful  war  industries  and  of 
the  irreducible  minimmn  of  peace  industries? 

8  To  what  extent  will  further  demands  be  placed  on  air  pro- 

ductive capacity'by  demands  of  our  allies  in  Europe  for 
airplanes  or  engines  in  types  which  we  may  hope  to  pro- 
duce with  high  economic  efficiency?  and  to  what  extent 
may  we  expect  to  draw  upon  them  for  certain  types  — 
as,  for  example,  the  fighting  scout  —  thus  relieving  the 
United  States  to  some  degree  of  attempting,  at  least  at 
the  start,  to  produce  this  final  word  in  the  evolution 
of  fighting  aircraft,  as  developed  on  the  battlefields  of 
Europe? 

9  To  what  extent  will  the  demands  of  our  allies  call  for  raw 

material,  such  in  particular  as  airplane  timber?  Will 
the  total  demand  exceed  the  presumable  supply,  and  if 
so,  to  what  substitutes  may  we  timi? 

In  considering  this  question,  certain  conditions  are  obvious. 
There  is  no  use  of  talking  about  an  air  service  if  the  number  is  to 
be  limited  to  himdreds.  If  we  have  any  vision  of  the  activity  and 
efficiency  of  air  service  as  now  conceived,  it  must  mean  the  produc- 
tion and  operation  of  airplanes  in  large  nmnbers,  measured  in  units 
of  thousands  and  not  hundreds.  We  must  therefore  fix  as  a  num- 
ber, in  order  that  it  may  have  any  significance  in  the  problem,  one 
measured  in  thousands.  If  we  can  say  five  thousand,  it  is  well. 
If  we  can  say  more,  it  is  better.  There  is  no  definite  answer  to  this 
question;  but  we  are  conunitted  to  maintain  airplanes,  once  we  are 
under  way,  in  many,  many  thousands. 

Again,  what  wastage  in  such  machines  is  to  be  expected?  That 
is  a  matter  of  statistics,  and  the  data  for  the  accurate  determina- 
tion of  the  answer  to  this  question  are  not  available.  The  data  are 
contradictory.     We  lack  definite  information  as  to  the  average  life 
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of  machines.  Under  certain  conditions  one  may  continue  in  active 
service  a  month,  a  week,  or  perhaps  a  day.  But  machines  do  not 
fly  every  day;  conditions  of  weather  intervene,  and  of  the  365  dajrs 
of  the  year  only  a  fraction  of  them  will  be  available  for  the  fighting 
machines  on  the  front.  So,  taking  the  average,  we  get  to  the  ap- 
proximation that  the  effective  life  of  the  machine  will  be  several 
weeks,  possibly  two  or  three  or  four  months. 

In  consequence,  what  numbers  in  each  type  must  we  be  prepared 
to  build  within  a  twelvemonth  or  any  other  specified  time?  This 
is  tied  up  with  the  question,  How  many  can  we  build?  And  the 
answer  is  the  same.  We  must  be  prepared  to  build  airplanes  in 
thousands.  We  must  be  prepared  to  build  a  multiple  of  the  number 
in  active  service  at  any  one  time.  If  we  are  to  maintain  5000  air- 
planes in  active  service  at  one  time  we  must  be  prepared  to  supply 
during  the  twelve  months  a  multiple  of  three,  or  four,  or  five  or  six 
times  that  number. 

HOW  BfANT  AVIATOBS  AND  BfECHANICS  DO  WE  NEED? 

Again,  how  many  trained  aviators  will  be  required  to  maint^n 
the  desired  nmnber  of  machines  in  active  service?  Obviously,  there 
must  be  one  for  each  machine  in  service.  With  modem  machines, 
canying  more  than  one  man,  we  must  maintain  in  active  service 
more  than  one  man  in  each  machine.  There  has  been  a  tendency 
not  always  to  insist  upon  the  capacity  to  handle  the  machine  on  the 
part  of  every  man  who  goes  up.  A  man  may  be  a  good  observer 
without  being  a  good  pilot.  But  this  is  not  a  good  ideal.  We 
believe  that  no  man  should  go  up  in  a  machine  for  any  purpose 
whatever  without  his  being  able  to  pilot  the  machine;  to  manage 
the  machine  in  case  the  regular  pilot  is  injured  or  killed,  and  to 
bring  the  machine  back  within  our  own  lines.  That  means  there 
must  be  a  number  of  men  trained  for  auxiliary  service,  but  with  a 
given  minimimi  of  skill.  It  is  obvious  the  nimiber  of  men  we  must 
be  able  to  tmn  out  in  the  com^e  of  a  twelvemonth  must  be  meas- 
ured in  units  of  several  thousands.  Five  thousand  would  be  mini- 
mum, and  we  must  look  toward  some  multiple  of  such  niunber. 

With  reg^d  to  the  actual  provision  for  meeting  this  require- 
ment, it  is  perhaps  proper  to  give  some  idea  of  the  capacity  of  the 
schools  now  occupied  in  this  particular  work. 

The  first  step  in  training  an  aviator  is  to  give  a  brief  course  of 
eight  weeks  in  the  so-called  ground  school.  This  is  a  school  intended 
for  preliminary  instruction,  not  including  work  in  the  air.    It  in- 
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eludes  elementary  instruction  in  the  principles  of  flight;  in  the 
principles  and  operation  of  internal-combustion  engines,  meteor- 
ology, photography,  scouting,  machine-gim  work,  reconnaissance 
work,  and  comprises  lectures,  class  work  and  laboratory  exercises 
in  these  subjects.    This  coiurse  runs  for  eight  weeks. 

The  course  contemplates  the  feeding  in  at  these  institutions  of 
twenty-five  candidates  per  week,  and  the  feeding  through  and 
graduation  each  week  of  whatever  is  left  of  the  twenty-five,  taking 
into  accoimt  the  wastage.  Without  wastage  it  would  mean  twenty- 
five  per  week  for  each  school  to  go  to  the  flying  schools;  and  with 
eight  schools  there  would  be  about  two  himdred  cadets  a  week,  or 
something  of  the  order  of  ten  thousand  per  year. 

There  would  be,  necessarily,  a  considerable  wastage,  and  per- 
haps not  more  than  one-half  of  that  number  can  be  expected  to 
realize  an  eflSciency  which  will  make  them  significant  units  in  the 
program  as  time  goes  on. 

The  capacity  of  these  schools  could  be  multipUed,  and  such 
multiplication  is  now  in  process  of  development.  There  need  be 
no  groimd  of  apprehension  about  training  these  men,  assuming 
that  we  can  obtain  properly  qualified  yoimg  men,  with  the  neces- 
sary personal,  physical  and  mental  characteristics  such  as  are  need- 
ful to  enter  into  the  composition  of  the  bird  man. 

It  is  true  that  of  men  qualified  for  the  last  and  highest  degree, 
men  whose  nerves  and  muscular  reactions  are  such  as  to  make 
them  react  instinctively  —  as  bird  men  —  the  number  is  small. 
But,  on  the  other  hand,  every  well-built,  noriiially  developed  and 
endowed  yoimg  man  is  able  to  develop  a  degree  of  skill  adequate  to 
render  him  an  effective  imit  in  one  place  or  another  in  the  air  service, 
even  if  only  a  few  reach  the  supreme  excellence  which  we  see  in  some 
of  the  specially  trained  airplane  fighters. 

The  number  of  these  engineering,  technical  and  scientific  schools 
can  furthermore  be  multipUed  two,  three  or  four,  and  the  capac- 
ity of  each  can  be  multipUed  perhaps  by  two,  on  the  average,  and 
we  thus  have  abundant  possibiUties  for  the  development  of  a  very 
large  amoimt  of  material  for  ultimate  service  in  connection  with  the 
plans  now  in  formation. 

The  number  of  mechanics  and  repairmen  is  again  a  matter  of 
experience,  and  it  is  found  that  for  every  airplane  there  must  be  one 
specially  skiUed  mechanician  who  wiU  give  his  entire  time  to  the 
maintenance  of  that  particular  machine;  and  for  each  group  of 
twelve,  twenty-four  or  thirty-six,  there  must  be  an  additional  nmn- 
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ber,  and  in  the  base  supply  depots  and  other  points  back  of  the  line 
there  must  be  others. 

If  we  go  back  to  the  supply  of  gasoline  and  lubricating  oil,  and 
to  the  supply  of  elements  of  that  character,  we  may  greatly  multiply 
the  niunbpr  of  men  necessary  to  maintain  in  a  state  of  efficiency  any 
one  airplane.  But  stopping  short  with  the  number  of  men  con- 
cerned with  the  machine  itself,  we  must  multiply  the  number  of 
aircraft  by  three,  four  or  five. 

If  we  take  into  account  the  number  of  fliers  contemplated  and 
the  number  of  mechanics  and  repairmen  behind  the  Une  in  one 
capacity  or  another,  it  results  that  the  contemplated  officers  and 
personnel  of  the  Signal  Corps  will  exceed  the  entire  standing  army 
at  the  outbreak  of  the  war. 

HOW  WILL  WE  BiAINTAIN  OUR  AIR  FLEET? 

The  next  question:  Where  and  how  are  we  to  undertake  to 
build  the  number  of  airplanes  indicated  as  necessary  as  the  gross 
output,  say  for  a  year,  in  order  to  maintain  the  fleet  continuously  at 
proper  strength?  Or,  put  otherwise,  we  may  perhaps  well  ask,  What 
is  the  maximum  number  of  airplanes  which  can  be  built  in  those 
various  classes  in  the  United  States,  or  by  the  United  States,  without 
undue  disarrangement  of  other  needful  war  industries  and  of  the 
irreducible  minimum  of  peace  industries? 

Now  this  question  No.  7  comes  closest  to  us  as  engineers  and 
men  concerned  with  the  industrial  affairs  of  our  country.  Where 
and  how  are  we  to  undertake  to  build  the  nmnber  of  airplanes  indi- 
cated as  necessary  as  our  gross  output?  Where  to  find  and  how  to 
develop  the  tremendous  extension  in  the  industry  necessary  to 
provide  this  enormous  number  of  airplanes  for  immediate  production? 
It  means  the  development  of  an  industry,  highly  trained  and  highly 
specialized  —  not,  indeed,  out  of  nothing,  but  out  of  very  small 
beginnings.  Perhaps  I  should  say  that  it  meant  the  crystallization 
of  the  elements  of  such  an  industry.  And  it  was  splendid  that 
there  were  found  shops,  and  trained  personnel  and  equipment  and 
organization  for  the  production  of  airplanes,  right  in  the  automobile 
industry.  It  meant,  nevertheless,  an  enormous  extension  in  pro- 
ductive capacity  beyond  any  vision  which  the  wildest  ffight  of 
imagination  could  have  contemplated  a  few  months  ago. 

Only  a  few  weeks  ago  I  was  able  to  visit,  by  way  of  inspection, 
three  of  the  principal  centers  of  airplane  production  at  the  present 
time  —  Dayton,  Ohio,  Detroit,  Michigan,  and  Buffalo,  New  York. 
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There  we  saw  new  factories  which  were  either  completed  and  occu- 
pied or  on  the  point  of  occupancy,  aggregating  something  Uke 
thirty-five  to  forty  acres  of  ground  area,  to  say  nothing  of  the 
gallery  space. 

Furthermore,  there  was  ready  for  immediate  expansion  perhaps 
twenty-five  to  forty  per  cent  in  addition.  It  is  fair  to  say  that 
early  in  the  next  year  there  will  be  occupied  actively  in  the  pro- 
duction of  airplanes  something  Uke  fifty  acres  of  ground  area,  with 
their  gallery  space,  which  did  not  exist  eight  months  ago.  And  this 
is  without  taking  into  consideration  the  automobile  factories.  Acres 
upon  acres  of  area  in  existing  automobile  factories  are  running  solely 
on  airplanes  and  airplane  parts;  and  we  are  just  on  the  edge  of  a 
period  of  very  large  production. 

The  period  which  has  elapsed  since  last  June  or  July,  when  the 
present  program  began  to  crystaUize  into  reasonably  approximate 
and  definite  form,  has  been  necessarily  spent  in  measures  of  prepara- 
tion for  this  tremendous. program  of  expansion  and  industrial  devel- 
opment. And  we  may  certainly  anticipate  within  a  few  months, 
say  two  or  three  at  the  latest,  that  this  factory  capacity  will  be 
actively  occupied  in  turning  out  airplanes  at  the  rate  of  at  least 
several  thousand  per  month.  The  precise  nmnber  I  hesitate  to 
define  more  closely  at  this  time. 

WHAT  FURTHER  DEMANDS   WILL  ARISE? 

The  remaining  questions  I  will  touch  on  more  briefly.  They 
are:  To  what  extent  will  further  demands  be  placed  on  air  pro- 
ductive capacity  by  demands  of  our  allies  in  Europe  for  airplanes 
or  engines  in  types  which  we  may  hope  to  produce  with  high  eco- 
nomic efiiciency?  and  to  what  extent  may  we  expect  to  draw  upon 
them  for  certain  types  —  as,  for  example,  the  fighting  scout  —  thus 
relieving  the  United  States,  to  some  degree  of  attempting,  at  least 
at  the  start,  to  produce  this  final  word  in  the  evolution  of  fighting 
aircraft  as  developed  on  the  battlefields  of  Europe? 

The  other  one,  the  ninth,  is:  To  what  extent  will  the  demands 
of  our  allies  call  for  raw  material,  such,  in  particular,  as  airplane 
timber?  Will  the  total  demand  exceed  the  presmnable  supply? 
and,  if  so,  to  what  substitutes  may  we  turn? 

It  is  sure  that  the  demands  of  the  Allies  will  put  to  the  test 
every  bit  of  our  productive  capacity  for  airplane  material.  We  are 
now  making  for  them  flying  boats  in  large  numbers,  and  they  are 
looking  more  and  more  to  us  for  the  production  of  airplanes  for  the 
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training  of  aviators.  In  fact,  the  nearest  approach  to  the  standard- 
ization of  a  definite  type  is  the  American  type,  for  at  least  the 
American,  Canadian  and  British  services.  And  they  are  coming 
to  look  to  us  for  other  types  as  well,  and  for  the  production  of  air- 
plane engines. 

The  demands  for  supplies  are  also  at  the  limit  of  our  productive 
capacity.  The  demand  has  been  incessant  for  timber  —  spruce,* 
spruce,  and  again  spruce!  Serious  difficulties  have  been  met  with 
on  the  Pacific  Coast  in  the  way  of  supply,  but  on  the  whole  the 
prospect  seems  to  be  improving. 

Substitution  of  other  woods  has  also  been  introduced  in  some 
measure,  which,  while  they  have  different  characteristics .  from 
spruce,  yet  give  effective  service.  And  then  there  are  suggestions 
in  the  way  of  metal  substitutes  which  seem  to  hold  hopeful  and 
interesting  possibilities. 

THE  PROBLEMS  OF  STANDARDIZATION 

4 

One  of  the  questions  which  presented  itself  again  and  again, 
and  aside  from  the  questions  of  policy  or  program  a  question  which 
is  vital  to  the  engineer,  is  that  of  standardization  —  standardiza- 
tion of  elements  and  standardization  of  types.  I  need  not  take 
•  your  time  with  a  statement  of  the  advantages  of  standardization  of 
parts  used  in  large  numbers. 

The  standardization  of  elements,  such  as  screw  threads  and 
fastenings,  has  progressed  very  satisfactorily;  and  for  general  air- 
plane parts  much  excellent  work  has  been  acqomplished  through  the 
efforts  made  by  the  Society  of  Automotive  Engineers.  And  there 
is  to  be  held  soon  in  London  an  International  Standardization  Con- 
gress to  which  this  Society  has  been  asked  to  send  a  representative, 
and  I  understand  that  this  Society  will  have  one  of  its  eminent  past- 
officers  at  this  conference  as  its  representative  and  at  which  we 
may  anticipate  a  still  further  approach  toward  standardization  by 
way  of  elements  and  parts. 

The  other  problem  relates  t6  the  standardization  of  types,  but 
here  is  danger.  It  is  necessary  to  standardize;  but  it  is  fatal  to 
attempt  to  standardize  a  type  too  rigidly,  because  if  we  know  any- 
thing at  all  from  experience  on  the  western  front  it  is  that  a 
type  has  no  longer  begun  to  prove  a  measurable  degree  of  success 
than  it  is  put  out  of  date  by  the  appearance  of  some  new  and  im- 
proved type;  and  so  as  the  weeks  go  by  one  type  comes  along  after 
another. 
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The  entires  program  must  be  based  on  the  expectation  of  displacing 
from  time  to  time  types  which  for  production  purposes  may  be 
standardized  for  the  time  being,  but  which  cannot  be  kept  in  pro- 
duction too  long  after  the  development  of  more  efl&cient  types. 

I  have  tried  to  visualize  this  as  a  tremendous  stream  of  produc- 
tion. Parallel  with  this  stream  of  production  we  must  have  like- 
wise a  stream  of  development,  research,  investigation  and  a  pro- 
gram which  is  seeking  to  contact  with  the  imknown  and  the  new; 
developing,  judging,  testing  and  determining  their  technical  chai'- 
acteristics  and  their  adaptation  to  the  conditions  of  active  service. 
And  so  fast  as  new  types  and  forms  are  developed  and  proven 
superior,  just  so  fast  must  they  be  fed  into  the  stream  of  production, 
taking  the  place  of  out-of-date  forms.  Only  in  this  way  can  we 
maintain  the  types  and  forms  in  use  at  the  front  responsive  to  the 
advance  in  the  science  and  art  of  airplane  production,  and  respon- 
sive to  the  conditions  at  the  front  and  which  must  determine  the 
characteristics  of  the  material  to  be  supplied  at  the  fighting  front. 

THE  SO-CALLED  LIBERTY  MOTOR 

I  should  not  close  my  remarks  without  sajdng  a  word  regarding 
the  attempts  to  standardize  the  airplane  motor.  You  are  all  famiUar 
with  the  story  of  the  design  and  development  of  the  so-called  Liberty 
motor.  I  will  not  go  into  that  at  all.  But  you  can  appreciate  the 
fact  that  of  the  various  problems  requiring  standardization,  that  of 
the  motor  was  one  of  the  most  important.  The  question  was. 
Shall  we  copy  outright  a  European  motor?  Shall  we  copy  outright 
the  best  American  motor?  Shall  we  combine  the  best  in  American 
motors  and  make  a  new  motor?  or  shall  we  combine  the  best  in 
European  motors?  or  shall  we  combine  the  best  in  European  and 
American  practice  and  call  that  the  standard  motor? 

In  effect,  the  latter  was  the  program  undertaken.  Drawings  of 
European  airplane  engines  and  to  some  extent  actual  engines  were 
available  in  May  and  June  when  the  characteristics  of  the  Liberty 
motor  were  determined  upon.  The  characteristics  of  the  best  in 
American  practice  were  natiu*ally  present  in  the  minds  of  the  de- 
signers, and  on  the  basis  of  this  and  the  best  information  from 
Europe  and  this  country,  the  determination  of  the  characteristics 
of  the  Liberty  engine  was  developed.  ' 

The  first  engines,  as  you  will  remember,  were  built  in  an  aston- 
ishingly short  period  of  time,  a  matter  of  twenty-eight  days  from 
the  time  tyro  men  sat  down  in  a  room  at  the  Hotel  Willard  until  a 
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motor  was  set  up,  and  two  days  later  was  ready  for  test  at  Wash- 
ington. 

Then  there  was  the  question  of  the  anticipated  "teethmg 
troubles/'  The  motor  has  been  taken  to  Pike's  Peak  and  sent  up 
the  grade  and  tested  at  various  altitudes;  and  while  there  have 
been  varying  reports  in  the  public  press  in  regard  to  this  motor, 
I  wish  to  say  that  the  reports  in  some  degree  unfavorable  which 
have  emanated  from  certain  sources  have  not  been  well  foimded. 
The  no^tor  has  met  and  is  meeting  the  full  expectation  of  its  design- 
ers. It  has  had,  as  every  design  is  expected  to  have,  minor  diflS- 
culties  and  troubles,  but  not  one  of  them  has  been  fundamental  to 
the  motor  itself,  and  they  all  readily  admit  of  correction  and  removal; 
and  means  have  been  found  for  the  improvement  and  correction  of 
such  troubles  and  the  motor  is  now  in  course  of  active  production 
and  on  a  large  scale. 

A  few  days  ago  we  saw  in  Detroit  in  one  of  the  factories  there 
the  process  of  manufacturing  the  forgings  of  the  Liberty  motor 
cyUnders.  All  of  the  forgings  are  being  made  in  one  plant,  and 
that  plant  is  to  supply  the  trade  with  Liberty  motor  cylinders. 
The  forgings  are  made  by  a  hot-forging  process  from  seamless  tubing, 
and  they  were  being  put  through  at  the  rate  of  1200  cylinders  per 
day.  The  factory  was  planning  to  double  that  capacity  and  they 
are  ready  to  go  still  further  and  increase  capacity  as  the  needs 
require. 

Perhaps  in  conclusion  I  should  mention  two  or  three  problems 
not  solved  yet  and  which  are  of  special  importance,  and  which  I 
shall  take  the  liberty  of  calUng  to  your  attention  and  reconmiending 
to  your  special  thought  and  study. 

One  is  the  supercharging  airplane  engine:  the  engine  which 
shall  be  suppUed  with  means  to  secure  the  maintenance  of  the  power 
at  high  altitudes,  and  not  suffer  the  loss  normally  attendant  upon 
working  in  a  rarified  atmosphere.  If  we  have  the  same  engine 
working  at  sea  level  and  then  soaring  upward,  it  is  found  that  the 
power  diminishes  with  the  density  of  the  high-altitude  atmosphere. 
Many  devices  have  been  suggested,  but  the  problem  is  to  realize  the 
end  in  the  most  effective  way  and  with  the  least  cost  in  excess  weight 
and  added  complexity.  If  we  can  solve  this  problem  we  can  assiu^ 
our  supremacy  in  high-altitude  service. 

Another  development  is  that  of  modifying  at  will  or  automati- 
cally the  pitch  of  the  airplane  propeller.  It  is  of  small  use  to 
maintain  power  if  the  propeller  is  to  maintain  its  same  pitch  in  an 
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atmosphere  of  reduced  density.  The  engine  will  speed  beyond  the 
limit,  or  the  rotation  speed  of  the  engine  will  impose  a  limit  upon 
the  power  which  could  be  developed. 

Some  way  or  means  is  required,  therefore,  for  properly  modify- 
ing the  pitch  of  the  propeller  in  order  that  we  may  without  undue 
sacrifice  of  efficiency  cause  the  rotative  resistance  of  the  propeller 
in  a  rarified  atmosphere  to  correspond  in  .some  degree  to  the  con- 
tinuing torque  of  the  engine. 

Another  problem  is  that  of  the  spark  plug.  The  modem  spark 
plug  has  been  a  development  in  response  to  automobile  conditions, 
in  response  to  the  compression  pressures  which  prevail  in  automo- 
bile practice.  It  is  foimd  that  under  the  higher  pressures  in  aero- 
nautic service  the  spark  plug,  based  on  the  automobile  program, 
rapidly  breaks  down.  The  insulating  characteristics  are  lost  in  one 
hour  or  two  hours  or  ten  hours,  and  there  is  a  bewildering  uncer- 
tainty as  to  the  life  of  the  spark  plug  under  present  conditions. 
This  is  one  of  the  outstanding  problems,  particxilarly  with  reference 
to  the  increasing  demands  of  modern  airplane  service. 

One  final  thought  is  this:  Throughout  this  trip  of  inspection 
we  were  very  strongly  impressed  with  the  serious  purposes  with 
which  the  captains  of  industry  in  this  field  of  production  are  ap- 
proaching this  problem.  They  reahze  its  magnitude  and  its  im- 
portance, and  they  are  approaching  it  with  high  purpose  and 
patriotism;  and  with  the  presence  of  such  a  pervading  spirit  in  the 
industries  of  this  country  we  are  going  to  make  good  with  regard 
to  our  program  of  airplane  production.  Not  quite  what  was  hoped, 
perhaps,  in  the  first  fiush  of  anticipation,  but  we  are  going  to  make 
good,  and  the  production  in  airplane  manufacture  will  not  be  our 
least  contribution  toward  settling  this  world  war,  and  toward  set- 
thng  it  in  the  way  we  all  hope  it  will  be  settled. 
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THE  SOLUTION  OF  THE  CANTONMENT- 
CONSTRUCTION  PROBLEM 

Bt  Leonard  Metcalf,  Boston,  Mass. 
Member  of  the  Society 

npHE  Cantonment  Construction  Division  is  an  organization  which 
did  not  exist  six  months  ago,  but  which  has  built  in  this  in- 
credibly short  period  of  time  sixteen  National  Army  cantonments, 
with  26,500  buildings  to  house  and  care  for  675,000  men;  two 
embarkation  camps  for  43,000  men;  one  quartermasters'  training 
camp  for  18,000;  additions  to  the  regular  army  barracks,  for  100,000; 
repair-fihop  units;  and  the  semi-permanent  structiu*es  at  sixteen 
National  Guard  camps,  to  care  for  462,000  men;  and  which  has 
designed  and  purchased  equipment  for  certain  large  plants  for  our 
army  in  France,  a  tremendous  task  involving  200,000  men  and  an 
estimated  cost  of  approximately  $187,000,000,  over  three-fourths  of 
which  has  already  been  spent.  The  story  of  this  work  is  a  wonder- 
ful one,  not  of  planning  and  preparation,  but  of  doing  seemingly 
insuperable  tasks  daily,  an  inspiring  story  of  loyal  and  effective 
cooperation  between  army  officials  and  civilians,  the  one  with  army 
traditions  and  experience,  the  other  with  their  widely  different  pro- 
fessional and  commercial  training. 

The  cantonment  work  is  done  —  a  splendid  achievement,  credit- 
able alike  to  the  Government,  to  this  bureau  of  the  army,  to  the 
construction  quartermasters  at  the  camps,  to  the  supervising  en- 
gineers ancj  contractors,  to  the  railroads  and  supply  men,  and  to  all 
concerned. 

Not  a  sandpapered  or  Jwlished  job,  but  rough-hewn,  strong  and 
calculated  to  serve.  Wasteful  in  certain  details,  no  doubt,  but 
economical  in  the  best  sense,  for  the  saving  in  time  here  has  saved 
life  and  treasure  on  the  long  firing  line  across  the  water. 
m  Where  can  you  duplicate  the  experience,  involving  as  it  does 
an  expenditiure  of  $150,000,000  in  six  months'  time — three  times  the 
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maximum  rate  of  expenditure  in  twelve  months  on  the  Panama 
Canal — and  which  increased  tenfold  the  normal  building  activities 
of  the  country  without  substantial  increase  in  the  cost  of  materials 
from  beginning  to  end  of  the  task,  due  largely  to  the  work  of  the 
War  Munitions  Board  of  the  Council  of  National  Defense  and  its 
committees;  involving  meager  compensation  to  the  administrators, 
designers  and  supervisors  and  voluntary  service  on  the  part  of  many 
skilled  advisers,  who  dropped  important  personal  obligations  to  go 
to  Washington  for  days,  weeks  or  months  in  response  to  telegrams 
asking  for  help;  voluntary  cooperation  and  work  by  the  railroads, 
telephone,  electric  and  other  utilities,  and  substantial  expenditure 
without  guaranty  of  return;  contractors  taking  contracts  to  build 
structures  estimated  to  cost  from  $3,000,000  to  $4,000,000  and 
actually  building  these  and  many  additional  structures  so  that  the 
final  contract  siuns  ranged  from  $8,000,000  to  $10,000,000  per  can- 
tonment, nearly  doubling  the  necessary  construction  period,  but 
without  increase  in  compensation,  and  this  when  the  compensation 
upon  the  building  of  the  National  Army  cantonments  was  limited,  not 
to  a  profit  of  10  per  cent,  as  has  so  often  been  stated,  but  to  a  gross 
return  of  $250,000,  averaging  for  the  sixteen  cantonments  less  than 
3  per  cent,  out  of  which  sum  had  to  come  an  overhead  expense  of 
probably  $100,000  an(J  interest  charges  upon  $600,000  to  $1,000,000 
of  working  capital  amounting  to  perhaps  $25,000  to  $40,000  more, 
leaving  a  net  profit  to  the  contractor  of  svbstantiaUy  less  than  2  per  cent? 

Broadly  speaking,  labor  costs  alone  have  risen,  following  closely 
the  local  cost  of  imion  labor  for  an  eight-hour  day,  with  time  and  a 
half  or,  in  some  cases,  double  time  for  overtime,  according  to  the 
prevailing  local  conditions;  and  even  as  to  these,  there  are  the  exten- 
uating circmnstances  of  increased  cost  of  living,  the  fact  that  the 
settlement  of  the  labor  rate  disputes  was  not  always  left  to  this 
Board  for  solution,  and,  most  serious  of  all,  the  failure  of  the  Gov- 
ernment to  adequately  control  priority  of  its  construction,  which 
would  have  prevented  the  bidding  up  of  the  local  labor  markets  by 
its  own  agents  in  different  departments  having  contiguous  con- 
struction underway. 

I  speak  advisedly,  not  loosely,  for  the  conditions  of  the  work 
may  not  equitably  be  overlooked.  They  are  vital.  The  work  had 
to  be  done,  was  done,  without  delay,  and  no  plea  or  excuse  of  ina- 
bility to  get  labor  throughout  the  work  at  rates  prevaiUng  at  its 
inception  would  have  excused  postponement  of  completion  or  have 
brought  back  life  or  treasure  spent  at  the  front  dimng  such  delay. 
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CALL  COMBS  FOR  ORGANIZATION 

On  May  17,  1917,  Brigadier-General  I.  W.  Littell,  then  Colonel 
of  the  U.  S.  Quartennaster  Corps,  was  detailed  by  the  Secretary  of 
War  to  assemble  and  direct  an  organization  to  be  known  as  the 
Cantonment  Division  of  the  Quartermaster  Corps,  to  provide  facili- 
ties for  training  and  housing  the  new  National  Army  and  the  National 
Guard.  He  called  to  his  aid  Major,  then  Captain,  W.  H.  Oury, 
Major,  then  Captain,  R.  C.  Marshall  —  both  of  the  Regular  Army, 
and  Major  Dempsey  of  the  Officers'  Reserve  Corps,  the  former  of 
whom  had  been  supervising  the  enlargement  of  some  of  the  army 
barracks,  the  second  of  whom  was  soon  engrossed  in  the  new  canton- 
ment construction,  and  the  last  of  whom  took  up  the  question  of 
auditing  construction  expenditures. 

Neither  funds  nor  quarters  nor  personnel  were  available  for  the 
designated  service,  for  the  appropriation  bill  which  carried  $77,000,000 
for  the  inception  of  this  work  was  still  in  debate  in  Congress. 

This  was  the  opportunity  of  the  Committee  on  Emergency  Con- 
struction of  Buildings  and  Engineering  Structures  of  the  War  Muni- 
tions Board  of  the  Council  of  National  Defense.  Of  the  latter  Board 
Frank  M.  Scott,  of  Cleveland,  was  the  able  chairman. 

This  committee  was  made  up  of  five  experienced  builders: 
William  A.  Starrett,  of  New  York  City,  architect  and  formerly  of 
the  building  firm  of  Thompson-Starrett  Company,  Chairman;  C.  W. 
Lundoff,  of  Cleveland,  Ohio,  President  of  the  Crowell,  Lundoflf, 
Little  Company,  building  contractors;  M.  C.  Tuttle,  of  Boston, 
General  Manager  of  the  Aberthaw  Construction  Company;  Capt. 
Wm.  Kelly,  of  the  U.  S.  Engineer  Corps,  who,  however,  was  unable 
to  give  much  time  to  the  work  of  the  Committee,  owing  to  other 
army  obligations;  and  Frederick  Law  Olmsted,  of  Boston,  engineer 
and  landscape  architect.  To  their  assistance  they  called  many  engi- 
neers, city  planners,  architects  and  specialists  of  diflfei^nt  kinds,  to 
act  on  sub-committees  or  to  give  desired  advice  on  special  subjects. 

Circumstances  thus  made  it  possible  for  the  Committee  tp  render 
General  Littell  service  in  an  advisory  capacity  on  the  formation  and 
civilian  personnel  of  his  organization,  on  the  form  of  contract  under 
which  the  work  should  be  built,  on  engineers,  city  planners  and 
contractors  of  responsibility  to  design  and  build  the  cantonments, 
and  at  the  moment  to  make  the  most  of  the  time  which  might  elapse 
before  the  appropriation  bill  should  be  passed  by  Congress,  by  pre- 
paring typical  plans  or  layouts  for  the  buildings  and  other  struc- 
tures involved,  making  topographic  plans  of  the  sites,  studying  the 
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water  supply^  sewerage  and  other  publicHservice  facilities^  the  best 
arrangement  or  grouping  of  structures,  adapting  the  typical  plans 
to  the  local  topography  —  all  through  the  voluntary  service  of 
architects,  engineers  and  city  planners. 

ORGANIZATION  ADOPTED  BT  GENERAL  LITTELL 

The  organization  proposed  by  the  Committee  and  adopted  by 
General  Littell  comprised  four  different  groups,  reporting  to  his 
staff  officers: 

Major  Frank  M.  Gunby,  member  of  this  Society  and  for- 
merly associated  with  Mr.  Charles  T.  Main  of  Boston, 
in  Charge  of  Design;  assisted  by  Major  F.  B.  Wheaton, 
Captain  Doten,  Dabney  H.  Maury,  Clarence  Goldsmith 
and  W.  M.  Johnson  of  the  National  Board  of  Fire  Un- 
derwriters, and  George  Gibbs,  Jr.,  of  Boston. 

Major  Robert  E.  Hamilton,  formerly  Purchasing  Agent  of 
Stone  &  Webster,  in  Charge  of  Materials  and  Transpor- 
tation. 

Major  M.  J.  Whitson  of  Seattle,  formerly  partner  of  Grant, 
Smith  &  Co.,  in  Charge  of  Construction;  assisted  by 
a  staff  of  division  engineers,  Peter  Junkersfeld,  Charles 
L.  Parmlee,  Ezra  B.  Whitman  and  others. 

Major  DEBfPSET,  in  Charge  of  Accounting. 

Since  that  time,  benefiting  by  the  earher  experience  and  with  a 
view  to  handling  the  additional  work  of  building  ports  of  embar- 
kation, ordnance  depots,  coast-artillery  posts,  medical  department 
construction,  mobile  ordnance  school  barracks,  quartermasters'  ware- 
houses and  miscellaneous  plants,  the  organization  has  been  enlarged, 
modified  and  strengthened.  Major  Marshall  remaining  in  command 
under  General  Littell,  assisted  by  Captains  Thompson  and  Maupin; 
the  engineering  branch  being  still  in  charge  of  Major  Gunby;  the 
construction  of  Majors  Whitson  and  Junkersfeld;  the  materials  of 
Major  Willcutt;  finance  and  accounting  of  Major  Dempsey;  con- 
struction and  repair  of  Major  Zollars;  the  law.  Major  Shelby; 
information,  Captain  Erck;  transportation  requisitions.  Captain 
Ritche  and  Chief  Clerk  Moreland;  and  several  other  engineers  of 
large  reputation  and  breadth  of  experience,  such  as  Lincoln  Bush, 
Major  Betts,  Warren  R.  Roberts,  and  others,  have  been  drawn 
into  the  service  —  fine  examples  of  personal  sacrifice. 
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The  Committee  on  Eknergency  Construction  of  Buildings  and 
Engineering  Structures  first  undertook  to  get  local  investigations 
under  way  and  the  preparation  of  typical  building  plans.  As  soon 
as  cantonment  or  camp  sites  were  designated  by  the  department 
commanders,  approved  by  the  army  stafif  and  reported  to  Greneral 
Littell,  city  planners  and  consulting  engineers  were  asked  to  go  to 
them,  volimtarily  and  at  their  own  expense,  to  make  topographic 
maps,  study  the  water-supply  and  sewage-disposal  problems,  the 
location  of  railroads,  roads  and  other  utilities,  and  to  report  to 
Washington  with  all  despatch.  Within  a  week's  time,  in  a  number 
of  cases,  topographic  maps  were  prepared  of  areas  of  from  1000  to 
2000  acres  and  essential  information  was  obtained  upon  the  points 
desired.  Meanwhile,  leading  architects  and  engineers  of  this  sec- 
tion of  the  country  had  been  siunmoned  to  Washington  to  assist  in 
the  revision  of  the  plans  for  the  barracks,  the  preparation  of  typical 
plans,  which  were  afterwards  adapted  to  the  local  topography,  on 
the  groimd,  by  the  staffs  sent  to  the  individual  camps. 

FORM  OP  CONTRACT  PREPARED 

Contractors,  too,  were  assembling  in  Washington  to  see  if  they 
could  be  of  service  and  the  Committee  directed  its  efforts  to  the 
preparation  of  a  form  of  contract  under  which  a  work  of  the  magni- 
tude then  contemplated  and  since  largely  increased,  could  be  built 
with  reasonable  certainty  within  a  time  limit  of  ninety  dajrs,  in  the 
face  of  congested  transportation  conditions,  soaring  materials  and 
labor  shortage. 

A  form  of  contract  inducing  speed  was  essential.  This  com- 
pelled the  ehmination  of  the  financial  hazard  to  the  contractor, 
and  for  the  protection  of  the  Government  the  selection  of  contractors 
solely  on  the  basis  of  experience,  merit  and  integrity.  It  was  at 
once  apparent  that  the  competitive  form  of  contract  dictated  by 
past  Government  precedent  was  out  of  the  question  with  the  time 
limit  available  and  the  conditions  to  be  faced. 

The  lump-sum-profit  basis  form  of  contract  was  weighed  and 
rejected  as  likely  to  emphasize  the  idea  of  barter  and  trade  rather 
than  of  fitness  and  competency,  and  to  embarrass  the  Government 
in  awarding  contracts  to  more  exp)erienced  contractors  if  lower  profit 
basis  were  offered  to  the  Government  by  less  experienced  or  less 
desirable  men. 

The  cost-plus-percentage  basis,  however,  appeared  to  meet  the 
fundamental  requisites,  and  the  addition  of  a  Umiting  lump-sum 
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profit  made  the  Government  safe  in  its  operation  in  the  event  of 
substantial  increase  in  the  amount  of  work  done  under  it.  The 
combined  efforts  of  many  able  men  —  lawyers,  engineers  and  con- 
tractors, as  well  as  of  various  engineering  organizations,  produced 
the  "Emergency  Construction  Contract"  —  a  radical  departure 
from  Grovemment  precedent  —  which  provided  essentially  for  the 
construction  of  the  work  on  the  basis  of  cost  plus  profit,  the  latter 
varying  from  10  to  *6  per  cent  with  the  magnitude  of  the  work, 
with  the  important  limitation  of  an  upset  profit  of  $250,000,  from 
which  sum,  however,  the  contractor  had  to  meet  his  own  office 
overhead  and  interest  costs.  It  is  interesting  and  but  fair,  in  the 
face  of  some  of  the  unfounded  pubhc  criticism  which  has  been  heard, 
to  note  the  effect  of  this  upset  limit  of  profit.  On  the  construction 
of  the  sixteen  army  cantonments,  involving  a  total  cost  of  approxi- 
mately $134,000,000,  or  upward  of  $8,000,000  per  cantonment,  the 
nominal  profit  to  the  contractors  will  be  less  than  3  per  cent,  and 
after  deducting  the  probable  contractor's  overhead  and  interest 
costs,  the  actual  profit  substantially  less  than  2  per  cent  —  in  some 
cases  perhaps  less  than  IJ  per  cent.  Upon  the  construction  of  the 
National  Guard  camps,  involving  a  total  cost  of  $36,000,000,  or 
about  $2,250,000  per  cantonment,  the  contractor's  fee  is  higher, 
approximately  7  per  cent,  but  as  the  overhead  cost  is  also  propor- 
tionately much  higher  the  total  return  in  cash  for  the  six  months' 
period  of  work  is  substantially  less  than  in  the  cantonment  con- 
struction. 

Inasmuch  as  nearly  all  of  the  war  construction  work  now  being 
executed  by  the  Government  is  being  done  on  an  emergency  basis, 
where  speed  and  not  cost  must  control,  thinking  men  will  be  careful 
not  to  criticize  carelessly  and  will  weigh  fairly  the  influence  of  the 
time  element.  In  the  execution  of  work  on  such  a  tremendous 
scale,  under  prevaiUng  labor  and  material  cost  conditions,  it  is  in- 
evitable that  money  will  be  wasted  and  mistakes  made,  but  the 
work  must  be  done  —  expeditiously  done  —  that  the  saving  may 
be  one  of  Uves  and  days,  not  dollars. 

While  the  preliminary  investigations  were  under  way,  the  Com- 
mittee sent  out  questionnaires  concerning  contracting  firms  in  this 
country,  seeking  references,  a  statement  of  the  magnitude  and  kind 
of  work  executed  during  the  past  two  years,  the  number  of  men 
handled  and  fed  at  one  time,  and  the  financial  resources  of  the 
concern;  obtained  the  rating  of  the  contractors  by  important  finan- 
cial-credit concerns,  and  called  to  its  assistance  John  H.  McGibbons, 
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formerly  of  the  U.  S.  Fidelity  &  Guaranty  Company  of  Chicago, 
to  aid  it  with  his  broad  knowledge  of  the  standing  and  financial 
credit  of  contractors. 

COMMITTEE  SELECTS  CONTRACTORS 

Armed  with  this  information  a  sub-committee  of  five  men, 
with  Mr.  Starrett  as  chairman,  selected  the  contractors  deemed 
best  qualified  at  the  moment  to  undertake  the  work  and  who  had 
demonstrated  in  their  past  experience  their  ability  to  handle  work 
of  such  a  character  and  upon  such  a  scale;  and  reported  its  findings 
to  Mr.  Scott's  committee  of  the  War  Munitions  Board.  From  the 
latter  committee,  recommendation  passed  to  General  Littell,  and 
after  submission  of  the  evidence  and  recommendations  to  the  Sec- 
retary of  War,  appointment  was  finally  made  by  General  Littell. 
The  subsequent  experience  in  the  building  of  the  camps  seems 
clearly  to  have  justified  the  course  of  procedure,  and  it  is  greatly  to 
the  credit  of  the  Government  that  it  can  be  said,  unequivocally 
and  with  absolute  candor,  that  these  appointments  were  made  on 
the  merits  of  the  case,  as  they  were  understood,  without  political 
pressure  or  "influence."  It  is  further  greatly  to  the  credit  of  the 
leading  firms  of  contractors  that  as  a  rule  their  representatives  left 
Washington  before  they  knew  whether  they  were  to  be  recom- 
mended for  specific  work  and  before  appointments  were  made, 
though  personal  disinterestedness  and  unwillingness  to  use  political 
influence  cannot  be  claimed  for  many  others  who  sought  contracts. 

The  Committee  then  turned  its  attention  to  the  preparation  of 
forms  of  contract  for  the  employment  during  construction  of  the 
engineers  and  other  experts  necessary  at  the  camp  sites,  being 
greatly  assisted  in  its  work  by  different  members  of  the  national 
engineering  societies,  who  voluntarily  came  to  Washington  in  re- 
sponse to  telegraphic  request,  to  assist  the  Committee. 

Engineers  believed  to  be  most  competent  and  at  the  moment 
available  for  service  at  the  various  cantonments  were  also  desig- 
nated, appointments  in  all  cases  being  made,  of  course,  by  General 
Littell  and  his  staff. 

In  this  way  the  Government  had  the  voluntary  service  of  many 
men  —  skilled  in  the  particular  field  involved  —  in  building  up  an 
effective  organization  and  personnel  for  the  work  in  hand;  men 
wlfo  cooperated  in  a  thoroughly  disinterested  way  with  the  ad- 
ministrative army  board  in  responsible  control.  The  results  at- 
tained here  seem  to  indicate  the  advantage  of  such  a  purely  advisory 
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board,  the  recommendations  of  which  could  be  followed,  modified 
or  rejected  with  cause  by  the  duly  constituted  executive  authorities. 

DETAILS   OP  CAMP  CONSTBUCTION 

Time  forbids  the  attempt  to  chronicle  the  details  of  camp  con- 
struction executed  under  the  direction  of  General  Littell  and  his 
staff.  The  sixteen  National  Army  cantonment  sites  were  approved 
at  various  dates  ranging  from  May  31  to  June  27,  1917,  contracts 
for  their  construction  were  executed  between  June  15  and  June  23, 
and  work  was  begun  between  June  13  and  July  6.  On  September  4, 
or  in  less  than  three  months'  time,  about  450,000  men  could  have 
been  taken  care  of  at  the  cantonments  on  the  first-adopted  basis  of 
200  men  to  the  barrack — later  reduced  to  150  men;  and  today, 
December  5,  1917,  the  camps  are  substantially  all  completed,  de- 
spite the  great  increase  in  construction  involved  by  the  prescribed 
increase  in  cubical  air  space  per  man  in  the  barracks  (from  365  to 
500  cu.  ft.),  the  addition  of  remount  stations,  to  care  for  10,000 
horses  at  each  of  the  camps  having  them,  hospitals  and  other  changes, 
which  have  nearly  doubled  the  work  originally  contemplated. 

The  story  of  the  construction  of  the  National  Guard  camp 
equipment  is  similar,  except  that  the  work  involved  is  only  about 
one-foiuiih  of  that  involved  in  the  construction  of  the  canton- 
ments. 

A  few  figures  in  regard  to  the  magnitude  of  the  work  involved 
in  building  the  sixteen  National  Army  cantonments  may  be  sug- 
gestive. There  were  required  upward  of  800  million  feet,  or  37,000 
cars,  of  lumber,  and  40,000  cars  of  other  material,  a  total  of  77,000 
cars  upon  the  cantonment  construction,  without  allowance  for  the 
materials  ordered  locally  and  not  from  Washington  —  the  total 
involved  in  the  cantonment,  camp,  and  embarkation-station  con- 
struction to  October  31  being  approximately  112,000  cars  —  756,000 
squares  of  sheathing  paper,  800,000  of  roofing  paper,  172,000  doors, 
34  miUion  square  feet  of  wall  board,  106,000  kegs  of  nails,  314,000 
barrels  of  cement,  282  miles  of  wood  and  cast-iron  pipe,  3550  hydrants, 
75  miles  of  fire  hose.  The  total  area  of  land  rented  or  controlled 
at  the  cantonments  is  261  square  miles. 

As  the  construction  of  the  cantonments  was  drawing  to  an  end 
the  work  of  this  bureau  was  extended  to  cover  the  construction 
activities  of  the  army,  except  in  a  few  special  cases,  such  as  in  the 
aviation  corps,  where  it  was  thought  wiser  by  the  Secretary  of  War 
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to  leave  the  construction  in  the  hands  of  the  departments  for  the 
use  of  which  the  structures  were  to  be  built.  This  new  work  is  well 
under  way,  constantly  growing  and  broadening. 

WHOLE  WORK  MONUMENT  OF  LOYALTY  AND  ABILITY 

As  one  reviews  the  work  accomphshed  by  this  cantonment 
division,  he  cannot  but  be  thrilled  by  this  fresh  evidence  of  the 
resources  of  these  United  States  and  the  loyalty  and  ability  of  its 
people,  remembering  how  recently  and  in  what  manner  this  bureau 
was  organized;  that  cantonment  construction  involved  but  one 
branch  of  governmental  activity  and  one  comparatively  small 
group  of  men;  and  that  similarly  inspiring  evidences  of  eflfective 
service  are  to  be  found  in  all  of  its  other  branches. 

If  constructive  criticism  is  warranted  at  such  a  time,  it  may  be 
said  that  one  of  the  greatest  needs  today,  as  it  was  recognized  to 
be  six  months  and  more  ago,  is  better  coordination  of  the  govern- 
mental construction  program,  ways,  means  and  priority.  The  sub- 
ject has  been  studied  in  its  various  phases  by  many  men,  but  no 
sufficient  authority  has  yet  been  delegated  to  accomplish  substan- 
tial progress.  Effective  organizations  of  thousands  of  men  have 
been  built  up  with  large  expenditure  of  time  and  money,  only  to  be 
disbanded  on  the  accomplishment  of  their  specific  tasks,  when  these 
organizations  might  have  been  transferred  directly  to  new  tasks, 
with  telling  effect,  had  there  but  been  the  necessary  Government 
authority  to  plan  well-co5rdinated  effort  in  its  construction  field. 

In  an  emergency  of  the  magnitude  created  by  this  war,  and  in 
the  face  of  the  Government's  failure  to  prepare  for  it,  the  question 
immediately  arose  as  to  the  basic  principle  which  should  govern  the 
selection  of  the  agencies  to  accomplish  the  enormous  task  before  the 
Government.  Should  the  governing  bodies  be  creative  or  essentially 
administrative?  For  instance,  should  the  necessary  design  of  ware- 
houses, hospitals,  power  plants,  terminals,  nitrogen-  and  gas-pro- 
ducing works,  engine  and  aeroplane  construction,  and  other  work, 
be  executed  by  old  governmental  bureaus  with  greatly  enlarged 
personnel,  by  new  governmental  bureaus  to  be  created  soldy  for 
this  purpose,  or  should  it  be  entrusted,  imder  proper  governmental 
supervision,  direction  or  control,  to  well-established,  adequate  and 
efficient  engineering  organizations,  skilled  along  these  lines  and 
competent  to  handle  the  work,  of  which  organizations  there  irerc 
many  in  the  country-?  Similarly,  should  the  different  anny  oorpSy 
with  totally  inadequate  personnel,  act  as  purchasing  agencies,  m 
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should  this  highly  speciaUzed  work  be  delegated,  under  govern- 
mental supervision,  to  existing  firms  of  high  capacity  and  reputation? 

Mr.  Balfom*,  in  his  visit  to  this  country,  had  wisely  cautioned 
against  the  mistake  made  and  the  loss  of  time  incurred  by  England 
in  building  up  new  bm-eaus  to  do  the  work  before  the  Government, 
instead  of  utilizing  well-estabUshed  and  Uve  organizations  enlarged 
and  controlled  by  the  Government,  if  necessary,  to  the  end  not 
only  of  saving  time  and  expense,  but  also  that  when  the  war  was 
over  the  gigantic  work  of  reconstruction  and  readjustment  might 
be  facilitated  by  the  enlargement  and  strengthening  of  these  existing 
private  or  corporate  agencies,  instead  of  being  retarded  and  ham- 
pered by  their  disruption. 

The  Committee  on  Eknergency  Construction  had  this  thought 
clearly  in  mind  and  predicated  its  efforts  on  the  three  hjrpotheses: 

1  The  work  must  at  all  times  be  imder  the  superior  control 

of  the  United  States  Government,  through  its  duly  ac- 
credited representatives 

2  Services  must  be  equitably  compensated 

3  Government  methods  of  contracting  for  and  compensat- 

ing construction  work  and  services  should  be  such  as 
to  utiUze  and  strengthen  and  not  to  impair  or  destroy 
existing  organizations. 

Unfortimately,  the  Government  has  not  carried  this  principle 
as  far  as  it  might  advantageously  have  done,  but  has  in  a  number  of 
cases  built  up  in  Washington  and  elsewhere  new  agencies  for  exe- 
cuting work  instead  of  employing  existing  ones  competent  to  render 
effectively  the  service  desired,  thus  failing  to  benefit  by  the  mistakes 
of  England  and  France  and  the  helpful  advice  of  Mr.  Balfour.  But, 
on  the  whole,  and  in  spite  of  the  waste  thus  involved,  surprisingly 
rapid  and  very  commendable  progress  has  been  made. 
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THE    NATION'S    CALL    TO    THE 
PROFESSIONAL   MAN 

By  Hon.  William  H.  Tapt,  New  Haven,  Conn. 

TT  is  a  great  honor  and  pleasure  to  be  here  in  this  company  to 
take  part,  if  I  may  so  say,  in  your  act  of  recognition  of  one  of 
the  world-reputed  members  of  the  general  profession  of  engineering. 
Major  Goethals,  as  he  was  when  I  first  knew  him,  did  build  the 
Panama  Canal,  whatever  he  sa3rs  and  whatever  he  claims.  I  am 
able  to  testify  to  it,  because  I  was  there  for  eight  years  and  saw  him 
do  it,  and  I  know  the  trouble  he  had.  I  know  the  struggle  he  had. 
I  know  the  power  of  the  man  in  meeting  difficulties.  I  know  his 
tenacity  of  purpose.  I  know  from  its  results,  not  from  my  profes- 
sional knowledge,  but  from  its  results,  his  wonderful  ability  as  an 
engineer  in  all  the  fields  of  engineering,  because  that  task  com- 
manded a  knowledge  of  every  branch  of  engineering.  I  know  his 
power  for  managing  men.  I  know  of  his  genius  of  common  sense, 
without  which  it  would  have  been  impossible  for  him,  in  face  of  the 
difficulties,  to  discharge  the  task  which  he  did  discharge,  and  I  may 
say,  because  an  ex-President  out  of  office  can  say  anything  —  so 
long  as  it  is  truthful  —  that  I  am  profoundly  regretful  •  that  the 
United  States  and  the  people  of  the  United  States  in  this  great 
juncture,  in  this  great  crisis,  have  not  the  benefit  of  the  great  ability 
and  great  experience  of  General  Goethals.     (Loud  applause.) 

I  was  a  lawyer  and  I  was  a  judge,  and  I  was  sent  to  the  PhiUp- 
pines.  I  was  sent  there  —  well,  I  don't  know  why,  but  there  was 
more  excuse  for  sending  a  man  there  who  did  not  know  anything 
about  the  subjects  with  which  he  was  to  deal  in  the  PhiUppine 
Islands,  because  there  were  very  few  men  who  did,  than  there  is  for 
putting  any  man  in  a  position  now  who  does  not  know  a  great  deal 
about  the  subject  in  respect  to  which  he  is  to  discharge  his  func- 
tions. But,  as  I  say,  I  went  to  the  PhiUppines,  and  while  there  it 
fell  to  my  lot  to  be  responsible  for  some  engineering  tasks. 

Presented  at  the  Annual  Meeting,  December  1917,  of  The  American 
Society  of  Mechanical  Engineebb. 
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We  had  to  do  a  good  deal  of  engineering  in  the  Philippines,  and 
I  came  in  contact  with  that  very  distinguished  body  of  men  who 
have  vindicated  their  existence  many  a  time,  and  have  inspired 
great  confidence  in  them  on  the  part  of  the  people  of  the  Um'ted 
States  —  the  Engineers  of  the  United  States  Army  (applause),  of 
which  General  Goethals  is  a  world  leader. 

And  then,  when  I  came  here  as  Secretary  of  War  it  fell  to  my 
lot  to  be  associated  with  engineers,  civil  engineers,  who  were  called 
in  to  assist  in  the  determination  of  a  problem  that  had  to  be  met  and 
solved  in  the  construction  of  the  Canal,  and  I  look  back  upon  my 
association  with  men  like  Alfred  Noble;  Steams,  of  Boston;  Free- 
man, of  Providence;  Randolph,  of  Chicago;  Parsons,  of  New  York, 
who  is  now  at  the  front,  and  other  engineers,  with  profound  satis- 
faction.   (Applause.) 

ENGINEERS  AND  MEDICAL  MEN  INDISPENSABLE 

Now,  you  engineers,  all,  constitute  one  of  the  two  professions 
that  are  indispensable  to  the  coimtry  in  the  canying  on  of  the  strug- 
gle to  which  the  people  of  the  United  States  are  about  to  devote 
themselves,  yours  and  the  medical  profession;  you  as  the  constructors 
of  all  the  material  and  all  the  equipment  of  which  so  much  is  needed 
now  in  modem  warfare  to  make  eflfective  the  work  of  our  boys  at  the 
front,  and  the  medical  profession  to  furnish,  so  far  as  may  be,  the  aid 
in  restoring  to  the  ranks  those  whom  the  fortunes  of  war  disable. 

We  have  a  conscription  law,  which  is  justified  on  the  ground 
that  it  was  a  selective  draft,  and  we  know  that  under  that  law  those 
whose  seivices  can  be  most  useful  to  the  country  in  the  trenches 
will  be  sent  over,  and  those  whose  services  can  be  most  useful  to  the 
country  in  preparing  and  in  saving  men  and  material  will  be  retained 
in  their  places  at  home  so  that  they  may  not  be  wasted  in  the  trenches 
and  elsewhere,  in  which  others  could  do  just  as  good  work  as  they, 
others  who  could  not  discharge  the  services  required  of  engineers  or 
physicians. 

England  has,  as  you  know,  made  mistakes  in  her  great  work 
that  she  has  done.  I  do  not  think  we  have  praised  Engluid  enough. 
I  do  not  think  we  reaUze  how  much  she  has  really  accomplished. 
But  we  should  profit  by  the  mistakes  which  England  made  in  allow- 
ing her  doctors  and  her  medical  students,  her  engineers  and  her 
engineer  students  to  go  into  the  ranks  and  be  sacrificed.  Because 
of  this,  England  has  reduced  the  supply  of  those  indispensable  per- 
sons, so  that  she  is  embarrassed,  and  greatly  embarrassed. 
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Now,  my  friends,  we  ought  not  to  make  the  same  mistake.  Con- 
gress and  the  Admmistration  should  see  to  it  that  the  medical  stu- 
dents and  the  engineer  students  should  be  reserved  for  the  work 
for  which  they  are  particularly  fitted;  that  the  engineer  students 
and  the  medical  students  should  be  required  to  go  on  and  complete 
their  preparation  as  engineers  and  physicians,  so  that  they  may 
become  engineers  and  doctors,  and  then  be  gathered  into  the  service 
of  the  Government  in  this  war,  to  help  the  Government  in  those 
places  in  which,  as  I  say,  they  are  indispensable.     (Applause.) 

Now,  there  has  been  a  difficulty  —  there  seems  to  have  been  a 
fear  that  temporary  exemptions  would  mean  favoritism,  and  Con- 
gress and  the  Administration  have  not  been  as  prudent  as  they 
should  have  been  with  reference  to  these  invaluable  agencies  which 
we  should  make  as  strong  and  as  full  as  possible.  Congress  is  now 
in  session,  and  therefore  Congress  ought  to  take  steps  to  give  power, 
if  power  is  lacking,  to  the  Secretary  of  War,  to  the  Secretary  of  the 
Navy,  the  Secretary  of  War  particularly,  to  deal  with  embryo  en- 
gineers and  embryo  medical  students,  so  that  we  may  have  as  many 
engineers  and  doctors  as  we  can  possibly  have,  because  we  shall 
need  them  all. 

Of  course,  other  professions  are  helping  too,  lawyers  and  minis- 
ters—  we  are  hkely  to  have  enough  of  them  (laughter)  —  and  I  do 
not  see  why  exemption  should  be  claimed  for  them,  and  being  a 
lawyer  I  can  say  so.  I  do  not  mean  to  say  that  lawyers  are  not 
patriotic,  that  lawyers  are  not  being  called  upon  now  for  gratuitous 
services  which  they  are  rendering  in  connection  with  this  draft,  but 
I  do  say  that  as  a  permanent  thing  their  services  are  not  hkely 
directly  to  promote  the  winning  of  a  battle  like  Cambrai,  whereas 
the  engineers  may  help;  and  it  thrills  one's  American  heart  to  know 
that  the  members  of  your  profession,  now,  tonight,  are  engaged  in 
exposing  themselves  and  fighting  for  the  great  cause  in  which  this 
Repubhc  -is  so  much  interested  and  to  which  the  greater  part  of  the 
world  is  so  devoted. 

MUST  TALK  ABOUT  THE   WAR 

I  was  not  quite  sure  what  I  ought  to  talk  about  when  I  came  here. 
What  I  have  said  up  to  this  point,  hke  the  President's  few  remarks, 
has  not  been  my  speech.  One  cannot  come  before  an  intelUgent 
audience  like  this  and  fail  to  talk  about  the  war.  I  have  talked 
about  the  war  a  good  deal  in  various  parts  of  the  country  and  I  have 
been  impressed  with  the  feeUng  that  the  war  could  be  talked  about 
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a  good  deal  more  about  the  country,  throughout  the  country,  to  the 
people  of  the  country,  with  very  great  advantage.  There  are  so 
many  who  are  doubtful  —  they  are  for  the  Government  and  they 
are  for  the  war,  but  they  are  walking  interrogation  marks  as  to 
whether  we  did  not  make  a  mistake  here,  or  did  not  make  a  mistake 
there,  or  whether  we  are  fully  and  rightfully  in  the  war,  that  I  think 
an  evangel  ought  to  be  preached  on  the  subject  to  demonstrate  that 
we  are  rightfully  in  the  war,  that  we  never  have  done  anything  that 
was  not  justified,  and  that  the  cause  now  presented  to  us  is  so  righteous 
that  if  we  are  the  people  we  claim  to  be  we  must  win  it  if  it  costs  the 
last  man  and  the  last  dollar  that  we  have.     (Prolonged  applause.) 

You  meet  men  who  are  now,  after  we  have  decided  to  go  into 
the  war  and  after  we  are  in  it,  who  are  now  "judicially-minded*'  — 
that  is  to  say,  they  do  not  say  they  are  neutral,  but  they  are  judi- 
cially-minded. While  I  am  in  favor  of  being  judicially-minded,  I 
am  not  in  favor  of  masquerading  under  a  judicial  mind  a  lack  of 
that  fine  edge  of  loyal  patriotism  that  we  need  to  carry  this  coimtry 
through  the  war.  (Applause.)  I  am  opposed  to  apathy;  I  am  in 
favor  of  team  work,  and  of  knowing  why  we  are  in,  and  what  we  are 
going  to  do,  and  in  favor  of  being  determined  to  do  it.     (Applause.) 

Germany's  breaches  op  international  law 

You  will  find  this  judicially-minded  person  suggest  that  we  were 
unneutral  during  the  three  years  that  we  were  not  in  the  war,  because 
we  furnished  ammunition  and  other  supplies  to  the  Allies.  Well, 
we  had  a  right  to  do  that  under  international  law.  Germany  her- 
self had  agreed  to  that  rule  of  international  law  with  respect  to  the 
power  and  duties  of  neutrals  —  not  that  neutral  governments  could 
furnish  such  supplies,  but  that  neutral  governments  could  permit 
their  citizens  to  do  so,  the  citizens  taking  the  risk  of  confiscation  of 
those  articles  as  contraband  if  foimd  upon  the  high  seas.  And  there 
were  those  who  sympathized  with  Germany  after  the  German  com- 
mercial marine  had  been  driven  from  the  seas,  and  they  said  it  was 
unneutral  for  us  to  furnish  one  side. 

The  fortune  of  war  was  not  our  fault.  The  President  was  right 
in  insisting  that  we  should  stand  by  the  rule  of  international  law  in 
that  regard,  because  if  by  our  acquiescence  the  rule  of  international 
law  were  to  be  changed,  requiring  every  neutral  government  to  sup- 
press its  citizens  from  carrying  on  such  a  trade,  it  would  only  make 
overwhelming  the  advantages  of  a  miUtary  nation  that  devoted 
itself,  as  Germany  did  for  fifty  years,  to  getting  ready  for  this  war,  a 
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nation  which  has  piled  up  the  ammunition  and  supplies  needed  to 
carry  her  through  years  of  war.  We,  if  subjected  toa  war  of  aggres- 
sion, would  never  be  ready.  We  would  always  be  unprepared,  and, 
as  a  consequence,  when  forced  into  war  we  would  have  to  look 
about  to  prepare  suddenly,  and  then  find  denied  to  us  the  right  to 
get  our  material  and  supplies  from  the  citizens  of  neutral  nations, 
imder  the  new  rule  suggested.  Therefore,  it  would  have  been  the 
wildest  lunacy  for  us  to  consent  to  a  change  of  international  law  in 
that  regard,  and  the  merits  were  wholly  with  the  President  in  taking 
that  position. 

But,  notwithstanding  the  fact  that  we  pursued  the  path  of 
neutrality  as  laid  down  by  the  law,  Grermany  sank  an  English  com- 
mercial liner  having  three  thousand  persons  on  board,  and  sent  to 
their  death  114  American  citizens  by  the  murderous  torpedo  which 
her  submarine  hurled  at  this  vessel.  Then  for  a  year  we  continued 
a  discussion,  arising  from  Germany's  unfounded  claim  that  the  vessel 
was  armed;  then  she  sank  another  vessel  under  similar  circum- 
stances; then  we  said  that  we  would  sever  our  relations  with  Ger- 
many; then  she  said  that  she  would  discontinue  that  method  of  war- 
fare until  further  notice;  then  on  the  31st  of  January  last  Germany 
notified  us,  as  she  notified  the  world,  that  she  intended  to  resume 
the  ruthless  submarine  warfare;  then  shortly  afterwards  we  severed 
our  diplomatic  relations  with  Germany;  then  she  sank  four  or  five 
American  vessels,  returning  to  this  country  in  ballast,  and  sent  to 
their  death  some  twenty-five  or  thirty  American  sailors;  and  then 
we  declared  that  a  state  of  war  existed. 

OUR  DUTY  AS  A  GOVERNMENT 

Now,  my  friends,  is  there  anything  else  that  we  could  do  but 
that?  That  is  where  your  judicially-minded  person  would  come  in. 
The  answer  to  my  question  depends,  first,  on  the  proposition  of 
what  were  our  rights,  and  what  were  the  rights  of  our  citizens?  and 
secondly,  what  was  our  duty  as  a  Government  with  respect  to  those 
rights?  International  law  is  indefinite  in  certain  respects,  but  it 
is  as  definite  as  the  law  of  promissory  notes  with  reference  to  the 
rule  of  the  capture  of  commercial  vessels  at  sea.  A  belligerent 
may  capture  the  commercial  vessel  of  its  enemy  and  sink  that  vessel. 
It  may  capture,  under  certain  circumstances,  a  neutral  vessel,  vio- 
lating a  blockade,  and  possibly  may  sink  it,  but  an  incontestible 
rule  for  a  hundred  years  has  been  that  that  right  of  capture  and 
right  of  destruction  are  subject  to  one  limitation,  namely,  that  the 
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ship's  company  of  the  captured  vessel  shall  always  be  put  in  a  place 
of  safety  before  the  vessel  is  sunk. 

Admiral  Semmes  in  the  Civil  War  sank  perhaps  four  hundred  or 
five  himdred  vessels  of  the  United  States  commercial  marine,  but  he 
prided  himself  that  in  all  that  destruction  not  one  single  himian  life 
was  lost.  He  was  an  international  lawyer  of  repute;  he  was  also  a 
naval  commander,  and  his  course  in  that  regard  is  the  strongest 
evidence  of  what  international  law  is  on  that  point.  Therefore, 
Germany  violated  the  rights  of  those  citizens  whom  she  exposed  to 
death  and  whom  she  sent  to  death.  When  a  man  kills  another 
deUberately,  without  right,  it  is  murder,  and  there  is  no  other  word 
nor  any  other  term  in  international  law  that  can  be  applied  to  a 
case  where  a  nation  kills  men  and  women  and  children  without 
right.     (Applause.) 

gerbiany's  warning  op  murder 

Ah!  but  it  is  said  these  people  had  notice.  That  distinguished 
and  eminent  Christian  statesman,  Count  von  Bemstorff,  had  whis- 
pered over  the  telephone  and  had  intimated  very  enigmatically  that 
any  one  who  went  aboard  the  LusUania  would  run  the  risk  of  being 
torpedoed,  and  it  is  stated  that  those  who  went  down  in  ships  sunk 
afterward  knew  that  Germany  was  on  the  sea  with  these  murderous 
instruments.  Well,  that  is  a  fine  plea.  Suppose  a  man  in  New 
York  should  warn  a  neighbor  that  he  could  not  go  down  into  the 
street  upon  which  his  house  abutted,  because  if  he  did  he  would 
kill  him;  and  suppose  this  man  who  was  warned  was  a  courageous 
American  citizen  who  knew  what  his  rights  were,  and  he  went  down 
into  the  street  and  the  threatener  did  kill  him.  Suppose  that  man 
was  indicted  and  haled  into  court  and  called  upon  to  plead,  and  he 
pleaded  not  guilty  on  the  groimd  that  he  had  notified  this  man 
that  if  he  would  come  down  into  the  street  he  would  kill  him,  and 
therefore  he  was  not  guilty  because  the  man  himself  was  guilty  of 
contributory  negligence  in  running  into  a  bullet  whose  presence  on 
the  street  he  ought  to  have  anticipated.     (Applause.) 

But  Senator  La  Follette  says  —  (Hisses  on  the  part  of  some 
persons  in  the  audience.),  oh,  don't  hiss,  it  never  helps  to  call  names, 
no  matter  how  poor  an  opinion  you  have  of  a  man,  it  does  not  help 
the  argument  —  but  Senator  La  Follette  says  it  is  true  they  had  the 
right  to  be  where  they  were,  but  those  were  technical  rights.  It  is 
too  bad  when  a  senator  in  Congress,  sworn  to  obey  the  Constitution, 
should  regard  the  right  of  those  poor  victims  on  board  the  LusUania 
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to  life  and  the  right  to  protection  against  the  invasion  of  a  murderous 
nation  as  a  technical  right. 

WHAT  WAS  OUR  DUTY? 

We  will  now  assume,  therefore,  that  this  was  murder  of  our 
citizens.  What  was  our  duty?  The  Constitution  as  interpreted  by 
the  Supreme  Court,  indeed,  our  general  knowledge  of  government, 
would  teach  us  that  while  we  owe  service,  military  and  civil,  to  the 
Government,  the  Government  owes  us  as  a  primary  consideration, 
protection.  Government  is  nothing  but  a  partnership  in  which  we 
are  all  members,  and  we  all  agree  to  contribute  to  the  objects  of  a 
partnership  by  service;  and  then  the  partnership  is  to  help  us  in 
enabling  us  to  enjoy  our  rights.  Therefore,  when  these  citizens 
were  actually  deprived  of  their  rights,  why,  it  is  very  plain  that  it 
was  the  business  of  the  Government  to  call  for  reparation  in  respect 
to  those  whose  rights  had  been  taken  away,  and  security  and  an 
announcement  of  the  policy  which  would  prevent  subsequent  inter- 
ference with  similar  rights  of  our  citizens.  Otherwise,  if  not,  then 
we  ought  to  go  out  of  the  government  business,,  because  that  is  the 
object  of  government. 

Now,  Germany  announced  that  she  not  only  justified  what  she 
had  done,  but  intended  to  continue  to  murder  our  citizens  on  the 
high  seas.  Our  citizens  are  entitled  to  the  protection  of  the  Govern- 
ment at  home  and  on  the  high  seas,  and  abroad.  Abroad  there  is 
some  qualification,  because  they  voluntarily  submit  to  another  juris- 
diction; but  on  the  high  seas,  on  an  American  vessel,  and  under  an 
American  flag,  on  that  great  road  of  the  nations,  they  are  just  as 
much  within  the  jurisdiction  and  within  the  protection  of  the  Gov- 
ernment at  home  as  if  they  stood  on  the  shores  of  New  York,  or 
Massachusetts,  or  New  Jersey,  and  an  invasion  of  their  rights  on  the 
high  seas  by  a  foreign  government  is  just  as  much  an  invasion  as  if 
Germany  had  landed  a  Uhlan  regiment  on  our  shores  and  shot  into 
the  homes  of  American  citizens  and  killed  them. 

Therefore,  if  we  were  to  continue  business  as  a  government, 
there  was  nothing  else  for  us  to  do  —  Germany  did  not  leave  it  open 
—  except  to  measiu'e  swords  with  her  in  protection  of  those  rights. 
If  this  act  had  been  conmiitted  by  Venezuela  or  Costa  Rica,  if  either 
of  those  countries  had  simk  an  American  ship  with  a  loss  of  one 
himdred  lives,  the  President  would  have  promptly  sent  a  message 
demanding  reparation  and  secxuity  against  fiu*ther  invasion,  and 
might  have  sent  a  warship  down  to  convey  the  message,  just  by  way 
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of  suggestion,  and  every  man,  woman  and  child.  Senator  La  FoUette, 
and  every  pacifist,  would  have  said,  "Well  done/'  Well,  now,  what 
is  the  difference  between  that  case  and  the  one  we  are  considering? 
There  is  not  any  principle,  but  there  is  this  real  diflference,  that 
Grermany  is  the  greatest  military  power  in  the  world  and  Venezuela 
is  not,  and  therefore  we  are  very  urgently  and  strongly  in  favor  of 
the  protection  of  the  rights  of  American  citizens  when  invaded  by  a 
foreign  country  provided  the  country  is  little  enough,  but  when  it 
is  a  great  power  —  the  greatest  military  power  —  then  the  rights  are 
"  technical."    (Applause.) 

Oh,  my  friends,  there  was  not  anything  for  us  to  do  except  to 
declare  war,  and  a  pacifist  or  any  one  else  who  says  otherwise  or 
intimates  otherwise  does  not  understand.  The  President  has  set  a 
precedent  by  caUing  them  stupid,  and,  after  such  an  authority,  I 
am  wiUing  to  say  I  agree. 

Now  that  brought  us  into  the  war,  but  when  we  got  into  the 
war  we  found  what  possibly  we  ought  to  have  known  before  — 
some  did  know  —  that  the  particular  cause  which  brought  us  in  was 
only  a  phase  of  the.  far  greater  cause  for  which  the  Allies  were  en- 
gaged in  fighting.  We  found  ourselves  in  the  beginning  ranged  with 
democracies  against  autocracies.  I  know  that  our  judicially-minded 
friend  will  suggest  that  England  is  a  monarchy  and  so  is  Italy. 
Yes,  that  is  true,  but  a  democracy  is  a  couptry  in  which  the  people 
rule,  in  which  the  poUcies  of  the  government  are  determined  by  the 
popular  will.  The  proof  of  the  pudding  is  in  the  eating  of  it.  Any 
one  who  knows  anything  about  England  and  Italy  cannot  say  other- 
wise than  that  the  people  rule  in  these  <joimtries,  and  where  that  is 
the  case  they  are  democracies.  Where  that  is  the  case,  the  question 
of  kings  is  only  a  question  of  taste.  As  a  matter  of  fact,  the  King 
of  Italy  and  the  King  of  Great  Britain  have  not  any  more  to  do  in 
determining  acute  questions  of  the  poUcies  of  their  respective  coun- 
tries than  an  ex-President  of  the  United  States  has!    (Applause.) 

the  meaning  of  democracy 

Now,  the  President  has  said  that  we  are  fighting  this  war  to 
make  the  world  safe  for  democracy.  That  is  a  truly  exact  state- 
ment. But  it  has  been  misconstrued.  It  does  not  mean  that  we 
are  to  force  democracy  on  other  countries,  that  we  claim  to  have  a 
patent  for  our  form  of  government  that  we  are  going  to  drive  down 
the  throats  of  other  people.  That  is  not  what  it  means.  It  only 
means  that  the  power  of  a  people  with  a  military  and  foreign  poUcy 
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such  as  that  of  the  Imperial  German  Empire,  is  dangerous  to  the 
continued  and  safe  existence  of  smaller  and  less  powerful  countries 
that  desire  to  have  democracies  and  to  work  out  the  happiness  of 
their  people  through  that  kind  of  government.  That  is  what  it 
means. 

WE  MUST  UNDERSTAND  GERMAN  CHARACTER 

We  cannot  understand  the  issues  at  stake  without  imderstand- 
ing  the  character  of  the  German  people.  We  cannot  understand 
their  character  without  following  their  training  in  the  last  fifty  or 
sixty  years.  We  all  have  known  Grermans.  We  have  Uked  them. 
When  in  Germany  we  have  enjoyed  seeing  them.  They  are  a  kindly 
people;  at  least  they  were  some  years  ago  when  I  visited  Germany. 
They  are  a  kindly  people  who  love  their  homes;  they  love  their 
famiUes,  they  love  music  and  they  love  poetry,  of  which  they  have 
some  of  the  greatest  exponents  in  the  world.  They  conform  to  au- 
thority with  a  kind  of  pleasure.  They  are  an  intellectual  people, 
they  are  an  earnest  people,  a  Uttle  lacking  in  a  sense  of  humor,  but 
a  great  people,  people  capable  of  great  effort. 

The  truth  is,  while  I  have  a  profound  admiration  for  the  English 
people  and  the  history  of  England,  because  having  been  educated 
as  a  lawyer  I  beUeve  she  laid  the  foundations  of  true  constitutional 
Uberty,  nevertheless,  I  am  bound  to  say  that  when  I  went  to  Europe 
and  traveled  in  Europe,  I  would  a  great  deal  rather  be  closed  up  in 
a  railway  carriage  with  a  German  than  with  an  EngUshman;  because 
the  Englishman  —  I  mean  the  regular  Englishman  —  was  constantly 
engaged  in  an  affirmative  effort  to  convince  me  that  he  did  not  know 
I  was  in  the  carriage,  whereas  the  German  was  always  courteous 
and  friendly  and  anxious  to  engage  in  conversation. 

SOME   GLANCES  AT  GERMAN   HISTORY 

The  Grermans  for  a  long  time  were  divided  into  twenty-eight 
different  States,  Austria  the  greatest  of  them,  Prussia  the  next, 
and  twenty-six  others,  and  every  one  who  longed  for  an  improve- 
ment in  the  world,  and  an  improvement  among  the  Germans,  wished 
for  unity  among  them.  There  were  hberty-loving  Germans,  and  in 
'48  they  rebelled  against  the  divine  right  of  kings,  and  they  had 
revolutions.  They  were  not  successful.  They  did  get  a  constitu- 
tional monarchy  for  a  Uttle  while  in  Prussia,  and  offered  the  crown 
to  Frederick  WilUam,  the  great-ujicle  of  the  present  Emperor,  and 
he  said  he  would  not  take  it,  because  he  got  it  from  God,  and  did 
not  propose  to  take  it  back  again  out  of  the  mud,  showing  that  the 
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divine  right  of  kings  came  honestly  down  that  line  to  its  present 
exponent. 

A  large  number  of  these  liberty-loving  Grermans  were  driven 
out  of  Germany  and  came  to  this  country,  and  made  one  of  the 
most  valuable  elements  of  our  citizenship  here  (applause) ,  and 
when  the  Civil  War  came  on,  loving  liberty  as  they  did  and  hating 
slavery,  they  went  into  the  war,  enlisted  in  great  numbers,  and  on 
every  battlefield  in  that  war  the  blood  of  our  Grerman  citizens  was 
shed. 

Their  descendants  and  others  who  have  come  here  since  have 
continued  to  make  a  valuable  part  of  our  citizenship,  and  during 
these  three  years  when  we  were  neutral  they  have  naturally,  because 
of  their  pride  in  the  success  and  prosperity  of  their  brethren  at 
home,  had  a  sympathy  with  Germany  and  listened  to  the  argu- 
ments in  her  behalf  which  have  been  put  forth  in  this  war.  And 
now  the  war  between  America  and  Germany  has  come  on,  and 
theur  allegiance  requires  them  to  be  loyal,  and  they  are  put  in  a  sad 
position,  and  one  in  respect  to  which  we  should  be  considerate  of 
them.  But  they  are  loyal,  they  have  enlisted,  they  have  gone  into 
the  draft,  and  contributed  to  the  great  patriotic  funds;  and  while 
they  are  not  vociferous  —  we  could  hardly  expect  them  to  be  so 
—  that  they  are  going  to  be  loyal  I  have  not  the  sUghest  doubt 
(applause),  and  one  of  the  things  we  ought  to  be  most  thankful  for 
is  that  very  thing.  The  reason  why  Germany  treated  us  as  she  did 
was  because  she  coimted  on  dissension  among  our  people,  growing 
out  of  the  disloyalty  of  that  very  element,  and  she  has  been  dis- 
appointed in  that  regard  as  she  has  been  disappointed  in  so  many  of 
those  instances  where  she  has  attempted  to  read  the  motives  of 
other  people. 

Instead  of  founding  a  constitutional  monarchy,  with  representa- 
tive institutions,  and  bringing  about  unity,  as  those  leaders  of 
German  thought,  Carl  Schurz  and  others,  hoped  for,  there  came  into 
the  history  of  Germany  a  very  diflferent  individual.  Prince  von 
Bismarck,  who  was  the  premier  of  Prussia  in  1862.  His  theory  was 
that  he  would  conquer  and  unite  the  Grerman  nation  by  blood  and 
iron,  and  he  developed  the  army,  always  a  well-controlled  body  in 
Prussia,  and  he  made  the  nation  into  an  army,  and  an  army  into  the 
nation,  and  then  he  planned  the  wars  upon  which  he  founded  the- 
unity  of  Germany.  He  became  involved  in  a  quarrel  with  Den- 
mark, and  induced  Austria  to  go  in  with  him,  and  took  away  Schles- 
wig-Holstein  from  Denmark;  and  then  when  he  got  it,  he  found  it 
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was  SO  easy  that  he  annexed  it  forcibly  to  Prussia;  and  when  Austria 
asked,  in  a  diplomatic  way,  just  what  there  had  been  in  that  war 
for  her,  he  said  there  was  not  anything.  And  then  he  got  into  war 
with  Austria,  as  he  had  intended,  and  in  six  weeks  he  wiped  her  off 
the  map  of  Germany.  Then  in  that  war  he  annexed  forcibly  Hanover 
and  Fnmkfort,  and  made  an  offensive  and  defensive  aUiance  with 
Wtlrttemberg,  and  Baden,  and  several  other  German  countries; 
and  then  he  sat  down  to  wait  until  that  fakir.  Napoleon  III,  in  his 
pirouetting,  would  bring  about  an  appearance  of  a  war  of  aggression 
against  Germany,  which  was  exactly  what  Bismarck  was  waiting 
for,  and  he  only  had  to  wait  four  years  for  that;  and  if  you  will  read 
his  memoirs  you  will  see  how  he  brought  that  about.  You  will  be 
interested  in  reading,  I  am  sure,  that  interview  between  himself  and 
von  Roon  and  von  Moltke.  They  received  a  telegram  from  the 
Emperor  outlining  an  interview  between  him  and  Beneditti,  Napo- 
leon's ambassador,  and  they  were  thrown  into  gloom,  because  the 
interview  was  one  which  seemed  so  pacific  to  them  that  they  thought 
its  pubUcation  would  prevent  war;  and  Bismarck  sat  down  and, 
without  changing  the  body  of  the  message,  changed  a  few  words  in 
it  and  published  it;  and  then  von  Moltke  said,  "Now  we  will 
have  war."  He  said,  "  That  telegram,  when  it  came,  soimded 
like  a  parley.  As  you  have  changed  it,  it  sounds  like  the  rattle 
of  a  drum."  This  was  stated  by  Bismarck  himself.  So,  true  to 
his  plan.  Napoleon  declared  war,  and  then,  in  a  short  time,  Bis- 
marck defeated  France  and  took  Alsace-Lorraine  and  an  indemnity 
of  a  billion  dollars,  which  the  Germans  put  into  the  army,  and 
Bismarck  crowned  a  Prussian  king  Emperor  of  Germany  at  Ver- 
sailles, and  he  went  back  to  Berlin  and  sat  down  as  the  hea4  of  the 
Empire  to  digest  the  pieces  of  territory  he  had  bitten  off  in  the  last 
three  wars. 

BISBfABCK's  SEEDS  OF  KULTUB 

He  was  not  in  favor  of  world  dominion.  He  wanted  to  raise 
Germany  to  a  great  power  in  Europe,  and  he  succeeded.  He  made 
fun  of  the  ideal  of  world  dominion,  but  there  was  held  out  to  the 
German  people  the  idea  that  all  the  rest  of  the  world  would  try  to 
get  back  from  them  this  territory  which  had  been  taken,  and  there- 
fore they  must  defend  themselves,  and  so  they  went  on  and  provided 
greater  and  greater  armies. 

They  also  adopted  in  their  wonderful  way,  as  you  gentlemen  of 
science  know,  the  principles  of  science  to  the  manufacture  of  every- 
thing, and  to  every  field  of  industry  and  business.    They  introduced 
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a  system  which  they  called  KvUur,  and  which  brought  about  a  pros- 
perity in  competition  with  the  world  that  attracted  the  admiration 
of  the  world.  Their  population  increased  and  pressed  upon  their 
borders,  and  with  their  marvelous  successes  in  the  three  wars,  with 
their  wonderful  administration  and  the  demonstration  of  their  effi- 
ciency in  their  prosperity,  and  with  their  increase  of  population, 
they  acquired  megalomania,  and  they  learned  to  think  that  they 
were  supermen.  They  believed  they  had  invented  Ktdtur,  and  it 
was  their  duty  to  spread  it  over  the  world  and  enlarge  their  borders 
and  conquer  the  world  for  the  purpose  of  spreading  that  Kvltvr. 

And  they  soon,  by  reason  of  their  elevation  as  a  people,  associ- 
ated themselves  with  God.  They  regarded  themselves  as  the  agents 
of  God.  They  are  a  people  of  an  inexorable  logic.  If  they  begin 
with  a  false  premise,  as  they  often  do,  their  confidence  in  logic  is 
such  that  they  wipe  out  any  fact  that  is  inconsistent  with  the  conclu- 
sion reached  by  that  logic.  You  remember  the  story  of  the  old 
German  who  was  in  the  California  gold  diggings  and  met  a  man 
out  there  whom  he  had  seen  only  recently  in  New  York;  and  anxious 
to  find  out  how  he  had  gotten  there,  he  asked:  "You  came  the 
plains  across?"  The  man  repUed,  "No."  "Then  you  have  come 
the  Isthmus  over?"  "No."  "Oh,  then  you  come  the  Straits  of 
Magellan  through?"  "No."  "Oh,  I  see,  you  were  seasick  coming 
the  Horn  around?"  The  man  replied,  "No,"  and  then  the  Ger- 
man's eyes  opened  and  he  looked  at  the  man  for  a  minute  and  he 
said :  "  Well,  then,  you  have  not  arrived ! "     (Laughter  and  applause.) 

Having  established  that  KuUur  was  necessary  for  the  world, 
and  that  they  had  invented  it,  they  beUeved  that  they  were  the 
people  to  spread  it;  and  then,  with  that  inexorable  logic,  all  of  these 
other  conclusions  followed.  The  State,  the  German  State,  was  to 
spread  Ktdtur.  It  was  to  do  God's  work.  Therefore,  every  con- 
sideration must  3deld  to  the  doing  of  that  work.  The  State  was 
above  ever3rthing.  The  State,  engaged  in  this  work,  could  do  no 
wrong.  Therefore,  these  considerations  of  honor  and  decency,  and 
the  performance  of  obhgation,  could  play  no  part.  International 
moraUty  was  eliminated.  The  only  sin  of  a  State  was  weakness; 
its  virtue  was  power.  And  that  doctrine,  or  its  elements,  the  idea 
that  'Germany  was  over  all,  was  preached  in  the  schools,  in  the 
academies,  in  the  universities,  by  the  great  lecturers,  by  the  military 
writers;  and  the  conviction  grew  with  the  people,  first,  that  they 
must  protect  and  defend  themselves  and  give  ever3rthing  to  the 
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Army  necessary  to  accomplish  that,  and,  secondly,  that  they  must 
base  their  State  on  force  and  maintain  that  force  in  order  that  they 
should  spread  KvUur  to  the  world  by  domination  and  conquest. 
They  eliminated,  as  I  say,  international  moraUty. 

Now,  that  is  the  nation  and  that  is  the  people  that  we  are  en- 
gaged in  fighting.  They  are  obsessed  as  with  insanity,  otherwise 
you  cannot  explain  what  you  see  and  read  and  know.  "Why  is  it," 
you  ask,  "we  did  not  know  this  before  we  got  into  the  war? "  Well, 
we  read  excerpts  from  the  lectures  and  miUtary  writings,  but  we 
have  cranks  of  our  own  —  I  need  not  mention  them  —  but  certainly 
we  do  not  want  to  be  held  responsible  for  their  writings  and  their 
statements  and  their  actions,  and  we  assumed  that  these  people, 
thus  speaking  among  the  Germans,  belonged  to  that  necessary  and 
conspicuous,  but  we  hope  with  us  unimportant,  element.  But  it 
was  not  so  in  the  case  of  Germany,  and  you  can  read  now  the  books 
that  have  been  prepared  impartially  showing  these  sermons  and 
lectures,  and  showing  that  these  lectures  spoke  for  all  the  people. 
Consider,  for  a  moment,  that  there  was  a  writer  who  in  one  of  his 
writings  incorporated  a  prayer  like  this: 

"  O  Thou  who  presidest  over  all,  up  above,  high  in  the  skies,  up 
above  the  Cherubim  and  Seraphim  —  and  the  25eppelins  —  " 

Now,  that  association,  if  it  did  not  shock  your  feelings  as  irrev- 
erent, would  suggest  a  humorous  view;  but  to  the  German  mind, 
with  the  idea  of  what  the  zeppelin  was  to  do  in  spreading  KnUur, 
it  was  the  agency  of  God;  the  association  between  the  cherubim 
and  seraphim,  which  are  supposed  to  be  God's  agents,  with  the 
Zeppelins,  was  entirely  proper.  They  preached  sermons  on  the 
German  God. 

WE  ARE  FIQHTINQ  THE  GERBiAN  PEOPLE 

It  is  the  people  of  Germany  we  are  fighting,  with  the  character- 
istic they  have  of  subordination  to  the  authority  of  the  Prussian 
miUtary  regime  and  the  Kaiser,  and  we  must  not  assume  they  are 
compelled  against  their  will  to  do  this  fighting.  They  have  made 
too  many  heroic  sacrifices  in  loyalty  to  this  false  idea,  and  in  loyalty 
to  the  leadership  of  the  Kaiser,  and  therefore  what  the  President 
says  must  not  be  misconstrued.  What  we  are  trying  to  do  is  to 
separate  the  people  of  Germany  from  the  rulers  of  Germany,  but  the 
only  way  we  can  separate  them  from  their  rulers  is  by  hitting  them 
on  the  head  with  a  club  so  that  the  psychology  of  the  situation  will 
be  brought  home  to  them.     (Great  and  prolonged  applause.) 
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If  you  look  for  proof  of  this  position  of  Germany  with  reference 
to  the  abolition  of  international  morality  you  can  find  it  in  their 
method  of  warfare.  I  do  not  think  it  necessary  to  go  into  a  detailed 
recital  of  the'  awful  atrocities  that  have  been  proven  before  you  can 
arrive  at  a  general  conclusion  as  to  their  violation  of  every  rule  of 
warfare.  They  bombarded  imfortified  towns,  an  act  which  is  for- 
bidden by  international  law,  and  the  men  who  bombarded  these 
imfortified  towns  on  the  east  coast  of  England  were  rewarded  by 
being  decorated  with  the  Iron  Cross. 

The  Hague  Conference  provided  certain  rules  with  respect  to 
the  canying  on  of  war  by  means  of  aircraft,  one  of  which  was 
that  beUigerents  were  not  to  drop  explosives  from  aircraft  on  unde- 
fended towns;  and  the  Germans  promptly  sent  their  zeppelins,  that 
were  assembled  for  the  purpose  of  carrying  on  war,  and  to  which 
they  turned  for  the  purpose  of  carrying  on  the  war,  and  they  sent 
these  zeppelins  to  England  and  slaughtered  innocent  non-combat- 
ants. Of  the  thousands  of  victims  of  the  zeppeUn  raids,  possibly  not 
more  than  fifty  soldiers  and  sailors  were  hit,  and  only  one  or  two 
arsenals,  but  the  great  body  of  the  victims  is  composed  of  women 
and  children,  and  old  men.  The  men  who  navigated  the  zeppelins 
in  these  air  raids  were  also  rewarded  with  Iron  Crosses. 

THE  PATH   OF  KULTUR 

When  the  Germans  entered  Belgium  they  violated  their  treaties 
through  which  they  had  given  their  plighted  faith  for  sixty  years 
with  the  other  nations.  You  would  think,  when  they  went  into 
Belgium,  under  those  circumstances,  they  would  treat  the  people 
with  some  consideration,  even  in  spite  of  their  obsession.  Did  they? 
No  I  What  they  did  was  to  take  a  district  in  Belgium  and  direct 
their  soldiers  to  pursue  the  policy  of  Schrecklichkeit,  that  is,  to  stand 
up  against  a  waU  the  leading  citizens  and  shoot  them,  as  well  as  the 
women  and  children.  You  ask  for  proof?  Well,  read  the  report 
of  Lord  Bryce.  He  is  a  lawyer,  an  able  lawyer,  and  an  historian, 
and  he  was  on  the  committee  with  other  lawyers  and  judges,  and 
they  took  the  evidence  and  dissected  it  and  analyzed  it.  They  re- 
jected all  the  evidence  as  to  the  sporadic  brutalities  by  soldiery  which 
you  encounter  in  every  war,  and  took  only  the  evidence  of  cases  that 
could  not  have  been  committed  except  by  the  order  of  oflScers,  and 
they  showed  that  this  was  part  of  the  military  poUcy  of  Germany  in 
terrorizing  the  rest  of  the  innocent  Bel^ans  by  such  cruel  atrocities 
in  respect  to  the  families  of  this  particular  district. 
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But  the  worst  thing  they  have  done  has  been  with  respect  to 
Armenia.  When  England  brought  over  the  Indian  troops  to  help 
that  small  regular  army  of  hers,  and  they  came  and  made  good 
soldiers,  showing  they  had  been  well  treated,  the  Germans  held  up 
their  hands  in  holy  horror  and  said,  "They  are  sending  Mohamme- 
dans to  fight  Christians,"  all  the  time  having  that  eminently  Chris- 
tian monarch,  the  Sultan  of  Turkey,  in  alliance  with  them.  And 
after  the  alliance  was  secure,  then  Turkey  proceeded  to  carry  out  a 
purpose  that  she  had  partially  attempted  to  carry  out  years  before 
in  ridding  herself  of  Armenian  Christians  in  her  empire.  She  pro- 
ceeded, with  Germany  looking  on,  and  with  oflScers  of  the  German 
Army  at  hand,  through  her  regular  soldiery  and  her  irregular  sol- 
diery, to  murder  eight  himdred  thousand  Armenians  because  they 
were  Christjians.  Now,  that  is  an  evidence  of  the  false  philosophy, 
the  horrid  philosophy,  that  there  is  no  international  morality,  and 
that  nothing  should  stand  in  the  way  of  military  success  and  the 
advance  of  the  State  in  the  spread  of  KuUur. 

That  is  the  kind  of  enemy  we  have  to  fight.  That  is  the  psy- 
chological state  of  the  German  people,  and  the  only  way  in  which 
we  can  change  it,  as  I  say,  is  by  defeating  them.  If  we  defeat  them, 
then  they  will  appreciate  the  falseness  of  a  philosophy  which  can 
only  be  justified  by  victory,  and  then  when  they  are  defeated,  as  we 
must  defeat  them,  then  they  will  relegate  the  Kaiser  —  it  will  not 
need  any  action  on  our  part  —  they  will  relegate  the  Kaiser  and  the 
Prussian  military  regime  to  the  place  where  they  ought  to  go. 
(Applause.) 

It  is  a  very  satisfactory  thing  to  see  that  the  sin  of  the  Germans 
in  this  regard  has  found  them  out.  When  the  war  began,  good 
Christians  hesitated  about  believing  in  a  good  God  when  they  saw 
that  so  many  innocent  men  could  be  hurled  into  a  vortex  of  de- 
struction, agony,  suffering  and  death  like  this.  Now  the  thing  is 
cleared  away,  and  what  we  see  is  that  the  world  has  been  suffering 
from  a  cancer  of  miUtarism,  and  Germany  has  been  responsible  for 
it,  and  she  has  led  the  world  on  to  these  great  armies,  and  on  her  hands 
is  th^  blood  of  this  awful  war  —  this  war  with  fifteen  or  twenty  times 
the  number  of  men  engaged  in  it,  and  with  an  equally  increased 
amount  of  suffering  and  agony,  compared  with  any  other  war  — 
with  40,000,000  men  engaged,  7,000,000  men  dead,  6,000,000  men 
in  the  hospitals,  and  6,000,000  men  in  prison  camps.  That  is  due 
to  Germany.  The  causes  cannot  be  cut  out  but  by  suffering.  God 
works  by  inexorable  laws,  and  the  penalty  of  sin  must  be  paid. 
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This  is  a  German  war  of  aggression  as  any  schoolboy  can  now 
see.  The  White  Paper  did  not  show  any  communications  between 
Grermany  and  Austria  during  that  anxious  time,  and  they  have  never 
been  disclosed,  but  we  know  now  that  Russia  was  not  prepared,  and 
England  not  any  more  prepared  than  we  are  today,  and  France  was 
very  lacking  in  her  preparation,  and  yet  we  are  to  beUeve  that  these 
three  coimtries  conspired  to  attack  Germany  who  was  ready  to  the 
last  cannon  and  the  last  reservist!  Why,  that  is  enough  to  make  a 
horse  laugh.  It  is  true  that  Germany  did  not  advise  the  killing  of 
the  Crown  Prince  and  his  Consort.  That  is  not  the  way  Germany 
has  begun  her  wars.  She  gets  ready.  She  plans  a  war.  She  gets 
ready,  and  then  she  waits  for  the  opportunity  so  that  it  shall  seem 
to  be. a  war  of  aggression  by  other  powers.  That  is  true  in  every 
war  she  has  waged  since  Prussia  has  been  in  power. 

Germany's  woeful  blunders 

So  to  go  back  to  this  sin  of  Germany's  finding  her  out.  She  has 
been  perfect  in  miUtary  preparation,  she  has  been  perfect  in  mili- 
tary strategy,  but  where  has  she  made  her  blunders?  She  has  made 
her  blunders,  and  her  great  blunders,  in  misreading  other  peoples, 
in  her  diplomacy,  and  she  has  made  these  blimders  because  she  has 
eliminated  from  her  own  soul  considerations  of  morality  and  motives 
of  good,  motives  of  service  and  allegiance  and  unselfishness,  and 
therefore  she  has  eliminated  those  from  her  consideration  when  she 
goes  to  judge  of  what  other  people  will  do.  And  so  she  made  a  mis- 
take about  Great  Britain  and  her  conscience  in  respect  to  Belgium. 
She  made  a  mistake  as  to  the  British  possessions  —  I  mean  those 
independent  dominions.  She  said,  "The  tie  which  binds  the  do- 
minions to  the  mother  coimtry  is  very  Ught.  There  is  no  reason 
why  they  should  go  in,  there  is  nothing  in  it  for  them,"  and  she 
was  indignant  and  exasperated  when  she  found  that  her  judgment 
in  that  regard  was  wrong.  That  is  because  she  could  not  appre- 
ciate the  fiUal  relation  between  those  countries  and  Great  Britain. 
She  could  not  appreciate  the  daughter's  loyalty  to  her  mother  that 
had  protected  her.  Is  there  anything  more  noble  in  this  world  war 
than  the  way  in  which  Canada  and  Australia  have  responded  to  the 
call  of  the  mother  country?  Canada  has  sent  420,000  men,  and 
Australia  400,000  men,  AustraUa  having  a  population  of  five  millions 
and  Canada  six  or  seven  millions.  In  proportion,  we  would  have 
to  send  an  army  of  seven  millions.  And  then  France!  Germany 
said  France  was  decadent,  permeated  with  socialism,  no  patriotism, 
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and  deeply  ^ected  with  frivolity.  ^  France  was  not  prepared,  but 
she  rallied  her  lemons,  and  is  it  not  inspiring  to  think  of  the  fight 
that  she  made,  knowing  that  the  German  military  stafiF  was  attempt- 
ing to  crush  France  first!  And  she  stood  up,  and  with  that  thin  line 
of  the  British  regular  army,  she  hurled  back  the  German  hordes  at 
the  Mame  and  saved  the  world.     (Great  applaxise.) 

The  biggest  mistake  she  has  made  has  been  with  respect  to  this 
coimtry.  I  remember  some  of  the  things  the  papers  said  —  they 
said  we  were  a  tangoing  nation.  They  said  we  were  too  fat  to  go 
into  the  trenches.  They  had  a  contempt  for  us  because  we  had  not 
prepared  for  war.  They  assumed  our  citizenship  of  German  origin 
would  prevent  the  war,  and  poUtical  considerations  would  divide 
the  people  in  that  regard.  They  were,  also  obsessed  with  the  idea 
that  they  could  end  the  war  with  this  murderous  weapon,  this 
weapon  they  could  not  use  except  by  accompan3dng  its  use  with 
the  murder  of  neutral  people.    So  they  went  in. 

WHAT  WE  ARE  FIQHTINQ  FOR 

Now,  ten,  fifteen  or  twenty  years  hence,  when  our  grandchildren 
go  to  their  fathers,  after  having  read  a  history  of  this  war,  they 
will  say,  "Papa,  why  in  the  name  of  common  sense  did  Germany 
force  the  United  States  into  this  war?"  And  papa  will  have  a  hard 
time  to  tell,  unless  he  goes  into  all  of  the  circumstances  and  treats 
the  subject  from  a  psychological  standpoint,  because  the  boy  will 
say  —  any  child  would  say  —  "Why,  they  had  been  fighting  this  war 
for  three  years,  exhausting  as  no  other  war  had  been  before,  so  that 
they  were  all  not  exhausted,  but  nearly  so,  and  at  that  time  they 
deUberately  forced  into  the  war  against  them  that  gigantic  young 
nation  that  could  furnish  what  is  absolutely  necessary,  and  what 
must  determine  victory  in  the  war:  more  food,  more  money,  more 
fighting  men  than  any  nation  in  the  world.'' 

Now,  that  is  what  they  have  done,  and  nothing  can  explain  it 
except  the  obsession  that  I  have*  referred  to  —  theijr  failure  to  see 
things  in  other  people,  because  they  have  eliminated  from  their  own 
consideration  those  moral  motives.  Now,  what  are  we  going  to  do 
about  it?  I  have  said,  potentially  we  are  the  greatest  power  in  the 
world.  We  are  a  potential-miUtary  power,  and  we  have  got  to  make 
that  thing  which  is  potential  actual,  and  that  is  no  n^ean  job.  We 
have  before  us  a  war  of  two,  three  or  four  years.  We  have  got  to 
raise  an  army  of  five  miUion  or  seven  million,  or  possibly  more.  It 
is  man  power  that  is  going  to  win  this  war.    Russia  has  become  a 
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pulpy  mass,  and  it  has  got  to  work  out  its  own  salvation.  There 
is  one  feature  about  that  situation,  and  that  is  that  the  Germans 
will  not  know  any  more  about  what  is  going  to  happen  in  Russia 
than  we  do,  but  it  is  going  to  enable  the  Germans  to  bring  back, 
doubtless,  many  of  her  divisions  to  the  western  front;  and  we  must 
fight  the  war  out  on  the  western  front,  and  it  may  be  that  the 
western  front  will  reach  from  the  North  Sea  to  the  Adriatic.  We 
have  got  to  furnish  to  our  AUies  not  only  food,  not' only  money,  but 
we  have  got  to  furnish  them  the  man  power  that  will  give  a  pre- 
dominance that  will  win  this  war.  We  have  got  to  wear  them  out, 
it  may  be  by  attrition,  as  Grant  wore  Lee  out,  but  we  have  got  to 
do  it,  because  civilization  depends  upon  it,  because  our  own  inde- 
pendence depends  upon  it.  The  war  is  not  in  our  souls  yet,  not  as 
it  will  be  when  our  bo3rs  are  shot  down,  and  when  we  consult  the 
casualty  lists  to  see  whether  those  dear  to  us  have  suffered.  One 
of  the  great  satisfactions  is  that  when  we  are  in  it,  when  we  meet 
disaster,  as  we  are  going  to  meet  disaster,  and  we  find  there  have 
been  blimders,  as  there  will  be  blunders,  the  American  people  are 
so  constituted,  with  their  inherited  traits,  that  those  disasters  and 
blimders  and  defeats  and  humiliations  will  only  make  us  stronger 
to  carry  out  the  struggle  that  is  essential  to  Uberty  and  Christian 
civilization.    (Loud  applause.) 
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ACTIVITIES   OF   THE   SOCIETY   FOR   1917' 

Bt  Ira  N.  Hollis,  Wobobstbr,  Mass. 
President  of  the  Society 

'T^HE  past  year  has  been  of  such  vital  influence  on  the  future  of 
our  profession,  as  well  as  of  our  country,  that  I  desire  to  lay 
before  the  members  a  brief  report  of  our  activities  and  our  possi- 
bilities for  the  future.  This  is  not  intended  to  replace  the  detailed 
statement  of  business  transacted  during  the  year  and  of  the  varied 
committee  activities  usually  contained  in  the  annual  report  of  the 
Council,  but  it  seems  wise,  on  the  whole,  to  bring  the  Society  up  to 
date  in  a  general  way.  The  reports  of  Committees,  of  course,  are  in 
print  for  this  session. 

The  American  Society  of  Mechanical  Engineers  was  organized 
in  1880  for  the  purpose  of  promoting  engineering  science  in  every 
way.  At  that  time  mechanical  engineering  was  hardly  recognised 
as  a  profession.  It  was  never  distinctly  a  part  of  civil  engineering, 
but  grew  out  of  the  modem  demand  for  men  to  take  their  places  in 
industries  and  manufacturing.  The  few  who  practised  mechanical 
engineering  in  the  early  days  were  essentially  designers  of  machinery 
or  investigators,  like  Leavitt  and  Thurston.  Consequently,  for  many 
years  the  papers  of  the  Society  were  confined  to  technical  and  educa- 
tional subjects  for  the  benefit  of  its  members,  and  through  them  for 
the  benefit  of  the  public.  Our  Society  is  fimdamentally  educational, 
and  that  must  always  be  its  chief  fimction  if  it  is  to  continue  as  a 
society  for  the  adyancement  of  applied  science.  Through  the  in- 
fluence of  the  engineering  colleges  and  the  rapid  advance  in  manu- 
facturing,  the  profession  has  changed,  and  the  mechanical  engineer 
is  no  longer  tied  exclusively  to  technical  questions.  The  old  guard 
has  given  place  to  consulting  engineers  who  deal  with  industrial  and 
power  questions  on  a  large  scale,  and  with  the  management  of  great 

>  Conftituting  the  Report  of  the  Council  for  1917. 


Presented  at  the  Business  Meeting  of  the  Annual  Meeting,  December  1917, 
of  Thb  Ambrioan  Socibtt  op  Mechanical  Enoinebbs. 
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industries,  leaving  the  details  of  design  and  construction  to  thou- 
sands of  young  engineers  who  have  been  absorbed  by  manufacturing 
and  operating  companies.  We  must  recognize  also  that  mechanical 
engineers  have  by  training  and  experience  become  leaders  in  business, 
especially  in  business  connected  with  manufacturing. 

SOCIETY  HAS  RESPONDED  TO   CHANGES  IN  CONDITIONS 

To  this  rapid  change  during  the  past  generation,  the  Society, 
while  holding  to  its  original  purpose  of  advancing  engineering  through 
the  discussion  of  scientific  papers,  has  responded  in  proportion  to 
the  demands  of  the  members,  to  the  vision  of  its  officers,  and  to  the 
needs  of  the  coimtry,  exactly  as  the  constitution  of  the  United  States 
and  the  governments  of  our  commonwealths  have  been  made  to  fit  a 
growing  population  and  a  larger  understanding  of  cooperation. 
While  there  have  been  differences  of  opinion  on  all  kinds  of  subjects 
(and  no  society  is  in  a  healthy  state  unless  there  are  differences  of 
opinion),  and  while  we  may  have  missed  some  opportunities  for 
usefulness,  on  the  whole  our  Society  has  not  failed  of  its  duty  to 
the  country.  We  have  never  been  leaders  of  propaganda  on  political 
and  social  reforms,  and  we  cannot  be  without  running  the  risk  of 
losing  our  character  as  a  scientific  organization  or  splitting  up  into 
cliques  that  would  destroy  one  another.  On  the  other  hand,  our 
annual  meetings  have  provided  a  forum  for  discussing  and  assisting 
great  advances  in  industrial  organization  and  in  the  art  of  manu- 
facturing. It  is  here,  for  instance,  that  papers  have  been  presented 
on  a  wide  range  of  subjects,  extending  from  test  codes  for  power 
and  the  Boiler  Code  for  the  construction  of  safe  boilers,  to  standard- 
ization, testing  of  materials  and  scientific  management. 

The  attitude  of  the  Society,  as  a  whole,  is  well  indicated  by  the 
character  of  the  men  who  have  been  elected  to  the  governing  boards. 
They  have  invariably  been  friendly  to  the  codperation  of  the  engi- 
neers with  the  public  in  the  proper  development  of  our  material 
resources,  and  have  been  both  sympathetic  and  responsive  to  the 
desires  of  the  members.  In  going  about  the  coimtry  during  the  past 
year,  which  I  have  done  systematically  as  part  of  my  duty  while 
president  of  this  Society,  I  have  never  heard  a  word  of  complaint 
against  the  Council  or.  their  methods,  excepting  in  a  very  few  cases, 
imhappily,  open  to  suspicion  of  an  unbalanced  judgment.  Our 
Society  does  not  stand  for  that. 

We  must  remember  that  in  a  national  society  covering  the  vast 
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range  of  territory  we  have  in  America,  there  are  many  scattered 
groups  that  seldom  come  in  touch  with  one  another.  The  general 
headquarters  must  necessarily  be  in  some  one  locality,  and  New 
York  was  long  ago  chosen  as  perhaps  nearer  the  center  of  the  enter- 
prise of  the  world  than  any  other  city.  The  Atlantic  Ocean  is  noth- 
ing now,  and  New  York  places  us  in  almost  the  center  of  gravity  of 
manufacture.  Nevertheless,  a  group  of  our  engineers  in  San  Fran- 
cisco, for  instance,  is  far  removed,  and  they  seem  sometimes  as  if 
they  were  not  genuinely  a  part  of  the  national  society;  but  it  is  a 
mistake  to  feel  any  isolation.  Every  member  of  our  Society  ought 
to  know  that  he  is  very  likely  to  get  out  of  the  Society  what  he  puts 
into  it,  and  any  eflfort  toward  improving  the  Society  or  toward  edu- 
cating its  members  through  scientific  papers  or  by  contribution  on 
broad,  general  questions  is  quickly  recognized. 

During  recent  years  the  Sections  of  the  Society  have  been  regu- 
larly organized,  and  the  Sections  Ck)numttee  has  been  established 
to  encourage  activities  within  every  Section.  There  is  a  session  at 
this  annual  meeting  that  will  bring  their  representatives  together  for 
a  concerted  study  of  how  to  make  the  Society  reach  out  even  more 
eflfectively  to  every  one  of  its  members. 

DEMOCRACY  OF  THE  SOCIBTT 

The  democracy  of  the  Society  cannot  successfully  be  assailed. 
It  has  been  suggested  that  the  president  has  it  within  his  power  to 
continue  his  own  influence  by  appointing  his  own  kind  of  a  nomi- 
nating conunittee  for  the  officers  to  succeed  him.  To  use  the  lan- 
guage of  the  street,  this  is  absolute  rot.  It  has  not  been  the  custom 
for  the  president  or  the  officers  to  influence  the  choice  of  the  new 
Cotmcil  members,  and  almost  invariably  the  whole  Society  has  been 
solicited  for  suggestions.  The  consistent  tendency  is  toward  a 
greater  participation  of  the  members,  and  therefore  toward  greater 
democracy  as  we  learn  how  to  be  wisely  democratic.  This  Society 
is  not  an  assemblage  of  the  '^  bandar  log,''  ready  to  chatter  over  the 
latest  fad,  but  a  union  of  men  sincerely  interested  in  benefiting  their 
coimtry  through  science.  That  we  must  always  remember  in  scan- 
ning proposed  reforms. 

Furthermore,  the  Society  is  in  the  hands  of  its  members  and 
not  in  the  hands  of  a  few  corporations.  We  must  not  permit  our- 
selves to  go  to  an  extreme  because  corporations  have  sinned  in  the 
past,  and  because  they  are  going  to  sin  in  the  future.    The  directors 
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of  all  corporations  are  human  as  our  directors  are  human,  and  they 
will  make  mistakes  over  and  over  again,  and  we  will  help  to  correct 
them  over  and  over  again,  but  our  Society  is  not  a  creature  of  any 
public-service  corporation,  and  it  never  has  been.  It  stands  for 
truth  in  science,  and  it  ought  to  help  the  truth  in  the  social  life  of 
the  country.  Its  purpose,  however,  is  the  truth  in  science  and  not 
a  partisan  conception  of  the  truth. 

One  has  only  to  take  a  list  of  the  oflScers  who  have  served  our 
Society  to  find  that  all  aspects  of  modem  industrial  life  have  been 
wisely  represented.  There  is  no  earthly  reason  why  our  Council 
should  be  organized  as  the  enemy  of  the  men  who  conduct  our  great 
affairs,  nor  should  it  be  organized  as  their  special  advocate.  It  is 
organized  for  the  truth  and  nothing  but  the  truth.  Consequently, 
we  should  not  as  a  Society  permit  ourselves  to  be  led  away  by  catch- 
words, nor  should  we  permit  ourselves  to  be  fooled  by  a  hst  of  our 
mistakes.  We  know  that  no  human  institution  ever  can  be  freed 
from  imperfection  and  mistakes  will  always  be  made,  and  in  our 
country,  thank  Grod,  will  always  be  corrected. 

THE  society's  PUBLIC  RELATIONS 

It  is  sometimes  difficult  to  determine  how  far  the  Society  ought 
to  go  in  its  public  relations.  At  this  time,  while  we  are  at  war, 
there  is  no  limit  to  the  sacrifice  that  ought  to  be  made  to  the  com- 
mon good,  and  to  the  work  that  ought  to  be  done  by  the  members 
individually  and  the  Society  as  a  whole  toward  the  success  of  our 
coimtry  in  war.  There  is  a  difference,  however,  between  individual 
activity  and  collective  activity.  This  is  the  time  when  the  indi- 
vidual can  offer  himself,  and  when  the  Society  can  best  serve  as 
simply  the  intermediary  for  assisting  the  individual  to  serve  well. 
That  we  have  systematically  tried  to  do.  At  the  present  date, 
fully  ten  per  cent  of  our  membership  is  in  service.  In  ordinary 
times  of  peace  it  is  sometimes  a  question  how  far  we  ought  to  depart 
from  the  orderly  discussion  of  te(5hiiical  and  scientific  papers.  We 
have  the  right  by  our  charter  at  any  time  to  enter  into  legislative 
questions  or  into  any  of  the  great  economic  questions  before  the 
country.  We  have  no  right  to  take  part  in  partisan  politics,  either 
from  the  point  of  view  of  the  legality  of  our  charter  or  from  the  point 
of  view  of  policy  with  regard  to  the  future  development  of  our  Society. 

We  have  taken  part  in  many  things  of  public  interest  and  in 
many  things  involving  the  public.  For  instance,  in  our  Boiler  Code 
we  have  affected  legislation  in  many  of  the  states  and  municipalities. 
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In  our  Ck)mmittee  on  Standardization  we  have  done  a  great  deal  of 
good  work,  culminating  finally  in  a  general  Standardization  Com- 
mittee to  represent  many  societies  so  that  we  may  work  together. 
In  our  Power  Test  Cknles  we  have  had  a  very  wide  influence 
throughout  this  country  on  the  development  and  design  of  power 
stations.  It  is  not  necessary  here  to  go  into  the  details  of  our  activ- 
ity, but  I  think  it  is  easy  to  make  evident  the  fact  that  our  Society 
has  always  been  one  of  pubUc  relations. 

In  connection  with  public  relations  there  are  sometimes  great 
differences  of  view  on  the  part  of  engineers  generally.  I  have  been 
disposed  to  ask  the  question,  ''Is  it  right  that  any  one  society  of 
engineers  should  take  a  stand  on  any  public  question  that  affects 
all  engineers  without  a  full  discussion  of  the  subject  with  other  en- 
gineering societies?"  The  engineers  have  only  slowly  come  to  a 
proper  representation  of  themselves  before  the  public.  If  we  are 
to  have  our  Intimate  influence  over  public  affairs  we  all  must  act 
together.  It  is  only  common  sense,  then,  at  least  to  thrash  out 
subjects  before  a  senate  of  the  engineering  societies,  or  what  we 
have  called  an  Engineering  Council.  To  that  end  the  American 
Society  of  Civil  Engineers,  the  American  Institute  of  Mining  Engi- 
neers, The  American  Society  of  Mechanical  Engineers  and  the 
American  Institute  of  Electrical  Engineers  have  joined  together 
to  form  the  Council  for  considering  all  matters  referred  to  them  by 
a  single  society  or  by  our  Government.  It  is  the  only  method 
of  taking  up  public  affairs.  Consequently,  we  may  well  ask  our- 
selves the  question  at  the  present  time,  "How  far  ought  any  single 
society  to  act  alone?" 

OUR  ACTIVITIES  FOR  THE  TEAR 

I  am  glad  to  call  attention  to  some  of  the  details  of  our  activities 
during  the  year.  The  election  of  Major-General  George  W.  Goe- 
thals  as  an  honorary  member  adds  one  more  to  the  long  list  of  dis- 
tinguished men  who  have  had  membership  in  our  Society.  This 
kind  of  membership  has  never  been  refused,  and  it  is  rightly  regarded 
by  us  as  the  highest  acknowledgment  we  can  make  to  great  service 
in  engineering.  The  regular  membership  of  the  Society  has  been 
steadily  increasing,  mainly  due  to  the  efforts  of  the  Increase  of  Mem- 
bership Committee  and  to  the  good  standing  of  the  Society  as  a  use- 
ftd  aid  to  engineers  who  are  going  into  mechanical  engineering. 

The  Local  Sections  all  over  the  country  form  a  very  important 
adjunct  in  this  regard,  and  the  administration  has  been  wise  in  per- 
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mitting  them  to  invite  non-member^  of  the  Society  to  all  meetings. 
The  cooperation  of  these  Local  Sections  is  encouraged  in  every  way, 
in  order  that  they  may  have  touch  with  the  sections  and  branches  of 
other  societies.  Every  engineer  in  the  United  States  ought  to  have 
membership  in  a  national  society,  and  also  some  relation  to  the  local 
sections  or  local  societies.  It  is  the  only  method  by  which  we  can 
be  drawn  together  as  engineers. 

Attention  should  be  called  to  the  number  of  Local  Sections  in 
the  coimtry.  There  are  twenty-two,  one  of  which  is  a  state  Section, 
with  five  branches.  This  is  a  very  interesting  departure  from  former 
practice,  and  promises  rich  developments  in  the  future.  Every  state 
could  have  its  organization  of  engineers,  with  branches  in  the  prin- 
cipal cities.  Our  Society  would  accomplish  much  good  by  fostering 
that  idea. 

It  is  not  necessary  for  me  to  refer  here  to  the  Cincinnati  Meeting 
beyond  the  remark  that  it  will  go  down  in  the  history  of  our  Society 
as  one  of  the  great  meetings  where  Cincinnati  outdid  herself  in  the 
entertainment  of  her  visitors.  We  met  with  the  Machine  Tool 
Builders'  Association,  and  the  meetings  are  rightly  emphasized  in 
the  report  submitted  by  the  Coimcil. 

The  Student  Branches  hold  out  possibilities  for  excellent  coopera- 
tion between  the  colleges  and  our  Society.  This  has  not  been  de- 
veloped as  fully  as  possible,  and  we  should,  by  visits  to  the  colleges, 
by  cooperation  with  the  Society  for  the  Promotion  of  Engineering 
Education,  and  by  a  better  acquaintance  with  the  faculties,  lend  all 
possible  aid  toward  the  better  education  of  men  who  are  going  to 
come  into  the  profession  of  engineering.  We  ought  to  have  some 
systematic  part  in  education. 

OUR   BIG  WORK  OF  CLASSIFYING  ENGINEERS 

There  has  never  been  a  more  important  year  to  our  Society 
than  the  past,  during  which  war  has  been  declared  against  a  strong 
combination  of  nations  and  the  coimtry  has  been  called  upon  to 
form  and  equip  a  large  army.  We  have  all  been  eager  to  serve  in 
some  way.  At  the  same  time,  the  place  for  service  has  not  always 
been  self-evident.  In  the  inevitable  confusion,  no  system  was 
adopted  by  the  War  Department  or  by  the  Navy  Department  in 
the  organization  of  men  for  commissions  in  either  service.  Orders 
were  issued  and  recalled  for  a  great  variety  of  things,  so  that  even 
at  this  time  an  engineer  is  puzzled  where  to  apply.  Our  Society  has 
done  something  to  help  in  this  situation,  but  not  all  that  might  have 
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been  accomplished  under  more  favorable  conditions.  We  have 
joined  with  other  societies  in  the  Engineering  Council  to  form  a 
committee  for  tabulating. the  members  of  our  Society  as  to  their 
attainments,  their  previous  experience  and  their  willingness  to  serve. 
This  conmiittee,  with  George  J.  Foran  as  chairman,  has  done  yeo- 
man work  in  devising  an  admirable  system  for  obtaining  the  in- 
formation required.  Inasmuch  as  the  tabulation  is  a  long-time 
piece  of  business,  they  have  quickly  listed  several  thousand  names 
from  the  various  societies  as  specialists  along  various  lines.  The 
names  have  been  submitted  to  the  departments  of  the  Government 
and  to  the  industries  generally  as  they  have  been  requested. 

It  has  been  very  puzzling  to  know  just  how  far  the  Society  could 
go,  as  the  responsibiUty  for  the  selection  of  men  and  for  the  sugges- 
tion of  the  needs  of  the  service  must  rest  with  the  commissioned 
officers  of  the  army  and  navy,  imder  orders  of  the  President.  Wher- 
ever the  Society  has  been  requested  to  lend  its  aid  in  the  procure- 
ment of  men  for  commissions  for  special  service  in  civilian  lineay  or 
for  the  formation  of  regiments,  it  has  gladly  responded,  always 
supplying  more  names  than  were  needed  in  order  to  be  absolutely 
fair  with  all  members.  The  members  of  the  office  force,  from  the 
secretary  down,  have  had  a  full  realizing  sense  of  the  obligations  on 
the  part  of  all  of  us  to  serve  in  every  way  and  to  help  in  the  forma- 
tion of  an  army  so  that  our  coimtry  might  be  most  speedily  prepared. 

The  tabulation  of  engineers,  if  carried  through  all  the  societies, 
national  and  local,  will  be  a  directory  of  American  engineers.  It 
should  be  catalogued -and  cross-catalogued  for  names  and  branches 
of  the  profession.  There  shotdd  be  at  least  two  copies,  one  filed  in 
New  York  and  one  filed  with  the  local  society  in  which  a  member  is 
resident.  Such  a  directory  can  be  made  useful  in  the  readjustments 
of  our  industries  in  peace  after  this  war  is  over  and  in  the  better 
organization  for  the  conduct  of  business.  The  United  States  never 
has  been  able  to  cooperate  well  in  industries.  In  fact,  such  coopera- 
tion has  been  discouraged  imder  the  idea  that  it  might  in  some  way 
defeat  competition,  which  is  said  to  be  the  life  of  trade.  Neverthe- 
less cooperation  ultimately  means  exchange  of  information,  and  a 
resulting  reduction  in  the  cost  of  everything  that  we  make. 

There  is  another  aspect  of  this,  so  far  as  the  individual  societies 
are  concerned.  Every  society,  and  ultimately  the  Engineering  Coim- 
cil,  ought  to  provide  some  method  to  assist  the  yoimger  members. 
An  emplo3rment  office  is  a  perfectly  legitimate  part  of  our  activity, 
and,  as  a  matter  of  fact,  one  has  been  carried  on  by  The  American 
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Society  of  Mechanical  Engineers  for  many  years,  to  the  great  satis- 
faction of  many  men  who  have  fomid  positions  through  the  office 
here  in  New  York. 

THE  SOCIETY  AND  STANDARDIZATION 

Reference  is  often  made  to  standardisation,  in  which  our  Society 
has  taken  a  very  active  part  for  years  past.  The  committee  ap- 
pointed to  act  with  other  committees  will  assist  in  placing  the  devel- 
opment of  commercial  standards  among  the  men  best  able  to  pass 
upon  them.  The  example  of  the  Society  of  Automotive  Engineers 
should  stand  as  an  inspiration  to  us  toward  the  establishment  of  all 
kinds  of  commercial  standards  to  facilitate  manufacture;  although  it 
was  much  easier  for  that  society  to  promote  standardization  among 
automotive  manufacturers,  because  it  was  one  of  the  methods  by 
which  they  could  get  their  orders  filled.  Where  the  steel  industries 
were  called  upon  to  provide  himdreds  of  different  kinds  of  steel, 
many  of  them  for  the  same  purpose,  and  hundreds  of  different  dimen- 
sions, where  comparatively  few  would  have  sufficed,  it  was  impera- 
tive that  the  manufacturers  should  get  together,  and  they  have 
done  this  effectively.  Our  Society  stands  at  a  disadvantage  with 
respect  to  standards,  as  it  has  nothing  of  the  commercial  about  it, 
and  no  method  of  forcing  upon  any  manufacturer  its  findings  with 
regard  to  standards.  We  depend,  then,  upon  the  slow  process  of 
persuasion. 

One  of  the  aspects  of  standardization  appears  in  the  controversy 
over  the  metric  system.  There  is  much  difference  of  opinion  about 
the  wisdom  of  replacing  the  English  units  with  the  French  units. 
Many  sincere  men  believe  that  we  ought  not  to  make  any  change. 
Others  believe  as  strongly  that  we  ought.  It  would  be  wiser,  on  the 
whole,  for  the  Society  to  maintain  this  place  as  a  forum  and  to  keep 
out  of  this  controversy  as  a  society  until  the  way  seems  more  clear. 
That  will  not  prevent  any  member  of  the  Society  or  any  group  of 
members  from  writing  on  the  subject,  imder  the  encouragement  and 
for  the  benefit  of  our  membership  and  for  the  benefit  of  the  country. 

One  of  the  industries  that  has  grown  with  remarkable  rapidity  in 
the  past  few  years  is  that  pertaining  to  gages  of  all  kinds  for  the 
manufacturing  of  munitions  and  other  supplies.  Gages  are  as  nec- 
essary in  time  of  peace  as  they  are  in  time  of  war,  but  not  in  such 
great  quantities.  The  mistake  made  by  the  Government  has  been 
the  neglect  to  accumulate  a  large  stock  of  gages.  Last  spring  in 
Cincinnati  very  strong  representations  were  made  to  the  depart- 
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ments  in  favor  of  a  central  locality  for  the  comparison  of  gages  and 
for  certifications  as  to  their  correctness.  Congress  appropriated  a 
large  sum  and  authorized  the  Biu'eau  of  Standards  to  take  on,  as 
part  of  its  function,  the  comparison  and  certification  of  commercial 
gages  of  all  kinds.  This  is  a  radical  departure,  and  it  should  lead  to 
a  great  improvement  of  manufacture  in  many  respects.  Our  Society 
has  appointed  a  committee  to  serve  as  consulting  engineers  for  the 
Bureau  of  Standards  in  connection  with  this  new  departure.  We  as 
a  society  are  prepared  to  assist  the  Biu'eau,  which  is  doing  such  fine 
work  for  the  coimtry. 

Another  question  which  has  come  up  during  the  year  grows  out 
of  a  request  on  the  part  of  the  Biu^eau  of  Mines  and  the  Fuel  Admin- 
istration to  assist  in  fuel  conservation.  The  whole  subject  was 
referred  to  the  Engineering  Council,  and  through  the  Coimcil  con- 
sulting engineers  have  been  appointed  for  the  Bureau  of  Mines  to 
advise  in  regard  to  the  technical  matters  connected  with  fuel  con- 
servation and  with  the  use  of  fuel.  A  committee  was  also  appointed 
at  the  invitation  of  the  United  States  Chamber  of  Commerce  to 
serve  with  a  general  conunittee  on  the  whole  general  question  of 
fuel.  During  the  year,  committees  of  our  Society  were  also  appointed 
to  assist  the  Bureau  of  Mines  in  various  ways,  but  inasmuch  as  the 
war  has  seriously  interrupted  the  development  of  the  new  labora- 
tory in  Pittsburgh,  these  committees  have  been  inactive.  Their 
time  will  come,  however,  and  they  will  be  able  to  do  for  our  Gov- 
ernment the  work  that  this  Society  is  glad  to  give. 

OUB  VARIED  BUT  VITAL  ACTIVITIES 

It  is  not  necessary  to  refer  at  any  length  to  the  service  of  the 
members  of  our  Society  in  the  army  and  navy.  At  this  time,  John 
H.  Barr,  W.  B.  Gregory  and  Max  Toltz  of  the  Council  hold  com- 
missions as  majors  in  the  army,  and  are  serving  in  important  posi- 
tions. The  Society  itself  has  sent  so  many  to  the  colors  that  we 
would  find  it  difficult  to  tabulate  them  here.  In  fact,  it  is  doubtful 
if  we  shall  have  a  complete  list  imtil  after  this  war  is  over.  Those 
serving  for  the  Naval  Consulting  Board  and  in  other  capacities  are 
helping  splendidly,  even  though  they  are  occupying  positions  less 
spectacular  than  those  on  the  lines. 

The  year  has  seen  an  innovation  in  connection  with  the  meet- 
ings of  the  Coimcil.  We  held  in  November  a  meeting  in  Chicago, 
in  order  to  test  the  value  of  meetings  outside  of  New  York.  It 
seems  only  right  that  the  larger  Local  Sections  at  least  should  have 


Digitized  by  VjOOQIC 


556  ACTIVITIES  OP  THE   SOCIETY  FOR   1917 

an  opportunity  to  meet  all  the  members  of  our  CJoimcil;  not  only  for 
their  own  satisfaction,  but  also  to  inform  them  about  the  needs  of 
the  localities.  It  is  hoped  that  this  plan  of  meeting  in  the  different 
large  cities  from  time  to  time  may  be  carried  out  in  the  future.  The 
meeting  in  Chicago  was  a  great  success,  as  it  brought  together  a 
very  large  number  of  the  mechanical  engineers.  The  visiting  of  the 
various  Local  Sections  by  the  Local  Sections  Committee  is  also  an 
important  move  in  making  our  members  better  acquainted  with 
one  another  and  it  is  quite  certain  that  the  journey  made  by  the 
Conunittee  this  fall  was  useful. 

One  of  the  valuable  elements  of  the  work  in  the  Engineering 
Building  relates  to  the  Library,  in  which  all  the  societies  share. 
There  is  no  respect  in  which  we  can  make  our  distant  members  feel 
more  interested  and  benefited  than  in  giving  them  access  to  the 
librajcy  by  correspondence.  Any  member  ought  to  feel  free  to  write 
for  a  synopsis  of  any  article  or  for  a  search,  at  a  minimum  cost,  and 
the  library  should  have  duplicates,  in  order  that  books  might  be 
loaned.  They  could  be  sent  by  express  to  different  parts  of  the 
coimtry  for  use,  to  be  returned  within  a  specified  time.  This  is  the 
practice  in  many  other  Ubraries  and  it  could  be  made  very  useful 
here. 

The  Power  Test  Committee,  under  Mr.  Barrus,  has  long  been 
giving  its  attention  to  the  details  of  all  kinds  of  power  tests.  The 
usefulness  of  their  work  in  the  past  has  been  amply  proven,  and  every 
effort  should  be  made  to  assist  them  in  perfecting  the  code.  A 
hearing  and  a  discussion  in  our  building  has  been  encouraged.  Its 
results  should  be  bountifully  fruitful.  It  must  be  remembered, 
however,  that  no  one  group  of  men  will  know  all  power  tests.  Con- 
sequently, it  seems  advisable  to  invite  sub-committees  to  work  out 
the  different  kinds  of  tests.  This  has  been  planned  and  it  is  hoped 
that  by  advisory  boards  and  sub-committees  we  may  improve  our 
test  code. 

This  Society  and  the  whole  engineering  world  owe  a  debt  of 
gratitude  to  the  members  of  the  Boiler  Code  Committee,  whose 
patient  work  has  benefited  us  so  much.  The  Code  is  operative  in 
many  cities  and  eventually  it  will  probably  apply  throughout  the 
whole  of  the  United  States,  thus  promoting  the  safety  and  welfare 
of  many  men. 

I  call  attention  to  the  Secretary's  detailed  summary  of  activities, 
which  will  be  issued  later,  for  a  fuller  statement  in  tabulated  form 
of  all  that  we  have  done.     The  development  of  The  Journal  as 
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a  means  of  placing  important  papers  most  quickly  into  the  himds  of 
readers  is  extremely  gratifying,  and  mider  the  direction  of  the  Pub- 
lication Committee  it  has  disclosed  many  imexpected  possibiUties. 
The  question  may  well  be  asked  why  we  continue  to  publish  the 
Transactions  as  a  separate  octavo  volmne  when  the  whole  of  our 
activities  may  be  printed  in  The  Journal.  No  foreign  society  ever 
publishes  duplicate  transactions.  If  some  way  could  be  foimd  of 
making  The  Journal  a  mouthpiece  for  all  societies,  the  bulky  vol- 
ume issued  annually  for  each  society  would  have  a  natural  place; 
otherwise,  the  extra  twenty  thousand  dollars  spent  by  our  Society 
might  be  saved  to  make  The  Journal  better. 

I  cannot  close  this  brief  report  without  a  cordial  acknowledg- 
ment of  the  politeness  and  consideration  that  I  have  received  from 
Sections  and  members  of  the  Society.  It  has  been  a  pleasure  instead 
of  a  task  to  serve  them  as  president.  The  patience  and  kindness  of 
the  office  force  cou'd  not  have  been  surpassed,  and  the  imtiring  zeal 
of  our  Secretary,  Mr.  Rice,  for  the  good  of  the  Society  and  of  our 
coimtry  deserves  the  warmest  aclgiowledgment  from  members  and 
their  officers. 
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THE   RELATION   OF  ENGINEERING  TO 
INDUSTRIAL   MANAGEMENT 

Bt  Dbxtbr  S.  Ktmbatj.,  Ithaca,  N.  Y. 
Member  of  the  Society 

Wf^  have  all  become  somewhat  accustomed  to  seeing  the  engineer 
called  upon  to  perform  new  and  strange  duties,  but  few  of  us 
were  prepared,  I  believe,  to  see  an  engineer  called  upon  to  imdertake 
the  greatest  piece  of  constructive  economics  ever  attempted.  I  refer 
to  the  work  of  Mr.  Hoover,  for  Mr.  Hoover  is  by  training  and  practi- 
cal experience  a  mining  engineer.  Yet  this  somewhat  startling 
event  is  in  full  keeping  with  the  trend  of  modem  industry.  Every 
day  sees  the  duties  and  responsibilities  of  the  en^eer  widened  and 
it  is  difficult  to  see  where  the  end  will  be.  The  engineer  from  the 
first  has  had  a  difficult  time  trying  to  define  just  what  his  field  of 
activity  is.  This  is  necessarily  so  in  any  civilized  community  where 
the  life  of  the  people  rests  upon  mechanical  contrivances.  Engi- 
neering, and  mechanical  engineering  in  particular,  is  an  integral 
part  of  everyday  life  and  necessarily  assumes  fresh  aspects  as  the 
complexity  of  modem  life  increases.  It  will  be  increasingly  difScult 
to  set  its  limits  and  boimdaries. 

These  matters  have  long  been  a  cause  for  work  and  worry  on  the 
part  of  teachers  in  technical  schools.  The  original  conception  of 
these  institutions  was  to  train  men  to  design,  build  and  operate 
machines  within  a  narrowly  defined  field.  Fifty  years  ago  the  term 
"mechanical  engineer''  conveyed  a  fairly  distinct  definition  of  activ- 
ity; today  it  is  almost  meaningless. 

The  closely  prescribed  curriculiun  of  the  early  engineering  schools 
of  years  ago  succeeded  well  in  sending  out  men  who  in  time  made  a 
place  for  themselves  in  the  engineering  field.  But  the  men  who 
passed  through  these  schools  were  far  from  satisfied  with  the  train- 
ing they  thus  received.  Their  complaint,  however,  has  not  con- 
cerned the  technical  studies  imposed  upon  them  alone,  but  has  em- 
Presented  at  the  Annual  Meeting,  December  1917,  of  The  American  Society 
or  Mechanical  Engineers. 
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bodied  a  demand  for  broader  training  in  harmony  with  changing 
industrial  conditions.  The  variety  and  scope  of  these  demands 
have  been  great  and  have  changed  with  the  changing  industrial 
field,  but  the  demand  for  instruction  in  the  subjects  that  pertain  to 
industrial  management  has  been  constant,  insistent  and  has  grown 
steadily.  Today  there  is  not  a  first-class  technical  school  in  this 
country  that  is  not  recognizing  this  demand.  The  technical  schools 
of  today  are  not  places  where  engineers,  as  defined  by  this  term  origi- 
nally, are  educated,  but  they  are  schools  that  prepare  men,  and 
women  also,  for  industrial  life  in  an  amazingly  broad  manner.  An 
examination  of  the  list  of  graduates  of  any  good  technical  school 
will  show  that  twenty-five  per  cent  of  them  remain  in  engineering 
pursuits  in  a  narrow  sense,  the  remainder  going  into  a  very  wide 
variety  of  industrial  pursuits.  A  very  large  and  increasing  propor- 
tion are  found  on  the  management  side  of  industry. 

It  may  be  argued,  of  course,  that  while  engineering  may  be  a 
part  of  management,  management  is  not  part  of  engineering.  And 
it  may  be  truthfully  stated  that  the  engineer  has  been  drawn  over 
into  management  'more  because  of  his  pecuUar  method  of  attacking 
problems  than  because  of  his  technical  or  commercial  knowledge; 
and  that  for  this  reason  engineering  colleges  may  well  neglect  these 
broader  subjects  and  confine  themselves  to  the  time-honored  en- 
gineering studies.  While  this  may  all  be  true  theoretically,  the  fact 
remains  that  the  industrial  field  is  demanding  men  from  the  engi- 
neering schools  who  are  well  groimded  in  engineering  and,  in  addition, 
know  something  of  management.  Hence  we  find  such  subjects  as 
economics,  psychology,  logic,  public  speaking,  and  similar  studies 
included  in  engineering  cunictda,  and  they  appear  no  more  or  no 
less  strange  there  than  does  an  engineer  as  a  food  administrator. 

Now  what  is  true  of  the  engineering  schools  is  equally  true  of 
The  American  Society  of  Mechanical  Engineers.  The  engineering 
colleges  have  lagged  behind  the  ii\dustrial  field  in  these  matters,  and 
the  engineering  societies  in  turn  have  lagged  behind  the  colleges. 
It  is  interesting  and  instructive  to  read  what  the  foimders  had  in 
mind  when  the  Society  was  organized  in  1880.  Dr.  Robert  H. 
Thurston,  the  first  President,  in  his  inaugural  address  states  these 
objects  to  be  ''the  promotion  of  the  arts  and  sciences  connected  with 
engineering  and  mechanical  construction."  And  the  chairman  of 
the  preliminary  meeting,  Mr.  A.  L.  HoUey,  enumerates  in  some 
detail  the  several  branches  of  engineering  contemplated  as  follows: 
metallurgy,  railway  engineering,  machine-shop  work,  roUin^  mills, 
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structural  work,  national  defenses,  shipbuilding,  agricultimtl  ma- 
chinery and  textile  machinery,  and  concerning  the  latter  he  states, 
"The  public  would  deem  it  quite  outside  of  mechanical  engineering.'' 
It  is  on  this  analysis  as  a  basis  that  the  first  list  of  those  eligible  to 
election  was  made  up,  namely,  mechanical  engineers,  civil  engineers, 
military  engineers,  mining  and  metallurgical  engineers  and  archi- 
tects. And  after  reviewing  the  field,  which  to  us  now  seems  so 
restricted,  Mr.  HoUey  remarks,  "I  confess  that  in  thinking  over  the 
range  of  mechanical  engineering  with  reference  to  our  proposed 
society  I  was  astonished  at  its  magnitude.  I  had  never  realized  it 
before." 

Only  once  in  the  statements  made  by  the  foimders  concerning  the 
objects  of  the  Society  do  we  see  a  vision  of  what  the  futiu^  held  for 
the  Society  when  Dr.  Thurston  said,  "Its  province  will  lie  no  less 
in  the  field  of  social  economy  than  in  that  which  has  reference  only 
to  the  individual  needs  of  its  members."  This  germ  of  thought  has 
always  remained  in  the  Society  and  foimd  its  most  widely  known 
expression  in  Frederick  W.  Taylor's  classic  paper  on  Shop  Manage- 
ment. But  though  this  remarkable  paper  was  presented  to  the 
world  through  the  Society,  comparatively  little  has  been  done  by 
the  Society  to  further  this  important  line  of  thought.  There  is  not 
even  at  this  time  a  sub-committee  on  this  field  of  work. 

Ten  years  ago  Prof.  F.  R.  Hutton  in  his  presidential  address 
made  an  exhaustive  review  of  the  aims  and  activities  of  the  Society 
which  is  well  worth  reading.  He  foimd  that  about  fifty  per  cent  of 
the  membership  at  that  time  was  classifiable  under  the  headings 
"manufactm^r,"  "shop  executive"  and  "local  manager."  Yet  the 
Transactions  for  that  year  do  not  contain  a  single  paper  on  indus- 
trial administration,  though  Taylor's  masterpiece  had  been  pub- 
lished three  years  before.  An  examination  of  any  page  of  the  Year 
Book  will  show  that  this  relation  has  not  changed  and  that  the  Society 
is  far  from  being,  strictly  speaking^  an  engineering  society,  but  that 
it  represents  industry  in  a  very  comprehensive  and  broad  manner. 
That  this  view  is  recognized  is  clearly  shown  by  the  names  of  a 
few  papers  in  the  Transactions  for  1916,  as  for  instance.  How 
Does  Industrial  Valuation  Differ  from  Public-Utility  Valuation? 
or  Graphical  Control  on  the  Exception  Principle  for  Executives. 

What  is  true  of  the  relation  of  mechanical  engineering  to  manage- 
ment is  also  true  of  many  other  fields.  Is  the  problem  of  electric 
welding  one  for  the  mechanical  engineer  or  does  it  belong  to  the 
field  of  electrical  engineering?    Where  shall  we  place  oxy-acetylene 
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welding  or  the  thermit  process?    Accident  prevention  is  certainly 
within  the  range  of  the  Society's  activity,  so  far  as  the  mechanical 
features  are  concerned,  but  how  far  shall  we  interest  ourselves  in 
employers'  compensation  acts  and  the  legislation  that  lies  back  of 
this  important  movement?    Shall  we  discuss  it  as  a  problem  in  me- 
chanical engineering  or  shall  we  also  include  the  humane  featiures 
of  the  problem?    At  the  present  moment  a  strong  movement  is  on 
foot  to  interest  engineers  in  the  important  problem  of  Americaniza- 
tion, and  engineering  schools  are  being  urged  to  pay  special  attention 
to  this  matter.    The  subject  is  timely  and  important  and  no  single 
class  of  men  can  do  so  much  to  promote  it  as  the  engineers.    The 
problem  is  closely  connected  with  industrial  management;  shall  it 
become,  therefore,  a  problem  for  engineers  and  engineering  societies? 
These  intricate  relations  come  before  the  Society  largely  through 
the  work  of  the  Ck)mmittee  on  Meetings  in  passing  upon  papers  to 
be  presented  before  the  Society.    As  would  be  expected  from  the 
foregoing,  the  papers  offered  cover  a  very  wide  range.    The  majority 
are  well  within  the  range  of  the  field  of  engineering  as  commonly 
understood;  a  nmnber  are  in  the  field  of  industrial  management  or 
in  other  fidds  equaUy  removed  from  engineering  in  a  strict  sense. 
From  this  latter  class  the  Ck)mmittee  on  Meetings  selects  those  that, 
in  its  opinion,  can  properly  be  presented,  though  even  with  this 
class  of  paper  the  Committee  is  not  always  unanimously  agreed. 
Lastly,  there  are  a  nmnber  of  papers  presented  that  in  the  opinion 
of  the  Ck)ininittee  are  so  far  removed  from  engineering  as  to  make 
their  presentation  questionable,  though  they  are  sometimes  valuable 
papers.    The  tendency,  therefore,  is  rather  to  discourage  papers 
which  treat  of  matters  on  the  "fringe"  of  engineering.    I  some- 
times wonder  if  Taylor's  paper  on  Shop  Management,  had  it  been 
presented  by  some  one  less  known  and  under  some  other  title,  would 
have  been  accepted.    It  is  fairly  certain,  moreover,  that  if  more 
encouragement  were  given  to  papers  of  this  broader  character  the 
Meetings  Committee  would  be  in  receipt  of  many  more  of  them,  and 
it  is  not  too  much  to  expect  that  it  would,  in  time,  receive  papers 
that  would  be  as  great  in  their  field  as  is  Taylor's  classic.    It  is  en- 
tirely a  matter  of  how  far  the  Society  wishes  to  recognize  its  non- 
technical membership.    It  is  noteworthy  that  the  best  collection  of 
papers  on  the  problem  of  employment  of  which  I  am  aware  is  not 
found  in  the  literature  of  engineering  or  industrial  management,  but 
is  in  the  AnndU  of  the  American  Academy  of  PoUtical  and  Social 
Science.    I  wonder  how  many  employers  have  seen  them.    Quite  a 
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number  of  these  papers  were  written  by  engineers  and  industrial 
executives.  It  is  also  to  be  noted  that  within  the  last  year  at  least 
two  societies  have  been  started  to  carry  out  work  that,  in  my  opin- 
ion, belongs  to  this  Society. 

I  believe  the  time  has  come,  therefore,  when  the  Society  should 
redefine  its  aims  and  objects,  and  I  would  like  to  see  an  inquiry 
made  into  the  aims  and  objects  of  our  Society  with  a  view  to  finding 
out  how  well  the  literatiu^  of  the  Society  is  meeting  the  wants  of 
our  membership.  Or,  putting  it  another  way,  if  we  are  satisfied 
with  the  literature  I  think  we  should  try  to  obtain  a  membership 
that  is  in  harmony  with  it,  a  condition  which,  in  my  opinion,  does 
not  exist  at  present.  And  I  should  like  to  see  such  an  inquiry  made 
in  a  statesmanlike  manner  without  reference  to  persons  or  groups 
of  persons,  but  with  the  sole  object  of  finding  out  what  is  best  for  the 
Society  and  what  will  insure  to  it  an  endiuing  future. 

There  will  never  be  a  better  or  more  opportime  time  to  consider 
this  subject.  Every  loyal  American  is  now  asking  himself  what  are 
his  duties  and  responsibilities.  Every  technical  school  is  facing  a 
reorientation  of  its  purposes  and  aims.  As  a  nation  we  are  facing  a 
period  of  self-analysis  that  may  result  in  changing  some  of  our 
fimdamental  policies.  I  am  not  so  sure,  for  instance,  that  we  shall 
continue  to  be  a  "refuge  for  the  oppressed  of  the  earth"  unless  we 
are  quite  sure  that  the  aforesaid  oppressed  are  really  in  pursuit  of 
the  Uberty  and  happiness  that  we  all  hold  so  dear.  Americaniza- 
tion may  indeed  be  a  part  of  the  work  of  all  organized  bodies  that  are 
interested  in  the  existence  of  the  Republic.  If  we  have  not  at  this 
moment  a  clear  vision  of  whither  we  are  tending,  now  is  the  time  of 
all  times  to  take  stock  of  ourselves  and  to  redirect  our  course,  whether 
this  course  is  in  conformity  with  time-honored  definitions  or  not. 
Change  is  not  necessarily  synon3rmous  with  progress,  but  there  is 
no  progress  without  change.  No  one  can  doubt  that  the  scientist 
and  the  engineer  are  to  be  the  most  important  industrial  figures  of 
the  near  future.  If  we  are  faithful  to  our  duties  we  shall  be  of 
greater  importance  politically  and  socially,  but  to  accomplish  this 
we  must  broaden  our  vision  and  get  about  our  business,  which  is 
the  industrial  organization  of  our  coimtry. 
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A   COMMERCIAL  ANALYSIS   OF  THE 
SMALL-TURBINE   SITUATION 

Bt  W.  J.  A.  London,  Sprxnoiibld,  Mass. 
Member  of  the  Society 

This  paper  is  devoted  to  a  commercial  analyeis  of  the  four  types  of  small  steam 
•turbines  now  on  the  market  and  used  for  the  driving  of  auxiliary  machinery ^  dealing 
principally  with  non-condensing  units. 

In  these,  high  thermal  efficiency  is  in  many  cases  unnecessary  on  account  of 
economic  utilization  of  the  exhaust  steam,  and  <u  economy  hears  a  definite  relation  to 
first  cost,  a  highly  efficient  machine  is  often  a  mistaken  investment.  Moreover,  operate 
ing  conditions  are  generally  such  that  the  designer  must  sacrifice  considerations  of 
effi,ciency  if  they  interfere  in  any  measure  toith  simplicity  and  durability. 

The  theoretical  design,  according  to  the  aiUhor,  presents  no  difficulties,  but  the 
mechanical  design  is  what  determines  success  or  absolute  failure;  and  some  of  the 
problems  irwolved  and  the  methods  that  have  been  employed  in  solving  them  success' 
fuUy  are  indicated. 

The  average  specification  caUs  for  very  rigid  guarantees  as  to  steam  consumption, 
speed  regulation  and  load  requirements  that,  in  the  opinion  of  the  author,  are  in  most 
cases  unnecessarily  severe  and  merely  tend  to  increase  the  cost  of  installation.  After 
an  extended  survey  of  the  situation,  he  has  been  led  to  formulate  a  Code  of  Practice, 
given  in  an  appendix  to  the  paper.  The  adoption  of  this  code  would,  he  believes, 
bring  about  a  reduction  in  selling  prices,  eliminate  many  of  the  unpleasarU  experiences 
which  now  often  arise  belu>een  manufacturers  and  customers,  and  thereby  increase  the 
popularity  of  the  turbine-driven  unit. 

Tj^IGHT  years  ago  the  Society  was  presented  with  a  very  valu- 
able  and  complete  paper  ^  by  Mr.  George  A.  Orrok,  Mem. 
Am.Soc.M.E.,  on  the  small-turbine  situation  at  that  time.  A  great 
deal  of  further  development  has  naturally  taken  place  since  then, 
changed  operating  conditions  calling  for  considerable  modifications 
in  design.  Increased  competition  and  a  broader  conceptipn  of  the 
possibilities  and  limitations  of  various  types  have  resulted  in  a 
gradual  elimination  of  certain  principles  of  operation  and  a  general 
trend  toward  the  adoption  of  one  common  type. 

»  Small  Steam  Turbines,  George  A.  Orrok,  Trans.Am.Soc.M.E.,  vol.  31  (1909), 
p.  263. 

Presented  at  the  Annual  Meeting,  New  York,  December  1917,  of  The 
Abcbrican  Socistt  of  Mechanical  Engineers. 
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2  We  have  seen  during  the  last  six  or  seven  years  a  very 
marked  tendency  toward  standardization  of  type  in  the  larger 
machines.  Practically  every  builder  has  resorted  to  the  composite 
t3rpey  i.e.,  multi-velocity  staging  in  the  high-pressure  element  and 
pressure  staging  at  the  low-pressure  end.  Even  such  a  zealous 
advocate  of  the  pure  type  as  Parsons  himself  has  now  been  con- 
verted to  the  advantages  of,  and  is  building,  the  composite  type  of 
machine. 

3  The  same  condition  exists  in  the  field  of  small  machines, 
and  it  is  interesting  to  review  the  various  designs  as  mentioned  by 
Mr.  Orrok  in  1909  and  to  see  which  have  survived  the  test  of  time 
and  experience;  and  among  the  ones  that  have  survived  to  note 
the  modifications  that  have  been  made  to  suit  present  practice. 

4  In  the  order  given  we  find:  (1)  De  Lcaxd,  (2)  Terry,  (3) 
Siurtevant,  (4)  Bliss,  (5)  Dake,  (6)  Curtis,  (7)  Kerr,  (8)  Wilkinson. 
These  may  be  conveniently  classed  in  general  tjrpes,  as  follows: 
(a)  De  Laval;  (6)  Terry,  Sturtevant  and  Bliss;  (c)  Dake;  (d)  Ciir- 
tis;  (e)  Kerr;  (J)  Wilkinson. 

5  The  Bliss,  Dake  and  Wilkinson  are  either  no  longer  on  the 
market  or  are  not  seriously  competitive;  Sturtevant  and  Kerr  still 
manufacture  their  original  types  only,  with  minor  modifications; 
but  De  Laval  and  Terry  have  both  recently  developed  machines 
on  the  Curtis  principle.  As  these  latter  firms  are  two  of  the  largest 
manufacturers  of  small  turbines  today,  it  would  appear  that  there 
are  soimd  reasons  why  they  should  depart  from  their  original  designs, 
and  this  fact  is  indicative  of  the  general  trend  towards  standardiza- 
tion mentioned  above. 

6  Since  Mr.  Orrok's  paper,  five  new  machines  have  appeared 
on  the  market.  They  are  the  Westinghouse,  the  Allis-Chalmers  and 
Wait,  reviving  the  Wilkinson  principle  as  described  by  Mr.  Orrok; 
the  Lee,  manufactured  by  the  Witton  CJo.  of  New  London,  Ck)nn., 
which  is  a  modified  Terry  machine;  the  Alberger,  an  unmodified 
Curtis,  —  in  fact,  manufactured  imder  Ucense  from  the  Greneral  Elec- 
tric Co.  and  hardly  to  be  considered  as  a  separate  machine;  the 
''Steam  Motor,''  also  a  Curtis  t3rpe;  and  the  Moore,  a  modification 
of  the  Kerr  machine.  We  have,  therefore,  at  the  present  time  the 
following  tjrpes  to  consider:  (1)  The  Terry,  which  includes  the 
Sturtevant  and  Lee  machines;  (2)  the  Westinghouse,  which  includes 
the  Allis-Chalmers  and  Wait  machines;  (3)  the  Curtis,  which  in- 
cludes the  machines  manufactured  by  the  General  Electric  Co.,  Terry, 
De  Laval,  Alberger,  The  Steam  Motors  Co.,  and  Moore;  and  (4) 
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the  Kerr  type,  manufactured  by  the  Kerr  Turbme  Co.  wd  the 
Moore  C!o. 

7  The  machines  in  the  first  three  groups  employ  velocity  stag- 
ingy  and  in  small  machines  are  for  the  most  part  single-stage  and  will 
be  considered  as  such  for  comparative  purposes.  Some  of  the  de- 
signs are  of  course  arranged  for  "staging/'  to  improve  the  economy, 
but  as  this  does  not  a£fect  our  considerations  when  comparing  the 
relative  merits  of  the  general  t3rpes,  all  machines  in  this  class  will 
be  assumed  to  be  of  the  sin^e-stage  type.  The  Kerr  machine, 
primarily  based  on  the  pressiure-staging  principle,  must  be  consid- 
ered separately  as  a  multi-stage  machine. 

8  As  the  title  indicates,  this  paper  is  devoted  to  a  purely  com- 
mercial analysis  of  tl^  various  designs  and  the  situation  in  general, 
and  will  deal  particularly  with  non-condensing  units.  The  thermo- 
dynamic features  will  be  barely  touched  upon,  except  in  cases  where 
they  have  a  direct  bearing  on  the  commercial  aspect. 

9  There  are  three  distinct  aspects  to  this  situation,  namely: 

a  The  type  to  be  employed  that  wiU  give  the  necessary 
competitive  efficiency  with  the  lowest  shop  cost  to  the 
manufacturer,  together  with  a  design  that  will  give  satis- 
faction to  the  customer  after  installation 

h  The  aspect  from  the  salesman's  and  customer's  point  of 
view.  This  governs  the  rating  or  ma.Timnin  output  of  the 
machine,  standardization  of  specifications,  etc.,  as  well 
as  the  proper  appreciation  of  efficiency,  with  its  relation  to 
first  cost.  This  latter  phase  is  perhaps  better  explained 
by  stating  that  in  many  instances  water-rate  efficiency 
can  be  economically  sacrificed  in  favor  of  first  cost,  and 
vice  versa 

c  The  policy  of  the  manufacturer  who  builds  one  part  of 
the  apparatus  (such  as  the  turbine)  toward  the  manu- 
facturer of  the  other  end  (such  as  the  pump),  and  their 
imited  poUcy  toward  the  customer. 


CONSIDERATION  OP  TYPE  FOR  EFFICIENCY 

10  As  just  mentioned,  we  have  now  four  distinctive  types, 
three  employing  the  multi-velocity  principle  and  one  still  retaining 
the  pressurenataging  principle.  The  general  action  of  the  steam  in 
these  various  types  is  so  well  known  that  no  explanation  here  is 
necessary. 
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11  Let  US  first  consider  the  possible  capacity  of  frame  in  each 
particular  type  with  a  given  wheel  diameter.  This  controls  the 
weight  per  horsepower,  one  of  the  most  important  features  of  design 
from  a  manufacturer's  standpoint. 

12  This  phase  can  be  simply  analyzed  by  a  casual  study  of 
limiting  dimensions.  The  output  will  be  considered  in  terms  of 
jet-outlet  area.  The  machines  imder  present  considerations  are 
single-stage,  so  that  a  comparison  on  this  basis  eliminates  any 
necessity  for  considering  the  operating  conditions. 


\ 
FiQ.  1    Terry-Type  Turbine 

13  The  Terry  Type  (Fig.  1).  The  width  of  the  wheel,  W,  bears 
a  given  relation  to  the  diameter.  The  jet  width  necessarily  bears 
a  certain  relation  to  the  width  of  the  wheel.  The  jet  being  square, 
each  jet  has  a  certain  area  dependent  upon  the  diameter  of  the  wheel. 
The  reversing  chambers  must  necessarily  cover  a  certain  arc  of  the 
periphery,  and  there  must  be  a  certain  space  left  for  free  exhaust, 
so  that  the  pitch  of  the  jets  is  thereby  limited. 

14  Terry  has  found  that  the  best  commercial  results  are  ob- 
tained with  the  following  approximate  proportions  (Fig.  1): 

Let    D  =  outside  diameter  of  wheel,  in. 
W  =  width  of  bucket,  in. 
A  =  side  outlet  of  jet,  in. 
C  =  capacity  of  machine,  sq.  in.  of  outlet  area. 
Then  A  =  TF/6;  W  =  D/9;  therefore  A  =  D/46 [1] 


Digitized  by  VjOOQIC 


W.  J.   A.   LONDON 


569 


15  It  is  found  that  the  maximum  number  of  jets  that  can  be 
placed  around  the  circumference  to  allow  for  an  imrestricted  exhaust 
is  eight.  As  the  ratio  of  jet  to  wheel  remains  practically  uniform 
throughout,  this  rule  holds  good  for  any  diameter  of  wheel.  There- 
fore, /  J)Ki 

or  C  =  0.00395  D2 [2] 

16  With  an  initial  pressure  anywhere  between  100  and  200  lb. 
per  sq.  in.,  and  atmospheric  exhaust,  the  following  formula  gives  a 
close  approximation  of  the  maximum  capacity  in  terms  of  total 
steam  per  hour  and  wheel  diameter: 

Q  =  0.00395 D^  X  (4.6P  +  2160) [3] 

where  Q  =  steam  per  hour,  lb. 

P  =  initial  steam  pressure,  gage. 


Fig.  2    Westinghousb-Type  Turbine 

17  The  Westinghovse  Type  (Fig.  2).  In  this  design  consider- 
ably more  leeway  is  available  than  in  the  Terry,  inasmuch  as  the 
height  of  blade  can  be  varied  to  give  additional  power  without 
affecting  the  other  proportions;  but  in  small  machines,  on  account 
of  the  big  angularity  between  adjacent  blades,  this  must  be  kept 
down  to  a  minimimi.  The  general  practice  seems  to  be  to  make 
this  height  not  more  than  one-eighth  of  the  diameter  of  the  wheel. 

18  The  pitch  of  the  jets  is  limited  in  this  machine  in  the  same 
manner  as  it  is  in  the  Terry,  and  reference  to  Fig.  2  will  show  that 
the  following  approximate  proportions  must  be  kept: 
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19  Let  e  and  ^i  represent  the  first  and  second  inlet  angles  re- 
spectively, and  0  the  angle  of  discharge  after  the  first  action  on  the 
wheel;  then, 

^  "  r  (sin"^  "^  ^)  (^^'*  +  ^)  ^^  "  cot  J+j(2i2  +  if)sina| [4] 

Assuming  the  angles  B  and  0i  to  be  20  and  15  deg.  respectively,  the 
discharge  angle  to  be  35  deg.,  and  the  dimension  Z  to  be  0.75  in., 
we  get: 

B=18A [6] 

where  A  is  the  width  of  the  jet  at  outlet  and  E  is  the  pitch  of  jets. 


y -s-^-A  I 

H F — ^ 

Fig.  3    Curtis-Type  Turbine 


20  Taking  the  maximum  height  of  blade,  H,  as  D/8,  and  the 
radial  height  of  the  jet  as  0.9  H,  then  we  get  the  area  of  one  jet 

Ai  =  |x  0.9  =  0.1125 AD 

21  The  pitch  of  jets  has  been  found  to  be  18  A,  therefore  the 
maximum  number  of  jets  aroimd  the  circumference  is  D  X  ir/18  A, 
making  the  maximum  outlet  area 

0.1125ADXy8^ 

or  C,  the  capacity  of  the  machine  as  before,  is  0.0196  D*.    Or,  in 
terms  of  total  steam  as  above, 

C  =  0.0196  Z)»  (4.6  P,+ 2160) [6] 
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22  The  Curtis  Type  (Fig.  3).  In  the  Curtis  machine  with  a 
given  diameter  the  limiting  dimensions  are  the  height  of  blade 
and  the  percentage  of  circumference  that  it  is  commercially  possible 
to  fill  with  jets,  it  being  imderstood  that  it  is  theoretically  possible 
to  have  the  jets  extend  over  the  complete  circumference. 

23  Referring  to  the  limiting  blade  height,  this  has  been  found 
to  be  about  D/8  in  small  machines;  this  is  by  no  means  the  limit  as 
far  as  permissible  blade  height  is  concerned,  a  ratio  of  5  to  1  being 
quite  common  in  larger  machines,  but  the  ratio  of  8  to  1  is  all  that  is 
necessary  to  bring  the  capacity  up  to  the  general  commercial  limits 
of  the  frame. 

24  Regarding  the  ratio  E/F,  the  relation  between  the  theoreti- 
cal and  the  commercial  is  approximately  75  to  92,  depending  on  the 
form  of  jets  and  the  material  used. 

25  A  fair  value  to  take  for  the  ratio  of  the  height  of  the  last 
row  of  blades  to  the  nozzle  height,  B/A,  is  2.5.    Taking  B  =  D/8, 

A  ^  ^ 

8  X  2.5  "  20 

therefore 

Area  of  outlet  of  jet  =»  (^V  X  |  =  0.00U96D^ [7] 

F 
Pitch  of  jets  =  A  X  cosec  ^  X  ^ [8] 

Taking  the  ratio  ^  =  TTg' 

Number  of  jets  =  ^^^  ^  f^/^  ^  ^^^  ^ [9] 

Total  area  available  at  mouth  of  jets  (C)  =  0.111  Z)* sin ^... . . [10] 
Assuming  a  jet  angle  of  20  deg.,  we  get 

C  =  0.038  Z)»  with  roiind  jets [11] 

or  C  =  0.0485  Z>»  with  square  jets [12] 

or,  in  terms  of  total  steam  as  above, 

Q  =  0.038 D*  X  (4.6P  +  2160)  with  round  jets [13] 

and         Q  =  0.0485 D»  X  (4.6P  +  2160)  with  square  jets [14] 

26  The  Kerr  Type.  The  principle  on  which  this  machine  is 
designed  calls  theoretically  for  a  number  of  stages  equal  to  the 


Digitized  by  VjOOQIC 


572  SMALL-TURBINE  SITUATION 

square  of  the  number  of  rows  of  blades  or  actions  in  the  multi- 
velocity  t)rpe  with  the  same  diameter  of  wheel.^ 

27  If  we  increase  the  diameter  of  the  wheel  to  reduce  the  num- 
ber of  stages,  for  example,  if  we  design  a  2-wheel  Kerr  to  be  theo- 
retically equivalent  to  a  2-row  Curtis  as  far  as  purely  theoretical 
turbine  efficiency  is  concerned,  and  if  we  keep  the  stresses  in  the 
wheels  the  same  in  both  instances,  the  diameters  and  weights  of  the 
wheels  will  be  very  materially  increased.  In  addition  the  skin 
friction  wiU  be  also  increased.  As  this  is  a  serious  factor  in  small 
machines  it  is  better  to  keep  down  the  diameter  and  increase  the 
number  of  stages.  Within  the  limits  controlled  by  the  ratio  of 
blade'  height  to  mean  wheel  diameter  it  will  be  found  that  from  a 
shop-cost  standpoint  also  it  is  more  economical  to  increase  the 
number  of  stages  rather  than  increase  the  diameter  to  get  the  equiva- 
lent e£Fect. 

28  The  cost  of  wheels  of  even  section  varies  as  the  square  of 
the  diameter.  If  the  same  section  of  wheel  was  permissible  with 
either  large  or  small  wheels  it  will  be  seen  from  Fig.  4  that  the  cost  of 
wheels  in  both  instances  would  be  the  same.  But  we  have  seen  that 
if  we  are  to  keep  our  stresses  down  to  the  same  factor  in  each  case, 
then  the  cost  of  the  wheel  element  is  greater  with  the  fewer  stages. 

29  Of  course,  we  have  to  take  into  consideration  the  additional 
number  of  diaphragms  and  stuffing  boxes,  but  as  the  pressure  differ- 
ence decreases  with  an  increase  in  number  of  stages  the  thickness 
and  the  weight  are  in  turn  affected.  So  much  depends  on  the  general 
design  of  the  machine  that  it  is  difficult  to  formulate  any  rule  for 
the  relation  of  weight  of  the  casing  to  the  number  of  stages,  but 
calculations  based  on  a  purely  theoretical  basis  would  indicate  an 
advantage  in  favor  of  more  stages.  Ftom  a  study  of  the  Ken- 
designs  it  would  appear  that  this  contention  is  correct. 

^  Let  Vw  "  wheel  velocity  in  both  cases 

K  »  constant  representing  velocity  ratios  and  other  factors  com- 
mon to  both       * 
H  »  B.t.u.  available  in  total  range  of  expansion 
N  »  number  of  rows  of  blades  in  a  pressure  or  Kerr  type 
^i  =  number  of  rows  of  blades  in  a  velocity  or  Curtis  type 
h  a  B.t.u.  per  stage 

R  a>  number  of  rows  of  blades  in  Curtis  type  per  stage. 
The  steam  velocity  per  stage  =  8  Vk  X  778 
h  »  KV^^  for  Kerr  type 

=  (KV^Ry  for  Curtis  type 
H  ^  k  X  N  and  h  X  Ni,  respectively 
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30  Regarding  the  limitations  of  a  given  frame  of  this  design  in 
order  to  bring  it  to  a  basis  comparable  with  the  other  designs  we 
have  been  considering,  we  must  first  of  all  neglect  the  nmnber  of 
stages.  The  last  stage  is  now  equivalent  to  the  last  row  of  a  Curtis 
machine.  Therefore  with  a  given  diameter  the  maximum  capacity 
is  the  same  (the  leaving  losses  of  course  being  the  same  in  both  in- 
stances). 


Stefion  of  tth99f  Dise90 
mighffTofal) 
\  ^^  /ftmains  Constant 
^  **    Irrtsptctiv9  of  Numbtr 
^     ofStag€S. 
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\       ftpm      3f00 
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y/////v////////////////Z^^^ 


<  20 


///////////////, 


012345670910 
NUMBER  OF  STAGES;  N 

FiQ.  4    Whbbl  Weight  op  Kbrr-Typb  Whebls 

31  As  mentioned  above,  for  a  given  theoretical  efficiency  the 
number  of  stages  in  a  machine  of  this  design  varies  as  the  square  of 
the  number  of  the  rows  of  blades  in  the  Curtis  design,  so  that  it  is 
hard  to  tell  at  first  sight  how  this  machine  can  be  cc^petitive  if  an 
efficiency  even  approximating  that  obtainable  with  the  Curtis  de- 
sign is  to  be  obtained.  The  fact  nevertheless  remains  that  this 
machine  is  competitive,  and  very  much  so  at  that,  and  has  a  market. 
There  can  be  only  one  solution  to  the  problem,  namely,  cheaper 
manufacturing  costs;  and  a  study  of  the  designs,  with  the  standard- 
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ization  they  have  adopted  of  all  parts,  leaves  little  doubt  that  this  is 
the  answer.^ 

32    Summarizing  the  above,  therefore,  we  get  the  frame  capacity 
of  the  respective  designs  in  terms  of  jet-outlet  area  as  follows: 

Terry 0.00395  D» 

Westinghouse 0.0196  D* 

Curtis 0.0485  Z)» 

Kerr 0.0485  Z>* 


^'./^ 


13 


A  9  C 

FiQ.  5    Forms  of  Whsbl  Disks  Rbfbrbbd  to  in  Tablb  1 

33    To  compensate  for  the  shortcomings  of  the  Westinghouse 
and  Terry  designs  as  r^ards  capacity,  the  makers  claim  distinct 

TABLE  1     EFFECT  OF  SPEED  ON  DESIGN  AND  COST  OF  WHEELS 


Fonno(didc(M9Flc.6). 


B 


Outdd*  diamaUr  of  disk,  ft. . 

Haz.  tlUwm,  lb.  par  iq.  in 

RiP.in».«« 

Waicht.lb 


2 

17,000 

4000 

120 


2 

17,000 

5000 

106 


2 

17,000 

6000 

146 


Coat  of  matarial  at  8  oanta  par  lb 

Eatimaiad  labor  ooat  (not  inelading  blading) . 
Owhaad,  200  par  eant  labor 


$9.60 
2.60 
5.20 


$8.40 
S.OO 
7.80 


$11.60 
4.55 

9.10 


Total  ahop  ooat. , 
Ratio  of  ooat 


$17.40 
1.0 


$20.10 
1.16 


$25.25 
1.46 


advantages  for  their  designs  over  the  Cuttis  on  account  of  the  single- 
wheel  construction  as  compared  with  two  or  more  wheels  or  two  or 
more  rows  of  blades. 

^  An  interesting  comparison  showing  the  effect  of  speed  on  the  design 
and  cost  of  wheels  is  given  in  Table  1. 
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34  The  strongest  argument  in  favor  of  the  Terry  design  is  the 
elimination  of  all  fine  longitudinal  clearances,  and  this  is  imquestion- 
ably  a  very  important  one,  especially  when  the  machine  is  sometimes 
called  upon  to  take  care  of  external-thrust  loads  from  imbalanced 
pumps,  etc.  But  with  modem  designs  where  only  two  actions 
or  two  rows  of  blades  are  nec^sary,  it  is  impossible  to  obtain  the 
same  efficiency  as  with  a  Curtis  t3rpe,  as  will  be  explained  later,  and 
it  is  questionable  whether  the  advantages  are  sufficient  to  compen- 
sate for  the  decrease  in  efficiency  provided  an  adequate  thrust 
bearing  is  employed. 


Fig.  6    Buu/t-up  Terry  Curtis  Wheel 

35  Regarding  the  first  cost,  with  two  wheels  built  up  of  saw- 
steel  disks  as  shown  in  Fig.  6  and  bladed  with  extruded  metal,  the 
finished  cost  is  about  the  same  as  for  the  standard  Terry  design.  This 
is  in  a  great  measure  accoimted  for  by  fact  that  the  Terry  design 
calls  for  a  great  amount  of  hand  finishing  in  the  wheel  and  reversing 
chambers  that  is  not  called  for  in  the  other  design. 
.  36  With  the  Westinghouse  design  we  have  the  same  necessity 
for  retaining  the  small  axial  clearances  as  in  the  Curtis,  so  the  single- 
wheel  element  is  the  only  advantage,  but  it  is  much  lighter  than  the 
Terry  and  therefore  lends  itself  much  more  readily  to  overhung 
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design  than  either  the  Terry  or  the  Curtis.  With  regard  to  first 
cost,  it  would  appear  that  the  first  cost  of  the  reversing  chambers 
in  this  design  would  be  as  high  as  that  of  another  row  of  blades  with 
simple  nozzles  and  cheap  construction  of  extruded  guide  blades. 

37  One  factor  that  has  had  a  great  deal  to  do  with  the  neces- 
sary modifications  to  the  designs  that  were  practicable  sev^i  or 
eight  years  ago  is  the  great  increase  in  the  operating  speed  now 
called  for  in  the  average  small-turbine  unit. 


Fia.  7    Conventional  View  of  Terry  Reversing  Chambers 

38  It  is  only  recently  that  gears  have  been  reduced  to  a  com- 
mercial basis,  with  the  exception  of  the  De  Laval  Co.,  who  confined 
their  output  of  gears  exclusively  to  their  own  apparatus,  so  that  in  the 
earlier  days  the  other  manufacturers  had  the  speed  of  their  turbines 
entirely  controlled  by  the  connected  apparatus.  Furthermore,  the 
speeds  of  that  apparatus  at  the  time  of  which  we  are  speaking  was 
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very  much  lower  than  it  is  now/ so  that  a  velocity  ratio  of  8  to  1 
was  common  practice  in  those  days.^ 

39  The  Terry  machine  was  at  its  best  when  subjected  to  these 
conditions.  The  reversing  chambers*  were  arranged  as  shown  in 
Fig.  7,  and  the  path  of  steam  was  approximately  as  shown,  extract- 
ing right  up  to  the  limit  of  the  available  energy  in  the  steam.  Owing 
to  the  necessary  mixing  of  primary  and  secondary  steam  in  the 
reversing  chambers,  it  is  impossible  to  judge  how  many  true  actions 
are  actually  obtained,  —  hardly  more  than  three.  Inasmuch  as 
in  the  Curtis  machine  three  rows  of  blades  for  the  same  velocity 
ratio  give  better  results  than  four,  it  must  be  assumed  that  the 
foiu*th  chamber  in  the  Terry  probably  takes  care  of  the  spilling  that 
occurs  throughout  the  cycle. 


Fio.  8    Illustrating  *' Spill"  in  Terry  Rbysrsinq  Chamber 

• 
4Q    'the  action  of  the  steam  in  the  Curtis  machine  is  a  straight- 
forward proposition  and  easy  to  follow,  but  jn  the  Terry  it  is  the  most 
complex  problem  in  all  turbine  work,  so  much  so  that  authorities  in 
writing  about  it  barely  touch  on  the  theoretical  considerations. 

41  In  spite  of  this  uncert^ty,  very  excellent  results  are  obtained 
at  these  low  speeds  and  the  efficiencies  are  competitive  with  any 

^  By  velocity  ratio  is  meant  the  ratio  of  the  steam  speed  issuing  from  the 
nossle  to  the  peripheral  speed  of  the  wheel.  JPor  instance,  expanding  from  150 
to  0  lb.,  velocity  at  outlet  of  jet  referred  to  the  plane  of  rotation  of  the  jet  is 
approximately  2000  ft.  per  sec.  A  2-ft.  wheel  running  at  2500  r.p.m.  has  a 
peripheral  velocity  of  approximately  250  ft.  per  sec.,  therefore  the  velocity 
ratio  is 

F,       2000^ 
7„  "250 

«  Explanation  of  Figs.  7  and  10.  While  there  is  of  course  only  one  wheel 
and  one  set  of  reversing  chambers  in  a  Terry  machine,  it  is  difficult  to  make  an 
intelligent  diagram  when  showing  only  the  one  wheel  and  reversing  chamber. 
The  conventional  view  is  supposed  to  represent  the  same  wheel  and  reversing 
chamber  at  different  stages  of  a  revolution. 
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type;   but  at  higher  speeds  its  efficiency  as  compared  with  other 
types  falls  rapidly  away. 

42  To  refer  briefly  to  a  few  experiments  that  were  carried  out 
to  determine  the  possibilities  of  this  machine  at  higher  speeds,  we 
must  first  of  all  bear  in  mind  that  there  is  a  necessary  ''spill"  and 
mixing  of  steam  at  different  velocities  throughout  all  reversing  cham- 
bers (Fig.  8),  and  therefore  the  steam  must  in  a  great  measure  find 
its  own  path;  so  experiments  were  tried  with  a  chamber  free  of  all 
division  plates,  giving  the  steam  entirely  its  own  way.  This  gave 
very  inferior  results  to  the  standard  chamber,  however,  showing  the 
necessity  of  a  certain  amount  of  guidance  to  the  steam.  A  compro- 
mise was  suggested  by  Lee  (Fig.  9),  giving  a  partial  guidance  to  the 


ViQ,  9.    Lbe's  Method  of  Partially  GinDiNO  Steam  in  Terry  Chamber 
steam,  but  this  does  not  3rield  on  test  the  efficiency  of  the  original 


43  Now,  to  come  to  the  effect  of  increased  speed,  it  would  nat- 
urally be  assumed  that  with  a  velocity  ratio  of  4  to  1  the  same  im- 
provement would  be  obtained  by  leaving  oflF  two  reversing  chambers 
as  we  get  by  leaving  oflF  rows  in  the  bladed  type  of  machine,  but 
this  is  not  so;  the  speed  of  the  wheel  having  been  increased,  the 
point  of  discharge  from  the  first  bucket  has  advanced  to  such  an 
extent  that  some  of  the  discharge  actually  enters  the  last  reversing 
chamber  (Fig.  10),  so  that  to  make  an  efficient  2-action  wheel  the 
reversing  chamber  should  cover  the  same  arc  of  the  circumference 
as  a  4-action  machine.  A  larga  reversing  chamber  specially  de- 
signed for  one  reversal  was  extensively  tested  out,  the  most  careful 
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attention  being  paid  to  the  inlet  and  outlet  angles,  but  the  result 
was  substantially  the  same  as  with  the  standard  chambers.  A 
divided  chamber  was  next  tried,  similar  to  the  Riedler-Stumpf,  but 
if  there  was  any  advantage  gained  by  the  additional  guidance  it 
was  lost  in  increased  skin  friction,  as  the  results  were  still  about 
the  same. 

44  The  minimum  length  of  the  path  of  steam  in  a  2-action 
Terry  machine  is  at  least  five  times  that  in  a  properly  designed  Curtis 
machine,  and  this,  together  with  the  difficulties  already  mentioned 
in  properly  guiding  the  steam  without  mixing  from  one  velocity 


fbffrfffS/j/tf 


Fig.  10    Path  of  Spill  in  Terry  Reversino  Chamber 

stage  to  the  next,  practically  eliminates  the  commercial  possibilities 
of  this  type  for  the  higher  speeds  now  demanded. 

45  It  is  now  generally  acknowledged  that  from  a  design  stand- 
point the  small  machine  must  be  laid  down  on  a  totally  different 
basis  to  the  larger  machines.    The  principal  reasons  for  this  are: 

*  a  High  thermal  efficiency  is  in  a  great  many  cases  imnec- 
essary  on  account  of  the  economical  utilization  of  exhaust 
steam;  and  as  economy  bears  a  definite  relation  to  first 
cost,  a  highly  efficient  machine  is  often  a  mistaken 
investment 
b  The  class  of  labor  employed  in  the  average  station  to 
look  after  auxiliaries  is  very  inferior  to  that  employed 
on  the  main  engine-room  floor.  These  machines  which 
are  called  upon  for  continuous  operation  are  often  located 
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in  places  where  no  other  well-finished  piece  of  machineiy 
would  be  expected  to  run.^  The  designer  must  there- 
fore consider  simplicity  and  durability  first,  with  as  high 
an  efficiency  as  possible;  but  he  must  sacrifice  efficiency 
if  in  any  measure  it  will  interfere  with  the  .first  essentials 
mentioned. 

46  While  the  small-turbine  auxiliary  has  all  the  appearance 
of  a  very  elementary  and  simple  engineering  proposition,  this  is  by 
no  means  the  case,  as  any  manufacturer  knows;  and  problems 
equally  complex  with  those  confronting  the  designer  of  large  ma- 
chines have  had  to  be  solved,  and  a  great  many  are  by  no  means  yet 
solved.  We  have  only  to  consider  the  comparatively  few  firms 
that  are  competing  in  this  line  today  with  the  number  that  have 
entered  it,  evidently  tempted  by  the  apparent  simplicity  and  big 
profits,  and  finding  out  too  late  that  it  is  a  more  difficult  proposition 
than  api^bars  on  the  surface.  The  theoretic^  design,  that  is,  the 
proportions  of  nozzles,  blades,  wheels,  etc.,  presents  no  difficulties, 
but  the  mechanical  design  of  such  parts  as  the  bearings,  glands, 
governor,  etc.,  is  what  determines  success  or  absolute  failure. 

47  It  is  not  within  the  province  of  this  paper  to'  go  into  these 
details  any  further  than  to  point  out  in  a  general  way  some  of  the 
problems  that  have  had  to  be  solved.  Among  the  more  important 
of  these  are  lubrication,  packing  and  regulation. 

48  Forced  lubrication  being  impracticable  in  small  machines 
for  general-auxiliary  purposes,  the  ring-oiled  type  has  been  called 
upon  to  operate  with  duties  previously  considered  impossible,  and 
to  operate  continuously  with  a  bearing-box  temperature  in  the 
neighborhood  of  250  deg.  fahr. 

49  Glands  or  stuflSng  boxes  are  sometimes  called  upon  to  pack 
against  a  back  pressure  of  120  lb.,  while  20  and  30  lb.  are  common. 
It  must  be  borne  in  mind  that  the  soft-packing  stuffing  box  as  used 
in  reciprocating  machines  is  impracticable  in  turbine  work  on  account 
of  the  high  rubbing  speeds. 

50  The  design  of  a  satisfactory  governor,  the  essential  feature 
of  which  is  simplicity,  but  having  a  characteristic  approaching  the 
more  elaborate  types,  has  presented  many  difficulties;  so  has  the 
governor  valve,  which  must  be  as  small  as  possible  to  minimize 
cutting  at  Ught  loads,  but  must  not  crowd  or  stick  .when  passing 
the  maximimi  amount  of  steam  required. 

*  Several  cases  are  on  record  where  machines  have  actually  run  for  con- 
siderable periods  under- water  without  damage. 
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51  The  above  constitute  the  essential  components  governing 
details  of  the  performance  of  the  turbine  itself,  but  there  is  one 
other  and  a  vital  factor  to  be  considered,  and  one  that  comes 
directly  within  the  present  subject-matter  —  the  satisfactory  per- 
formance of  the  whole  imit.  As  in  all  other  classes  of  machinery, 
certain  mechanical  troubles  will  always  arise  from  time  to  time, 
but  it  is  safe  to  say  that  today  the  general  behavior  of  a  turbine 
unit  will  compare  very  favorably  with  any  other  piece  of  apparatus 
in  a  power  house.  But  to  return  to  the  more  general  considerations 
of  the  unit  as  a  whole,  there  are  some  very  important  factors  to  be 
taken  into  account  that  are  peculiar  to  this  class  of  apparatus,  and 
which  have  a  direct  bearing  on  the  general  design. 

52  The  most  important  of  these  is  of  course  the  necessity  for 
true  alignment.    Where  the  unit  is  built  in  one  shop  the  designer 


Fig.  11    Pump  and  Overhung  Turbine 

has  a  distinct  advantage,  inasmuch  as  he  can  so  design  both  ends 
of  the  apparatus  as  to  make  one  rigid  unit;  but  Where  the  two  ends 
of  the  unit  are  built  by  different  parties,  it  is  a  different  proposition. 
53  The  average  so-called  flexible  coupling  will  not  satisfactorily 
take  care  of  misalignment,  the  bedplate  cannot  be  commercially 
designed  that  will  stay  true  from  test  floor  to  foundations;  so  that 
no  matter  what  care  has  been  taken  in  the  shops,  a  realignment  after 
erection  becomes  an  imfortunate  necessity  in  even  the  smallest 
units.  There  is  an  extensive  field  for  improvement  in  general 
design  to  eliminate  this.  Various  schemes  have  been  advanced 
recently  resulting  in  a  marked  improvement  in  this  direction,  such 
as  the  3-point  support,  and  the  3-bearing  unit  with  the  elimina- 
tion of  the  flexible  coupling.  The  latter  is  practicable  where  one 
firm  builds  the  whole  unit,  but  otherwise  up  to  the  present  it  has 
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not  worked  out  very  satisfactorily.  The  main  reason  for  this  is 
best  explained  in  the  case  of  electric-generator  units.  If  the  tur- 
bine maker  takes  away  one  of  the  generator  bearings,  in  other  words, 
disturbs  the  assembly  of  the  complete  generator  as  shipped  from  the 
manufacturer,  he  disclaims  responsibility  for  anything  that  may 
happen  to  that  part  of  the  apparatus  on  the  road. 

64  In  blower  work  the  proposition  is  more  practicable,  but 
only  when  the  unit  is  lined  up  by  the  turbine  maker  or  one  equally 
appreciative  of  the  necessity  of  accurate  workmanship. 

55  To  overcome  this  trouble  the  Steam  Motors  Co.  have  re- 
cently placed  on  the  market  the  design  of  machine  shown  in  Fig.  11. 
This  machine  is  supplied  with  only  one  bearing  and  solid  coupling 
for  connecting  to  the  driven  apparatus.  By  taking  a  standard 
pump  or  blower  and  removing  one  bearing  and  fitting  a  solid  coup- 


FlG.   12      RlQID-FRAMB   DESIGN  OF  TURBINIB  AND   PuifP 

ling  to  the  shaft,  the  combination  of  steam  motor  and  pump  becomes 
a  2-bearing  unit,  with  a  very  much  shorter  bedplate  and  the  elimi- 
nation of  any  misalignment  troubles. 

56  In  larger  machines,  one  of  the  most  pleasing  in  effect  and  at 
the  same  time  most  radical  dejjlartures  made  in  recent  years  to 
overcome  the  difficulties  of  misalignment  was  the  introduction  by 
Mr.  R.  H.  Rice,  Mem.Am.Soc.M.E.,  of  the  General  Electric  Co., 
of  the  so-called  rigid-frame  design.  From  Fig.  12  it  will  be  seen 
that  the  bedplate  has  been  entirely  eliminated  and  the  whole  struc- 
ture so  designed  that  both  ends  are  bound  to  stay  in  line  irrespec- 
tive of  foundation  conditions,  so  reducing  the  personal  equation  in 
erection  to  a  minimum.  In  erecting  this  machine  only  one  end  is 
anchored,  as  shown  in  Fig.  12.  The  generator  end  is  mounted  on  a 
sliding  key,  allowing  free  movement  endwise,  and  on  a  narrow 
transverse  foundation  plate  on  which  the  generator  can  rock  to 
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compensate  for  any  vertical  movement  of  the  turbine  due  to  vary- 
ing temperature.  In  effect  the  machine  rests  on  its  foundations, 
as  shown  diagrammatically  in  the  figure. 

THE  salesman's  AND   CUSTOMEB'S  ASPECT 

57  What  might  be  called  the  truly  conunercial  aspect  of  this 
situation,  i.e.,  those  phases  of  vital  interest  to  the  salesman  and 
customer,  presents  many  interesting  problems.*  To  begin  with,  we 
must  forget  that  we  are  dealing  with  steam  turbines  in  the  sense 
that  we  have  been  accustomed  to,  when  we  have  only  been  con- 
sidering prime  movers.  For  auxiliary  purposes  the  small  turbine 
is  becoming  the  standard  method  of  drive.  That  means  that  it  is 
getting  into  the  class  of  the  electric  motor.  It  has  already  passed 
the  stage  of  ''being  built"  and  is  now  being  successfully  manu- 
factured in  quantity. 

58  There  is,  however,  stUl  a  great  deal  to  be  accomplished  before 
the  machine  can  be  satisfactorily  manufactured  to  be  sold  from  stock. 
At  first  sight  it  might  appear  that  this  is  almost  out  of  the  question, 
especially  when  we  see  such  a  diversity  of  specifications  as  accom- 
pany the  average  contracts  for  small  tiu-bines  today,  but  when  the 
number  of  these  machines  that  are  now  being  turned  out  at  the 
present  time  and  the  fact  that  the  market  is  increasing  rapidly  are 
considered,  it  is  siu-ely  only  a  matter  of  time  when  some  form  of 
standardization  will  be  absolutely  necessary.  In  the  electrical  in- 
dustry we  have  seen  the  wonderful  advantages,  both  to  the  manu- 
facturer and  customer,  of  the  rules  laid  down  by  standardization 
committees,  and  we  wondered  why  we  had  not  adopted  them  sooner. 
Perhaps  not  to  the  same  degree  of  perfection,  but  certainly  to  some 
extent  a  standardization  of  small-tufbine  specifications  is  not  only 
possible  but  quite  practicable.  As  long  as  the  customer  calls  for 
something  special,  and  everybody  is  willing  to  build  it,  not  only  does 
this  customer  have  to  pay  for  it,  but  the  standard  machine  will  cost 
more,  on  account  of  the  interruption  to  the  manufacturer  in  putting 
through  lots. 

59  Let  us  then  consider  where  the  possibilities  lie  in  this 
direction,  analyzing  the  various  requirements  of  the  average  speci- 
fication which  call  for  rigid  guarantees  under  the  headings:  (a) 
steam-consumption  guarantees  at  certain  loads  with  fixed  or  various 
steam  conditions;  (b)  speed-regulation  guarantees,  and  when  con- 
nected to  electric  generators  voltage-regulation  guarantees  in  addi- 
tion; and  (c)  various  load  requirements  with  varying  steam-  and 
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back-pressure  conditions.  In  addition  there  is  a  diversity  of  re- 
quirements as  to  fitting^,  such  as  water-pressure  regulator,  emer- 
gency governor,  strainer,  gages,  etc. 

60  Regarding  (a),  this  is  a  much-debated  point  when  discussing 
small  turbines.  Granted  there  was  a  time  when  the  small  turbine 
was  very  wasteful  of  steam,  that  time  has  now  passed  and  the  builder 
of  small  turbines  today  meets  any  guarantee  he  makes;  and  at  the 
very  worst  it  is  questionable  whether  a  small  turbine  was  ever  built 
that  consumed  steam  at  a  rate  comparable  with  some  direct-acting 
pumps.  But  there  was  never  any  serious  criticism  raised  with 
such  pumps  on  that  score  nor  was  the  manufacturer  even  asked  for 
a  guarantee.  The  consulting  engineer  or  purchaser  feels  that  he 
cannot  possibly  buy  a  steam  turbine,  no  matter  how  small,  unless 
he  imposes  numerous  stringent  guarantees  as  regards  steam  con- 
sumption. The  fact  that  an  auxiliary  rarely  operates  under  the 
steam  conditions  as  specified,  and  therefore  the  guarantees  as  made 
bear  but  little  relation  to  the  actual  performance,  does  not  enter 
into  his  consideration  at  all. 

61  When  a  manufacturer  advances  any  argument  relative  to 
the  unimportance  of  steam  consumption,  he  is  generally  misunder- 
stood. The  customer  feels  he  is  trying  to  evade  any  responsibility 
along  these  lines  and  sell  an  inferior  piece  of  machinery.  Let  us 
look  at  that  from  another  standpoint.  The  manufacturer  today 
buUds  one  line  of  machines.  There  are  so  many  cases  where  effi- 
ciency is  of  prime  importance  that  the  machine  as  built  must  be 
capable  of  meeting  the  guarantees  as  demanded  by  the  market. 
Fiu*thermore,  any  machine  with  a  witness-test  clause  added  on 
cannot  be  put  through  the  shops  independently  but  must  necessarily 
be  one  of  a  lot  of  identical  machines.  If  this  machine  meets  its 
guarantee  on  test  it  is  only  fair  to  assume  that  the  others  cannot  be  / 
far  oflF  the  mark.  In  this  connection  a  concern  regularly  manu- 
factures machines  for  the  U.  S.  Government  under  specifications 
that  are  most  rigid  as  regards  performances  on  test,  yet  with  the 
possible  exception  of  material  inspection  in  some  cases,  these  ma- 
chines are  standard  in  all  respects. 

62  Witness  tests  are  costly.  The  manufacturer  naturally  can- 
not notify  the  customer  exactly  when  a  machine  will  be  ready  for 
the  shop  tests,  and  would  not  want  him  present  then  if  he  did,  so 
that  any  delay  in  a  busy  shop,  waiting  on  the  customer's  convenience 
and  a  dupUcation  of  the  tests,  must  eventually  be  paid  for  directly 
or  indirectly  by  the  purchaser. 
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63  One  more  word  on  the  absurd  multiplicity  of  guarantees 
sometimes  called  for.  It  is  no  exception  to  find  in  some  proposi- 
tions, particularly  from  pump  companies,  a  request  for  15  or  20 
guarantees  imder  different  conditions  for  a  non-condensing  machine 
where  the  exhaust  is  to  be  used  in  the  feedwater  heater. 

64  Clause  (6),  speed-regulation  guarantee,  is  necessarily  of  vital 
importance  in  such  work  as  generator  drive,  but  it  surely  is  of  no 
importance  whatever  when  the  speed  of  the  tiu-bine  is  primarily 
governed  by  a  pressure  regulator  as  in  the  case  of  a  boiler-feed 
pump  or  forced-draft  set  controlled  in  a  similar  manner,  yet  the 
manufacturer  has  to  rehgiously  put  in  his  2  per  cent  clause. 

65  Even  with  generator  drive  the  average  clauses  are  too  ex- 
acting for  the  good  of  the  customer.  Why  need  we  specify  a  close 
speed  variation  when  we  already  specify  a  certain  variation  in 
voltage?  The  compensated-wound  generator  can  give  flat  com- 
pounding *with  a  big  speed  variation,  and  a  reasonably  large  speed 
variation  means  stable  governing,  whereas  a  sensitive  governor 
means  instability  and  a  tendency  to  hunt.  We  have  only  to  look  at 
the  average  a.  c.  machine  to  realize  how  essential  a  reasonably  wide 
speed  variation  is  for  satisfactory  parallel  operation. 

66  Again,  to  obtain  close  speed  variation  on  test  means  very 
delicate  fitting  and  adjustment  of  the  governor  valve.  The  valve 
must  shut  absolutely  tight,  and  any  valve  built  this  way  is  subject 
to  cutting  in  service;  whereas,  if  a  wider  speed  variation  had  been 
permissible  in  the  first  instance,  a  more  durable  valve  could  have 
been  installed. 

67  Regarding  (c),  load  requirements,  there  is  a  strong  tendency 
to  introduce  the  maximum  rated  standard  into  the  small-tiu-bine 
field,  and  common  sense  tells  us  that  it  is  the  only  proper  competi- 
tive basis;  but  is  the  adoption  of  this  standard  commercially  prac- 
ticable under  existing  conditions?  As  far  as  the  turbine  itself  is 
concerned  there  is  no  argument,  the  output  can  be  accurately  esti- 
mated; but  does  the  same  degree  of  certainty  exist  among  the 
pump  and  blower  makers? 

68  With  the  repeated  changes  in  design,  the  limited  testing 
facilities  in  the  average  pimip-maker's  plant  and  the  almost  impos- 
sible proposition  of  making  accurate  blower  tests  on  a  commercial 
basis,  is  it  feasible  at  the  present  time  to  order  a  turbine  without 
an  overload  margin  to  take  care  of  errors  that  are  not  only  excusable 
but  are  to  be  reasonably  expected?  Experience  tells  us  that  a  cer- 
tain leeway  is  necessary,  —  the  turbine  maker  knows  this,  and  often 
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finds  that  the  addition  of  another  jet,  over  and  above  that  necessary 
to  meet  the  contract,  is  a  good  investment.  This  principle  is  not 
right  if  we  are  to  have  fair  competition  among  turbine  makers;  it 
is  only  natm'al  that  the  pump  maker  will  favor  the  type  of  machine 
that  he  knows  will  give  him  a  good  big  overload.  The  worst  feature 
of  this  situation  is  the  fact  that  in  some  cases  in  a  cut-price  job  the 
pump  maker  has  relied  on  the  overload  capacity  of  the  turbine  to 
give  full  load  at  the  pump.^ 

69  The  adoption  of  the  maximum-rating  standard  by  all  tur- 
bine makers  and  their  rigid  adherence  to  it  would  in  a  great  measure 
solve  this  whole  problem.  Granted  that  allowances  are  necessary, 
they  should  all  be  made  by  the  pump  or  blower  maker,  who  should 
be  the  best  judge  as  to  the  leeway  advisable,  and  he  should  order 
his  turbine  accordingly. 

70  The  question  as  to  whether  the  maximum  rating  will  be 
satisfactory  to  the  customer  is  another  matter  to  be  c6nsidered. 
With  the  customer  educated  to  the  limitations  of  the  turbine  there 
should  be  no  difficulty;  but  as  long  as  he  thinks  it  can  be  loaded  up 
to  breaking-down  point  like  a  motor,  there  will  be  dissatisfaction  if 
the  machine  fails  to  carry  full  load  when  the  steam  pressure  drops. 
All  that  is  necessary  in  this  case  is  a  clear  understanding  between 
the  contractor  and  purchaser  as  to  the  conditions  necessary  to  obtain 
full  load. 
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71  It  might  be  well  to  bring  out  here  an  important  point  in 
connection  with  non-condensing  auxiliaries  that  run  at  full  load 
continuously.  With  a  condensing  machine,  considerable  variations 
in  initial  steam  pressure  can  take  place  without  materially  affecting 
the  output,  but  in  a  non-condensing  machine  a  multiplicity  of  small 
deviations  from  the  contract  conditions,  each  insignificant  in  itself, 
can  have  a  very  marked  effect  on  the  output,  as  will  be  seen  from 
the  preceding  table,  which  compares  the  conditions  as  they  would 

^  A  representative  of  a  pump  manufacturer  was  onoe  frank  enough  to  admit 
that  a  certain  turbine  firm  always  got  the  preference  because  it  was  more  liberal 
with  its  overload  capacities. 
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be  specified  in  an  average   contract   with   conditions  that  could 
reasonably  be  expected  in  service.^ 

72  With  a  view  to  setting  forth  how  the  theories  mentioned 
above  can  be  worked  out  in  practice,  a  suggested  Code  of  Practice 
is  given  in  the  Appendix. 
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Fig.  13    Effect  of  Water  Rate  on  Heating  Value  of  Exhaust  Steam 

73  The  question  of  steam  consumption,  with  its  true  relation 
to  the  overall  efficiency  of  the  plant,  has  lately  been  receiving 
much  more  attention  than  formerly.  In  stations  and  industrial 
plants  where  all  the  exhaust  can  be  utilized,  the  thermal  efficiency 

*  In  this  connection  it  might  be  well  to  enlarge  on  one  point  often  over- 
looked by  the  manufacturer  and  customer  alike  —  the  necessity  for  very  liberal 
allowances  in  machines  operating  at  very  low  pressures. 

Operating  with  atmospheric  exhaust  an  initial  drop  in  steam  pressure  of 
10  lb.  from  150  lb.  means  a  reduction  of  available  B.t.u.  at  the  turbine  of  3 
per  cent,  whereas  the  same  drop  at  60  lb.  (common  in  sugar-refinery  work)  means 
over  10  per  cent.  Therefore  velocities  permissible  under  the  higher  pressures 
must  be  considerably  cut  down  when  it  is  desired  to  maintain  full  load  at  around 
60  or  70  lb. 
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of  the  auxiliaries  C5an  vary  very  considerably  without  an  appreci- 
able effect  on  the  coal  pile.  Fig.  13  shows  what  a  relatively  small 
effect  a  very  large  range  in  water  rate  has  on  the  heating  value  of 
the  exhaust  steam. 

74  However,  in  stations  where  there  are  times  when  all  the 
exhaust  cannot  be  economically  utilized,  the  question  of  the  auxil- 
iary efficiencies  becomes  of  serious  importance.  To  meet  this  con- 
dition a  great  many  radical  changes  have  been  made  in  the  general 
layout  of  this  part  of  the  apparatus,  particularly  in  ^e  introduc- 
tion of  geared  driven  pumps,  etc.,  in  place  of  the  low-speed  direct- 
connected  type.  Any  innovation  of  value  here  naturally  means 
complications,  in  the  same  manner  that  any  marked  improvement 
in  the  steam  consumption  of  the  turbine  itself  must  necessarily  be 
made  at  a  sacrifice  of  simplicity.  Can  we  afford  to  do  this?  Will 
the  little  saving  that  at  best  can  be  made  commercially  in  any 
design  of  small  turbine  give  the  net  result  required?  Is  it  not  better 
to  accept  the  best  efficiency  conducive  to  maximum  simplicity  and 
reliability,  and  be  content  with  that;  then,  when  the  point  is  reached 
where  more  exhaust  than  that  supplied  by  a  certain  number  of  aux- 
iliaries is  required,  to  switch  over  to  electrically  driven  apparatus? 
The  combination  steam-  and  electrically  driven  unit  meets  this  situ- 
ation admirably. 

75  The  ideal  way  to  distribute  the  units  would  be  to  begin  with 
the  turbine  units  in  all  places  that* receive  the  least  attention  and 
such  places  as  boiler-feed  pumps  that  must  not  be  shut  down  in 
case  of  any  electrical  disturbance,  and  keep  the  electrically  driven 
units  on  the  main  engine-room  floor  as  far  as  possible. 

THE  manufacturer's  POLICY 

76  Regarding  the  question  of  policy  between  the  manufacturers 
of  the  respective  parts  of  a  complete  piece  of  apparatus,  and  the 
combined  poUcy  of  manufacturers  towards  the  customer,  the  first 
question  that  arises  is,  Why  should  there  be  any  difference  here  from 
the  policy  adopted  in  other  branches  of  the  trade?  Theoretically, 
of  course,  there  should  be  no  difference,  but  many  conditions  un- 
fortunately exist,  pecuUar  to  this  business,  that  make  this  question 
of  pohcy  a  very  vital  one  and  worthy  of  serious  consideration  in 
any  attempt  to  solve  the  commercial  problem  under  consideration. 
When  an  engine-driven  or  motor-driven  set  is  sold,  the  correspond- 
ence between  the  respective  manufacturers  consists  of  an  inter- 
change of  formal  orders;  but  we  have  a  long  way  to  go  before  we 
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arrive  at  the  same  businesslike  procedure  in  connection  with  tur- 
bine units. 

77  These  arguments,  of  course,  do  not  concern  the  builder  of 
the  combined  unit,  who  in  this  respect  will  always  have  a  distinct 
advantage  over  the  other  manufacturers. 

78  Any  standardization  along  the  lines  suggested  above  will  do 
more  than  anything  else  toward  clearing  the  atmosphere  of  such 
questions  as  the  limitations  of  apparatus  furnished,  the  long  inter- 
change of  correspondence  relative  to  unimportant  V^^iftl'load  per- 
formances, and  the  responsibility  for  imperfect  erection  at  the 
customer's  plant. 

79  Our  one  idea  in  all  these  considerations  is  the  ultimate 
reduction  of  factory  costs.  Selling  costs  do  not  enter  into  this  argu- 
ment. Factory  costs  consist  of  two  essential  items  —  manufac- 
turing expenses  and  overhead.  Standardization  and  the  elimination 
of  special  machines  will  help  our  shop  costs  or  manufactiuing  ex- 
penses. The  next  question  is,  what  can  be  done  to  reduce  overhead 
expenses?  To  the  layman  it  would  appear  that  the  latter  should 
consist  of  the  merest  clerical  work  in  such  a  simple  apparatus  as  a 
small  turbine,  but  there  is  today  in  addition  a  very  heavy  expenditure 
that  must  be  borne  by  all  manufactiu-ers  alike,  and  that  is  for  the 
maintenance  of  &  trouble  force  in  the  engineering  department  at  the 
works  as  well  as  outside,  an  expense  out  of  all  proportion  to  the  legit- 
imate requirements  of  the  situation.  It  is  here  where  the  question 
of  policy  comes  in,  and  it  is  here  where  we  can  look  for  one  of  the 
biggest  economies. 

80  There  is  a  deplorable  lack  of  cooperation  existing  at  the 
present  time  between  the  average  tiu'bine  builder  and  many  of  the 
pump  and  blower  builders.  1/  a  unit  is  reported  unsatisfactory  for 
any  reason  after  erection  and  the  report  goes  to  the  pump  builder, 
he  will  idmost  invariably  assume  the  said  trouble  is  entirely  the 
fault  of  the  turbine  and  call  upon  the  turbine  maker  to  send  a 
man  to  remedy  it  before  he  makes  any  investigation  as  to  the  per- 
formance of  his  own  apparatus,  and  vice  versa  if  the  original  report 
goes  to  the  other  party.  Even  at  the  station  it  is  common  practice 
for  the  representative  of  one  end  of  the  apparatus  to  go  out  of  his 
Way  to  explain  to  the  customer  in  detail  how  the  trouble  is  entirely 
up  to  the  other  end,  and  this  state  of  affairs  is  by  no  means  confined 
to  the  erecting  staff,  who  cannot  always  be  blamed  for  taking  this 
attitude,  but  extends  to  the  higher  officials  of  the  company  who  ought 
to  know  better.    This  state  of  affairs  does  not  help  the  customer,  but 
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it  goes  a  long  way  toward  making  him  buy  his  next  machine  from  a 
firm  manufacturing  the  whole  unit.  This  condition  may  to  a  certain 
degree  be  expected,  but  surely  it  is  possible  to  formulate  some  defi- 
nite line  of  procedure  that  will  in  a  great  measure  relieve  this  present 
unhealthy  situation. 

81  One  of  the  prominent  obstacles  to  the  appUcation  of  any 
hard-and-fast  rule  is  the  fact  that  firms  cater  to  the  larger  corpora- 
tions and  feel  that  it  behooves  them  to  go  to  unjustifiable  expense 
in  case  of  trouble  to  keep  in  their  good  graces  for  future  business. 
A  sound  and  uniform  poUcy  on  the  part  of  all  manufacturers  would 
put  each  one  in  a  much  stronger  position. 

82  A  few  suggestions  as  given  below  present  themselves  at 
this  time,  each  one  of  which,  if  adopted  by  one  or  two  individual 
firms,  would  probably  result  in  serious  disaster,  but  if  conscientiously 
adopted  by  all  firms  would  undoubtedly  have  a  mutually  beneficial 
result. 

83  If  a  turbine  is  bought  by  a  pump  or  blower  maker,  said 
purchaser  must  accept  the  machine  on  leaving  the  maker's  works 
as  having  met  all  its  guarantees  (as  in  the  case  of  reciprocating  en- 
gines and  motors).  If,  however,  subsequent  performance  warrants 
a  test  to  determine  the  performance  of  the  turbine,  said  test  must 
be  arranged  for  and  carried  out  at  the  expense  oT  the  purchaser. 
The  expenses  of  a  representative  of  the  turbine  maker  who  must 
be  present  to  be  included.  If  the  tests  show  conclusively  that  the 
turbine  has  failed,  then  all  the  expenses  are  automatically  trans- 
ferred to  the  turbine  maker  and  he  is  to  be  allowed,  say,  two  months 
to  make  good  with  his  apparatus  before  rejection. 

84  If  a  test  on  sight  is  impossible,  the  maker  can  demand  that 
the  machine  be  returned  to  the  worl^,  where  a  witness  test  can  be 
made  in  the  presence  of  the  purchaser's  representative,  the  pur- 
chaser paying  all  expenses,  including  freight,  if  the  machine  on  test 
is  not  at  fault,  and  vice  versa  as  above. 

85  Neglecting  the  few  instances  where  both  ends  of  the  machine 
fail,  there  should  be  no  such  thing  as  dividing  the  expenses.  The 
machine  is  right  or  wrong,  and  the  responsible  party  should  pay  all. 
Cases  are  on  record  where  a  hard-and-fast  rule  of  this  kind  would 
have  eliminated  years  (not  months)  of  controversy  over  the  equity 
able  division  of  expenses.  If  the  respective  parties  cannot  come  to 
terms,  then  they  should  agree  to  take  the  decision  of  an  arbitrator 
mutually  agreed  upon.  As  soon  as  any  controversy  arises  his  serv- 
ices should  be  sought  immediately,  and  not  as  at  present  (when  this 
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course  has  been  adopted)  after  months  of  expensive  haggling,  with 
the  resulting  hard  feeling  that  this  invariably  creates. 

86  If  the  customer  disputes  the  performance  of  the  whole  instal- 
lation, it  rests  with  him  to  conduct  the  necessary  tests  at  his  own' 
expense  with  the  same  adjustment  of  costs  as  above,  the  maker's 
engineers  to  be  invited  to  all  such  tests. 

87  In  all  cases  of  trouble,  the  customer  must  first  of  all  see  to  it 
that  he  notifies  the  right  party,  i.e.,  the  master  contractor.  If  the 
turbine  breaks  down,  and  the  unit  is  bought  from  a  pump  maker,  it 
is  primarily  the  duty  of  the  pump  maker  to  apply  the  remedy.  All 
dealings  with  the  customer  must  be  through  him.  Again,  if  a  machine 
is  bought  F.O.B.  factory  from  a  reputable  concern,  and  trouble  is 
experienced  after  erection  and  the  services  of  an  expert  are  requested, 
the  request  should  be  sent  by  a  responsible  member  of  the  purchaser's 
firm  and  be  considered  in  the  hght  of  a  formal  order  covering  said 
expert's  expenses.  If  the  trouble  is  due  to  defects  in  the  apparatus, 
the  manufacturer  cannot  send  in  a  bill  and  expect  any  repeat  orders. 

88  One  of  the  hardest  propositions  the  manufacturer  is  con- 
fronted with  today  is  to  collect  for  expenses  when  the  trouble  has  * 
be^  entirely  due  to  the  engineer's  absolute  neglect  of  the  instruc- 
tion book  furnished  with  the  machine,  or  to  other  causes  for  which  the 
manufacturer  should  in  no  way  be  held  responsible.  If  all  makers 
could  see  their  way  to  adopt  a  policy  of  this  kind,  requests  for  men 
by  irresponsible  under  engineers  would  rapidly  decrease.  The  fact  is, 
that  if  the  engineer  knows  at  the  outset  that  if  the  trouble  is  caused 
by  his  own  negligence  and  the  expanse  is  going  to  be  charged  against 
him,  he  is  naturally  going  to  make  sure  of  his  groimd  before  he  risks 
the  displeasiu*e  of  his  superiors  by  showing  his  incompetence  to  ad- 
just the  machine  or  by  running  up  unnecessary  bills  in  his  department. 

89  In  like  manner  the  sub-contractor  must  expect  a  formal 
order  from  the  master  contractor  for  any  expert  services. 

90  In  conclusion,  this  is  not  a  matter  that  concerns  only  the 
manufacturer  from  a  financial  standpoint.  It  concerns  the  pur- 
chaser, inasmuch  as  the  seUing  price  of  the  apparatus  will  be  reduced. 
It  also  concerns  the  manufacturer  from  the  standpoint  that  any 
advance  along  the  lines  suggested  cannot  have  any  other  effect 
than  to  eliminate  impleasant  experiences  with  the  customer  and 
thereby  increase  the  popularity  of  the  turbine-driven  unit. 
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APPENDIX 

SUGGESTED  CODE  OF  PRACTICE 

[I]  All  steam  and  exhaust  flanges  will  be  in  accordance  with  the  A.S.M.E. 
Standard. 

[2]  The  direction  of  rotation  will  be  clockwise  when  viewed  from  the  coupling 
end. 

[3]  Quotations  are  F.O.B.  point  of  manufacture. 

[4]  For  operating  temperatures  up  to  and  including  550  deg.  fahr.,  cast 
iron  will  be  satisfactory  in  all  steam  passages.  For  temperatures  above  this 
steel  walls  will  be  used  in  all  places  subjected  to  this  temperature.  Internal 
parts  such  as  valves,  valve  seats,  etc.,  may  be  of  monel  metal  or  other  compo- 
sition at  the  discretion  of  the  manufacturer.^ 

[5]  Blading  material  will  be  left  entirely  to  the  discretion  of  the  manu- 
facturer.* 

[6]  All  machines  for  mechanical  drive,  i.e.,  machines  not  connected  to  elec- 
,  trie  generators,  will  be  tested  before  shipment  to  20  per  cent  above  normal  speed. 
Generator  sets  will  be  tested  to  lO  per  cent  above  normal  speed. 

[7]  The  machine  will  carry  rated  full  load  with  90  per  cent  specified  st^fn 
pressiure  at  the  turbine,  1  lb.  higher  back  pressure  or  2  in.  lower  vacuum,  the 
steam  at  the  turbine  having  a  dryness  factor  of  not  less  than  97  per  cent.  The 
above  allowances  are  not  to  be  considered  as  accumulative.  For  instance,  if  the 
steam  pressure  is  down  to  90  per  cent,  other  conditions  must  be  normal. 

[8]  Steam-consmnption  guarantees  in  all  machines  below  and-  including  300 
hp.  will  be  confined  to  full  load  under  specified  operating  conditions.' 

[9]  The  machine  will  be  considered  as  having  met  its  guarantee  if  the  steam 
consumption  on  test  is  within  5  per  cent' of  the  guarantee  figures.  No  penalties 
or  bonuses  will  be  enforced  imtil  this  limit  is  exceeded.  If  it  is  exceeded  the  full 
penalty  or  bonus  will  be  enforced.  For  example,  5  per  cent  excess,  no  penalty; 
5 1  per  cent  excess,  full  5}-per  cent  penalty  or  bonus  to  be  enforced. 

[10]  When  contract  conditions  are  not  available  on  test,  correction  factors 
given  in  the  U.  S.  Navy  Dept.'s  Specifications  for  Turbo  Generators,  Form  17  G.  5, 
will  be  acceptable  in  interpolating  results. 

[II]  Prices  quoted  do  not  include  witness  tests. 

*  As  the  material  used  here  does  not  affect  the  safety  of  the  apparatus,  and 
as  experts  do  not  yet  agree  as  to  the  best  material  to  use  in  any  particular  case, 
it  would  appear  that  the  manufacturer  should  be  allowed  to  use  his  discretion 
here. 

'  The  small  apparatus  that  these  specifications,  are  intended  to  embody 
are  rarely  called  upon  to  operate  at  light  loads  for  sufficiently  long  periods  that 
the  difference  in  water  rate  between  one  machine  and  another  can  have  any  per- 
ceptible effect  on  the  coal  pile.  Where  jet  valves  are  used  for  prolonged  opera- 
tion at  partial  load  the  water  rate  automatically  becomes  substantially  the  same 
as  full  load. 
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[12]  Speed  regulation.  Generators:  The  generator  will  be  compounded  in 
accordance  with  customer's  requirements.  No  speed-variation  guarantees  will 
be  given.  Maximum  voltage  jump  when  full  load  i^ suddenly  thrown  off  will 
not  exceed  5  per  cent. 

Turbines  for  mechanical  drive:  Where  regulating  governor  is  supplied, 
settled  speed  variation  shall  not  exceed  3  per  cent  either  way  from  normal. 
The  maximum  jimip  shall  not  exceed  6  per  cent  from  normal. 

[13]  Where  overspeed  or  emergency  governor  is  supplied  it  will  be  set  for 
10  per  cent  above  normal  opq^ting  speed. 

[14]  The  normal  operating  speed  may  vary  7i  per  cent  either  way  from 
that  stated  in  the  contract.^ 

[15]  Prices  quoted  do  not  include  the  services  of  an  erecting  engineer.  Customer 
takes  full  responsibility  for  the  erection  on  site,  and  in  case  of  the  necessity  arising 
for  the  services  of  an  expert,  this  to  be  covered  by  a  separate  formal  order. 

[16]  Steam  and  exhaust  flanges  will  be  drilled  and  spot-faced  for  through 
bolts  where  possible^  Where  studs  or  tap  bolts  are  necessary,  holes  will  be 
properly  tapped,  but  no  studs  or  bolts  will  be  supplied  with  the  turbine. 

[17]  Where  abnormal  conditions  of  operation  are  expected,  or  the  machine 
is  required  to  operate  for  prolonged  intervals  at  partial  load,  hand  valves 
may  be  fitted  as  required  at  extra  cost. 

[18]  The  following  standard  fittings  will  be  included  in  any  steam-turbine 
contract: 

OnaUseU: 

Self-oiling  bearings 

Gage  glasses,  or  overflow  filler  cups  on  machines  not  furnished  with 

forced  lubrication 
Oil  rings  in  addition,  on  all  machines  designed  for  forced  lubrication 
Relief  valve  fitted  to  exhaust  end  of  casing.    This  valve  will  act  as  an 
alarm  only,  and  will  not  be  of  sufiBdent  capacity  to  save  casing  in 
case  of  excess  pressure^ 
Stop  valve  and  exhaust  valve  not  included. 
In  addition  to  the  above, 
On  generator  sets: 

Main  regulating  governor 
Emergency  governor. 

Boiler-feed  pumps.    When  pressure  regulator  is  used,  emergency  governor 
only;  when  no  pressiure  regulator  is  used,  speed  regulating  governor 
only. 
Circulating  and  other  constant-load  pumps,  emergency  governor  only. 
Forced-draft  blowers.    When  controlled  by  pressure  regulator,  emer- 
gency governor  only.    When  not  controlled  by  regulator,  speed 
regulating  governor  only. 
Gas  blowers.    Speed-regulating  governor.    Emergency  governor.* 

^  This  clause  is  perfectly  reasonable.  The  steam  consumption  is  not  mate- 
rially affected  within  these  limits,  and  such  allowances  are  often  necessary  to 
adjust  the  machine  to  local  conditions. 

*  The  addition  of  an  emergency  governor  is  here  suggested  on  account  of 
the  lack  of  attention,  intermittent  operation  and  remote  control  these  machines 
are  subjected  to. 
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[10]  Pressure  regulators  for  either  pumps  or  blowers  are  to  be  furnished  by 
the  customer.  Each  regulator  is  to  be  a  complete  unit  in  itself,  consisting  of 
regulator  mechanism  andgvalve.  This  to  be  inserted  in  the  steam  line  by  the 
customer.  There  will  be  no  connection  between  the  regulating  mechanism  and 
the  turbine  governor.^ 

DISCUSSION 

O.  D.  H.  B^NTLBY  (written).  In  defense  of  the  type  of  turbine 
the  author  has  chosen  to  call  class  *'  (6)  Teny,  Sturtevant  and  Bliss  "  ; 
I  would  like  to  call  attention  to  the  following  facts. 

In  reference  to  possible  capacity  of  frame,  Mr.  London  has 
shown  in  a  very  logical  way  that  it  is  possible  to  develop  a  greater 
maximum  capacity  per  unit  diameter  with  the  Curtis  than  with  the 
Terry,  for  instance  —  a  feature  which  is  no  doubt  of  vital  importance 
when  large  outputs  are  required,  but  in  the  class  of  small  commer- 
cial turbines  under  consideration,  this  factor  is  not  so  important  as 
it  would  first  appear.  This  is  due  to  the  fact  that  turbines  of  the 
Terry,  Sturtevant  and  Bliss  class  develop  capacities  sufficient  to 
meet  the  usual  commercial  requirements.  For  instance,  out  of  450 
standard  commercial  turbines  manufactured  by  one  concern  which 
are  driving  forced-draft  fans,  gas  blowers  and  pumps,  the  average 
horsepower  was  76,  the  average  speed  being  2600  r.p.m.  As  an 
example,  to  commercially  meet  this  average  condition  with  the 
Terry,  Sturtevant  and  Bliss  types,  it  would  be  customary  to  use  an 
18-  or  24-in.-diameter  rotor,  depending  upon  the  efficiency  desired. 
In  order  to  show  an  equal  efficiency  upon  a  Curtis  type,  it  would 
also  be  necessary  to  use  approximately  these  same  diameters;  there- 
fore, even  admitting  that  the  Curtis  type  will  develop  a  greater 
maximum  power  per  inch  of  diameter,  what  benefit  is  this  possible 
excess  output  if  it  is  not  required?  In  other  words,  assuming  the 
r.p.m.  to  be  fixed,  the  water  rate  establishes  the  diameter  rather  than 
the  horsepower. 

The  diagram  given  in  Fig.  7  does  not  correctly  illustrate  the  path 
of  the  steam. through  a  Terry  turbine.  ,  The  reversals  in  the  rotor 
and  the  re-directing  chambers  are  shown  in  the  diagram  as  making 
a  turn  of  approximately  90  deg.  As  a  matter  of  fact,  the  reversals 
in  the  Terry,  Sturtevant  and  Bliss  turbines  are  practically  iSO  deg. 
This  is  true,  nbt  only  in  the  rotor  but  in  the  stationary  re-directing 
buckets  as  well.    This  is  an  important  point  for  consideration,  for 

^  The  pressure  regulator  is  a  specialty,  and  any  separation  of  the  regulator 
mechanism  from  the  valve  proper  means  a  division  of  responsibility  in  case  of 
trouble,  resulting  in  delays  and  inconvenience  to  the  customer. 
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it  is  the  distinguishing  feature  of  the  Riedler-Stumpf  principle,  as 
utilized  in  the  Terry,  Sturtevant  and  Bliss  turbines. 

Other  things  being  equal,  the  amount  of  energy  that  a  rotor  will 
extract  from  the  steam  varies  directly  as  the  angular  reversal.  In- 
asmuch as  the  Riedler-Stumpf  type  reverses  the  steam  practically 
180  deg.,  it  is  fair  to  assume  that  this  type  of  turbine  will  absorb 
practically  double  the  amoimt  of  energy  per  reversal  compared  with 
.  the  Curtis. 

The  author  states  that  the  action  of  the  steam  in  a  Curtis  machine 
is  "a  straightforward  proposition  and  easy  to  follow,*'  but  the  action 
of  the  steam  in  the  Terry  (Riedler-Stumpf)  type  "is  the  most  com- 
plex problem  in  all  turbine  work;"  but  he  goes  on  to  say,  "In  spite 
of  this  uncertainty,  very  excellent  results  are  obtained  at  these  low 
speeds  and  the  efficiencies  are  competitive  with  any  type."  Is  it 
not  reasonable  to  assume  that  the  good  results  which  are  obtained 
can  be  accounted  for  by  the  fact  that  the  Reidler-Stumpf  principle 
permits  of  a  more  complete  reversal  of  the  steam  than  is  possible 
with  the  Curtis? 

It  is  true,  as  the  author  states,  that  what  actually  takes  place  in 
a  turbine  of  this  type  (Riedler-Stumpf)  is  "complex."  The  reason 
is  that  the  relation  between  the  nozzle,  rotor  and  re-directing  buckets 
is  constantly  changing  and  more  or  less  intermittent  actions  are 
taking  place,  for  the  primary,  secondary  and  tertiary  steam  are 
more  or  less  mixed  up  together.  But  the  fact  that  the  action  is  not 
thoroughly  understood  should  not  condemn  the  Riedler-Stumpf 
principle.  On  the  other  hand,  does  it  not  indicate  that  there  are 
even  better  efficiencies  possible  when  what  actually  takes  place  in 
this  turbine  is  better  imderstood?  It  must  be  admitted  that  the 
Curtis  principle  has  been  highly  developed,  whereas  the  Riedler- 
Stumpf  has  not,  up  to  date,  been  given  any  serious  attention. 

The  author  seems  to  be  of  the  opinion  that  while  it  is  possible 
to  get  high  efficiency  with  this  type  of  turbine  at  low  speeds,  the 
reverse  is  true  at  high  speeds.  The  fact  remains,  however,  that  this 
t3rpe  can  be  made  to  show  good  efficiency  at  high  speeds,  providing 
the  re-directing  chambers  are  properly  arranged  for  high-speed  work. 

It  must  be  admitted  that  a  Riedler-Stumpf  rotor  has  the  advan- 
tage over  the  Curtis  rotor  in  regard  to  rotation  losses,  for  the  reason 
that  the  vanes  or  buckets  are  imdercut  down  in  the  rotor.  As  a 
result  it  does  not  produce  the  same  fan  action  and  there  is  only  one 
set  of  buckets,  whereas  in  the  Curtis  type  there  are  two  and  some- 
times three  rows  of  buckets.    It  is  admitted  that  the  Curtis  wheel 
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has  a  considerable  fan  action,  especially  in  the  inactive  part  of  the 
rotor  when  only  partial  admission  is  used,  which  is  the  case  with  the 
small  turbines  under  consideration. 

It  must  be  admitted,  of  course,  that  the  CurtiB  principle  is  better 
adapted  for  large  powers  and  also  for  condensing  operation  where 
it  is  necessary  to  handle  large  volumes  of  steam.  This  is  not  the 
subject-matter  of  this  paper,  therefore  I  do  not  think  that  the 
author  is  justified  in  giving  the  impression  that  the  Curtis  principle 
is  better  adapted  than  the  Riedler-Stumpf  for  small  non-condensing 
turbines. 

The  author  refers  to  the  elimination  of  certain  types  of  turbines 
since  Mr.  George  A.  Orrok's  paper  on  Small  Steam  Turbines  was 
presented  in  1909.  When  Mr.  Orrok's  paper  was  presented,  the 
Terry,  Sturtevant  and  Bliss  turbines  were  on  the  market.  Since 
that  time  the  Bliss  turbine  has  been  given  up  by  its  manufacturers, 
for  the  reason  that  they  gave  up  the  turbine  business  and  not  because 
they  substituted  another  type.  He  refers  to  the  fact  that  the  Terry 
Company  has  recently  developed  machines  on  the  Curtis  principle, 
whidi  indicates  that  they  are  abandoning  the  original  Terry  machine; 
whereas,  as  the  writer  imderstands  it,  the  Terry  is  still  used  on  small 
sizes,  the  Curtis  principle  being  used  on  larger  or  condensing  tur- 
bines only.  Therefore,  with  the  exception  of  the  Bliss  Company, 
the  turbines  of  the  Riedler-Stumpf  principle  that  were  being  manu- 
factured in  1909  are  still  in  existence,  proving  that  this  principle 
must  have  some  merit. 

There  is  no  question  but  what  the  author  is  correct  when  he 
states  that  the  so-called  flexible  coupUng  cannot  suflSciently  take 
care  of  misaUgnment  and  also  that  bedplates  cannot  be  commercially 
designed  that  will  stay  Irue  from  test  plate  to  foimdation.  It  is  a 
comparatively  easy  matter,  however,  to  line  up  a  turbine  with  its 
driven  members  and  it  seems  to  the  writer  that  this  is  more  a  ques- 
tion of  education  than  a  question  of  adapting  a  design  to  eliminate 
this  feature,  thereby  getting  into  other  possible  troubles.  Some 
difficulty  has  been  experienced  in  the  past  because  of  the  fact  that 
engineers  have,  assumed-  that  it  was  not  necessary  to  reaUgn  a  tur- 
bine and  driven  apparatus.  This  is  especially  true  if  it  was  received 
by  them  moimted  upon  a  self-contained  cast-iron  base  and  connected 
by  means  of  a  flexible  coupling.  As  stated  above,  this  is  a  question 
of  educating  the  erecting  and  operating  engineers,  and  experience 
seems  to  prove  that  engineers  are  now  reaUzing  the  necessity  of 
keeping  high-speed  apparatus  in  perfect  aUgnment.    Elxperience  has 
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also  shown  that  after  a  turbme  is  onoe  lined  up,  it  will  maintain 
its  alignment  indefinitely,  providing,  of  course,  that  it  has  a  suitable 
foundation. 

The  author  brings  out  the  fact  that  the  companies  who  are  man-* 
ufacturing  the  complete  apparatus  do  not  have  to  contend  with  the 
same  difficulties  that  are  experienced  by  companies  who  furnish 
only  a  part  of  the  Spparatus.  It  is  usu Jly  the  case  that  the  former 
have  a  preference  with  the  engineers  for  the  principal  reason  that 
the  opportunity  of  shifting  responsibility  in  case  of  trouble  is  elimi- 
nated. •■ 

The  majority  of  designing  and  operating  engineers  seem  to  agree 
that  it  is  more  desirable  to  have  a  turbine  rotor,  or  any  other  high- 
speed apparatus  for  that  matter,  mounted  between  two  substantial 
bearings  rather  than  to  have  it  Overhung.  There  is  no  doubt, 
however,  that  the  overhung  construction  is  cheaper,  will  not  weigh 
as  much  and  will  occupy  less  space.  The  primary  consideration  in 
machinery  for  auxiliary  service  is  reliability.  Experience  has  shown 
that  overhimg  elements  are  more  sensitive  to  trouble  than  elements 
supported  between  two  bearings.  The  manufacturer,  however,  who 
builds  a  two-bearing  overhung  outfit  has  a  decided  advanttige  over 
a  concern  that  builds  a  machine  which  is  not  self-contained  or  a 
machine  not  complete  in  itself  that  must  be  connected  to  another 
machine  which  is  also  not  complete  or  self-contained.  The  ques- 
tion of  alignment  is  boimd  to  be  very  important,  for  this  alignment 
refers  to  internal  clearances  which  necessitate  the  attention  of 
experienced  engineers. 

An  overhimg  element  must  of  necessity  find  its  field  limited  for 
the  reason  that  the  greater  proportion  of  auxiliary  drives  are  gear- 
driven,  and  this  overhung  idea  lends  itself  better  to  direct-connected 
apparatus. 

The  author's  idea  of  a  Suggested  Code  of  Practice  is  something 
that  would  certainly  be  advantageous  not  only  to  the  manufac- 
turers but  to  the  ultimate  users,  but,  as  he  explains,  in  order  to  apply 
this  idea  it  would  be  necessary  for  every  last  manufacturer  to  adopt 
and  adhere  to  the  scheme  in  order  to  make  it  a  success.  The  ques- 
tion is,  whether  or  not  manufacturers  are  ready  to  get  together  at 
this  time. 

A.  G.  Christie  (written).  The  writer's  paper  on  The  Present 
State  of  Development  of  Large  Steam  Turbines,  presented  to  the 
Society  in  1912,  ended  with  some  paragraphs  on  the  Trend  of  Tur- 
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bine  Development.  It  was  stated  there  that  the  combined  type  of 
turbine  would  probably  be  widely  adopted,  particularly  embodying 
a  Curtis  element;  that  blade  speeds  would  be  increased,  and  that 
increased  efficiency  would  be  obtained  through  a  close  study  of  the 
action  of  steam  in  nozzles,  blades  and  casings;  that  simplicity  of 
construction  would  be  a  leading  consideration,  that  the  field  of  the 
steam  turbine  would  be  greatly  extended  by.tRe  further  develop- 
ment of  gearing,  and  that  the  cost  of  manufacture  would  be  the 
final  determining  factor  in  future  development. 

Mr.  London's  opportune  and  valuable  paper  seems  to  verify 
these  suggested  developments  to  a  remarked  degree,  though  he 
takes  exception  to  the  geared  turbine.  I  am  inclined,  however,  to 
take  rather  a  different  view  of  efficiency  from  that  which  he  pre- 
sents, though  possibly  my  view  may  not  be  consistent  with  com- 
mercial considerations. 

The  war  is  bringing  home  most  emphatically  to  our  American 
people  the  need  of  economy.  To  the  engineer  this  means  getting 
the  greatest  number  of  B.t.u.  in  useful  work  from  each  poimd  of 
coal  burned.  The  days  of  cheap  coal  are  fast  passing,  and  with 
every  dollar  added  to  the  cost  of  a  ton  of  coal,  the  gain  from  the  use 
of  economizers  increases.  Hence,  great  impetus  will  be  given  to 
the  installation  of  such  equipment  and  to  water-treating  systems 
which  will  insure  economical  operation  of  such  economizers. 

Now,  with  economizers  in  a  plant  the  feedwater  need  be  heated 
only  to  100  instead  of  210  deg.  fahr.,  where  feedwater  heating  by 
exhaust  steam  is  now  used.  Hence,  imder  such  conditions  less 
exhaust  steam  will  be  required;  and  when  steam-driven  auxiliaries 
are  preferred  to  motor-driven  units,  their  economy  will  be  closely 
scrutinized.  It  may  then  be  desirable  to  pay  a  little  more  for  the 
more  economical  turbine  auxiliary. 

Improvement  of  design  is  not  wholly  inconsistent  with  decreased 
cost  of  manufacture.  In  fact,  we  have  reason  to  expect  our  designers 
to  improve  their  designs  with  increased  knowledge  of  steam  per- 
formance and  blade  materials,  and  at  the  same  time  to  cheapen  their 
product. 

The  small  steam  turbine  usually  employed  in  driving  auxiliary 
machinery  does  not  require  much  attention  as  a  rule.  It  would 
therefore  seem  that  the  class  of  labor  employed  in  looking  after 
auxiliaries  should  not  be  a  prime  consideration  in  determining  the 
efficiency  of  the  turbine,  as  Mr.  London  would  lead  us  to  believe. 
Still  he  is  quite  correct  in  insisting  on  simplicity  and  durabiUty. 
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Mr.  London's  discussion  of  alignment  is  very  timely  and  deals 
with  a  point  that  has  been  a  source  of  great  annoyance  to  purchasers 
of  small  turbines.  It  is  to  be  hoped  that  manufacturers  will  take 
steps  at  once  to  finally  overcome  these  difficulties,  particularly  in 
those  cases  where  all  equipment  is  not  supplied  by  one  party.  . 

I  agree  with  Mr.  London  in  regard  to  the  unreasonable  demands 
by  some  engineers  for  numerous  guarantees  on  each  small  unit  that 
they  buy.  I  have  often  felt  that  these  men  lacked  data  in  regard  to 
turbine^  performance  and  used  their  specifications  as  a  means  of 
drawing  this  information  out  of  the  manufacturers.  On  the  other 
hand;  manufacturers  are  very  reluctant  to  give  out  such  data  as  a 
matter  of  general  instruction  and  the  average  engineer  has  rather 
vague  ideas  of  what  actual  performance  should  be  expected  from 
small  steam  turbines.  It  would  therefore  seem  that  the  demands  of 
engineers  for  guarantees  would  be  simplified  if  manufacturers  would 
publish  such  data  and  let  engineers  become  better  acquamted  with 
turbine  performance  under  varying  steam-  and  back-pressure  condi- 
tion and  speeds. 

Mr.  London  has  argued  very  vigorously  for  standard  ratings  of 
turbines.  On  a  previous  occasion  I  have  urged  before  the  Society 
the  desiralriUty  of  fixing  certain  standards  for  rating  steam  turbines. 
I  do  not  beUeve  that  we  can  ever  establish  a  fixed  standard.  It 
would  be  most  desirable,  however,  to  decide  whether  the  normal 
rating  should  be  at  maximum  load  or  at  1,5  per  cent  under  that  load. 
I  propose  to  bring  this  matter  before  the  Power  Test  Committee  at 
its  forthcoming  meeting. 

J.  L.  MooRE  (written).  Mr.  London's  ^ statement  of  the  types 
to  which  the  various  turbines  mentioned  belong  would  be  rather 
confusing  to  any  one  not  familiar  with  the  history  of  the  development 
of  the  steam  turbine. 

There  are  three  principal  original  tjrpes  of  steam  turbines,  the 
Parsons,  the  Rateau  and  the  Curtis,  to  which  may  be  added  the 
Terry  type  and  the  Westinghouse  single-stage  t)rpe. 

Any  turbine  built  (and  a  few  that  are  not  built)  in  this  country 
at  the  present  time,  both  large  and  small,  can  be  classified  under 
que  of  the  above  types,  or  as  a  combination  of  two  of  them. 

Such  a  classification  would  be  in  accordance  with  that  which 
follows: 

Curtis:  General  Electric  Ci.,  De  Laval  (single-stage),  Moore 
(singlenstage),  Steam  Motors  Co. 
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Parsons:  Westinghouse  (large  turbinee),  Allis-Chalmers  (large 
turbines) 

Rateau:  Kerr,  Ridgway,  Wilkinson 

Curtis-Rateau:   De  Laval  (multingtage),  Moore  (multi-stage), 
Terry  (multi-stage) 

Curiis-Parsons:  Westinghouse  (large  turbines) 

Terry:  Terry,  Sturtevant,  Dake  (not  built),  Bliss  (not  built) 

Westinghouse:  Westinghouse  (sin^e-stage),  Wait  (Hill  Pump 
Co.) 

Kerr  Pelton  Wheel:  No  longer  built. 
The  classification  of  the  present  Kerr  ("Economy*')  turbine  as 
an  original  type  is  misleading,  as  this  turbine  is  of  the  Rateau  type, 
consisting  of  a  series  of  single-pressure  stages.  The  original  Kerr 
turbine,  designed  by  Mr.  C.  V.  Kerr  in  1904,  was  a  multi-stage 
turbine  consisting  of  a  series  of  single-pressure  stages  with  a  steam 
Pelton  wheel  in  each  stage.  This  turbine  is  no  longer  built,  having 
been  abandoned  in  favor  of  the  Kerr  ** Economy"  type,  which  was 
designed  by  the  writer  about  ten  years  ago.  This  turbine  consists 
of  a  series  of  single-pressure  stages,  each  stage  having  a  set  of  noz- 
zles and  a  single  wheel,  and  is  therefore  of  the  Rateau  type.  No 
claim  has  ever  been  made,  so  far  as  I  am  aware,  that  this  turbine 
was  an  original  type.  The  distinctive  feature  of  this  turbine  is  the 
casing  design  which  is  split  vertically,  and  the  diaphragms  or  sep- 
arators between  stages  are  int^ral  with  the  outer  cylindrical  por- 
tion of  the  casing. 

Mr.  London's  statement  that  the  Moore  turbine  is  a  modified 
design  of  the  Kerr  turbine  is  erroneous  and  misleading,  for  the 
reason  that  the  Moore  single-stage  turbine  is  of  the  Curtis  type, 
while  the  multinstage  machine  is  of  the  Curtis-Rateau,  a  combined 
type.  The  mechanical  details  of  the  casing  of  the  Moore  multi- 
stage turbine  are  radically  different  from  those  of  the  Kerr  **  Econ- 
omy" turbine  as  the  diaphragms  separating  the  Rateau  stages  are 
set  into  grooves  in  the  exterior  casing,  which  is  in  one  piece  instead 
of  divided  vertically  into  sections. 

The  Terry  is  an  original  type,  unless  perhaps  the  Stumpf  (a  Ger- 
man design)  may  have  been  designed  previous  to  it.  It  is  interesting 
to  note  that  the  Terry  Company  is  now  building  a  combined  Cxirtis- 
Rateau  type,  presumably  to  get  better  economy  than  could  be  ob- 
tained with  the  original  type.  The  Westinghouse  single-stage  type 
as  built  in  small  sizes  by  this  confpany  is  also  an  original  type,  and 
was,  I  believe,  designed  by  Mr.  R.  N.  Ehrhart  about  15  years  ago. 
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M.  NusiM  (written).  Turbine  development  and  progress  have 
been  very  largely  influenced  by  a  demand  for  higher  efficiencies, 
and  this  is  also  true  so  far  as  small  units  are  concerned. 

The  Curtis-Rateau  turbine,  a  composite  type  consisting  of  a 
first-stage  wheel  having  two  moving  rows  of  buckets  followed  by  a 
number  of  stages  having  a  single  bucket  row  per  wheel,  has  been 
adopted  very  extensively  for  large  units  of  all  sizes,  but  by  a  proper 
selection  of  speed  it  is  also  being  applied  for  sizes  below  1000  hp.  for 
either  condensing  or  non-condensing  turbines.  This  proper  selec- 
.  tion  of  speed  is  often  accomplished  by  the  use  of  reduction  gearing, 
so  that  standard  speeds  for  modern  units  of  capacities  below  1000 
hp.  vary  between  5000  and  7000  r.p.m.,  depending  on  size.  With 
such  speeds,  and  also  with  a  proper  selection  of  the  number  of  stages, 
steam  economies  are  possible  with  small  units  which  were  formerly 
obtained  only  with  large  turbines. 

J.  A.  MacMurchy*  (written).  In  Par.  456  Mr.  London  states 
that  auxiliary  apparatus  frequently  does  not  receive  very  good 
attention,  and  for  that  reason  the  design  should  be  very  simple  and 
the  machine  very  durable.  I  do  not  think  that  it  can  be  emphasized 
too  strongly  that  auxiUary  apparatus  should  be  extremely  simple 
in  design,  so  that  it  can  be  easily  understood  by  the  class  of  men  who 
will  care  for  it.  Relay  mechanisms  and  governing  devices  which 
are  not  direct  and  very  simple  should  be  avoided,  as  also  any  device 
which  may  require  somewhat  delicate  adjustment.  Even  more  im- 
portant than  this,  however,  is  the  question  of  reliabiUty  in  operation. 
It  is  absolutely  imperative  that  the  turbines  driving  auxiUaries  shall 
be  such  that  there  will  be  no  question  whatever  of  their  operating 
continuously.  I  quite  agree  with  the  author  that  simplicity  and 
reUability  of  operation  are  vastly  more  important  than  high  thermal 
efficiency,  but  a  skillful  designer  should  be  able  to  obtain  the  neces- 
sary simplicity  and  reliability,  and  at  the-  same  time  a  very  high 
efficiency.  Efficiency  and  reliabiUty  are  not  by  any  means  incom- 
patible. 

In  Par.  48  the  author  states  that  forced  lubrication  is  impracti- 
cable in  small  machines  for  general  auxiliary  purposes.  This  has 
not  been  my  experience,  and  in  later  designs  the  firm  with  which  I 
am  connected  is  arranging  to  provide  oil  pumps  for  every  size  of 
turbine  except  in  a  few  extremely  small  lighting  sets  where  ball 

*  Engineer  Small  Turbine  Dept.,  Westinghouse  Electric  and  Manufacturing 
Co.,  East  Pittsburgh,  Pa. 
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bearings  are  used.  The  necessary  oil  pump  and  oil  passages  will 
doubtless  add  slightly  to  the  initial  cost  of  the  turbine,  but  the  ad- 
vantages fully  justify  the  expenditure.  Even  in  quite  small  turbines 
it  has  been  my  experience  that  the  addition  of  at  least  a  small  and 
very  simple  oil  cooler  is  isilso  justified. 

In  Par.  50  the  author  briefly  discusses  the  necessary  character- 
istics of  the  governor  and  governor  valve,  but  I  feel  that  he  has  not 
sufficiently  emphasised  the  necessity  of  the  governor  being  rela- 
tively very  powerful;  that  is,  for  a  given  percentage  of  speed  varia- 
tion it  should  exert  strong  pull  on  the  valve  stem.  The  governor 
being  such  an  extremely  important  element,  it  should  receive  the 
same  ample  lubrication  as  that  provided  for  the  bearings.  This 
lubrication  should  not  be  dependent  upon  the  operator  for  any  care. 

I  am  very  glad  to  note  the  author's  somewhat  general  condem- 
nation of  the  so-called  flexible  coupling.  With  the  possible  excep- 
tion of  a  flexible  shaft,  which  cannot  alwa3rs  be  provided  for,  I 
do  not  believe  that  there  is  such  a  thing  as  a  flexible  coupling  for 
high-speed  apparatus.  Some  couplings  are  of  course  better  than 
others,  but  my  experience  is  that  it  is  better  to  design  the  machine 
so  that  flexible  couplings  will  not  be  necessary. 

In  Par.  65  I  note  that  the  Steam  Motors  Company  is  building 
a  turbine  which  is  supplied  only  with  one  bearing  and  a  solid  coup- 
ling for  connection  to  the  driven  apparatus  from  which  one  bearing 
has  been  removed  so  that  a  two-bearing  imit  is  obtained*  This  is 
extremely  interesting,  but  my  experience  has  been  that  the  shafts 
of  the  ordinary  pump  and  blower  are  much  too  light  for  direct  con- 
nection to  a  turbine  in  this  manner,  as  in  many  cases  the  critical 
speed  will  be  foimd  to  be  below  the  running  speed,  and  often  so  near 
the  running  speed  as  to  cause  trouble.  In  geared  sets  this  is  quite 
permissible  because  of  the  slow  speeds  at  which  the  pumps  and 
blowers  usually  nm,  and  the  greater  ruggedness  of  the  apparatus. 

In  Par.  65  the  author  expresses  the  opinion  that  the  usual  speed- 
variation  requirements  are  too  exacting,  and  while  my  experience 
shows  that  regulation  within  2  per  cent  is  obtainable  with  entire 
stability  and  no  tendency  to  hunt,  at  the  same  time  I  do  not  believe 
there  is  any  necessity  for  so  close  regulation,  and  in  fact,  in  most 
cases  believe  it  to  be  quite  undesirable. 

I  am  quite  interested  in  Par.  69,  in  which  the  author  discusses  the 
advisability  of  adoption  of  a  maximum  rating  standard.  The  pur- 
chaser, in  ordering  a  turbine,  should  specify  the  steam  pressure 
which  will  be  available  at  the  throttle  and  the  power  which  will  be 
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required.  The  manufacturer  of  the  turbine  should  not  be  required 
to  estimate  how  much  this  should  be  deviated  from,  and  if  he  fur- 
nishes a  turbine  which  meets  contract  conditions,  it  should  be  con- 
sidered satisfactory. 

I  do  not  entirely  agree  with  the  author  in  Par.  74,  for  4ihere  is  no 
reason  why  eflSciency  and  reliabiUty  need  necessarily  be  separate; 
although  it  may  be  true  that  efficiency  will  slightly  increase  the 
cost. 

In  Par.  [4]  of  the  Appendix  it  is  recommended  that  for  operating 
conditions  up  to  and  including  550  deg  fahr.  cast  iron  will  be  satis- 
factory in  sdl  steam  passages.  In  my  opinion  it  would  be  much 
better  to  specify  the  maximum  superheat  at  which  cast  iron  can  be 
used,  the  temperature  due  to  the  steam  pressure  being  comparatively 
unimportant.  When  the  superheat  exceeds  125  deg.,  cast  iron  should 
not  be  used  where  the  castings  are  large. 

In  Par.  [6]  of  the  Appendix  it  is  recommended  that  turbines  not 
connected  to  electric  generators  be  tested  before  shipment  to  20  per 
cent  above  normal  speed,  and  that  generator  sets  be  tested  to  10 
per  cent  above  normal  speed.  I  feel  that  generator  sets  should  also 
be  tested  to  20  per  cent  above  normal  speed. 

In  Par.  [7]  of  the  Appendix  there  are  enumerated  a  number  of 
permissible  variations  from  contract  conditions  under  which  the 
units  should  carry  full  load,  but  I  cannot  see  why  this  should  be 
necessary  except  in  the  matter  of  allowing  for  some  moisture  in  the 
steam.  If  the  purchaser  desires  that  the  turbine  shall  carry  its  full 
rated  load  with  90  per  cent  of  the  steam  pressure  which  he  ordinarily 
has  at  the  throttle,  he  should  specify  this  lower  pressure;  similarly, 
if  he  desires  that  the  turbine  should  carry  its  full  rated  load  with 
1  lb.  greater  back  pressure  than  that  which  he  expects  to  have,  he 
should  quote  this  higher  back  pressure.  In  other  words,  the  pur- 
chaser should  best  know  the  conditions  imder  which  he  wants  the 
turbine  to  be  able  to  carry  full  load,  and  he  should  specify  these. 

Par.  [8]  of  the  Appendix  I  understand  to  be  a  recommendation 
that  steam-consumption  guarantees  be  given  at  full  load  only,  and 
for  one  set  of  operating  conditions.  While  I  sjrmpathize  with  the 
latter  clause,  I  feel  that  it  is  often  desirable  to  give  the  water  rate  at, 
say,  half  load,  for  in  many  cases  this  is  important. 

In  the  Appendix,  Par.  [9],  it  is  recommended  that  the  machine  be 
considered  as  having  met  its  guarantees  if  the  steam  consumption 
on  test  be  within  5  per  cent  of  the  guaranteed  figures.  I  am  at  a 
loss  to  understand  what  possible  advantage  there  can  be  in  this 
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5  per  cent  leeway.  With  a  clause  of  this  kind  in  the  specifications, 
bidders  would  merely  deduct  6  per  cent  from  their  expected  per- 
formance,  and  nobody  is  deceived  except  possibly  the  purchaser. 
It  would  be  very  much  better  to  hold  the  manufacturers  to  specific 
water  rates  and  expect  them  to  have  suflScient  margin  in  their  guar- 
antees to  take  care  of  the  variations  in  machines. 

I  quite  agree  with  the  author's  recommendation  that  an  exhaust 
reUef  valve  be  considered  merely  as  a  signal  valve.  I  do  not,  how- 
ever, agree  with  his  recommendation  that  a  stop  valve  be  not  fur- 
nished by  the  manufacturer  for  each  turbine.  Some  manufacturers 
use  their  stop  valve  as  the  emergency  valve  which  is  controlled  by 
the  emergency-stop  governor,  and  this  is  quite  an  excellent  arrange- 
ment because  the  working  condition  of  this  valve  can  be  tested  at  any 
time;  and,  after  all,  the  throttle  valve  of  any  engine  is  no  imimportant 
adjimct.  To  exclude  the  stop  valve  from  the  specifications  will  put 
these  manufacturers  at  a  slight  disadvantage  in  bidding.  Turbines 
.  driving  boiler-feed  pumps  and  forced-draft  blowers  should,  in  my 
opinion,  be  furnished  with  a  speed-regulating  governor  so  that  at 
least  the  speed  of  the  machine  will  be  controlled  should  the  pressure- 
regulating  device  become  inoperative.  It  is  so  extremely  important 
that  these  auxiliaries  should  not  shut  down  that  the  additional  cost 
of  this  extra  governor  is  quite  justified.  The  same  is  true  of  circu- 
lating-pump drives,  except  in  the  case  of  marine  sets,  where  the  suc- 
tion is  submerged;  and  there,  because  of  the  necessity  for  extreme 
lightness,  the  design  of  the  unit  becomes  somewhat  special. 

In  Par.  [18]  of  the  Appendix  the  author  reconunends  that  oil  rings 
also  be  furnished  on  machines  designed  for  forced  lubrication.  I 
can  see  no  pos^ble  advantage  in  this  requirement,  and  these  bearings 
can  be  made  much  better  if  they  are  not  complicated  with  oil  rings. 

Herbert  B.  Reynolds  (written).  The  author  states  that  high 
thermal  efficiency  is  unnecessary  in  the  small  turbine  if  all  the  ex- 
haust steam  is  used.  This  is  true  if  the  exhaust  steam  is  used  for 
heating  or  in  manufacturing  processes  where  any  deficiency  in  the 
exhaust  steam  will  have  to  be  made  up  by  the  use  of  live  steam. 
However,  in  the  case  of  a  power  station  where  the  exhaust  steam 
from  the  auxiliary  turbines  is  used  for  heating  the  feedwater,  the 
steam  consumption  of  the  small  turbines  plays  an  important  part  in 
the  efficiency  of  the  power  station.  It  is  true  that  the  feedwater 
heater  recovers  all  of  the  heat  in  the  exhaust  steam,  but  it  does  not 
recover  the  boiler  losses  which  are  incurred  during  the  generation  of 
the  steam,  and  which  vary  directly  with  the  amoimt  of  steam. 
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In  order  to  illustrate  the  importance  of  considering  the  steam 
consumption  of  steam-driven  auxiliaries;  assume  that  bids  have  been 
received  from  two  different  manufacturers  for  a  turbine-driven 
blower  unit  of  a  given  capacity.    The  data  and  calculations  may  be 

tabulated  as  follows:  / 

Bids                                       A  B 

Price $2500  $3000 

Steam  oonfiumption,  lb.  per  hour 3500  3000 

Ck>MPABIBON  OF  BID8 

Coet  of  the  heat  in  the  coal  necessary  to  generate  the  required 
steam  per  hour,  assuming  that  ooal  costs  $0.30  per  1000 
lb.  of  steam $1,060    $0,900 

Value  of  the  heat  recovered  by  the  feedwater  heater  per  hour, 
aswiming  a  boiler  efficiency  of  70  per  cent  and  neglecting 
the  heat  absorbed  by  the  turbine $0,736    $0,630 

Ne^  cost  of  operating  the  blowers  per  hour  due  to  Ihe  unrecov- 

ered  boiler  losses $0,815    $0,270 

Net  cost  of  operating  the  blowers  per  year  due  to  the  imreoov- 
ered  boiler  losses,  aswiming  the  blowers  to  be  in  operation 
4000  hours  per  year $1260      $1080 

Fixed  charges  per  year  at  12  per  cent 300         360 

Total  cost  per  year » $1560      $1440 

Thus  it  will  be  seen  that  the  cheaper  turbine  would  be  the  more 
expensive  one  in  the  long  run. 

In  order  to  make  these  calculations  complete,  the  heat  absorbed 
by  the  turbines  should  be  considered.  However,  in  view  of  the  fact 
that  the  amount  of  this  heat  is  so  small  and  that  it  is  approximately 
the  same  for  both  cases,  as  shown  in  Fig.  13,  it  was  neglected  in  the 
example  given  above. 

C.  P.  Crissey  (written).  There  is  no  doubt  that  in  many  cases 
needlessly  severe  guarantees  are  requested  by  purchasers  of  small 
turbines,  and  the  author  has  done  a  service  in  bringing  this  to  general 
attentiqn.  • 

Any  code  of  practice  to  be  successful  must  first  provide  that  the 
turbine  meet  the  requirements  of  service,  and  not  be  primarily  for 
the  convenience  of  the  manufacturer. 

Regarding  steam  consumption,  as  a  rule,  one  guarantee  point 

is  sufficient;   that  is,  the  ultimate  operator  is  fully  protected  by  a 

V  guarantee  at  a  sin^e  load,  one  speed  and  the  given  steam  and  exhaust 

conditions.    If  other  load  points  are  required  they  should  not  go 

below  one-half  load;  quarter-load  guarantees  should  not  be  required. 

When  guarantees  are  given  on  a  condensing  turbine,  they  should 
not  be  asked  for  imder  non-condensing  conditions. 
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The  purchaser  is  justified  in  requiring  that  certain  loads  be 
developed  under  abnormal  conditions  which  are  bound  to  occur. 
For  instance,  the  author  states  that  the  output  is  reduced  about 
20  per  cent  when  the  steam  pressure  drops  10  lb.,  with  an  increase 
of  2  per  cent  moisture  and  a  rise  of  2  lb.  back  pressure.  An  experi- 
enced purchaser  will  state  the  load  required  and  the  average  condi- 
tions of  operation  at  which  an  economy  guarantee  is  desired,  and 
then  specify  that  the  load  shall  be  carried  at  somewhat  poorer  con- 
ditions which  he  foresees  are  liable  to  occur  in  ordinary  operation. 
If  the  purchaser  is  inexperienced  the  code  should  protect  him  by 
specifying  that  the  maximum  load^ust  be  developed  if  the  steam 
pressure  drops  a  certain  percentage,  this  drop  being  sufficient  to 
allow  for  a  change  in  quality  or  reasonable  change  in  exhaust  condi- 
tion. To  meet  this  requirement  the  turbine  should  be  supplied 
with  a  hand  valve  opening  additional  nozzle  sections,  which,  when 
open,  are  under  control  of  the  valve  gear.  The  cost  of  the  addition 
is  well  worth  while  as  a  simple  matter  of  insurance. 

While  economy  guarantees  on  a  condensing  turbine  operating 
non-condensing  should  not  be  required,  it  is  quite  reasonable  in 
some  instances  to  demand  that  a  certain  fraction  of  the  rated  output 
be  developed  non-condensing,  the  purchaser  bearing  in  mind  that 
the  demand  should  not  be  greater  than  necessary  to  safeguard  the 
actual  operation  of  his  plant. 

It  would  also  be  well  for  a  code  to  prohibit  bearing  temperatures 
of  250  deg.  fahr. 

There  is  absolutely  no  reason  why  the  power  requirements  of 
pumps  and  blowers  should  not  be  known  just  as  accurately  as  the 
outputs  of  turbines,  and  they  are  so  known  in  properly  conducted 
organizations. 

It  is  quite  possible  to  obtain  satisfactory  operation  with  a  two- 
bearing  unit  having  a  squall  overhimg  turbine  wheel,  but  it  is  a  type 
which,  in  the  nature  of  things,  should  be  built  by  manufacturers  of 
combined  units.  The  case  is  entirely  similar  to  the  rigid-frame 
and  three-bearing  units  commended  by  the  author  when  both  parts 
of  the  unit  are  built  in  one  shop.  When  built  by  different  parties 
the  proposition  is,  as  he  says,  entirely  different.  Whether  the 
driven  machine  is  generator,  blower  or  pump,'  if  trouble  develops, 
neither  one  of  the  manufacturers  or  an  arbitrator  can  determine  at 
which  door  the  fault  lies. 

There  are  very  good  reasons  why  units  having  four  bearings  and 
a  coupling  have  not  been  more  generally  superseded  by  two-  or 
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three-bearing  sets.  This  is  best  illustrated  by  turbine-driven  pumps. 
In  this  case  a  multipUcity  of  pumps  must  be  driven  by  a  given  size 
of  turbine,  and  on  the  other  hand  a  certain  size  of  pump  must  be 
capable  of  being  driven  by  several  sizes  of  turbines  to  meet  the 
demands  of  various  services  and'customer's  requirements.  In  many 
cases  where  economy  is  of  prime  importance  gears  must  be  interposed 
between  the  turbine  and  pump.  It  is  therefore  apparent  that  an 
overhung  turbine  with  two  bearings  or  a  three-bearing  set  is  an 
obstruction  to  producing  sets  upon  a  manufacturing  basis.  Practi- 
caUy  every  set  is  a  new  design  that  requires  careful  calculation  to 
prevent  trouble  from  critical  speeds  or  deflection  of  the  wheel  which 
will  cause  rubbing  of  the  buckets.  All  this  is  true  when  both  ma- 
chines are  produced  in  the  same  shop.  If  manufactured  in  differ- 
ent shops,  lengthy  correspondence  is  required  to  determine  whether 
the  pump  manufacturer  can  increase  the  size  of  shaft  through  im- 
pellers and  bearings  to  carry  a  heavier  turbine  wheel,  etc.  As  no 
customer  is  going  to  wait  upon  such  determinations,  it  follows  that 
the  average  agent  and  some  manufacturers  yAU  take  a  chance,  with 
the  result  that  the  customer  receives  an  untried  and,  in  many  cases, 
thoroughly  unsatisfactory  unit. 

Customers  should  guard  themselves  against  two-  or  three-bearing 
units  that  have  not  been  operated  with  the  same  distances  between 
bearings,  the  same  diameter  of  shaft  and  the  same  loads  upon  the 
shaft,  especially  when  the  responsibility  is  divided  between  two 
manufacturers. 

Charles  W.  Dakb^  (written).  In  enumerating  the  various 
types  and  makes  of  steam  turbines,  the  statement  is  made  that 
the  Dake  turbines  are  either  no  longer  on  the  market  or  are  not 
seriously  competitive.  The  Dake  turbines  are  being  manufactured 
by  the  Pyle-National  Company,  Chicago,  111.,  and  there  have  been 
built  and  are  in  successful  operation  22,300  of  them,  aggregating 
some  70,000  hp.  These  turbines  are  of  the  single-stage  impulse  type 
made  under  the  Charles  W.  Dake  patents,  substantially  all  of  which 
are  used  in  connection  with  turbo-generator  units.  More  than  80 
per  cent  of  the  electric  headlights  in  operation  on  steam  locomotives 
today  are  driven  by  turbo-generators  manufactured  under  the  Dake 
patents. 

The  Author.    Mr.  Bentley  states  that  Fig.  7  does  not  correctly 
indicate  the  true  path  of  steam  through  the  Terry  turbine.    This  is 
»  The  Pyle  National  Co.,  Chicago,  111. 
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perfectly  true  and  the  author  referred  to  this  figure  only  as  a  con- 
ventional view,  fully  appreciating  the  fact  that  the  reversal  in  a 
bucket  of  this  type  is  180  deg. 

Mr.  Bentley  states  that,  other  things  being  equal,  the  amount  of 
energy  that  a  rotor  will  extract  from  the  steam  varies  directly  as  the 
angular  reversal.  He  further  argues  that  the  angular  reversal  in  this 
t3rpe  of  turbine  being  180  deg.,  the  amoimt  of  energy  to  be  expected 
will  therefore  be  double  that  of  a  turbine  of  the  Curtis  tjrpe.  I  would 
like  to  point  out  in  this  connection,  however,  that  while  the  steam 
is  reversed  through  180  deg.  in  the  plane  of  the  path  of  the  steam, 
the  effective  angular  reversal  is  by  no  means  180  deg.,  as  will  be  seen 
from  Fig.  14.  This  angular  reversal  should  be  multiplied  by  the 
cosine  of  the  angle  a.  If  we  take  an  extreme  case  and  assume  the  jet 
to  be  in  the  position  indicated  by  the  dotted  lines,  in  other  words, 
radial,  there  would  be  no  propulsive  effort  in  the  steam  irrespective 
of  the  fact  that  there  is  a  reversal  of  180  deg.  So  that  it  is  evi- 
dent that  while  we  have  the  maximum  possible  reversal  with  this 
type  of  turbine,  thisVust  be  multipUed  by  the  cosine  of  whatever 
angle  is  used. 

It  is  true,  as  Mr.  Bentley  states,  that  the  fan  action  in  the  Terry 
or  Riedler-Stumpf  type  of  wheel  is  less  than  in  the  Curtis.  I  feel  that 
this  is  more  than  counteracted  by  the  increased  friction  due  to  the 
length  of  the  path  of  the  steam  through  the  buckets  of  the  two  types. 

While  Mr.  Bentley  concedes  that  the  so-called  flexible  coupling 
cannot  sufficiently  take  care  of  misaUgnment  and  that  bedplates 
cannot  be  commercially  designed  that  will  stay  true,  he  contends  that 
it  is  an  easy  matter  to  line  up  a  turbine  with  its  driven  members  and 
that  the  whole  question  is  merely  a  matter  of  education.  I  think  the 
arguments  presented  by  Professor  Christie  and  by  Mr.  MacMurchy 
are  sufficiently  forcible  to  show  that  this  question  of  aUgnment  is 
really  a  much  more  serious  proposition  than  Mr.  Bentley  would  have 
us  beUeve. 

I  must  take  exception  to  Mr.  Bentley's  broad  statement  that  over- 
hung elements  are  more  sensitive  to  trouble  than  elements' supported 
between  two  bearings.  Is  this  not  purely  a  matter  of  stresses  and 
the  design  of  shaft,  etc.?  We  have  accepted  for  years  the  overhung 
flywheel  in  reciprocating  engines  as  good  practice,  so  with  a  properly 
designed  turbine  wheel  and  shaft  I  cannot  see  wherein  this  same 
practice  in  turbine  engineering  should  be  condemned.  Mr.  Bentley 
seems  skeptical  regarding  the  possibiUty  of  adopting  the  Suggested 
Code  of  Practice  and  states  that  every  last  manufacturer  must  ad- 
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here  to  this  scheme  in  order  to  make  it  a  success.  This  point  is 
exactly  what  I  tried  to  bring  out.  Electrical  engineers  apparently 
were  able  to  get  together  on  this  point  and  I  do  not  see  why  this  same 
cooperation  could  not  be  satisfactorily  worked  out  with  tHe  builders 
of  small  turbines,  particularly  when  we  look  upon  the  benefit  the 
electrical  codes  have  been  to  all  electrical  manufactiu'ers. 

Referring  to  the  class  of  labor  employed  in  looking  after  auxiliaries, 
Professor  Christie  states  that  this  should  not  be  of  prime  considera- 
tion in  determining  the  efficiency  of  the  machine.  It  must  be  con- 
sidered, however,  that  the  last  degree  of  efficiency  canrfot  be  obtained 
without  certain  complications  to  the  machine  such  as  high  speeds  or 
automatic  nozzle  control,  both  of  which  are  undesirable  where  the 
type  of  labor  employed  to  look  after  such  apparatus  is  unskilled. 

Referring  to  Mr.  Moore's  discussion  regarding  the  correct  names 
of  the  tjrpes  mentioned  in  the  paper,  I  fully  agree  with  Mr.  Moore 


Fig.  14    Angular  Revebsal  of  Steam  \n  Terry  Turbine  Bucket 

that  the  Kerr  turbine  is  of  course  of  the  Rateau  tjrpe,  but  in  my  paper 
I  tried  to  keep  to  the  designation  of  types  used  by  Mr.  Orrok,  as  will 
be  noted  from  Par.  4  of  the  paper. 

Regarding  the  Terry,  I  agree  with  Mr.  Moore  that  this  is  sub- 
stantially an  original  t3rpe  as  it  contains  a  special  form  of  reversing 
chamber,  which  is  the  fundamental  principle  of  this  type  of  machine. 
However,  I  do  not  agree  with  Mr.  Moore  that  the  Westinghouse 
single-stage  machine  is  an  original  type.  The  original  principle  of 
this  machine  dates  back  as  far  as  1864  (Perrigault,  Farcot,  etc.).  See 
Mewes,  Dampfturbineri,  1904. 

I  was  very  much  pleased  to  read  Mr.  MacMurchy's  criticism  of 
the  arguments  advanced  against  the  use  of  the  so-called  flexible 
coupling  and  his  statement  that  it  is  better  to  design  a  machine  elimi- 
nating this  uncertain  factor.  But  I  must  take  exception  to  his  argu- 
ment against  the  overhung  wheel  when  connected  to  pumps,  which  is 
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based  on  the  assumption  that  the  critical  speed  of  the  average  pump 
is  such  that  the  overhung  rotor  will  increase  the  operating  troubles. 

In  connection  with  this  point  I  would  Uke  to  bring  out  that  the 
critical  speed  of  any  rotor  is  a  function  of  deflection.  In  other  words, 
the  greater  the  deflection,  the  lower  the  critical  speed.  By  placing 
an  overhung  turbine  wheel  on  to  a  pump  shaft  the  direct  tendency  is 
to  reduce  the  deflection  of  the  pump  shaft,  thereby  increasing  the 
critical  speed;  so  that  it  would  appear  that  the  overhung  element  in 
this  instance  has  an  advantageous  effect  rather  than  the  contrary. 

I  think  Mf .  MacMurchy  has  rather  misinterpreted  my  meaning 
when  he  states  that  efficiency  and  reliability  must  necessarily  be 
separate.  I  agree  with  him  that  it  is  possible  to  make  two  machines 
having  the  same  diameter  of  wheel,  one  having  a  high  efficiency  and 
the  other  a  very  poor  efficiency,  but  the  idea  I  intended  to  convey  in 
my  paper  was  that,  assuming  the  same  degree  of  skill  to  be  employed 
throughout  in  designing  any  particular  machine,  any  increase  in 
efficiency  over  a  certain  design  of  single-stage  wheel  must  be  obtained 
either  by  increasing  the  diameter  of  the  wheel,  thereby  increasing  the 
stresses,  etc.,  or  by  employing  a  multipUcity  of  stages. 

Referring  to  his  criticisms  regarding  permissible  variations  in  con- 
tract conditions,  Mr.  MacMurchy  is  of  course  perfectly  correct  in 
stating  that  the  purchaser  should  best  know  the  conditions  under 
which  he  wants  the  turbine  to  be  able  to  carry  full  load,  but  if  his 
experience  agrees  with  mine,  he  must  know  that  although  this  is  cor- 
rect in  theory,  it  is  seldom  found  to  work  out  in  practice. 

Mr.  MacMurchy  does  n6t  agree  with  the  author  that  a  stop  valve 
should  not  be  included.  One  of  the  main  reasons  why  it  was  sug- 
gested that  this  be  a  separate  iteia  was  that  the  stop  valve  in  small 
machines  is  very  rarely  placed  next  to  the  turbine  and  it  is  often 
found  more  convenient  to  place  it  somewhere  in  line  some  Uttle  dis- 
tance away  from  the  turbine  governor  valve.  Regarding  the  use  of 
oil  rings  with  machines  fitted  with  forced-feed  lubrication,  I  cannot 
help  feeling  that  the  little  extra  expense  this  incurs  is  a  good  insurance 
that  the  bearings  will  alwa3rs  receive  a  certain  amount  of  oil  in  case  of 
starting  up,  shutting  down,  or  failure  of  the  oil  pump  at  any  time. 

Mr.  Reynolds  takes  exception  to  the  statement  that  the  heat  from 
the  exhaust  steam,  while  being  utihzed,  does  not  overcome  boiler 
losses  with  an  inefficient  turbine  auxiUary.  This  is  perfectly  correct, 
but  in  general  practice  the  small  difference  in  heat  absorbed  by  one 
machine  and  another,  even  with  a  widely  varying  degree  of  efficiency, 
will  bring  the  point  brought  out  by  Mr.  Reynolds  to  an  almost  negli- 
gible quantity  in  practice. 


Digitized  by  VjOOQIC 


No.  1607 

BAGASSE  AS  A  SOURCE  OF  FUEL 

By  E.  C.  Frebland,*  Baton  Rouge,  La. 
Non-Member 

The  heating  value  of  one  pound  of  average  dry  Louisiana  bagasse  is  found  by 
experimenl  to  be  8300  BA.u.f  and^  despite  a  high  moisture  content  of  about  50  per  cent, 
it  is  therefore  a  valuabU  fuel,  WhUe  in  former  years  not  much  attention  was  paid  to 
the  drying  <4  bagasse  before  burning  it,  many  aiUhorities  now  daim  that  a  great 
saving  can  be  effected  by  such  a  procedure.  The  heating  value  of  this  important 
fuel  to  the  sugar  industry ,  as  influenced  by  the  high  moisture  content,  and  the  bene- 
fits  of  prdiminary  drying  are  discussed  at  length,  and  notes  are  included  on  devices 
employed  by  varioiu  sugar  houses  in  its  use  for  steaming  purposes, 

^pHE  use  of  bagasse,  or  megasse,  as  it  is  sometimes  called,  as  a 
source  of  fuel,  dates  from  the  earliest  periods  of  cane-sugar 
manufacture.  ,  Even  before  vacuum  pans  came  into  use,  the  sugar 
manufacturer  was  wont  to  bum  the  sun-dried,  or  even  the  green, 
bagasse  under  the  open  kettles.  When  steam  was  introduced  into 
the  sugar  factory  as  a  ineans  of  heating  the  cane  juice  and  S3rrup, 
bagasse  came  to  be  burned  under  the  boilers  as  a  result.  The  first 
boilers  designed  for  bagasse  burning  differed  very  Uttle  from  the  coal- 
biuning  boilers  of  that  time.  As  more  modem  improvements  were 
introduced  into  cane-sugar  manufacture,  the  methods  of  bmning. 
bagasse  were  also  improved  upon,  so  that  at  the  present  time  very 
efficient  bagasse-burning  ii^tallations  have  been  perfected.  A  few 
of  these  will  be  described  in  a  subsequent  portion  of  this  paper. 

2  Some  of  the  questions  one  might  ask,  when  seeking  informa- 
tion about  this  particular  fuel,  are:  Of  what  value  is  bagasse  as  a 
fuel?  How  does  it  compare  with  coal  or  oil?  What  is  its  compo- 
sition?   It  may  be  well  to  discuss  a  few  of  these  points. 

3  Chemically,  bagasse  consists  mainly  of  a  tough  fiber,  sugar 
or  sucrose,  glucose  and  other  reducing  sugars  (by  a  reducing  sugar 

^  Louisiana  State  University. 
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is  meant  one  that  will  reduce  Fehling's  solution),  and  water.  The 
fiber  content  ranges  from  30  to  50  per  cent;  the  sucrose  from  an 
almost  negligible  quantity  to  as  high  as  10  per  cent;  and  the  water 
from  40  to  65  per  cent;  the  other  constituents  occur  in  such  small 
amounts  that  they  may  be  disregarded.  Its  compo^tion  varies 
greatly,  according  to  the  method  and  effectiveness  of  milling  the 
cane,  good  milling  resulting  in  a  bagasse  of  low  sugar  and  yiB,teT  con- 
tent that  is  very  suitable  for  burning.  In  Louisiana  the  fiber  content 
averages  about  40  per  cent  and  the  moisture  about  53  per  cent,  the 
remaining  7  per  cent  being  mainly  sucrose. 

METHODS  OF  CALCULATING  THE  FUEL  VALUE  OF  BAGASSE 

4  There  are  several  methods  employed  in  calculating  the  fuel 
value  of  bagasse.  In  this  country  Prof.  E.  W.  Kerr's  formula  is  in 
general  use.  According  to  one  of  his  bulletins  the  fuel  value  of  one 
pound  of  bagasse  is  calculated  as  follows: 

5  The  heating  value  of  one  pound  of  dry  bagasse,  by  experiment, 
is  8300  B.t.u.  Assume  that  the  moisture  content  of  a  bagasse  is 
48  per  cent,  and  that  this  bagasse  is  burned  in  a  furnace  the  stack 
temperature  of  which  is  500  deg.  fahr.  One  hundred  per  cent 
minus  48  per  cent  equals  52  per  cent  dry  matter  in  bagasse.  Fifty- 
two  per  cent  multiplied  by  8300  equals  4316  B.t.u.  in  the  dry  bagasse. 
Assume  the  temperature  of  the  bagasse  as  80  deg.  fahr.  Then  the 
water  in  the  bagasse  will  have  to  be  raised  from  80  deg.  up  to  its 
boiling  point  (212  deg.  fahr.)  and  then  vaporized  before  the  bagasse 
can  be  completely  burned.  The  calculations  for  the  heat  necessary 
to  vaporize  this  water  are  as  follows: 

212  deg.  -  80  deg.  »  132  deg.;  500  deg.  -  212  deg.  »  288  deg. 

Heat  necessary  to  raise  the  water  in  1  lb.  t>f  bagasse  to  the  boiling  point 
=  0.48  X  1  X  132  =.  63.4  B.t.u. 

Heat  necessary  to  vaporize  the  water  in  1  lb.  of  bagasse  from  a  temperature 
of  212  deg.  -  0.48  X  1  X  970  =•  465.6  B.t.u. 

Heat  necessary  to  superheat  vapor  from  212  deg.  to  500  deg.  »  0.48  X  1  X 
288  X  0.5  »  69.1  B.t.u.,  where  0.5  is  taken  as  the  specific  heat  of  superheated 
steam. 

Heat  lost  in  the  water  =  63.4  +  465.6  +  69.1  =  698.1  B.t.u. 

Net  heating  value  of  1  lb.  of  bagasse  containing  48  per  cent  moisture  ■- 
4316  -  598.1  -  3717.9  B.t.u. 

6  Prinsen  GeerUgs,  the  noted  authority  on  cane-sugar  manu- 
facture! has  introduced  the  following  formula  for  calculating  the 
fuel  value  of  bagasse  according  to  its  composition: 
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Heating  value  in  B.t.u.  of  1  lb.  bagasse  ^  (8550  X  per  oent 
fiber)  +  (7119  X  per  cent  sucrose)  +  (6750  X  per  cent  glu- 
cose) —  (972  X  per  cent  water). 
The  results  obtained  by  using  this  formula  compare  very  well  with 
the  results  obtained  by  burning  the  fuel  in  a  calorimeter.  The  one 
point  in  favor  of  using  Professor  Kerr's  formula  is  that  it  does  not 
require  a  complete  chemical  analysis  of  the  bagasse,  which  is  abso- 
lutely necessary  when  employing  the  Gfeerligs  formula. 

7  It  has  been  found  that  the  average  Louisiana  bagasse  has  a 
heating  value  of  about  8300  B.t.u.  per  pound  of  dry  bagasse  and 
of  from  3620  B.t.u.  gross  when  containing  56.7  per  cent  moisture 
to  4800  B.t.u.  gross  when  containing  42.8  per  cent  moisture.    The 


TABLE  1    COBiPARISON 

OP  HEATING  VALUES  OF  CUBAN  4ND  LOUISIANA 
BAGASSE 

With  80  p«r  o«nt  juioe  •ztraotion  on  wwght  of  oane 

Variaty  of  bacMse 

Extraetion, 
percent 

Moisture, 
percent 

Fiber, 
percent 

Heatinc  value,  B.t.u. 
per  lb. 

Total 

Net 

ouban 

80 
80 

32.8 
42.8 

60 
60 

6628 
4816 

4002 

uifliaiui , , , . . ,   , , 

8346 

T° 

With  nearly  equal  moisture  contents 

Cuban 

75 
80 

42.6 
42.8 

48 
60 

4807 
4816 

3386 

TiOuisiana  • 

3345 

(For  a  more  extended  table  of  this  kind,  see  La.  Bulletin  117,  p.  45) 

net  heating  values  are  respectively  2200  and  3350  B.t.u.  It  is 
thus  seen  that  the  heating  value  per  pound  ranges  betw^n  wide 
limits  according  to  the  moisture  content.  In  all  of  the  above 
5  per  cent  was  allowed  for  radiation  and  no  excess  air  present.  The 
heating  value  of  Cuban  bagasse  approaches  that  of  Louisiana  very 
closely  for  a  given  moisture  content,  but  for  a  given  per  cent  ex- 
traction on  weight  of  cane  the  heating  value  of  a  pound  of  Cuban 
bagasse  is  greater  than  that  of  a  pound  of  Louisiana  bagasse,  due  to 
the  lower  moisture  content  of  the  Cuban  product.  The  results 
given  in  Table  1  are  typical. 

8  The  Louisiana  varieties  of  sugar  cane  yield  from  400  to  580 
lb.  of  bagasse  per  ton  of  cane,  or  on  an  average  of  20  to  30  per  cent 
of  the  total  amount  of  cane  ground.    In  a  1000-ton  house  (1000 
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tons  every  24  hours)  this  would  amount  to  about  480,000  lb.  a  day, 
or  from  19,500  to  21,000  lb.  per  hour. 

9  One  pound  of  bagasse  will  evaporate  from  2  to  3}  lb.  of  water 
"from  and  at  212  fahr."  Assuming  coal  and  fuel  oil  to  have  re- 
spectively heating  values  of  14,000  and  19,000  B.t.u.  per  lb.,  then, 
from  4  to  6  lb.  of  bagasse  are  equivalent  to  1  lb.  of  coal  and  from 
43  to  65  lb.  equivalent  to  1  gal.  (about  7.6  lb.)  of  oil. 

10  Professor  Kerr,  in  his  latest  tests  at  Louisiana  sugar  houses, 
found  that  the  bagasse  from  one  ton  of  cane  generated  from  1.16 
to  1.44  boiler  horsepower  for  24  hours.  Thus  the  bagasse  from  a 
1000-ton  house  for  24  hours  will  generate  from  1160  to  1440  boiler 
hp.  during  that  period  of  time.  It  would  require  about  60  tons  of 
coal  per  day  to  do  the  same  work,  assuming  that  the  coal  equivalent 
of  the  bagasse  from  1  ton  of  cane  is  120  lb.  It  is  thus  seen  that 
bagasse  pla3rs  an  important  rdle  as  a  source  of  fuel  in  the  sugar 
house. 

METHODS  USED  IN  DRYING  BAGASSE 

11  In  former  years  not  much  attention  was  paid  to  the  drying 
of  bagasse  before  binning  it.  It  was  the  custom  either  to  sun-dry 
it  or  feed  it  to  the  furnaces  in  a  wet  condition,  just  as  it  came  from 
the  mills.  Of  later  years,  however,  many  devices  have  been  put 
into  use  in  order  to  dry  it  partially  before  it  is  burned. 

12  In  Mauritius,  apparatus  known  as  "secheries"  have  been 
put  into  use  for  this  purpose.  They  consist  of  a  chamber  near  the 
chinmeys,  in  which  is  arranged  a  system  of  conveyor  belts  alternately 
traveling  in  opposite  directions.  The  flue  gases  go  through  this  appa- 
ratus and  their  waste  heat  is  utilized  to  dry  the  wet  bagasse  carried  by 
the  belts.  In  countries  where  labor  is  cheap  and  fuel  high,  as  in  some 
parts  of  Egjrpt,  other  devices  whereby  the  bagasse  is  conveyed  around 
the  smokestack  and  smokebox  of  the  boilers  by  means  of  a  screw-like 
conveyor,  have  come  into  use  to  remove  part  of  the  moisture  from 
the  bagasse. 

13  A  very  efficient  bagasse  drier  has  been  designed  by  Professor 
Kerr  (La.  Bulletin  128),  which  is  in  the  form  of  a  tower-like  struc- 
ture. The  bagasse  is  conveyed  to  the  top  and  falls  downward  over 
a  series  of  inclined  shelves  placed  opposite  each  other.  The  dried 
bagasse  is  conveyed  from  the  bottom  of  the  drier  to  the  furnaces. 
The  furnace  gases  are  used  to  dry  the  bagasse  and  are  conveyed  to 
the  bottom  of  the  drier  and  pass  upward,  the  hottest  gases  coming 
in  contact  with  the  driest  portion  of  the  bagasse.    An  induced- 
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draft  system  is  employed,  the  fan  being  placed  near  the  top  of  the 
drier. 

14  Of  late,  especially  in  large  factories  in  Cuba  and  Hawaii, 
stokers  are  being  put  into  use  to  dry  bagasse.  These  stokers  are 
mainly  of  the  step-grate  type,  some  with  front  feed  and  others  with 
double  feed,  and  the  bagasse  is  fed  at  the  top  or  upper  back  part  of 
the  stoker  in  the  same  manner  as  coal.  They  have  proved  to  be 
very  efficient  as  a  means  of  drying  bagasse,  as  well  as  in  regulating 
its  combustion. 

15  As  to  the  economy  of  bagasse  drying,  many  authorities 
claim  that  a  great  saving  can  be  effected  by  drying  this  fuel  before 
it  is  fed  to  the  furnace.  This  has  been  proved  as  a  result  of  many 
experiments.  Noel  Deerr  states  that  in  Maiuitius  he  found  that 
bagasse  entering  a  secherie  with  50  per  cent  of  moisture  would  leave 
containing  only  35  per  cent;  this  amount  of  water  corresponds  very 
closely  with  the  evaporation  of  half  the  original  moisture.  In  a  cal- 
culation of  the  heat  lost  in  the  flue  gases  he  found  that  565  B.t.u. 
per  lb.  of  bagasse  were  carried  away  in  the  associated  water:  a  sav- 
ing of  half  this  would  be  282  B.t.u.,  reducing  the  heat  carried  away 
in  flue  gases  from  1675  to  1393  B.t.u. ;  or  expressed  as  a  percentage 
on  the  total  heat  of  1  lb.  of  bagasse,  the  loss  in  the  flue  gases  is  30.4 
per  cent  as  compared  with  36.6  per  cent  loss  calculated  for  wet 
bagasse.  Professor  Kerr  says  that  in  Louisiana  16  per  cent  of  the 
total  heat  generated  by  the  combustion  of  1  lb.  of  bagasse  is  required 
to  evaporate  the  moisture  present.  About  14J  per  cent  of  the  mois- 
ture in  Louisiana  bagasse  was  removed  by  drying  it,  and  the  dried 
bagasse  had  a  heating  value  of  55  per  cent  greater  than  the  wet 
bagasse.  This  means  that  a  saving  of  over  2}  gal.  of  oil  will  be 
effected  per  ton  of  cane  ground.  In  a  factory  grinding  60,000  tons 
of  cane  per  season  this  means  a  saving  of  about  154,000  gal.  of  oil, 
or  3670  bbl.,  which,  at  $1.25  per  bbl.,  means  a  saving  of  $4587.50 
per  season. 

BOILER  FURNACES  FOR  BURNING   BAGASSE 

16  As  has  been  said  before,  bagasse  was  formerly  burnt  in 
furnaces  very  similar  to  those  used  for  burning  coal.  During  recent 
years,  however,  many  improvements  have  been  made  along  this 
line.  In  present  practice  fiumaces  of  the  Dutch-oven  type  are 
very  widely  used.  Boilers  of  aU  types,  including  those  of  the 
Scotch  marine  type,  are  used  in  connection  with  the  Dutch-oven 
type  of  furnace. 
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17  Table  2  gives  the  Ijrpes  of  boilers  in  use  at  a  few  Louisiana 
sugar  houses.  Other  tjrpes  in  use  in  Louisiana  (given  in  Bulletin 
117,  La.  Expt.  Station)  are:  Babcock  &  Wilcox;  Cook  water-tube 
(vertical  tubular);  Climax  water-tube  (vertical  tubular) ;  and  various 
tjrpes  of  boilers  of  the  "half"  and  "full"  Dutch-oven  tjrpes. 

18  Li  Demerara  the  Abel  type  of  furnace  is  used  in  connection 
with  the  standard  types  of  boilers.  By  using  this  furnace  the 
heated  gases  of  combustion  pass  three  times  along  the  boiler.  The 
essential  difference  between  the  Dutch-oven  and  Abel  type  of  fur- 
nace is  in  the  size  of  the  combustion  chamber,  which  in  the  latter 
tjrpe  is  much  larger.  ♦ 

19  In  Louisiana  the  combustion  chambers  of  sugar-house  boilers 
are  generally  large.  Where  oil  is  burned  in  connection  with  bagasse, 
which  is  the  case  in  many  houses,  there  is  a  tendency  to  make  the 

TABLE  2    TYPES  OF  BOILERS  USED  IN  LOUISIANA  SUGAR  HOUSES 


HOUM 

Type  of  boiler 

AngoU 

Ciii«l»rt 

HoriioDtal  return  tubuler,  with  Dutch  oven  and  emelf  draft  fan 

Poplar  Grove 

Stirling,  with  Dutch  oven 

AdeUn* 

Horiaontal  return  tubular,  with  large  and  elaborBte'*oombuBtion 

Vermilion 

chamber 
Horisontal  return  tubular,  with  Quinn  flat-top  furnace 

combustion  chamber  smaller  since  the  burning  oil  causes  a  better 
combustion  of  the  bagasse,  the  furnace  temperatures  being  higher 
when  burning  these  two  fuels  together  than  the  furnace  tempera- 
tores  obtained  by  burning  either  of  them  alone,  if  the  furnace  is 
of  the  proper  design.  It  has  been  shown  conclusively  (La.  Bulletin 
131)  that  it  is  better  to  bum  bagasse  alone  in  a  Dutch-oven  furnace 
than  to  bum  it  with  oil  in  this  same  type  of  furnace.  At  some  of 
the  new  installations  some  of  the  boilers  are  designed  to  bum  bagasse 
alone,  the  remaining  boilers  burning  oil  alone.  This  is  considerably 
better  than  the  old  method  of  having  all  the  boilers  equipped  with 
Dutch  ovens  and  burning  both  bagasse  and  oil  under  them. 

20  The  grate  surface  should  be  small  in  fumaces  used  for 
burning  bagasse,  as  the  rate  of  combustion  is  high,  sometimes  as 
high  as  300  lb.  per  hr.  per  sq.  ft.  of  grate  surface.  This  corresponds 
to  about  20  boiler  hp.  per  sq.  ft.  of  grate  surface.  Some  of  the 
recently  installed  500-hp.  boilers  in  the  tropics  have  only  i5  sq.  ft. 
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of  grate  surface.  Small  grates  require  less  manipulation  and  care 
in  order  to  prevent  excessive  air  losses  than  is  the  case  with  large 
grates,  there  being  less  danger  of  portions  of  the  grate  being  uncov- 
ered, etc.  The  amount  of  grate  surface  per  boiler  hp.  also  varies 
with  the  amount  of  moisture  in  the  bagasse  —  the  less  moisture 
there  is,  the  smaller  the  grate  siurface  can  be  made.  In  Professor 
Kerr's  recent  tests  the  highest  rate  of  combustion  was  at  Adeline 
(225  lb.  bagasse  per  hr.  per  sq.  ft.  of  grate  surface),  while  the 
lowest  was  at  Vermilion  (85  lb.  per  hr.  per  sq.  ft.),  corresponding  to 
about  15  and  6.5  boiler  hp.  per  unit  area,  respectively.  It  is  prob- 
able that  a  mean  between  these  two  sizes  would  be  good  practice. 

TABLE  3    DATA  ON  BOILER  TESTS  AT  LOUISIANA  SUGAR  HOUSES 


Item 


HouM 


AdeUne 


Angola 


Vermilion 


Bftgaaee  burnt  per  hr.,  lb 

Moioture  in  bagaaae,  per  cent 

Orate  surface,  sq.  ft 

Heating  surface,  sq.  ft 

Equivalent  evi^wration  from  and  at  212 
deg.  per  hr.,  lb 

Bagasse  burnt  per  hr.  per  sq.  ft.  of  grate  sur- 
face, lb .....\ 

Steam  pressure,  lb.  per  sq.  in.  abs 

Quality  of  steam,  per  cent 

Draft  in  flues,  in.  of  water 

Equiyalent  evaporation  from  and  at  212 
deg.  per  lb.  of  bagasse,  lb 

Effidency  of  furnace  and  giate,  per  cent 


3777toM14 

45.4  to  53.0 

25 

S500 

8636  to  18,093 

151  to  225 

^  to  110 

06.8  to  09.8 

0.464  to  0.634 

2.13  to  2.35 
a  56.83  to  64.61 
6  63. 17  to  71  93 


2399  to  8441 
53.1to58  6 
28.89 
1512 

2197  to  6476 

79.6  to  119 

87.8  to  106 

08.5  to  99.6 

0.800to0.487 

1.36  to  1.00 
a  48  06  to  60.32 
6  55  26  to  67. 63 


3586  to  3687 

46.3  to  47.0 
42 

2450 

9131  to  9460 

85.4  to  87.8 
108.7  to  109.8 

98.5  to  98.7 
0.417  to  0.484 

2.48  to  2.64 
8  61. 15  to  66.66 
6  67.65  to  73.81 


21  It  is  the  practice  in  Louisiana  to  use  S3rstems  of  forced  or 
induced  draft  as  the  source  of  air  supply.  Bagasse  contains  a  large 
amount  of  air,  but  when  bmned  on  a  small  amount  of  grate  surface 
with  a  high  .rate  of  combustion  it  requires  a  high  draft.  When, 
however,  it  is  burned  in  furnaces  having  a  large  combustion  cham- 
ber and  a  large  surface,  air  in  nearly  all  cases  is  supplied  in  great 
excess,  which  lowers  the  efficiency  of  the  boiler  and  grate.  Where 
forced  draft  is  used  in  Louisiana,  the  general  tendency  is  to  supply 
air  in  great  excess. 

22  In  order  to  present  comparative  figures  on  boiler  tests  at 
Louisiana  sugar  houses,  a  partial  list  of  results  is  given  in  Table  3, 
which  shows  in  each  case  the  highest  and  lowest  values  obtained 
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23  In  calculating  the  efficiencies  in  Table  3  the  following  meth- 
ods were  used:  Efficiency  a  =  heat  leaving  in  steam  per  lb.  wet 
bagasse  divided  by  net  heating  value  of  1  lb.  of  wet  bagasse  [gross 
heating  value  per  pound  minus  (heat  necessary  to  vaporize  moisture 
present  in  it  plus  heat  necessary  to  raise  to  stack  temperature)]. 
Efficiency  h  =  heat  leaving  the  steam  per  lb.  wet  bagasse  divided 
by  [net  heating  value  per  pound  (same  as  above)  plus  heat  required 
to  vaporize  moisture  formed  by  the  combination  of  the  hydrogen 
and  oxygen  in  the  fuel].  It  is  probable  that  the  latter  method  of 
calculating  efficiencies  is  more  suitable  for  making  comparisons 
where  there  is  a  considerable  variation  in  the  quaUty  of  bagasse. 

24  In  conclusioui  it  may  be  said  that,  although  many  recent 
improvements  have  been  made  in  the  methods  of  burning  bagasse, 
there  are  yet  many  fields  open  along  this  same  line.  Methods  of 
regulating  the  air  supply,  improvements  in  furnaces  and  driers 
and  utilization  of  the  heat  in  the  waste  flue  gases  are  some  of  the 
problems  being  worked  upon  by  the  sugar-house  engineer  of  today, 
with  a  view  to  conserving  as  much  as  possible  the  heat  furnished 

•  by  this  most  valuable  by-product  of  the  sugar  house. 


DISCUSSION 

David  Moffat  Mtebs  (written).  My  most  recent  experience 
in  connection  with  bagasse  burning  occurred  during  seven  weeks  in 
Cuba  last  winter,  where  I  was  retained  to  investigate  and  report  upon 
the  conditions  of  boiler-plant  economy  in  six  sugar  mills.  I  submit 
the  following  observations  relating  in  particular  to  my  investigation 
of  a  mill  in  the  eastern  part  of  the  island,  near  Manzanillo  Bay,  with 
a  capacity  of  3750  tons  per  24  hours. 

In  this  section  of  the  island  the  fiber  content  of  the  cane  is  only 
about  10  per  cent,  whereas  in  some  other  parts  it  nms  as  high  as  12 
per  cent,  thus  giving  in  the  latter  a  bagasse  of  greater  heating  value, 
while  the  mill  requirements  for  steam  are  less  owing  to  the  lesser 
quantity  of  juice  extracted.  Consequently  the  mill  supplied  with 
cane  of  the  higher  fiber  content  has  a  great  advantage  in  respect  to 
economy  in  the  use  of  auxiliary  fuel. 

In  Cuba,  in  a  perfectly  designed  and  properly  balanced  sugar  null, 
i.e.,  where  the  exhaust  steam  produced  is  no  greater  than  the  demand 
for  it,  and  where  all  the  condensation  from  modern  multiple-effect  * 
evaporators  is  returned  to  the  boilers,  the  by-product  bagasse  is 
sufficient  to  supply  all  the  steam  when  all  departments  of  the  plant 
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are  working  in  harmony.  But  where  these  conditions  do  not  obtain, 
and  there  are  numerous  examples,  auxiliary  fuel  in  the  form  of  wood, 
oil  or  coal  must  be  burned. 

In  Cuba,  wood  is  the  most  common  auxiliary  fuel  and  the  cheapest 
in  cost  per  milUon  B.t.u.,  although  the  connected  labor  is  greater  than 
with  either  of  the  other  fuels. 

There  is  no  trouble  whatever  in  obtaining  a  very  high-grade 
combustion  ^th  bagasse,  even  with  very  crude  methods  and  fur- 
naces. When  the  supply  of  bagasse  was  coming  ^regularly  and  no 
wood  was  used  in  the  furnaces,  the  CO2  ranged  from  10  to  over  17 
per  cent.  When  wood  was  fired  in  with  the  bagasse,  especially  by 
some  of  the  methods  commonly  employed,  the  furnace  efficiency  was 
immediately  reduced  to  a  degree  indicated  by  a  CO2  content  of  from 
3  to  6  per  cent. 

By  changing  the  method  of  firing  the  wood  with  certain  furnace 
alterations,  a  great  improvement  was  obtained  both  in  more  uniform 
steam  pressure  and  in  a  substantial  reduction  of  the  amount  of 
auxiUary  fuel  required. 

From  the  standpoint  of  the  mill  owner  the  cost  of  the  auxiUary 
wood  fuel  —  formerly  about  $300  per  day  —  was  a  matter  of  only 
secondary  importance.  But  the  difficulty  in  maintaining  uniform 
working  steam  pressure  was  of  vital  importance,  since  the  inabiUty 
to  do  so  was  reducing  the  normal  capacity  of  the  mill  by  an  amount 
of  grinding  equivalent  to  $500,000  per  year  in  output  of  sugar. 

Stated  briefly,  the  causes  for  this  loss  due  to  inabiUty  to  hold 
steam  were  as  foUows: 

1  Irregularity  in  feeding  the  furnaces,  due  largely  to  ignorant 

labor  without  white-man  supervision.  Supervision  was 
installed  and  a  large  improvement  immediately  effected. 

2  Wrong  method  of  firing  wood  with  furnaces  iU-adapted 

to  the  purpose.  This  was  corrected  and  furnaces  im- 
proved, with  an  additional  improvement  in  steam  pressure 
and  substantial  reduction  in  auxiUary  fuel. 

3  Draft  regulation  entirely  wrong.    Plan  was  prepared  for 

convenient  regulation  by  uptake  dampers  to  control  fires 
and  steam  production. 

4  Grate  surfaces  with  natural  draft  burned  300  lb.  bagasse 

per  sq.  ft.  per  hour  when  clean  after  Sunday  shutdown, 
but  cUnker  on  furnace  waUs  grew  so  rapidly  that  by  the 
middle  of  the  week  the  grate  area  would  become  so  re- 
stricted that  the  capacity  of  the  boilers  was  seriously 
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reduced  and  formed  a  chief  factor  in  the  inability  to  hold 
steam.  This  trouble  was  corrected  in  the  new  furnaces 
I  designed  and  installed  by  using  larger  grate  surface. 
This  resulted  in  ability  to  obtain  boiler  capacity  at  all 
times. 
5  Owing  to  the  surplus  of  exhaust  steam  in  this  badly  bal- 
anced plant  and  to  other  causes  relating  to  the  design  and 
operation  of  the  whole  mill,  sufficient  condensation  was 
not  available  for  boiler  feed.  Consequently,  raw  water 
had  to  be  used  as  a  make-up  supply.  This  water  was 
from  wells,  and  its  analysis  showed  it  to  be  of  the  most 
detrimental  character  for  boiler  feed  that  I  had  ever 
found.  The  boilers,  as  a  consequence,  were  covered 
with  heavy  scale,  pitted  badly  and  were  constantly  spring- 
ing leaks. 

ThcNeffect  on  fuel  economy  and  steam  production  need  hardly 
be  described. 

The  remedy  recommended  was  a  lime-soda  process  of  purifica- 
tion, filtration  and  storage  for  the  raw  water,  and  this  system  has 
been  specified,  purchased,  and  will  soon  be  installed. 

Other  changes  were  recommended  and  are  being  installed,  and 
there  is.no  doubt  that  when  the  improvements  are  all  in  effect  the 
production  saving  of  about  half  a  million  dollars  per  year  will  be 
accomplished. 

In  further  regard  to  the  combustion  of  bagasse,  there  is  one  point 
that  is  Ukely  to  be  overlooked  unless  the  combustion  engineer  is 
familiar  with  the  operation  of  sugar  mills.  A  bagasse-burning  boiler 
plant  is  subject  to  a  very  critical  disadvantage  not  imposed  on  any 
other  kind  of  a  boiler  plant.  There  is  no  storage  supply  of  fuel  at 
the  furnaces  available  for  instant  use  when  occasion  demands.  When 
the  boiler  pressure  begins  to  drop  rapidly,  the  natural  method  em- 
ployed in  coal-fired  steam  plants  is  to  increase  at  once  the  feeding 
of  the  fuel  and  the  supply  of  air  to  the  furnaces.  This  method  is  not 
applicable  with  the  usual  design  of  sugar-mill  boiler-house  equip- 
ment. The  bagasse  carriers  keep  an  approximately  uniform  stream 
of  the  fuel  moving  along  over  the  furnace  tops  as  the  mills  supply  it, 
and  it  is  fed  directly  from  the  carriers  through  adjustable  gates  and 
feeders  to  the  furnaces.  Any  surplus  bagasse  travels  to  the  end  of 
the  conveyor,  where  it  discharges  in  a  pile  on  the  ground.  This  pile 
forms  the  only  available  storage  of  fuel. 
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Consequently,  when  a  shortage  occurs  or  when  additional  steam 
is  quickly  drawn  from  the  boilers,  there  is  no  adequate  method  of 
meeting  the  emergency.  The  result  is  likely  to  be  a  serious  drop  in 
steam  pressure,  causing  longer  cut-ofF  of  mill  engines  and  a  further 
increase  in  the  demand  for  steam.  The  excessive  time  required  to 
pitch  from  the  surplus  pile  into  the  conveyors,  added  to  the  time 
consumed  by  the  travel  of  this  bagasse  to  the  furnaces,  renders  this 
method  of  storage  of  little  or  no  avail.  Therefore,  unless  auxiUary 
fuel,  such  as  oil  or  coal,  is  immediately  fired  as  the  steam  pressure 
begins  to  fall,  the  effect  is  so  bad  that  at  times  it  becomes  necessary 
to  shut  down  the  mills  to  raise  steam  to  working  pressure. 

This  problem,  in  my  opinion,  is  more  important  than  that  of 
drying  the  bagasse,  which  must  necessitate  a  complication  of  plant 
not  desirable  under  the  difficult  conditions  of  ignorant  labor  which 
must  be  depended  upon  in  Cuba. 

In  fact,  the  problem  of  bagasse  burning  cannot  successfully  be 
considered  merely  as  a  combustion  problem,  although,  of  course, 
that  forms  one  of  the  factors.  But  other  factors  enter  more  impor- 
tantly in  an  efficiently  operated  sugar  mill.  Some  of  these  have  been 
touched  upon  (in  the  beginning  of  this  discussion),  and  they  include- 
considerations  relating  particularly  to  the  scientific  design  of  the 
whole  mill  combined  with  its  operation. 

If  there  is  trouble  and  delay  at  the  mills,  the  bagasse  supply  is 
interrupted  and  the  best  furnace  design  is  of  no  avail;  unless  inteUi- 
gent  supervision  of  the  regulation  of  bagasse  feeding  and  of  dampers 
and  cleaning  of  fires  is  provided,  scientific  boiler  and  furnace  equip- 
ment helps  but  Uttle;  if  a  shutdown  occurs  at  the  evaporators,  the 
mills  are  badly  affected. 

The  matter  of  boiler  efficiency  in  a  sugar  mill,  is  inflexibly  con- 
nected to,  and  affected  by,  the  operation  of  the  production  functions 
of  the  entire  mill.  Consequently  an  efficient  boiler  plant  becomes 
largely  a  by-product  of  these  other  conditions  relating  to  the  general 
management  of  the  mill  and  the  harmonizing  and  correlating  of  its 
functions. 

Such  very  large  savings  can  be  accomplished  along  these  lines, 
given  a  well-designed  boiler  plant,  that  such  an  apparatus  as  a  bagasse 
dryer  would  not  generally  be  favorably  regarded  by  plant  owners 
unless  its  installation  and  operation  could  be  effected  at  low  cost  and 
its  design  were  such  as  to  require  little  or  no  attention  and  virtually 
fireproof. 

In  the  operation  of  the  plant  referred  to,  upon  which  I  conducted 
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a  large  number  of  tests  on  combustion  and  evaporationy  when  the 
CO2  ran  above  16  per  cent  there  were  usually  found  considerable 
amoimts  of  CO.  In  one  test  for  which  a  heat  balance  was  computed 
the  CO  produced  a  loss  equal  to  about  12  per  cent  of  the  available 
heat  in  the  bagasse  as  fired. 

The  corresponding  flue-gas  analysis  was  14  per  cent  COj,  3.5 
per  cent  0$  and  3.7  per  cent  CO. 

The  extent  to  which  the  COj  could  be  raised  without  formation 
of  CO  depended  upon  the  furnace  design,  the  larger  combustion 
chambers  making  possible  the  higher  values  of  COs  without  loss  due 
to  CO.  With  some  of  the  settings  tested,  15  per  cent  COi  could  be 
maintained  with  but.  an  occasional  trace  of  CO. 

When  bagasse  is  burned  at  high  rates  of  combustion  (200  to 
300  lb.  per  sq.  ft.  of  grate  surface  per  hour),  the  time  required  for 
complete  combustion  is  lengthened  so  that  extra  large  combustion 
chambers  must  be  employed  if  a  high  C0»  without  CO  is  to  be  ob- 
tained. Owing  to  the  large  volatile  content  of  this  fuel,  the  com- 
pletion of  combustion  occurs  at  a  point  much  later  in  its  travel  than 
in  the  case  of  coal  under  equally  favorable  conditions.  Consequently, 
.  with  horizontal  tubular  boilers,  the  combustion  in  many  cases  under 
forced  conditions  will  not  be  completed  until  the  gases  enter  the  tubes 
at  the  rear  end.  A  consequence  of  this  is  a  comparatively  high  tem- 
perature of  gases  in  the  combustion  chamber,  thus  rendering  a  large 
tube  surface  of  especial  value  for  absorbing  as  much  as  possible  of 
the  remaining  heat. 

The  rapid  filling  up  of  combustion  chambers  by  deposits  of  ash 
which  fuse  to  hard  clinker  forms  an  added  reason  for  providing  very 
large  combustion  spaces  in  the  design  of  furnace  and  setting.  In  the 
case  of  vertical-pass  water-tube  boilers,  the  boiler  should  be  set 
sufficiently  high  and  with  such  arrangement  of  arches  and  baffles  as 
to  complete  the  combustion  before  the  gases  enter  the  spaces  between 
the  tubes. 

Following  are  a  few  brief  notes  relating  to  the  available  heating 
value  of  Cuban  bagasse,  weight  of  bagasse  per  boiler  hp-hr.,  etc., 
selected  from  my  report  on  the  plant  referred  to. 

Fuel  Valxtb  of  Bagasse  and  Boiler  Hp.  Obtainable 

Assume  mill  to  grind  300,000  arrobas^  of  cane  per  day  with  75  per  cent  ex- 
traction, giving  75,000  arrobas  of  bagasse  per  day.  Then,  bagasse  per  hour  » 
3120  arrobas  =  78,000  lb.  =  39  tons  of  2000  lb. 


>  One  arroba  »  25  lb. 
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Available  heating  value  of  bagasse  calculated  for  this  plant,  B.t.u.  per  lb. 

as  fired 3,800 

B.t.u.  per  boiler  hp-hr.  (=  34i  X  970.4) 33,479 

B.t.u.  to  generate  1  boiler  hp-hr.  at  60  per  cent  efficiency 55,798 

Pounds  of  bagasse  to  generate  1  boiler  hp-hr.  =  55,798/3,800 14.7 

Bagasse  available  per  hour  when  grinding  300,000  arrobas  of  cane  per 

day,  lb : 78,000 

Boiler  hp.  from  bagasse  when  grinding  300,000  arrobas  of  cane  per  day  » 

78,000/14.7 5,310 

Bdler  hp.  from  bagasse  when  grinding  250,000  arrobas  of  cane  per  day . .  4,430 

Boiler  hp.  from  bagasse  when  grinding  200,000  arrobas  of  cane  per  day . .  3,533 

The  heat  value  of  the  bagasse  was  computed  in  two  ways,  first  by  formula, 
and  second  by  an  assumption  of  dry  heat  value  (which  I  have  confirmed  by 
bomb-calorimeter  tests)  and  calculating  the  heat-moisture  loss.  The  results 
agree  within  2  per  cent.    Both  computations  follow. 

Method  1.  Calculation  from  this  mill's  anal3rsis  of  February  19,  1917,  with 
B.  &  W.  formula,  assuming  according  to  NoeilDoerr  that  Q  »  jS/IO.    Formula: 

8550  F  4- 7119  5  + 6760  G- 972  TT      ^,  , , 
■ r^g =  B.t.u.  per  lb. 

Perooitage  analysis  from  laboratory: 

H,0  (TD 47.05 

Fiber  (F) 44.55 

Sucrose  {S) 6.81 

98.41 
Glucose  {0,  assimied  =  5/10) 0.68 

Total 99.09 

Other  gums  and  substances  not  shown  by  analysis. 
Substituting  these  values  in  the  formula  gives: 

381,000  +  48.400  +  4,500-45,700  .  ^^^  3  ^  ^  ^^  ^^ 

Method  2,  Assume  8300  B.t.u.  per  dry  lb.  ("  Steam, "  Babcock  A  Wilcox  Co.) 
and  47  per  cent  moisture.  Then  total  heat  >  0.53  X  8300  =-  4399  B.t.i^.  per  lb. 
as  fired.  With  flue  temperatiure  »  512  deg.  fahr.  and  temperature  of  bagasse  » 
82  deg.  fahr.,  heat  to  evaporate  moisture  » 

0.47  [(212  -  82)  +  970  +  0.48(512  -  212)1  =»  585  B.t.u. 

Total  heat  per  lb.  as  fired 4399  B.t.u. 

•  Heat  to  evaporate  moisture 685  B.t.u. 

Available  heat  per  lb.  as  fired 3814  B.t.u. 

This  checks  to  within  2  per  cent  of  the  value  obtained  by  Method  1. 
Available  heat  per  lb.  of  combustible  = 

100- (0.47 -f  0.01)  "  ^^^  ^•^•"• 
(Ash  assimied  at  2  per  cent.) 
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H.  L.  HuTSON  (written).  The  author's  paper  starts  a  train  of 
thought  which  it  is  interesting  to  follow,  namely:  What  will  our 
descendants  do  when  the  supply  of  stored  sunshine  in  the  shape  of 
coal  and  oil  is  exhausted  and  they  have  to  grow  their  own  fuel? 

Taking  Mr.  Freeland's  figures  and  assuming  for  Louisiana  an 
average  crop  of  20  tons  of  cane  per  acre,  we-find  that  this  would  yield 
5  tons  of  bagasse,  which  would  have  a  fuel  value  equal  to  about  one 
ton  of  coal. 

Roughly,  a  ton  of  cane  costs  as  much  as  a  ton  of  coal,  so  that  the 
cost  of  growing  bagasse  as  fuel  under  present  conditions  would  be 
twenty  times  that  of  coal.  This  is  assuming  that  the  juice  with  its 
sugars  is  thrown  away  or  considered  as  a  by-product.  If,  however, 
the  heat  value  of  the  sugar  and  molasses  and  the  10  to  15  per  cent  of 
the  cane  left  in  the  field  is  taken  into  account,  a  little  figuring  will 
show  that  we  can  grow  a  fuel  at  about  eight  times  the  cost  of  coal. 

Our  descendants  will,  no  doubt,  use  their  fuel  more  economically 
than  we  do  and  may,  in  many  cases,  get  more  than  eight  times  as 
much  useful  work  out  of  it.  In  fact,  in  China  the  ratio  is  no  doubt 
larger  than  this,  as  they  will  cook  their  food  in  an  oven  heated  by  a 
bundle  of  stems  of  cotton  or  other  crop,  and  then  sleep  on  top  of  the 
oven  by  night  and  use  it  as  a  seat  by  day. 

In  parts  of  the  tropics,  alcohol  made  from  molasses  is  cheaper 
than  gasoline,  and  the  efficiency  of  this  fuel  used  in  an  internal- 
combustion  engine  is  several  times  better  than  that  of  ordinary  fuel 
used  with  a  steam  engine. 

The  Author.  I  wish  to  thank  Mr.  Myers  for  his  valuable  dis- 
cussion, especially  for  that  portion  dealing  with  the  causes  for  in- 
abiUty  to  maintain  the  steam  pressure  when  burning  wood.  This 
inability  to  hold  steam  pressing  is  not  confined  to  sugar  houses 
burning  wood  as  auxiUary  fuel,  but  is  also  encountered  in  some 
houses  using  oil  in  connection  with  bagasse,  even  when  the  bagasse 
supply  is  uniform;  and  the  same  causes  for  inabiUty  to  hold  steam 
when  burning  wood  in  connection  with  bagasse  will  also  apply  to 
cases  when  oil  is  used. 

As  Mr.  Hutson  says,  our  descendants  will,. no  doubt,  have  to 
grow  their  own  fuel  when  the  present  supply  is  exhausted.  Even  at 
the  present  time  the  problem  of  an  ever-decreasing  supply  is  becom- 
ing more  and  more  serious,  and  unless  some  means  for  the  more  eco- 
nomical utihzation  of  fuel  is  brought  into  use,  it  will  not  be  many  years 
before  they  will  be  forced  to  look  to  other  sources  for  their  fuel. 
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THE    COOLING    OF    WATER    FOR    POWER- 
PLANT   PURPOSES 

RESULTS   OF   AN   EXPERIMENTAL   INVESTIGATION   AND 
DESCRIPTION  OF  AN  ADJUSTABLE  SPRAY  NOZZLE 

Bt  C.  C.  Thomas,  Baltimore,  Md. 
Member  of  the  Society 

ThU  paper  preaenU  the  reatdia  of  an  extended  experimental  investigation  into 
the  eondUiona  governing  the  cooling  of  the  condensing  water  of  power  pkmta  by  meana 
of  apray  ponda,  Thia  inveatigation  inocloea  determining  the  efficiency  of  the  cooling 
proeeaa  under  varying  conditiona  of  preaawe  at  the  apray  nozzleaf  the  temperature  of 
the  water  to  be  cooled,  the  power  required  to  circulate  the  water ,  the  height  of  apraya 
above  the  pond  aurfacc,  the  effect  of  wind  velocity  on  the  coding  range,  etc,,  and  Uie 
work  haa  reauUed  in  a  large  collection  of  data,  much  of  which  ia  preaented  in  the  text. 

Aa  a  reault  ofhia  experimenta  the  author  haa  developed  a  new  form  of  apray  head 
or  nozzle  which  ia  ao  adjuatable  that  the  film  of  water  diacharged  may  be  broken  into 
either  a  uniformly  fine  apray,  a  miat,  or  a  large  number  of  email  dropa,  aa  deaired. 
Thia  method  of  apraying  ia  particularly  applicable  to  lorv-preaaure  work,  a  preaaure 
of  10  in,  of  mercitry  giving  an  exceedingly  fine  apray,  and  8  in,  uaually  aufficing. 

Probably  the  moat  completely  controlled  meana  for  cooling  water  in  large  guan" 
tiliea  ia  found  in  the  forced-draft  cooling  tower,  ^  The  newly  developed  apray  head, 
however,  providea  for  control  of  the  ayatem  in  a  manner  which,  while  aomewhat  leaa 
complete  than  in  the  caae  of  the  cooling  tower,  yidda  reaxdta  comparing  very  favor- 
ably  unth  thoae  for  the  tower,  and  can  be  inataUed  and  operated  at  a  much  lower  coat, 

n^HE  purpose  of  the  work  here  described  was  to  ascertain  the 
conditions  governing  the  cooling  of  water  by  means  of  spray 
ponds.  This  involved  determining  the  efficiency  of  the  cooling  pro- 
cess imder  varying  conditions  of  pressing  at  the  spray  nozzles,  the 
temperature  of  water  to  be  cooled,  the  power  appUed  to  the  pimips, 
the  height  of  sprays  above  the  pond,  etc.  The  work  has  resulted  in 
a  large  collection  of  data,  part  of  which  is  presented  here,  and  also 
in  the  development  of  the  new  form  of  sprajring  device  described. 

EXPERIMENTAL  WORK 

2  The  experiments  were  made  on  the  pond  shown  in  Fig.  1, 
which  is  part  of  the  power  plant  and  laboratory  equipment  of  The 
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Johns  Hopkins  Universityy  Department  of  Engineering.  The  pond 
is  35  ft.  in  diameter  and  4  ft.  deep  and  was  designed  with  special 
reference  to  experimental  work  as  well  as  to  cool  the  condensing  water 
for  a  60-kw.  Buckeyemobile  fitted  with  a  surface  condenser.  The 
water  is  ordinarily  sprayed  through  one  spray  head,  or  nozzle,  of  the 
new  type  described  in  this  paper,  but  some  of  the  tests  were  made 
with  nozzles  of  other  types.  A  motor-driven  centrifugal  pimip  with 
4-in.  suction  and  discharge  sends  the  water  through  the  condenser 
tubes  and  to  the  spray  head,  as  shown  in  Fig.  1. 

3  The  pressure  at  the  spray  head  or  other  type  of  nozzle  was  in 
all  cases  measured  by  a  mercury  colimin  connected  to  the  entrance 
of  the  spra3ring  device,  and  the  recorded  pressures  are  for  that  point. 


Pumfy,  4'5ucfion  and  ^^^ 
Vischarge •* 

FiQ.  1    CoouNG  Ststem  Used  in  the  Expebimbnts 


Wind  velocity  was  measured  by  a  standard  anemometer,  and  the 
humidity  by  a  wet-and-dry-bulb  sUng  psychrometer.  The  amount 
of  water  circulated  was  measured  by  a  10-in.  weir,  as  shown  in  Fig. 
1,  fitted  with  a  micrometer  hook  gage. 

4  About  six  hundred,  tests  have  been  made,  mostly  with  the 
new  type  of  spray  head,  shown  in  Figs.  2,  3,  and  4,  but  tests  Nos. 
11  to  18,  86  to  91,  and  many  others  not  reported  here  were  made  with 
three  sizes  (3-in.,  2-in.,  and  1-in.)  of  nozzle  having  spiral  cores,  as 
shown  in  Fig.  6.  The  data  given  in  the  Appendix  are  representative 
of  the  tests. 

5  It  was  desired  to  ascertain,  among  other  things,  the  effect  of 
placing  a  wire  fly-screen  cylinder  about  the  spray  head,  and  many  of 
the. tests  were  so  made,  as  shown  in  the  tables  and  in  Fig.  6.  Under 
some  conditions  this  screen  seemed  to  improve  the  efficiency,  but  in 
general  it  was  not  found  necessary  or  worth  while  to  use. 
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EFFICIENCY  OF  COOLING  PONDS  AND  TOWERS 

6  The  efficiency  B  of  a  cooling  pond  or  tower  may  be  expressed 
as  the  ratio  between  the  cooling  actually  produced,  Ti  —  Tt,  and  that 
which  would  have  resulted  from  cooling  the  water  down  to  the  wet- 
bulb  temperature  T^,.    Thus 


B  = 


Ti  and  Tt  being  the  temperatures  of  the  water  before  and  after 
cooling,  respectively.    A  perfect  spray-cooling  device  would  be  one 


FiQ.  2    Thomas  Adjustable  Spray  Head,  Closed  and  Open 

capable  of  subdividing  the  water  so  that  evaporation  would  take 
place  at  Tw,  and  to  an  extent  such  as  to  lower  the  temperature  of  the 
remaining  liquid  spray  to  that  temperature.  The  extent  to  which 
this  is  approached  in  practice  is  indicated  by  the  figures  in  the  tables 
of  data. 

7  The  curves  in  Figs.  7  and  8  show  variation  of  efficiency  of  the 
adjustable  spray  head  with  variation  of  pressing  and  with  variation 
of  capacity,  respectively,  for  three  initial  temperatures,  namely,  for 
Ti  =  98,  105  and  125  deg.  fahr.  These  results  were  obtained  by 
adjusting  the  spray  head  to  suit  the  weather  conditions  existing  at 
the  time.    From  these  curves  the  cross  curves  on  Fig.  9  were  drawn, 
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for  use  in  predicting  the  cooling  range  to  be  expected  from  a  given 
set  of  conditions.    This  may  be  done  as  follows: 

8  From  these  cmres  the  efficiency  to  be  expected  for  any  given 
initial*  temperatm'e  Ti  and  for  any  given  pressure  at  the  nozzle,  may 
be  found. 

9  If  an  initial  temperature  of  water,  Ti,  and  an  average  air  tem- 
perature, Ta,  and  humidity  be  assumed  for  the  locality  of  the  cooling 
pond,  the  expected  cooling  range  may  be  worked  out. 


\^ 


T-3 


Fig.  3    Section  and  Eubvation  op  Thomas  Adjustable  Spray  Head 

10  For  example,  if  Ti  =  115  deg.  and  Ta  =  70  deg.  and  if 
humidity  =  0.55,  then,  from  a  humidity  table,  Ta  —  T„  =  10  deg. 
or  Tu,  =  70  -  10  =  60  deg.,  and 

Ti  -  r«,  =  115  -  60  =  55  deg. 

Let  the  pressure  at  the  nozzle  be  10  in.  mercury.  From  the  curves, 
the  efficiency  to  be  expected  in  cooUng  water  from  115  deg.  by  spray- 
ing it  with  10  in.  mercury  pressure  at  the  nozzle  is 

Ti-Tt 


Ti-T^ 


=  0.70 
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and  the  cooling  range  will  then  be 

Ti  -  !r»  =  0.70  {Ti  -  Tu,)  =  0.70  X  55  =  38.5  deg. 

11  It  is  of  interest  to  observe  the  wide  variation  of  eflSciency 
shown  in  Fig.  10  which  takes  place  during  a  long  period  of  operation 
when  no  attempt  is  made  to  adjust  the  spray  head  so  as  to  obtain 


Fig.  4    Thomas  Adjustable  Spray  Head  in  Operation 


Fig.  5    Non-adjustable  Nozzle  with  Spiral  Core 

uniformly  good  results.  The  tests  yielding  these  points  cover  about 
&  year.  The  heavy  black  circles  indicate  results  from  the  non-adjust- 
able nozzles,  while  the  others  refer  to  the  adjustable  spray  head  when 
operated  imder  widely  varying  weather  conditions,  pressures,  and 
temperatures  of  water,  without  any  attempt  to  obtain  high  efficiency. 
It  will  be  noticed  that  with  the  non-adjustable  nozzles,  such  as  shown 
in  Fig.  5,  the  pressures  used  are  high  and  capacities  very  low  as  com- 
pared with  those  for  the  adjustable  spray  head. 
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range, 
13 


12  Fig.  11  shows  for  a  few  related  tests  the  variation  of  i 
Ti  —  Ti,  with  pressure  at  the  spray  head. 
Fig.  12  shows  efficiencies  obtained  with  the  water  falling  upon 
the  bare  cement  bottom  of  the  pond  as  compared  with  those  resulting 
when  the  pond  contained  its  normal  amount  of  water.  These  results 
are  rather  surprising  and  it  is  hoped  that  further  tests  may  be  made 
to  confirm  or  to  controvert  them.  If  a  bare  pond  would  sene  as 
well  as  one  containing  water,  the  construction  of  the  pond  could  be 


Fig.  6    Thomas  Spray  Head  Equipped  with  Wire-Screen  Ctunder 

cheapened  since  less  weight  would  come  upon  the  foimdation  and 
less  material  would  be  required  for  the  pond  as  a  whole. 

FACTORS  INVOLVED   IN   THE   PROBLEM   OP  COOLING   WATER 

14  The  loss  due  to  evaporation  during  a  period  of  eight  days  is 
shown  in  Table  1.  These  data  are  not  yet  complete,  but  the  average 
evaporation  may  probably  be  taken  as  about  2.25  per  cent.  This 
will,  of  course,  vary  with  weather  conditions,  initial  temperature  of 
water,  pressure  at  the  nozzle,  and  with  humidity.  A  large  number  of 
tests  made  with  water  at  high  and  low  initial  temperatures  indicate 
that  2  to  2.5  per  cent  per  hour  represents  fairly  well  the  average  loss 
of  water,  but  that  it  may  be  as  low  as  0.5  per  cent,  and  in  windy 
weather  as  high  as  10  or  15  per  cent  with  non-adjustable  nowlefi. 
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Id  the  case  of  the  40-ft.  by  60-ft.  pond  at  Sparrows  Point,  Md., 
referred  to  later,  the  loss  of  water  per  24  hours  is  shown  by  a  decrease 
in  height  of  water  level  of  about  six  inches.  This  corresponds  to  a 
loss  of  about  0.31  per  cent  per  hour,  and  represents  average  condi- 
tions at  this  pond.  This  pond  is  very  well  protected  from  wind,  and 
the  loss  stated  is  probably  smaller  than  that  usually  obtaining. 


TABLE  1    TESTS  WITH  ADJUSTABLE  SPRAY  HEAD,  AT  LOW  PRESSURE  AND  AT 
LOW  INrrUL  TEMPERATURES.  TO  ASCERTAIN  LOSS  OF  WATER  DUE  TO 

EVAPORATION 


Test  number 1 


DaU,1917 

Duration  of  test,  hours 

Hook-sace  atro,  ft 

Hook  gag**  fint  reading,  ft 

Hook  gaga.  last  reading,  ft 

Loee  on  hook  gaga,  ft 

Pressure  at  nossle.  in.  mercury 

Tamparatore  at  inlet,  Tu  deg.  fahr 

Tamparatora  from  pond,  Ts.  deg.  fahr.. 

Oooling rai^a,  Tv-Tt*  deg.  fahr.. 

Drsr-bulb  temperature,  r..  deg.  fahr. . . 
Wet-buib  temperature,  T^*  deg.  fahr. . . 

Depression,  r^-r„,  deg.  fahr 

Humidity,  per  eent * 

Loss  of  water,>  per  eent  per  hour 


1 

2 

3 

4 

5 

6 

7 

»-27 

9-28 

9-29 

10-3 

10^ 

10-5 

10-6 

fti 

Oi 

4i 

8 

8 

8 

6 

1.422 

1.422 

1.422 

1.422 

1.422 

1.422 

1.411 

1.698 

1.592 

1.592 

1.577 

1.571 

1.597 

1.598 

1.505 

1.570 

1.582 

1.571 

1.552 

1.584 

1.545 

0.028 

0.022 

0.010 

0.006 

0.019 

0.013 

0.053 

4.27 

6.10 

3.00 

5.24 

6.74 

6.23     6.59 

86.0 

83.5 

84.0 

73.9 

79.6 

81.6    170.3 

80.4 

77.8 

78.0 

70.6 

73.6 

74.3    164.6 

5.5 

5.7 

6.0 

3.3 

6.0 

7.8 

5.7 

75.8 

75.7 

76.0 

69.6 

75.2 

78.1 

59.4 

M.8 

68.2 

66.0 

57.1 

62.0 

61.9 

50.1 

0.2 

7.5 

10.0 

12.5 

13.2 

11.2 

9.8 

62 

70 

60 

46 

47 

58 

53 

2.49 

1.99 

1.30 

0.483 

1.59 

0.984 

4.99 

10-8 
8 

1.411 
.511 

1.481 

0.030 

5.10 
80.0 
70.2 

9.8 
68.5 
56.5 

7.0 
65 

4.11 


>  Average  k)es  of  water  (8  days),  per  cent  per  hour.  2.28. 

The  average  eflBoienoy  for  the  8  days  oovered  by  the  above  tests  is  82^  per  eent,  and  this  will  be 
seen  to  correspond  with  the  6-in.  pressure  curve  (extended)  in  the  Ti  and  efficiency  carves  on  Fig.  9. 
With  such  low  initial  temperatures  and  pressures  this  represents  the  efficiency  and  oooling  range  to 
be  expected.  The  initial  temperatures  varied  from  70  to  86  deg.  and  the  air  temperaturee  from 
about  60  deg.  to  76  deg. 

15  The  power  required  to  circulate  the  water  is  shown  in  Fig.  13 
as  watts  per  gallon  per  minute  per  degree  of  cooling  from  varying 
initial  temperatures.  In  order  to  test  the  accuracy  of  this  curve 
experiments  were  made  on  a  pond  at  Sparrows  Point,  Md.,  which  is 
equipped  with  two  sets  of  nozzles,  either  of  which  may  be  used.  One 
set  consists  of  42  non-adjustable,  spiral-core  nozzles,  and  the  other 
set  of  12  of  the  adjustable  spray  heads  described  in  this  paper.  The 
power  required  with  the  adjustable  spray  heads  at  Sparrows  Point 
is  shown  by  the  point  so  marked  in  Fig.  13,  the  other  points  being 
from  the  Johns  Hopkins' pond.  From  this  curve  the  power  required 
to  circulate  the  water  in  a  given  case  can  be  estimated,  to  cover 
specified  temperature  and   capacity.    The  powef  appears  to  be 
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practically  independent  of  the  type  of  spraying  device  used.  The 
average  power  required  to  drive  the  pump  may  be  calculated  from 
the  following  equation  representing  the  curve  drawn  through  the 
experimentally  determined  points  in  Fig.  13: 

where  P  =  power  of  the  pump  motor  in  watts  per  gallon  per  minute 
per  degree  fahrenheit  of  cooling,  and  Ti  =  initial  temperature  of 
the  water  to  be  cooled,  deg.  fahr.  (not  absolute  temperature).  The 
cooUng  seems  to  be  principally  dependent  upon  the  energy  put  into 
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Fia.  7    Variation  opJEfficibnct  OP  Adjustable  Spray  Head  wrrn  Vablition 

OP  Water  Pressure 


forcing  the  water  through  some  suitable  spra3dng  device,  and  given 
the  requisite  energy  a  great  variety  of  forms  of  nozzle  would  yield 
about  equally  good  results.  The  operating  advantages  of  the  ad- 
justable spray  head  and  its  large  capacity  greatly  facilitate  keeping 
the  heads  clean  without  shutting  down  to  clean  them.  It  also  per- 
mits regulation  of  the  spray  to  suit  weather  conditions  and  to  mini- 
mize loss  of  water  and  inconvenience  to  the  nearby  buildings  due  to 
driftage  in  windy  weather.  The  amoimt  and  cost  of  piping  are  com- 
paratively small  for  the  adjustable  spray  head,  since  each  one  will 
handle  from  150  to  250  gal.  per  min.  In  general,  each  adjustable 
spray  head  will  handle  the  condensing  water  for  a  50-  to  75-kw. 
plant. 
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FiQ.  8    Variation  or  Epficienct  ofJAdjustablb  Sprat  Hbad  with 
Variation  op  Capacitt 


'50      60       TO       8^ 
EfFlClENCY,  PERCENT 


50        60       70        80       90 
EFFICIENCY.  PERCENT. 


FiQ.  9    CuRVBS  for  Prbdictinq  Cooling  Range  to  bb  Expected  from 
A  Given  Set  of  Conditions 


Digitized  by  VjOOQIC 


634 


COOLING  OF  WATER  FOR  POWER-PLANT  PURPOSES 


16  The  height  of  spray  nozzles  above  the  surface  of  the  pond  has  an 
important  effect  upon  the  cooling  of  the  water.  Experiments  made 
not  only  in  the  small  pond,  but  in  three  larger  installations,  have 
shown  that  the  nozzles  should  be  kept  as  low  as  possible.  In  the 
experimental  pond  heights  from  8  ft.  down  to  3  ft.  have  been  used, 
and  in  larger  ponds  from  6  ft.  down  to  3  ft.  A  loss  of  several  degrees, 
perhaps  8  to  12  deg.,  results  from  placing  the  nozzles  high  above  the 
pond,  which  was  at  first  done  because  it  was  thought  that  the  long 
path  of  the  water  through  the  air  would  result  in  correspondingly 
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Fia.  10    CuBVBS  Showing  Wn)E  Variation  op  Efficiency  when 
Proper  Adjustment  of  Sprat  Head  is  Neglected 

(Black  circles  indicate  results  from  non-controlled  nossles) 


greater  cooling.  This  is  not  borne  out  by  experience,  however,  and  is 
probably  due  to  the  following  combination  of  circumstances:  First, 
a  given  pimip,  placed  in  a  certain  relation  to  the  surface  of  the  pond, 
will  deliver  a  smaller  am6\mt  of  water  to  a  high  level  than  to  a  lower 
level,  and  this  smaller  amount  will  leave  the  condenser  at  a  higher 
temperature  than  did  the  larger  amount  of  water;  second,  with  a 
given  amount  of  power  at  the  pump,  less  energy  will  be  available  for 
breaking  up  the  water  if  the  nozzle  is  placed  high  than  if  it  is  placed 
low,  and  it  appears  that  minute  subdivision  of  the  water  is  more 
important  than  is  a  long  path  through  the  air.    The  higher  initial 
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temperature  of  the  water,  combined  with  the  smaller  amount  of  en- 
ergy available  for  atomizing,  results  in  a  higher  final  temperature 
than  would  be  found  if  the  nozzles  were  placed  more  nearly  on  a  level 
with  the  pump. 

17  Tfie  effect  of  wind  velocity  upon  the  cooling  range  is  shown  in  a 
series  of  related  tests  by  the  curves  in  Fig.  14,  for  initial  temperatures 
of  98,  106  and  126  deg.,  respectively. 

18  Spraying  upon  a  aeriea  of  superposed  inclined  cement  plates  was 
tried,  and  the  resulting  cooling  ranges  are  shown  in  Fig.  15,  as  com- 
pared with  the  cooling  obtained  without  the  plates.  As  was  the  case 
when  spra3dng  upon  the  bare  bottom  of  the  pond,  the  plates  seemed 
to  produce  comparatively  poor  results,  but  further  tests  might  well 
be  conducted  to  test  this  out  further. 


16  16  20  22  24  26  28  30  32  34  36   36  40  42  44 
C00LIN6  RAN6E.  T.-Tj.OEe.FAMR 

Fia.  11    Variation  op  CJooLma  Ranob,  Ti  —  T%,  with  Vabiation  of 
Pressurb  at  the  Sprat  Head 


19  The  cooling  range  as  affected  by  the  amount  of  water  sprayed 
by  a  given  adjustable  spray  head  is  shown  in  Fig.  16.  As  the  spiral 
opening  is  made  wider,  the  degree  of  atomization  and  resulting  cool- 
ing are  of  course  reduced.  This  has  its  advantages,  however,  as  in 
wipdy  weather  very  good  cooling  can  be  obtained  when  spraying  a 
very  large  amount  of  water  per  nozzle,  and  loss  of  water  due  to 
windage  can  be  greatly  reduced.  Fig.  17  shows  the  capacity  of 
the  adjustable  spray  head  as  affected  by  pressure  at  the  spray  head 
and  by  width  of  the  spiral  opening. 

20  It  has  been  found  to  be  very  difficult  to  take  account  of  all 
the  variables  involved  in  the  problem  of  cooUng  water,  and  perhaps 
no  one  formula  will  cover  the  matter  completely.  It  is  hoped  that 
further  investigation  will  serve  to  define  the  effect  of  humidity  and 
wind  velocity  and  some  of  the  other  variables,  and  that  this  paper 
may  perhaps  stimulate  others  to  do  more  complete  work  than  the 
writer  has  been  able  to  accomplish. 
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21    It  has  been  somewhat  surprising  to  find  that  veiy  good  cooling 
effect  frequently  obtains  in  very  humid  and  even  in  rainy  weather; 


eo  70  80 

EFFICIENCY,  PER  CBNT 

Fig.  12    Efficiencies  wrrH  Water  F^^ung  on  Bare  Cement  Bottom 

or  Pond  as  Ck)MPARED  with  Those  when  Pond  Ck)NTAiNS 

Its  Normal  Amount  of  Water 

and  also  that  cooling  effect  seems  to  bear  no  direct  relation  to  humidity. 
The  cooling  effect  seems  to  depend  largely  upon  conduction  of  heat 
from  the  air,  and  to  vary  directly  with  fineness  of  subdivision  of  the 
water  particles. 


THE  author's  ADJUSTABLE  SPRAT  HEAD 

22  The  adjustable  spray  head  is  shown  in  Figs.  2  and  3.  It 
consists  of  a  cast-iron  supporting  base  containing  the  water-entry 
opening  and  carrying  a  S^-in.  outside-diameter  bronze  tube  in  which 
is  cut  a  spiral  opening  of  coarse  pitch.  This  opening  is  cut  with  a 
tool  placed  at  an  angle  of  about  60  deg.  with  the  axis  of  the  tube  so 
that  the  water  is  thrown  upward  at  this  angle.    The  spiral  tube  is 


Digitized  by  VjOOQIC 


C.   C.  THOMAS 


637 


held  between  the  base  and  a  cap  which  fits  the  top  by  means  of  a 
central  bronze  stem  which  passes  down  through  a  close-clearance 
bushing  in  the  base.    This  stem  is  movable  and  is  operated  by  a 
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bell  crank  having  an  extended  vertical  arm  giving  accurate  control 
of  the  position  of  the  stem.  The  result  of  the  motion  is  to  either 
increase  or  decrease  the  fineness  of  the  film  of  water  as  it  leaves  the 
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spray  head.  When  the  head  is  in  operation  the  water  is  discharged 
in  a  continuous  sheet  in  a  direction  which  is  inclined  upward,  due 
to  the  angle  of  the  spiral  opening.  As  the  water  film  spreads  it 
becomes  thinner  on  accoimt  of  its  increasing  diameter  imtil  a  point 
is  reached  where  the  surface  tension  is  overcome  and  the  sheet  of 
water  breaks  into  either  a  imiformly  fine  spray,  a  mist,  or  a  large 
number  of  small  drops,  depending  upon  the  size  of  opening  to  which 
the  spray  head  has  been  adjusted.  This  principle  of  spraying  a 
liquid  as  the  result  of  the  spreading  of  a  film  of  water  imtil  it  breaks 
into  mist,  or  spray,  or  fine  drops,  is  particularly  appUcable  to  low- 


''l    i"%    10    El  H    16    1ft  20  n  2+  2t  2B  3D  i1   J1  36  36  «  «  *+ 
C0OHM6  RKM6e,TrT,,  0C6.FKMR. 

FiQ.  16    Variation  of  Coolinq  Ranqb,  Ti  —  Tt,  wrra  Capacitt 

WHBN  SpRATINQ  ON  SUPEBPOBED  INCLINED  CbMSNT   ' 

Plates  and  on  the  Open  Pond 

pressure  work,  and  it  will  be.  noticed  that  the  pressures  used  in  the 
experiments  described  are  relatively  low,  being  in  general  from  5 
to  8  in.  of  mercury.  A  pressure  of  10  in.  gives  an  exceedingly  fine 
spray,  and  in  general  8  in.  at  the  spray  head  is  ample.  Of  course, 
the  higher  the  pressure,  the  more  extensive  is  the  cooling,  and  this 
is  true  with  all  forms  of  nozzle. 

conclusion 

23  In  conclusion,  it  is  of  interest  to  consider  some  other  methods 
of  cooling  water  and  to  compare  the  results  with  those  obtained 
from  spray  ponds.    The  simplest  method  is  to  discharge  the  water 
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Fig.  16    Cqouno  Rangb,   Ti  —  Tt^  as  Affbgtbd  bt  Amount  of  Watbb 
Sprayed  by  a  Given  Adjustable  Spbay  Head 
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Fig.  17    Capacity    of    Thomas    Adjustable    Spbay    Head  as  Affected 
BY  Pressure  at  Spray  Head  and  Width  of  Spiral  Opening 
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Fia.  18    Typical  Forced-Draft  Cooling  Tower 


FiQ  19     Cooling  Pond  with  Adjustable  Sprat  Heads  for  Statiok  or 

2600  KW,  Capacitt 
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through  a  single  pipe  line  to  a  pond  of  sufficient  area  so  that  the 
water  will  be  cooled  by  contact  with  the  atmosphere  on  the  surface 
of  the  water.  Such  a  pond  must  be  very  large  in  order  to  obtain 
satisfactory  results,  and  in  order  to  reduce  the  area  required  it  is 
necessary  to  add  some  device  by  which  additional  contact  of  the 
water  with  the  atmosphere  is  obtained.    Probably  the  most  com- 

TABLE  1    RESULTS  OF  TESTS  OF  OOOUNQ  TOWERS 


No.  of 


Tt 


Tt-Tt 


T. 


Humid- 
ity, per 
cent 


Ti'T^ 


Effi* 
eioDoy 


DrmH 


Gftl.por 
min. 


Qal.  por 

min.  por 

•q.ft. 


C.  H. 

Whxblib  Co. 

COOUNG  TOWSBS 

83 

68 

15 

05 

05 

58 

25 

0.000 

Naturftl 

3000 

2.00 

124 

88 

38 

82 

00 

72 

52 

0.003 

Natural 

400 

1.39 

130 

90 

40 

82 

78 

70.5 

53.5 

0.748 

Natural 

850 

1.42 

144 

80 

04 

80 

40 

75 

00 

0.028 

Forced 

480 

2.81 

82 

78 

0 

75 

37 

50 

23 

0.391 

Forced 

5000 

4.00 

108 

74 

34 

80 

44 

70 

38 

0.805 

Forced 

1400 

2.47 

JlNCKBS  SnNNINQ  Co.  OFIN-TTni  TOWIBI 


85 

72 

04.5 

05 

58 

27 

0.482 

70 

52 

25 

01 

22 

48 

0.375 

72 

00 

57 

40 

40 

20 

0.402 

(Wind  10  mi. 

per  hr.) 

00 

48 

37 

00 

32.5 

33.5 

0.538 

80 

08 

74.3 

007 

04.8 

21.2 

0.850 

pletely  controlled  means  for  cooling  water  in  large  quantities  is 
f oimd  in  the  forced-draft  cooling  tower,  which  is  particularly  effective 
because  of  the  regularity  with  which  an  air  current  is  brought  into 
contact  with  water  spread  out  and  dropping  from  properly  arranged 
surfaces.  The  cost  of  installation  and  operation  of  a  forced-draft 
tower,  however,  is  very  much  greater  than  for  a  spray  pond.  The 
newly  developed  spray  head  provides  for  control  of  the  S3rstem  in 
a  manner  which,  while  somewhat  less  complete  than. in  the  case  of  a 
cooling  tower,  yields  results  which  compare  very  favorably  with  those 
from  the  tower.  Table  2  shows  results  obtained  from  tests  of  several 
cooling  towers,  some  having  forced  draft  and  some  natural  draft. 
Fig.  18  shows  a  typical  forced-draft  tower  and  Fig.  19  a  cooling 
pond  equipped  with  adjustable  spray  heads  for  2500  kw.  capacity 
of  turbines. 

24  The  experimental  pond  shown  in  Fig.  1  was  built  in  1914 
for  the  dual  purpose  of  serving  the  University  power  plant  and  per- 
mitting investigation  of  the  problems  discussed  in  this  paper.    The 
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writer  has  had  much  assistance  from  others  and  is  partictdarly  in- 
debted to  Mr.  W.  J.  Dana,  Instructor  in  Mechanical  Ehigineering, 
Johns  Hopkins  University,  to  Mr.  John  P.  Powell,  Superintendent  of 
Gas  Engines,  Bethlehem  Steel  Co.,  Sparrows  Point,  Md.,  and  to  the 
C.  H.  Wheeler  Mfg.  Co.,  Philadelphia. 
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TABLE  3    TESTS  OF  THOMAS  SPRAY  HEAD  WITH  CYLINDRICAL  SCREEN 
(RiADiMaB  mrwRj  15  Mnr.) 


Tert  Number 

110 

111 

113 

113 

114 

115 

116 

117 

Avg. 

Date.  1016 (am.). 

OMninf  Dumbtr 

0-11 
13 

66.2 

10.0 

6.03 
76 

66 

10 

67.5 
-2.0 

68 

61 
307 
4.50 

37.5 

15 
5 

0.667 

0-11 
13 

66.5 

13.0 

7.11 
75 

67 

8 

67.5 
-0.5 
68 
63 
301 

4.50 
37.5 
13 

5 

0.615 

0-11 
13 

66.5 

13.0 

7.11 
74 

67 

7 

60 

-3.0 
60 
63 
153 

4.50 
37.5 
13 

5 

0.583 

0-11 
13 

66.7 
13.3 

7.80 

75 

67 

8 
68 

-1.0 
68 
61 
330 

4.50 
37.5 
14 

6 

0.571 

0-11 
13 

66.6 

13.1 

7.30 
75 

67 

8 
67 

0 
68 
61 
114 

4.50 
38.5 
14 

6 

0.571 

0-11 
13 

66.6 
13.1 

7.30 

75 

67 

8 
68 

-1.0 
60 
61 
360 

4.50 
38.35 
14 

6 

0.571 

0-11 
13 

67.0 
13.5 

7.58 

n 

68 

0 
60 

-1.0 
70 
63 
334 

4.50 
37.75 
15 

6 

0.600 

0-11 
13 

66.8 

13.3 

7.30 
76 

68 

8 
60 

-1.0 
70 
61 
303 

4.50 
37.75 
15 

7 

0.533 

fliiight'of  w»t«r  on  mercury 
gMt,  in 

Hiiffht  of  mffroury  gac*t  in — 

Correct  boight  of  mercury  gif  e. 

in 

7.13 

Temp,  leering  eondeneer,  Tu 
def.  fehr 

75.4 

dee.  fehr 

67.1 

Coofing  renge,ri-rs,  deg.  fahr. 

r»  —  T- 

8.3 
68.1 
-1.0 

Dry-bJb  temp.,  deg.  fahr      . 
Wetrbolb  temp.,  r*.  deg.  fahr. . 

Wind  velocity,  ft.  per  mm 

Wattmeter  reading,  kw 

Vaouum.  in.  mercury 

335*" 
4.50 
37.78 

Ti  —  T— 

14 

rj-lc::."":. :.;"":::::: 

6 

^•^- ?;:?:-'• 

0.580 

Weather. 

Partly  cloudy 

TABLE  4   TESTS  OF  THOBCAS  SPRAY  HEAD  WITHOUT  CYLINDRICAL  SCREEN 
(RiAOorae  mrwRr  15  Mnr.) 


Tert  Number 

Date.  1016 (f.m.) 

Opening  number 

Height  of  water  on  mercury 

H«gnt  of  mercury  gage,  in 

Correct  height  of  mercury  gage, 

in 

Temp,  leaving  condenser,  Ti. 

deg.  fahr 

Temp,  entering  condenear,  Tt, 

dec.  fahr 

Cooling  ranM,ri— 7%.  deg.  fiahr. 
Air  temp.,  r«,  deg.  fahr 

r,-r, 

Dry-bulb  temp.,  deg.  fahr 

Wet-bulb  temp..  T^  deg.  fahr. . 

Wind  velocity,  ft.  per  min 

Wattmeter  reading,  kw 

Vacuum,  In.  mercury 

Ti-r. 

Tt-rZ 

Efficiency -|i£^- If.... 
Weather 


118 


0-11 
13 

666 
13.1 

7.30 

73 

67 

6 
73 

-5.0 
74 
64 
157 

4.50 
38.50 

0 

3 

0.667 


110 


0-11 
13 

67.3 
i3.7 

7.76 

76 

70 

6 
73 

-3.0 
75 
64 
244 

4.00 
38.35 
13 

6 

0.500 


130 


0-11 
13 

66.6 

13.1 

7.30 

n 

60 

8 
73 

-3.0 
76 
66 
138 

4.45 
38.35 
11 

3 

0.737 


131 


O-ll 
13 

66.3 

11.7 

6.83 
77 

71 

6 
74 

-3.0 
75 
68 
144 

4.35 
38.35 

0 

3 

0.667 


133 


0-11 
13 

66.3 
11.4 

6.53 

78 

71 

7 

74 

-3.0 
75 
66 
238 

4.80 
38.35 
13 

5 

0.583 


138 


0-11 
13 


66.6 
13.1 


7.30 
76 


60 

-1.0 
73 
63 
101 
4.35 
38.00 
14 
6 

0.571 


134 


0-11 
13 

66.3 
11.5 

6.63 

73 

60 
4 
74 

-5.0 
74 
66 

in 

4.10 
38.00 
7 
3 

0.571 


135 


O-ll 
13 

66.3. 
11.4 

6.53 

73 

68 
5 
74 

-6.0 
75 
66 
130 

4.10 
38.00 
7 
3 

0.714 


Partly  cloudy 


Avg. 


6.00 

75.4 

60.1 

6.3 

73.8 

-3.7 


177 

4.38 
38.10 
10.1 

3.0 

0634 
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TABLE  6    TESTS  OF  THOMAS  SPRAY  HEAD  WITH  CONICAL  SCREEN 

(RSADIKaS  TAKEN  BTXBT  15  MOf.) 


Test  Number 

Date.  1916 (a.m.). 

Opening  number 

Height  of  water  on  mercury 

MB.  in 

Height  of  mercury  gage,  in 

Correct  height  of  mercury  gage. 

in 

Temp,  leaving  condenser,  Tu 

deg.  fahr.  . 
Tflmjj.  entering  coEideiiLaef^  Tf, 

dvfi.  f flhr , 

CboliQE  ranK^.Ti—  T^  dag.  fahr. 
Air  temp.^  2"^*  doa.  F&hr 

r,  -  r. 

Dry-bulb  temp. ,  d«K-  '*hr 

Wet-btilb  ten^p.,  T^,  deg,  falir.. 

Wind  velocity,  ft.  par  mi n. 

Watitneter  r^inei  fcw  —  — 
Vacuum,  in.  mercury. ....     . . 

T,-T^ 

r,^  r«.   

T  —  T 
Efficiency  -  ^ — =r  ^  B... 

Weather 


142 


143 


144 


145 


146 


147 


148 


149 


Avg. 


9-13 
14 


65.0 
10.7 


5.92 
77 


8 
71 

-2.0 
71 
66 
178 

2.75 
27.00 
11 

3 

0.727 


9-13 
14 


65.5 
11.0 


6.19 
77 


72 

-3.0 
72 
66 

96 

2.83 
27.00 
11 

3 

0.727 


9-13 
14 

65.5 
11.0 

6.19 

78 

70 

8 
73 

-3.0 
73 
68 
208 

2.80 
27.00 
10 

2 

0.800 


9-13 
14 

65.5 
11.0 

6.19 

80 

70 

10 

73 
-3.0 

73 

66 
123 
2.83 

26.75 

14 
4 

0.714 


9-13 
14 

65.6 
11.2 

6.38 

82 

72 
10 
75 

-3.0 
74 
67 
240 

2.85 
26.50 
15 

5 

0.667 


9-13 
14 

65.8 
11.3 

6.46 

84 

72 

12 

75 
-3.0 

75 

67 
282 
2.85 

28.00 

17 
6 

0.706 


9-13 
14 

65.8 
11.3 

6.40 

84 

73 
11 

4.0 
76 
67 
248 
2.85 
27.75 
17 
6 

0.647 


9-18 
14 

65.9 
11.4 

6.56 

86 

75 

11 

78 
-3.0 

78 

69 
117 
2.88 

27.50 

16 
6 

0.687 


6.29 

81.0 

71.3 

9.7 

74.1 

-2.8 


186 
2.83 
27.19 
13.9 
4.3 

0.697 


Fair 


TABLE  6   TESTS  OF  THOMAS  SPRAY  HEAD  WITHOUT  CONICAL  SCREEN 
(RlADINae  TAXSN  BvaBT  15  Mof.) 


Teet  Number 

150 

151 

152 

153 

154 

155 

156 

157 

Avg. 

DateilOlO (f.m.)... 

Opening  number 

9-13 
14 

65.4 
11.2 

6.39 

92 

81 
11 
81 

0.0 
79 
70 
97 

2.75 
26.50 
22 
11 

0.500 

9-13 
14 

66.1 
11.3 

6.44 

92 

81 
11 
80 

1.0 
79 
70 
79 

2.75 
26.50 
22 
11 

0.500 

9-13 
14 

66.4 

11.4 

6.52 

93 

82 
11 
81 

1.0 
80 
70 
180 

2.80 
26.25 
23 
12 

0.478 

9-13 
14 

66.4 

11.4 

6.52 
93 

81 

12 

82 
-1.0 

80 

70 
365 
2.80 

26.25 

23 

11 

0.521 

9-13 
14 

66.4 

11.4 

6.52 

93 

82 
11 
81 
1.0 
79 
71 
164 
2.75 
27.25 
22 
11 

0.500 

9-13 
14 

66.5 
11.4 

6.51 

94 

82 
12 
81 
1.0 
79 
71 
240 
2.80 
27.25 
23 
11 

0.521 

9-13 
14 

66.5 
11.4 

6.51 

93 

82 
11 
79 

3.0 
78 
71 
78 

2.75 
27.50 
22 
11 

0.500 

9-13 
14 

66.4 

11.2 

6.82 

94 

81 
13 
79 

2.0 
78 
71 
60 

2.75 
27.25 
23 
10 

0.505 

Gfeight'^of  water  on  mercury 
gage,  in 

Height  of  mercury  gage.  in. . . . 

Correct  height  of  mercury  gage. 

in 

6.47 

Temp,  leaving  condenser.  T^ 
deg.  fahr 

08.0 

Temp,  entering  condenser.  T^, 
def.  fabr, 

81.5 

Coo&ng  range.  7*1-  Ti,  deg.  fahr. 
Air  temp..  f.,deg.  fahr 

Tf  —  r« 

11.5 

80.5 

1.0 

Diy-bulb  temp.,  deg.  fahr 

Wet-bulb  temp..  r«.  des.  fahr. 

Wind  velocity,  ft.  per  min 

Wattmeter  reading,  kw 

Vacuum,  in.  mercury 

158  *■ 

2.77 

20.84 

Tt-r  ' 

22.6 

K-r;  ................    . 

11.0 

•             * ki          T 

Efficiency  -  ^ji^-j^  -if.... 

0.612 

Weather 

Fair 

Partly 

oaouoy 
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DISCUSSION 

Paul  A.  Bancel  (written).  The  curves  of  cooling  efficiency  in 
the  paper  are  of  great  use  in  predetermining  the  size  of  pond  for  a 
given  duty.  It  is  questionable,  however,  if  the  expression  connecting 
efficiency  and  temperatures,  namely,  JE  =  (Ti  —  Ti)/(Ti  —  Tw)f  is 
applicable  outside  of  certain  narrow  limits  of  wet-bulb  temperatures 
Tw  Some  readings  taken  recently  on  a  Thomas  nozzle  in  cold 
weather  were  as  follows: 

Temperature  of  hot  water,  deg.  fahr 115  91 

Temperature  of  cold  water,  deg.  fahr 85  68 

Temperature  of  air,  deg.  fahr 31  26 

Pressure  at  nozzle,  inches  of  mercury 8  10 

Efficiency,  per  cent 36  35 

Character  of  spray Fine  Fine 

In  calculating  the  efficiency  the  wet-bulb  temperature  was  as- 
sumed equal  to  the  dry-bulb,  and  therefore  the  figures  for  efficiency 
are  slightly  high.  For  the  same  conditions  the  chart  of  Fig.  9  in- 
dicates efficiencies  from  55  to  65  per  cent.  In  other  words,  if  this 
chart  were  used  to  predict  cooling  for  winter  conditions,  temper- 
atures of  sprayed  water  would  be  indicated  much  lower  than  those 
actually  obtainable. 

This  phenomenon  can  be  explained  by  the  fact  that  cooUng  by 
evaporation  goes  on  less  readily  in  cold  weather  than  in  warm. 
Thus,  suppose  the  air  rising  through  the  spray  is  heated  25  deg.  fahr. 
Then  the  volume  of  air  required  to  take  up  1  lb.  of  moisture  or 
"absorb"  about  1000  B.t.u.  will  be  as  follows: 

Air  required,  cu.  ft 2500    1800    1300    1000    750    600    500 

Wet4>ulb  temp.,  deg.  fahr 30        40        50        60      70      80      90 

In  warm  weather  only  one-third  to  one-fifth  as  much  air  is  needed  to 
take  up  the  same  heat. 

This  decrease  in  relative  efficiency  of  cooling  was  noted  some 
time  ago  in  the  analysis  of  cooling-tower  performances.  For  this 
purpose  a  coefficient  of  heat  dissipation  was  used,  equal  to  the  heat 
units  per  hour  per  degree  difference  of  temperature  between  mean 
water  temperature  and  wet-bulb  temperature  per  square  foot  of  air- 
flow area.  For  two  types  of  towers  the  following  values  were 
foimd: 
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Wet-bulb 

Coeffident  of  Heat  Dumpetion 

temperature, 
deg.(ahr. 

FoToed-dnift 
tower 

Chimntjr-drmft 
tower 

-10 

500 
700 
1000 
1250 
1500 
1800 

+80 

50 

00 
70 

840 

80 

440 

In  appl3dng  empirical  fonnulsB  for  spray  cooling  the  influence  of 
the  season  of  the  year  should  not  be  overlooked.  The  same  caution 
applies  when  making  acceptance  tests  of  cooling  ponds  or  towers. 

A  Mbmber  called  attention  to  Par.  14,  where  a  water  loss  of  0.31 
per  cent  per  hour  was  mentioned,  this  apparently  referring  to  Fig.  13, 
in  which  the  cooling  range  was  from  178  deg.  down  to  125  deg. 
Theoretically,  the  loss  by  evaporation  for  10  deg.  cooUng  would  be 
1  per  cent,  and  he  thought  it  should  be  explained  how,  in  the  case  of 
Par.  14,  the  loss  was  but  0.31  per  cent  with  a  cooling  range  of  53 
deg. 

B.  R.  T.  Collins  (written).  Referring  to  Fig.  12,  which  gives 
efficiencies  with  water  falling  on  the  bare  cement  bottom  of  pond  as 
compared  with  those  when  the  pond  contains  its  normal  amoimt  of 
water,  I  note  that  the  author's  curves  show  10  to  15  per  cent  higher 
efficiency  with  a  full  pond,  thus  controverting  his  statement  in  regard 
to  the  advisability  of  constructing  a  pond  with  practically  no  water 
in  it.  I  beUeve  the  result  shown  by  the  curves  indicates  that  a  bare 
pond  absorbs  heat  from  the  surroimdings  more  readily  and  conducts 
this  heat  to  the  water  sprayed  upon  it,  thus'raising  the  temperature 
of  the  water  and  reducing  the  efficiency.  Hence  a  certain  depth  of 
water  should  be  carried  in  the  pond  to  prevent  this,  2  or  3  ft.  being 
the  best  depth  when  everything  is  taken  into  consideration. 

In  Par.  14  the  author  states  that  the  loss  from  cooling  ponds  with 
non-adjustable  nozzles,  in  windy  weather,  is  as  high  as  10  or  15  per 
cent.  The  experience  of  our  company  is  summed  up  by  a  typical 
case  of  a  test  mslde  on  a  pond  with  non-adjustable  nozzles  at  Hutch- 
inson, West  Virginia.  An  accurate  record  of  all  make-up  water  de- 
livered to  the  pond  during  the  month  of  August  was  kept,  and  this 
showed  a  total  loss  due  to  evaporation,  drift  and  leakage,  of  1.33 
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per  cent  of  the  water  dprayed.  The  capacity  of  this  pond  was  3000 
gal.  per  min. 

There  is  one  disadvantage  in  using  adjustable  nozzles  such  as  the 
author  describes  when  installed  over  a  natural  pond.  The  water  in 
these  ponds  generally  contains  a  certain  amount  of  vegetable  growth. 
This  tends  to  clog  the  spiral  slot,  resulting  in  reducing  the  capacity 
of  the  nozzle  appreciably,  and  increasing  the  size  of  the  drops  to  a 
very  considerable  extent.  This  occurs  in  the  course  of  a  short  period 
of  time,  about  10  to  15  min.  after  starting  with  a  clean  nozzle.  This 
of  course  is  an  inherent  difficulty  with  all  nozzles  of  this  type.  It  is 
fair  to  assume  that  an  artificial  pond  or  basin  would  become  foul  in 
the  course  of  time  and  cause  the  same  difficulty. 

The  results  reported  in  the  paper  bear  out  oiu*  experience  in  that  the 
highest  efficiency  of  a  spray-cooling  sjrstem  is  obtained  in  hot,  humid 
weather,  and  the  lowest  efficiency  in  cool,  dry  weather.  This  is  an 
advantage  which  a  spray  S3rstem  has  over  cooling  towers,  as  our  ex- 
perience has  shown  that  hot,  humid  weather  reduces  the  efficiency 
of  towers  to  a  very  considerable  extent.  This,  it  is  believed,  is  due 
to  the  fact  that  the  air  is  in  contact  with  the  water  a  much  shorter 
length  of  time  with  a  spray  system  than  it  is  with  a  cooling  tower  of 
standard  manufacture. 

Edwin  Bubhorn  (written).  The  title  of  the  paper  is  somewhat 
misleading  as  it  is  entirely  too  broad,  the  subject-matter  being  de- 
voted to  cooling  water  by  means  of  spray  nozzles,  particularly  to  a 
form  of  spray  nozzle  devised  by  the  author. 

Spray  nozzles  are  used  for  cooling  water  for  power-plant  purposes 
but  can  also  be  used  for  cooling  water  for  any  purpose.  Further- 
more, there  are  many  other  methods  of  cooling  water  than  those 
mentioned  by  the  author  and  these  different  methods  should  have 
been  covered  by  the  author  in  order  to  fully  justify  the  selection  of 
tfie  broad  title  of  the  paper. 

The  paper  is  interesting  as  far  as  it  goes,  but  is  not  conclusive 
and  leaves  much  to  be  desired.  It  is  in  line,  however,  with  most  of 
the  papers  that  have  been  submitted  from  time  to  time  covering 
various  methods  of  cooling  water,  these  limiting  themselves  to  a 
particular  apparatus.  Attempts  have  been  made  to  devise  some 
general  formula  that  could  be  used  in  connection  with  cooling  towers, 
but  on  accoimt  of  the  many  variables  in  connection  with  such  work, 
the  subject  was  given  up.  The  process  of  cooling  water  is  of  such 
consequence  and  so  vitally  affects  the  efficiency*  of  many  operations 
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that  it  is  highly  desirable  that  some  reliable  investigation  be  made  re- 
garding the  relative  values  of  the  different  methods  available* 

Among  these  methods  are  the  plain  cooling  pond,  spray  nozzles 
alone  or  in  connection  with  cooling  ponds,  cooling  towers  operated 
by  means  of  air  forced  in  by  fans,  or  cooling  towers  in  which  the  air  is 
exhausted,  cooling  towers  operating  imder  the  action  of  natural 
draft  created  by  a  stack,  and  cooling  towers  of  the  so-called  "atmos- 
pheric" type,  which  operate  through  the  action  of  natural  air  cur- 
rents. 

It  should  be  borne  in  mind  that  all  cooling  S3rstems  are  dependent 
on  atmospheric  conditions  and  vary  with  varying  atmospheric  con- 
ditions, and  the  maximum  point  of  cooling  is  that  of  the  temperature 
of  the  wet-bulb  thermometer  and  not  the  temperature  of  the  dew- 
point.  If  the  cooling  S3rstem  were  so  designed,  with  proper  cooling 
surface,  etc.,  it  could  reach  the  temperature  of  the  wet  bulb  imder  all 
atmospheric  conditions.  From  a  practical  standpoint,  however,  it 
is  not  advisable  to  so  design  such  apparatus,  as  the  great  cost  would 
not  be  justified  by  the  additional  reduction  in  temperature. 

A  comparison  of  the  various  cooling  systems  should  include  not 
only  the  cooling  apparatus  itself  but  al^o  the  auxiliary  apparatus 
such  as  pumps  for  pumping  the  water  and  fans,  if  any,  for  creating 
an  artificial  circulation  of  air.  In  other  words,  the  cost  of  operat- 
ing various  systems  per  annimi  should  be  investigated  so  that  reliable 
data  could  be  obtained.  The  interest  on  the  investment  and  de- 
preciation should  also  be  taken  into  consideration  and  an  investi- 
gation of  this  character  would  imdoubtedly  be  of  exceedingly  great 
value.    It  would  involve,  however,  considerable  labor  and  expense. 

Referring  to  the  paper,  it  will  be  noted  that  the  curves  in  Figs.  7 
and  8,  showing  the  variation  of  efficiency  of  the  adjustable  spray 
head,  were  obtained  by  adjusting  the  spray  head  to  suit  the  weather 
conditions  existing  at  the  time.  It  would  be  interesting  to  know 
how  such  adjustment  is  made  and  on  what  basis,  as  the  weather 
conditions  change  from  day  to  day  and  vary  abruptly  even  in  a 
single  day.  It  seems  somewhat  impractical  to  adjust  these  nozzles 
to  suit  all  weather  conditions.  In  a  large  installation,  also,  it  would 
seem  impossible  to  make  this  adjustment  without  shutting  down  the 
water  supply  or  constructing  a  series  of  tunnels  imdemeath  the  col- 
lecting basin  to  give  accessibility  to  the  adjusting  rods.  It  is  also 
somewhat  difficult  to  tell  whether  the  nozzle  is  adjusted  for  the  most 
efficient  conditions  without  carrying  on  a  continuous  series  of  tests 
imless  the  object  were  to  attain  a  temperature  of  the  wet-bulb  ther- 
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mometer,  and  of  course  in  that  case  the  nozzle  would  be  adju£^d 
until  that  temperature  was  obtained.  The  results  of  tests,  however, 
seem  to  indicate  that  the  reduction  of  temperature  is,  imder  most 
conditions,  over  10  deg.  above  the  temperature  of  the  wet-bulb 
thermometer. 

The  curves  in  Fig.  10  are  intended  to  show  the  wide  variation  of 
efficiency  when  proper  adjustment  of  spray  head  is  neglected.  It  is 
therefore  of  considerable  interest  to  know  how  the  spray  heads  can  be 
kept  properly  adjusted  to  suit  the  ever-changing  atmospheric  con- 
ditions. The  black  circles  refer  to  non-adjustable  nozzles  and  the 
other  circles  to  adjustable  nozzles  operating  "without  any  attempt 
to  obtain  high  efficiency."  There  does  not  seem  to  be  much  choice 
between  the  two  tjrpes  of  nozzles  and  it  would  have  been  interesting 
to  have  seen  the  results  for  a  period  of  one  year  where  the  adjust- 
able nozzles  had  been  operated  with  an  attempt  to  obtain  high  effi- 
ciency. 

In  reference  to  Fig.  12,  in  which  the  efficiency  is  lower  with  a  bare 
pond  than  with  a  fidl  pond,  Professor  Thomas  seems  to  be  surprised 
at  the  results.  This  should  not  be  at  all  surprising,  as  it  is  what 
would  naturally  be  expected.  The  full  pond  offers  considerable 
evaporating  surface  in  addition  to  the  surface  exposed  by  the  spray, 
and,  furthermore,  the  evaporating  surface  is  near  the  ground  level 
where  it  can  take  advantage  of  prevaiUng  air  currents.  On  the 
other  hand,  the  bare  pond  most  Ukely  did  not  offer  the  same  amount 
of  cooling  surface  as  the  full  pond,  and,  furthermore,  what  cooUng 
surface  there  was,  was  quite  some  distance  below  the  ground  level. 
This  would  therefore  make  it  less  accessible  to  air  currents  and 
naturally  there  would  be  less  evaporation  with  the  bare  pond.  The 
same  reasoning  may  explain  why  the  spraying  on  superposed  in- 
clined cement  plates  showed  a  falling  off  of  efficiency  owing  to  the 
fact  that  the  cement  plates  may  have  offered  obstruction  to  the  pre- 
vailing wind  currents  and  also  reduced  the  cooling  surface  by  collect- 
ing the  spray  into  larger  drops.  No  details  showing  the  inclined 
cement  plates  were  given  and  therefore  a  definite  conclusion  on  this 
point  cannot  be  reached. 

The  effect  of  wind  velocity  on  cooling  range  is  indicated  in  Fig. 
14,  but  not  very  much  is  said  on  this  subject.  This,  however,  is  a 
very  important  matter  in  obtaining  satisfactory  results.  As  the 
cooling  of  the  water  is  done  partly  by  convection  and  partly  by 
evaporation,  it  is  absolutely  necessary  in  order  that  this  process  may 
continue  that  the  air  be  in  motion.    Where  the  humidity  is  100  per 
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cent,  all  cooling  i3  practically  by  convection,  and  the  amount  of 
cooling  is  limited  entirely  by  the  amount  of  air  that  passes  over  the 
water  to  be  cooled.  It  can  be  readily  seen,  therefore,  that  under 
certain  conditions  a  higher  wind  velocity  will  give  very  much  better 
results.  It  is  seldom,  however,  that  the  air  is  absolutely  quiescent, 
there  being  at  all  times  some  wind  movement;  but  even  where  there 
is  no  wind  movement,  the  action  of  the  heat^  water  on  the  air 
would  tend  to  create  upward  air  currents  and  thus  facilitate  the 
action  of  the  cooling.  Were  this  not  so,  there  would  be  absolutely 
no  cooling  possible  unless  there  were  wind  movement.  The  efficiency 
of  the  cooling  apparatus  is  based  not  alone  on  the  range  of  cooling 
but  also  on  the  loss  of  water  from  all  causes.  Professor  Thomas 
reports  on  the  loss  "due  to  evaporation.'.'  There  is,  however,  an 
additional  loss  due  to  windage  and  this  must  be  carefully  known,  as 
the  total  loss  is  what  must  be  made  up,  and,  if  purchased,  will  rep- 
resent an  item  of  expense  that  should  be  taken  into  consideration. 
The  loss  from  windage  wiU  depend  on  the  velocity  of  the  wind  and 
also  the  size  of  the  pond,  and  the  size  of  the  pond  should  be  depend- 
ent on  the  maximum  pressure  of  discharge  at  the  nozzle. 

The  Johns  Hopkins  pond  has  an  area  of  962  sq.  ft.  and  the  amount 
of  water  handled  varied  from  20  gal.  to  300  gal.  per  min.,  as  indicated 
in  Fig.  8.  In  the  first  case  the  area  was  about  48  sq.  ft.  per  gal.  per 
min.,  whereas  in  the  second  case  the  area  was  about  3.2  sq.  ft.  per 
gal.  The  loss  of  water  due  to  windage  would  of  course  vary  consid- 
erably, particularly  with  the  average  wind,  but  apparently  no  data 
are  given  on  this  important  subject. 

The  loss  due  to  evaporation  would  depend  on  atmospheric  con- 
ditions, and  where  all  the  cooling  is  done  by  evaporation  the  loss 
would  be  about  1  per  cent  every  10  deg.  the  water  is  cooled.  It 
should  be  noted  that  Professor  Thomas  states  the  loss  from  non- 
adjustable  nozzles  in  windy  weather  is  as  high  as  10  to  15  per  cent, 
but  he  does  not  show  how  with  an  adjustable  nozzle  the  loss  can  be 
reduced  by  merely  adjusting  the  nozzle.  The  windage  loss  might 
be  greater  with  an  adjusting  nozzle  owing  to  the  fine  spray,  whereas 
the  loss  due  to  evaporation  should  be  the  same  regardless  of  the 
nozzle,  provided  the  cooling  results  are  the  same. 

There  seems  to  be  some  mistake  in  regard  to  the  loss  due  to 
evaporation  at  the  pond  at  Sparrows  Point,  Md.,  given  by  Professor 
Thomas  as  0.31  per  cent.  At  this  pond,  apparently,  the  water  was 
reduced  in  temperature  from  178  deg.  fahr.,  to  125  deg.  fahr.,  or  a 
reduction  of  53  deg.     Unless  the  test  was  made  in  winter  when 
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there  was  no  evaporation,  or  very  little,  then,  undoubtedly,  the  loss 
should  have  been  much  higher;  and  particularly  in  the  summer 
when  the  air  temperature  is  high,  the  greater  part  of  the  cooling 
will  be  done  by  evaporation,  and  in  this  case,  if  aU  the  cooling  were 
done  by  evaporation,  the  loss  would  have  been,  theoretically,  5.3  per 
cent. 

Professor  Thomas  also  endeavors  to  prove  the  advantage  of  the 
adjustable  spray  nozzle  over  the  ordinary  type  of  spray  nozzle  and 
states  that  the  adjustable  nozzle  permits  "regulation  of  the  spray  to 
suit  weather  conditions  and  to  minimize  loss  of  water  and  incon- 
venience to  the  nearby  buildings  due  to  driftage  in  windy  weather." 
This  is  an  admission  of  the  inefficiency  of  the  spray  nozzle  in  general 
and  a  claim  for  an  improvement  due  to  the  adjustable  type  of  nozzle, 
but  no  proof  is  offered  to  justify  the  conclusion. 

The  curves  in  Fig.  8  show  a  variation  of  efficiency  of  the  adjust- 
able spray  head  with  variation  of  capacity,  but  a  close  examination 
of  the  three  curves  shows  them  .to  be  very  nearly  identical,  the  varia- 
tion being  only  slight  and  hardly  any  advantage  on  this  account. 

Professor  Thomas  also  states  that  "it  has  been  somewhat  sur- 
prising to  find  that  very  good  cooling  effect  frequently  obtains  in 
very  humid  and  even  in  rainy  weather."  He  does  not  refer  to  any 
particular  tests  that  have  caused  the  surprise,  but  bearing  in  mind 
that  it  is  possible  to  cool  water  to  the  temperature  of  the  wet-bulb 
thermometer,  nothing  would  be  surprising  unless  the  temperature 
were  reduced  below  that  of  the  wet-bulb  thermometer. 

The  results  of  cooling  with  spray  nozzles  were  also  compared  with 
a  few  selected  tests  of  one  type  of  cooling  tower,  but  as  this  cooling 
tower  was  not  necessarily  the  most  efficient  obtainable,  the  compari- 
son is  not  a  fair  one.  The  details  of  construction  of  the  cooling 
towers  were  not  given  and  the  amount  of  water  circulated  in  the 
cooling  tower  at  the  time  the  tests  were  made  may  not  have  been 
the  full  Capacity  of  the  tower.  The  data  given  were  not  sufficient 
to  make  these  tests  of  any  value  for  comparison.  If,  however,  the 
cooling  towers  were  all  operated  under  their  figured  capacity,  they 
show  a  variation  in  efficiency  that  seems  to  indicate  improper  design 
in  some  cases. 

In  Table  2,  test  No.  4  shows  an  efficiency  of  0.928,  whereas  test 
No.  5  shows  an  efficiency  of  0.391.  If  Professor  Thomas  would  com- 
pare the  results  of  his  spray  nozzles  with  the  results  that  have  been 
obtained  with  atmospheric-tjrpe  cooling  towers,  in  which  the  water 
has  been  reduced  to  within  1  to  5  deg.  of  the  temperature  of  the 
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wet-bulb  thermometer,  varying  with  the  atmospheric  conditions,  he 
would  then  find  that  his  results  do  not  compare  very  favorably  with 
those  of  that  t)rpe  of  cooling  tower. 

Attention  is  also  called  to  Table  8,  showing  tests  of  nozzles  with 
spiral  cores,  and  it  is  noted  that  on  the  test  of  nozzles  consisting  of 
two  1-in.  sprays  high  efficiencies  are  shown,  namely,  0.798  in  one 
case  and  0.883  in  the  other.    Table  7,  of  tests  of  the  Thomas  spray 

DAYS  OF  THE  MONTH 
(CURVES  FOR  6  KM.)  (CURVES  FOR  12  NOON) 

ieil»2126SII6ll»2l263l 


(  CURVES  FOR  6  P.M.)  (CURVES  FOR  C  HiDKIOHT) 

DAYS    OF  THE  MOWTM 

FiQ.  20    Curves  Showinq  High  Efficiencies  with  Atmobphbbic  Towbbs 

head  with  and  without  screen,  does  not  show  any  test  where  the 
efficiency  equals  these,  the  highest  shown  being  0.75,  in  test  No.  106, 
using  the  Thomas  head  with  wire  screen. 

The  spray-nozzle  system  undoubtedly  has  a  field  of  usefulness 
but  it  is  not  adapted  for  cooling  water  where  high  efficiency  is  neces- 
sary or  advantageous,  such  as  in  refrigerating  and  ice-making  ap- 
paratus and  steam  turbines.  In  these  plants  the  lower  the  tempera- 
ture of  the  water  used  for  cooling,  the  higher  the  efficiency  of  the 
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apparatus,  and  cooling  towers  of  the  atmospheric  t3rpe  are  able  to 
cool  the  water  to  within  5  deg.  of  the  temperature  of  the  wet-bulb 
thermometer,  whereas  with  the  spray  nozzles  it  is  shown  to  be  prac- 
tically impossible  to  reach  closer  than  10  to  15  deg.  of  the  wet-bulb 
temperatiu^.  In  certain  uses  where  high  efficiency  is  not  necessary, 
or  for  temporary  service  only,  the  spray  nozzle  is  well  adapted. 

In  order  to  show  the  high  efficiencies  actually  obtained  in  prac- 
tice with  towers  of  the  atmospheric  type,  the  chart  shown  in  Fig.  20 
is  submitted.  This  chart  shows  by  curves  the  daily  temperatures 
during  the  month  of  July,  the  readings  being  taken  each  day  of  the 
month  at  6  a.m.,  noon,  6  p.m.  and  midnight.  These  tests  were  taken 
from  a  tower  in  regular  operation  at  Dallas,  Texas. 

Attention  is  cfdled  to  the  generally  close  shape  of  the  cilrves  of 
the  temperature  (To)  of  the  water  leaving  the  tower  and  the  tem- 
perature (to)  of  the  wet-bulb  thermometer,  and  particularly  it  should 
be  noted  that  in  several  cases  the  temperatures  were  identical  and 
the  maximum  variation  about  6. deg.  The  wind  velocity,  of  course, 
varied,  and  it  should  be  noted  that  very  little  advantage  could 
have  been  obtained  in  any  of  these  tests  had  the  wind  velocity  been 
higher  than  it  really  was. 

This  fact  proves  merely  that  the  tower  was  properly  designed 
and  of  sufficient  surface  in  order  to  cool  the  water  within  5  deg.  of 
the  wet-bulb  thermometer  under  practically  the  worst  possible 
atmospheric  conditions.  Furthermore,  under  the  best  atmospheric 
conditions  the  water  was  reduced  to  the  temperature  of  the  wet- 
bulb  thermometer. 

A.  G.  Chbistib,  who  presented  the  paper  in  the  absence  of  the 
author,  said  in  reply  to  Mr.  Collins  that  they  had  found  the  bare 
pond  not  so  efficient  as  the  pond  with  a  considerable  amount  of 
water.  On  the  other  hand,  a  full  pond  was  not  desirable  in  the 
North.  There  was  a  mean  in  the  depth  of  pond  which  gave  general 
efficiency  —  m  their  own  particular  pond  about  18  to  20  in.  instead 
of  3  ft. 

The  Author.  The  writer  is  much  interested  in  the  various  dis- 
cussions which  have  been  contributed  to  this  paper  and  which  form  a 
valuable  addition  to  it. 

Regarding  the  expression  for  efficiency  used  on  the  paper,  namely, 
^  =  (Ti  -  Tt)/{Ti  -  TJ),  where  T^  is  the  temperature  of  the  wet 
bulb,  this  does  not  give  a  really  satisfactory  means  of  measuring 
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efficiency.  As  shown  by  the  results  in  the  paper,  and  by  some  of  the 
conditions  described,  the  cooling  js  only  partially  due  to  eraporation 
and  is  largely  due  to  conduction  resulting  from  direct  contact  with 
the  air. 

Mr.  Bancel  has  pointed  out  that  the  expression  for  efficiency 
gives  values  which  are  lower  than  those  actually  obtained  in  winter 
time.  The  writer  hopes  to  find  opportunity  to  work  out  an  expres- 
sion which  will  take  account  of  the  cooling  by  conduction  as  well  as 
by  evaporation. 

It  is  noticed  that  Par.  13  has  not  been  entirely  clear  to  some  of 
the  speakers.  The  spraying  on  the  bare  cement  bottom  of  the  pond 
gave  less  cooling  than  was  obtained  by  spraying  into  a  pond  con- 
taining water,  as  shown  on  Fig.  12.  This  is  confirmed  by  the  re- 
marks of  one  or  two  speakers. 

The  remarks  of  "A  Member"  regarding  percentage  of  evapora- 
tion were  apparently  made  upon  the  assumption  that  all  of  the  cool- 
ing effect  was  due  to  evaporation,  while,  as  above  noted,  the  writer 
has  found  this  is  not  the  case.  Very  good  cooling  frequently  takes 
place  during  very  humid  weather,  particularly  if  the  air  is  in  motion 
near  the  pond. 

With  regard  to  the  adjustable  feature  referred  to  by  Mr.  Collins: 
The  spray  head  described  in  the  paper  is  quite  easily  kept  free  from 
even  stringy  vegetable  growth,  but  in  order  to  do  this  the  operating 
gear  should  be  worked  at  least  once  a  day  in  cases  where  any  con- 
siderable quantity  of  vegetable  growth  is  carried  by  the  water. 
Mr.  Collins  brings  out  in  an  interesting  way  the  fact  mentioned 
above  concerning  the  high  cooling  effect  often  obtained  during  hot, 
humid  weather.  This  further  shows  the  necessity  for  a  more  com- 
plete expression  for  efficiency  than  that  which  the  writer  has  used. 

Attention  should  be  caUed  to  the  fact  that  the  results  given  in 
the  paper  for  the  author's  adjustable  spray  head  have  been  obtained 
with  low  pressures  at  the  spray  head,  these  being  in  the  neighbor- 
hood of  6  or  7  in.  of  mercury.  An  important  consideration  in  this 
spray  head  is  that  the  water  is  finely  divided  and  well  spread  out 
into  the  atmosphere  with  very  low  pressures. 

The  most  important  element  in  cooling  water  imder  given  con- 
ditions seems  to  be  pressure  at  the  spray  head,  or,  in  other  words, 
fineness  of  subdivision  of  the  water.  There  are  at  least  seven  vari- 
ables to  be  taken  into  consideration  and  which  should  appear  in  a 
complete  expression  for  efficiency,  but  the  cooling  effect  appears  to  vary 
more  consistently  with  pressure  than  with  any  other  one  thing.    This 
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is  shown  by  curves  in  Pigs.  7  and  11.  The  type  of  nozzle,  however, 
has  a  good  deal  to  do  with  the  cooling  effect  obtained  at  the  lower 
pressures.  Some  nozzles  with  a  single  vertical  outlet  have  a  tend- 
ency to  "bunch"  the  water  directly  above  the  nozzle,  particularly 
at  low  pressures,  and  this  prevents  intimate  contact  with  the  ait. 
The  author  has  aimed,  in  the  design  of  his  spray  head,  to  spread  the 
water  out  in  thin  layers  of  extensive  area,  and  this  is  accomplished 
at  low  pressures  as  well  as  at  high.  At  high  pressures,  say,  above  12 
or  15  in.  of  mercury,  good  efficiencies  are  obtained  by  any  well- 
designed  nozzles,  but  at  the  lower  pressures  this  does  not  appear  to 
be  the  case. 

One  of  the  speakers  asks  how  the  adjustable  nozzle  helps  toward 
economizing  loss  due  to  windage.  The  answer  is  that  during  windy 
weather  a  good  cooling  effect  can  be  obtained  with  less  fine  sub- 
division of  the  water  than  is  required  in  still  air.  Consequently 
the  adjustable  nozzle  can  be  opened  up  during  windy  weather  so  as 
to  produce  a  coarser  spray  which  blows  away  less  readily.  This 
results  in  satisfactory  cooling  effect,  due  to  better  contact  with  the 
air  than  is  possible  when  the  wind  is  not  blowing.  The  practical 
advantages  of  this  have  been  demonstrated  quite  conclusively  dur- 
ing the  writer's  experience  with  the  adjustable  spray  head. 
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THE   STEAM   MOTOR   IN   THE   AUTO- 
MOTIVE   FIELD 

By  E.  T.  Adams,  Stracusb,  N.  Y. 
Member  of  the  Society 

The  tremendou8  increaae  in  the  demand  for  atUomotive  power  hoe  outdistanced 
the  abitUy  of  the  gasoline  engine  to  meet  this  demand^  chiefly  on  account  of  the  con^ 
dition  that  the  supply  of  fuel  is  not  now  equal  to  the  requirements. 

The  steam  unit  has  many  advantages  for  atUomotive  service.  Its  high  torque 
at  low  speed,  its  overload  capacity,  its  smooth,  flexible  speed  and  power  control  have 
remained  the  standards  of  excellence,  reached  for  hut  never  attained  by  any  gasoline 
motor. 

The  design  of  the  steam  unit  is  simple  and  many  features  of  construction  have 
been  introduced  which  tend  toward  long  life  and  low  cost  of  upkeep. 

NunAers  of  new  steam  trucks,  tractors  and  pleasure  cars  are  in  service,  or  in 
process  of  manufacture  or  design.  This  effect  and  this  demand  will  have  a  profound 
ir^uence  on  the  automotive  industry. 

TN  the  general  power  field  this  is  the  era  of  steam.    In  the  field 
of  automotive  power,  even  more  absolutely,  this  is  the  era  of 
gasoline. 

2  The  supremacy  of  steam  for  general  power  purposes  has 
been  attained  only  after  years  of  competitive  development.  The 
gasoline  motor  has  developed  without  serious  competition  and  in  a 
very  short  time.  We  therefore  lack  the  assurance  that  its  present 
preeminence  in  all  departments  of  the  automotive  field  may  not  be 
based  on  causes  other  than  superior  fitness  for  the  service,  such,  for 
example,  as  a  condition  of  the  oil  industry,  now  outworn,  or  upon 
the  initial  unreadiness  of  other  types  of  motor. 

3  At  the  present  time  the  question  as  to  the  relative  fitness  of 
the  gasoline  as  compared  with  the  steam  motor  for  automotive 
service  is  receiving  most  serious  attention.  New  developments  and 
new  inventions  in  steam  motors  have  revolutionized  the  status  of 
steam  at  the  very  time  when  the  oil  industry  has  reached  a  position 
absolutely  the  reverse  of  that  which  led  to,  and  fostered  the  growth 
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of,  the  gasoline  engine.  Two  interrelated  economic  developments 
are  especially  noteworthy.  First  is  the  tremendous  increase  in  the 
demand  for  automotive  power.  The  use  of  the  automobile  has 
become  universal,  the  use  of  the  truck  is  at  the  beginning  of  an  era 
of  expansion  which  may.  prove  equally  great,  and  the  farm  tractor 
marks  the  beginning  of  a  demand  greater  than  all  the  others.  The 
farm  is  the  greatest  single  user  of  power:  few  people  realize  how 
huge  a  portion  of  the  earth's  surface  must  annually  be  cut  into 
slices,  turned  upside  down  and  pulverized  to  form  a  seed  bed,  and 
the  expenditure  of  power  which  this  involves.  The  excellence  of 
the  gasoline  motor  has  led  to  its  adoption  for  this  and  for  other 
service  for  which  it  is  economically  unfitted,  and  we  are  fast  working 
toward  a  condition  where  gasoline  alone  is  not  produced  in  sufficient 
quantity  to  meet  the  demand. 

4  Second  is  the  fuel  situation.  When  the  automobile  industry 
was  young  the  oil  industry  was  dependent  on  the  use  of  oil  for  light, 
and  gasoline  was  a  by-product  —  cheap,  abundant  and  of  excellent 
quality.  Today  the  oil  industry  is  based  on  oil  for  power,  and 
gasoline  is  its  foremost  product.  The  supply,  even  with  lowered 
quality  and  new  processes  of  manufacture,  is  not  ^ual  to  the  de- 
mand, and  the  price  is  too  high  for  many  commercial  uses.  There 
wiU  be  some  gain  due  to  the  perfection  of  vaporizing  tjrpes  of  car- 
buretor which  will  permit  further  lowering  of  the  quality  of  gaso- 
line, and  some  gain  due  to  increased  attention  to  economy,  but  the 
growth  of  the  use  of  power  in  this  field  will  be  greatly  hampered 
unless  there  is  an  increase  in  the  quantity  of  fuel  available  far  greater 
than  can  be  expected  from  this  source  alone.  This  means  the  use 
of  oils  other  than  gasoline,  and  of  methods  other  than  carburetion 
and  burning  in  an  internal-combustion  engine. 

5  The  steam-driven  motor  is  the  type  which  most  readily  meets 
this  condition,  and  its  use  will  receive  a  further  impetus  because  the 
demand  for  gasoline  is  a  seasonal  demand  and  a  steam  unit  using 
impurified  kerosene  or  similar  light  distillates  will  use  these  by- 
products of  gasoline  manufacture  during  the  season  in  which  they 
are  produced.  These  by-products  are  produced  in  great  quanti- 
ties, are  relatively  cheap,  and  furnish  an  ideal  fuel  for  the  small- 
power  steam  boiler. 

6  The  steam  unit  has  many  advantages  for  automotive  service. 
Its  high  torque  at  low  speed,  its  overload  capacity,  its  smooth, 
flexible  speed  and  power  control  have  remained  the  standards  of 
excellence,  reached  for  but  never  attained  by  any  gasoline  motor. 
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The  connection  from  motor  to  axle  is  simple  and  direct,  with- 
out clutch,  reverse  or  change  gears.  Steam  is  available  at  full 
boiler  pressure  and  for  practically  full  stroke  to  give  torque  to 
lift  a  loaded  rear  axle  slowly  and  gently  from  a  rut.  Ahead  and 
reverse  follow  the  movement  of  a  single  lever,  and  acceleration 
and  hill-climbing  capacity  hitherto  unknown  are  at  the  operator's 
command. 

7  High  steam  pressures  and  temperatures  have  been  the  rule, 
but  a  light,  compact  motor  construction  and  high  economy  are 
attainable  with  steam  pressures  between  400  and  500  lb.  gage,  and 
thereby  we  avoid  the  tendency  to  carbonize  the  lubricating  oil 
which  is  found  at  higher  temperatures.  There  has  been  much 
interesting  speculation  on  the*  economies  due  to  the  use  of  higher 
steam  pressures  and  the  best  division  of  a  given  total  heat  between 
superheat  and  the  temperature  due  to  evaporation.  But  in  the  small 
units  here  considered,  practical  considerations,  such  as  have  been 
outlined,  will  doubtless  govern  design. 

8  The  chief  force  which  is  bringmg  about  the  increased  use  of 
the  steam  motor  is  its  superior  fitness  for  automotive  service,  espe- 
cially in  the  commercial  field.  First,  in  truck  service  the  upkeep  of 
the  gasoline  truck,  even  with  expert  service,  is  now  beyond  reason 
and  is  a  serious  handicap  to  the  business.  Overloading  and  incom- 
petent handling  are  blamed  for  this  condition,  but,  practically, 
overloading  is  not  preventable,  and  starting  from  a  bad  position 
is  an  imavoidable  hazard.  Racing  the  motor,  coupled  with  the 
sudden  appUcation  of  the  clutch,  is  the  only  answer  to  these  condi- 
tions which  the  gasoline  motor  affords.  The  result  is  destructive 
to  both  power  plant  and  transmission.  The  steam  motor  meets 
this  situation  by  using  steam  for  practically  the  full  stroke  of  the 
piston  and  at  any  pressure  which  the  tractive  power  of  the  wheel 
will  permit.  The  available  mean  effective  pressure  on  the  steam 
piston  under  these  conditions  is  fully  five  times  the  maximum  avail- 
able with  a  gasoline  motor,  and  the  motor  speed  for  the  same  torque 
may  be  correspondingly  low.  With  the  steam  \mit  the  load  is 
picked  up  gently,  exactly  as  a  locomotive  starts  a  train.  This 
tends  toward  low  cost  of  upkeep. 

9  Another  point  in  favor  of  the  steam  imit  is  the  extreme  sim- 
plicity of  the  transmission  —  one  pair  of  bevels  or  spurs,  or  direct 
drive  on  the  worm  shaft,  is  all  that  is  required  for  Ught  and  moderate 
power  work,  with  one  additional  reduction  for  heavy  work  and 
tractor  service.    There  is  no  clutch,  no  reverse  gear,  only  a  simple 
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direct  drive  from  motor  to  axle.    This  again  tends  toward  low 
upkeep  and  long  life. 

10  In  early  construction  the  motor  naturally  followed  locomo- 
tive or  marine  lines.  Mod^em  steam  motors  are  preferably  of  the 
multiple-cylinder  type,  designed  for  quantity  production,  using  the 
tool  equipment  and  shop  methods  of  the  modem  gasoline-motor 
manufacturer.  They  are  carefully  balanced,  are  light  and  simple  and 
capable  of  as  high  speed  as  may  be  desired.  The  uniflow  type  is 
largely  used  because  of  its  simplicity  and  its  high  economy  when 
operated  non-condensing.  Because  of  the  high  steam  preisure,  the 
most  economical  mean  effective  pressure  is  about  the  same  as  full- 
load  mean  effective  pressure  of  the  gasoline  motor,  and  for  the  same 
power  the  cylinder  sizes  are  about  the  same  in  the  two  cases.  With 
this  construction  piston  and  valve  require  but  little  lubrication,  the 
amount  of  lubricating  oil  necessary  being  far  less  than  that  used 
by  older  tjrpes  of  steam  or  by  modern  types  of  gasoline  motors. 
The  pistons  and  rods  follow  automobile  practice.  Alloy  steel  and 
aluminum  are  freely  used  and  ball-bearing  construction  is  employed 
where  possible.  Crankshafts  and  pins  are  oiled  by  a  forced-lubri- 
cation system,  bearing  areas  are  ample,  and  the  labor  cost  for  adjust- 
ment and  repair  is  naturally  extremely  low. 

11  Boiler  design  exhibits  greater  variety  than  any  other  portion 
of  the  steam  imit.  The  cyUndrical  fire-tube  type,  both  with  and 
without  a  water  leg,  have  their  advocates.  The  ordinary  flash  type 
is  in  use  but  not  so  much  in  favor,  due,  among  other  things,  to  its 
especial  tendency  to  carbonize  any  lubricating  oil  introduced  with 
the  fuel.  Tube  boilers  with  natural  or  forced  circulation  are  pop- 
ular and  effective.  A  forced-circulation,  contraflow-tube  type  seems 
especially  commendable  in  that  it  may  be  forced  to  almost  any  de- 
gree and  is  therefore  responsive,  Ught,  compact-  and  economical. 
The  stack  temperatures  are  readily  brought  down  to  50  deg.  above 
feed  temperatures;  the  superheat  is  imder  good  control  and  danger 
of  burning  or  injury  to  the  tubes  is  negligible.  One  advantage  of 
the  tube  type  is  its  absolute  safety  from  destructive  explosions. 

12  All  these  features  exhibit  a  very  great  advance  over  older 
constructions.  They  are  popular  because  of  their  economy  and 
safety,  and  because  all  these  improvements  tend  toward  longer  life 
and  lower  cost  of  upkeep. 

13  The  furnace  is  the  most  important  feature  of  the  modem 
\mit.  All  precedent  is  swept  aside.  With  a  Ught  power  oil  as  the 
established  fuel  there  is  no  excuse  for  following  old  practice  and 
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merely  firing  oil  into  a  combustion  space  originally  designed  for 
coal,  and  in  later  designs  this  is  not  done.  First  are  established 
proper  conditions  for  burning  the  oil;  second  are  established  proper 
conditions  for  utilizing  the  heat  thus  generated,  and  these  are  then 
combined.  In  one  installation  this  leads  to  a  design  with  the  fur- 
nace practically  at  the  top  of  the  boiler,  with  forced  feed  of  oil  and 
air;  this  has  proved  a  most  acceptable  and  desirable  location. 

14  Various  methods  of  controlling  the  oil  are  in  general  service. 
In  the  oldest  tjrpe  the  oil  under  pressure  is  converted  into  a  highly 
superheated  vapor,  which  discharges  past  ah  adjustable  needle  valve 
drawing  with  it  an  air  supply,  fed  and  controlled  as  in  a  Bunsen 
burner.  After  proper  mixing  the  mixture  is  burned  as  it  issues  fi*om 
fine  perforations  in  the  grate.  A  pilot  light  which  keeps  the  oil 
supply  superheated  is  a  necessary  part  of  the  equipment.  In  spite 
of  its  high  economy  and  its  honorable  record  in  service,  this  system 
is  steadily  being  displaced  in  the  more  modem  designs.  Objection 
is  made  that  under  certain  conditions  the  pilot  light  and  the  heated 
oil  under  pressing  are  highly  dangerous,  and  the  clogging  of  the 
control  valve  by  carbon  and  tars  formed  by  the  cracking  of  the  oil 
is  objectionable  and  expensive. 

15  The  mechanical  atomizer  of  the  type  used  in  larger  furnaces 
with  heavier  oils  does  not  appear  in  use,  but  would  seem  to  be  well 
suited  to  the  service.  New  systems  of  this  general  class  are  being 
very  extensively  tried  out.  These  systems  are  important  because 
they  consider  not  only  the  proper  burning  of  the  oil,  but  also  the 
commercially  more  important  item  of  control.  Considered  as  a 
\mit,  the  vital  control  of  the  motor  must  be  at  the  fiunace.  There 
must  be  control  in  proportion  to  load,  in  proportion  to  steam  pres- 
sure and  to  maximum  steam  temperature,  and  also  control  directly 
responsive  to  the  demands  of  the  public.  In  a  pleasure  car  starting 
from  cold  there  must  be  steam  to  enable  the  car  to  be  driven  away 
in  one  minute.  The  mechanism  of  control,  to  be  commercially 
successful,  must  be  no  more  burdensome  than  the  movement  of 
a  lever  or  the  throwing  of  a  switch.  In  a  truck  or  tractor  the 
demands  are  somewhat  more  moderate;  but  in  general  the  steam 
imit  must  be  practically  on  a  par  in  the  matter  of  starting  with 
the  gasoline  imit,  and  the  fact  that  in  this  respect  also  steam  is 
now  on  a  par  with  gasoline  is  one  reason  for  the  present  impetus 
toward  steam. 

16  Where  both  air  and  oil  are  metered  in  under  forced  draft 
and  in  a  boiler  so  flexible  as  those  here  described,  it  appears  that  a 
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simple  and  entirely  satisfactory  method  of  heat  graduation  is  to 
"cut  in  and  cut  out;"  that  is,  to  stop  the  supply  of  both  oil  and 
air  entirely  where  it  is  desired  to  limit  pressure  or  temperature,  and 
to  cut  in  again  at  full  power  when  the  pressure  or  temperature 
falls,  this  action  of  course  being  entirely  automatic.  With  the 
safety  which  a  tube  boiler  provides,  a  satisfactory  system  of  water 
supply  is  a  feed  pump  operated  by  any  means  whose  speed  or  time 
of  operation  is  directly  proportional  to  the  load.  This  mvolves 
attention  to  the  water  level  and  occasional  adjustment  by  the  opera- 
tor, but  as  there  is  no  serious  penalty  for  his  failure,  this  seems  an 
entirely  satisfactory  method  —  perhaps  more  satisfactory  than  a 
type  more  strictly  automatic. 

17  Next  to  the  fuel  situation  and  the  desire  for  reduced  cost  of 
upkeep,  this  new  system  of  control  is  the  most  important  develop- 
ment affecting  the  renaissance  of  the  steam  motor  in  the  automotive 
field. 

18  The  exhaust  is  condensed  to  atmospheric  pressure  in  an 
ordinary  type  of  automobile  radiator.  The  type  with  wide  sur- 
faces and  thin  water  spaces  has  proved  most  effective.  In  a  pleasure 
car  complete  condensation  is  secured  in  a  small  radiator  often  with- 
out the  use  of  a  fan.  The  efficiency  of  the  radiator  is  reduced  by 
excessive  oil  in  the  feed,  but  otherwise  there  are  no  disagreeable  effects. 
Under  these  conditions  fresh  water  supply  is  only  needed  at  rare  in- 
tervals, which  again  is  a  feature  that  has  served  greatly  to  increase 
the  demand  for  the  steam  motor. 

19  It  is  characteristic  of  the  mtemal-combustion  motor  that 
it  gives  its  highest  economy  at  its  maximum  load,  with  rapid  reduc- 
tion in  economy  as  the  load  is  decreased.  The  reverse  is  true  of 
the  steam  unit.  It  results  from  this  that  under  usual  operating 
conditions  the  steam  unit  is  operating  at  its  maximum  efficiency, 
whereas  the  gasoline  unit  is  operating  at  only  fair  efficiency.  These 
efficiencies  tend  to  meet,  and  in  the  two  cases  in  actual  service  the 
quantity  of  fuel  per  brake  horsepower-hour  should  not  be  materially 
different. 

20  The  difference  in  cost  between  gasoline  and  power  oil,  when 
coupled  with  a  reduced  cost  of  lubricating  oil,  represents  an  appre- 
ciable reduction  in  fuel  cost  in  favor  of  the  steam  unit  and  one  of 
importance  to  the  truck  and  tractor  operator.  In  the  case  of  the 
automobile,  where  a  small  horsepower  represents  great  mileage,  this 
item  is  of  lesser  importance;  but  it  lends  romance  to  engineering  to 
note  that  the  joy  of  driving  the  smooth,  flexible  steam  motor  is  likely 
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to  cause  its  extensive  adoption,  first  in  the  field  which  commercially 
needs  it  least. 

21  In  our  interest  in  newer  conditions  and  later  developments 
we  should  not  overlook  the  splendid  record  of  the  builders  who  have 
long  been  prominent  in  this  field.  It  is  this  pioneer  work  which  has 
demonstrated  the  advantages  and  emphasized  the  deficiencies  of 
the  steam  \mit  and  has  formed  the  basis  on  which  the  engineer  of 
today  is  building. 

22  From  the  earlier  experience  with  steam  power  we  have 
learned  the  necessity  of  treating  the  various  elements  of  a  steam- 

•power  plant  as  parts  of  a  single  \mit.  From  the  internal-combustion 
motor  we  have  learned  the  necessity  for  design  on  a  production 
basis.  From  the  oil  industry  we  have  learned  what  fuels  are  most 
readily  available,  considering  both  method  of  manufacture  and 
distribution.  And  from  the  pubUc  we  have  clear-cut  demands 
based  on  extended  experience  with  both  gasoline  and  steam  in  all 
classes  of  service.  The  designer  of  the  steam  unit,  therefore,  has 
before  him  imusually  complete  data  relative  to  all  phases  of  the 
problem. 

23  On  the  part  of  the  manufacturer  and  of  the  public  there  is 
evidence  of  tremendous  interest.  Numbers  of  new  trucks,  tractors 
and  pleasure  cars  are  in  service,  or  in  process  of  manufacture  or 
design.  This  effort  and  this  demand  will  have  a  profound  influence 
on  the  automotive  industry.  Whether  it  shall  result  in  the  suprem- 
acy of  steam  over  gasoline  is  of  minor  import.  The  important  fact 
is  that  it  will  surely  result  in  a  tremendous  broadening  of  the  useful- 
ness and  influence  of  automotive  powers. 

DISCUSSION 

John  Younger  (written).  The  paper  is  interesting  and  of  value, 
inasmuch  as  it  draws  attention  to  the  fact  that  the  demands  that 
are  being  made  on  gasoline  as  a  source  of  power  are  probably  beyond 
the  power  of  the  oil  refiners  to  supply. 

There  has,  however,  been  a  marked  trend  in  design  to  improve 
carburetors  to  a  point  where  kerosene  can  be  used,  and  this,  of 
course,  to  a  certain  extent,  if  successful,  will  practically  double  the 
quantity  of  gasoline  available.  There  are  today  many  internal- 
combustion  engines  running  reasonably  satisfactorily  on  kerosene, 
and  the  next  year  or  two  should  see  tremendous  strides  in  the  use  of 
this  or  even  sUghtly  heavier  fuels. 
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The  point  that  the  author  raises  in  Par.  15  that  control  must 
be  ahnost  instantaneous,  would  surely  limit  the  fuel  required  in  the 
steam  boiler  to  something  which  is  more  easily  vaporized  than  a 
heavy  crude  oil,  for  example,  and,  as  a  matter  of  fact,  most  of  the 
experimenters  have  found  it  necessary  for  this  purpose  to  use  at 
least  kerosene. 

The  author's  statement  in  Par.  8  that  "the  chief  force  which  is 
bringing  about  the  increased  use  of  the  steam  motor  is  its  superior 
fitness  for  automotive  service,  especially  in  the  commercial  field," 
is  somewhat  doubtful  when  the  situation  is  studied  at  large.  So  far 
as  the  writer  can  see,  there  is  no  great  demand,  or  any  demand  to  • 
speak  of,  for  a  steam  automotive  vehicle,  for  the  simple  reason  that 
they  were  tried  out  as  recently  as  ten  years  ago  and  practically 
abandoned.  If  one  turns  to  the  situation  in  England,  where  steam 
vehicles  using  coal,  coke  and  gasoline  have  been  used  for  some  fifty 
years,  it  will  be  found  that  the  gasoline  truck  and  the  kerosene  truck 
have  supplanted  the  steam  vehicle  almost  entirely.  The  same  con- 
dition is  foimd  in  the  agricultural-tractor  industry  at  the  present 
moment,  where  the  steam  vehicle,  which  has  so  long  been  used  by 
the  farmer,  is  being  actually  forced  out  by  the  internal-combustion 
engine. 

The  author's  statement  in  Par.  8  that  the  upkeep  of  the  gasoline 

truck,  even  with  expert  service,  is  a  serious  handicap  to  the  business, 

,  is,  to  say  the  least,  very  much  exaggerated.    The  cost  of  repairs  on 

the  gasoline  motor  truck  is  surprisingly  low.    Repairs  lower  than 

two  cents  per  mile  are  very  commonly  met  with. 

The  seeming  simplification  of  the  steam  vehicle  is  so  purely  on 
the  chassis.  The  engine,  as  Mr.  Adams  stated  in  Par.  10,  is  very 
similar  to  the  gasoline  engine.  The  rear  axle,  the  front  axle,  the 
frames,  the  springs,  the  driver's  seat,  the  radiator,  or  rather  the 
condenser,  are  all  duplicated  in  the  gasoline-driven  truck.  This 
leaves  practically  the  transmission  and  clutch,  and  this  mechanical 
device,  which  usually  gives  absolutely  no  trouble,  is  replaced  by  a 
high-pressure  steam  boiler  with  its  elaborate  piping  and  connections 
and  firing;  so  far  this  has  not  been  worked  out  satisfactorily. 

Before  becoming  too  enthusiastic  on  the  advantages  of  the  steam 
motor  in  the  automotive  field,  the  whole  history  of  the  subject  should 
be  studied  without  any  bias,  and  present-day  installations  of  trucks 
of  all  kinds,  not  only  in  this  country,  but  abroad,  should  also  be 
studied  very  closely,  and  the  repairs,  etc.,  analyzed. 

In  Par.  23  the  author  takes  the  very  broad  standpoint  that 
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whether  steam  will  actually  supplant  gasoline  or  not  is  of  minor 
import.    It  is  quite  possible  that  there  can  be  a  field  for  the  two 
types,  side  by  side,  ancf  anything  that  will  help  conserve  our  fueL 
supply  must  be  worth  while. 

Francis  H.  Bakbr  ^  wrote  that  he  could  hardly  agree  with  the 
author  that  the  gasoline  truck  was  not  an  efficient  factor  in  the  lines 
of  business  in  which  it  was  employed.  The  figures  compiled  by 
nearly  every  truck  manufacturer  showing  its  relation  to  horse-drawn 
vehicles  would  verify  this. 

In  regard  to  the  cost  of  operation,  the  fuel  used  by  steam  cars 
would  increase  in  price  as  the  demand  increased-  This  was  invari- 
ably the  case.    The  increase  of  cost  of  gasoline  was  a  notable  example. 

The  recent  developments  in  boiler  design  enabling  one  to  get  a 
working  pressure  of  steam  in  a  short  space  of  time  had  allowed  the 
steam  car  to  forge  ahead  rapidly,  and  had  done  away  with  one  of 
the  chief  disadvantages. 

Wm.  Clinton  Brown  (written).  Simplicity  in  design  and  high 
economy  in  the  use  of  steam  have  made  changes  in  the  automotive 
field  which  are  revolutionary.  For  example,  in  tractor  service  it 
becomes  possible  to  produce  a  steam  tractor  having  a  total  weight, 
including  fuel,  water  and  operator,  of  aroimd  125  lb.  per  b.hp.  This 
is  a  machine  lighter  and  far  more  compact  than  the  majority  of 
gasoline  tractors.  Compared  with  the  standard  type  of  steam 
tractor  of  the  same  power  it  is  only  about  one-fourth  the  weight  and 
less  than  half  the  size.  It  is  therefore  available  for  plowing  as  well 
as  threshing.  Because  of  the  high  economy  of  the  plower  plant  the 
steam  is  condensed  and  again  used,  eliminating  the  high  cost  of 
hauling  water  —  a  large  item  in  the  cost  of  operation  of  ordinary 
types  of  steam  tractor. 

In  truck  service  more  emphasis  is  laid  on  the  inherent  fitness  of 
the  steam  motor  for  such  work,  one  which  approximates  the  flexible 
speed  control  and  the  tremendous  momentary  overload  capacity  of 
the  horse.  In  the  pleasure-car  field  the  steam  motor  arouses  in- 
terest because  of  itsease  of  control,  rapid  acceleration,  and  wide  range 
of  speed  and  power. 

John  Sturoess  (written).  In  addition  to  the  advantages  enu- 
merated by  the  author,  the  paramount  benefit  of  steam  power  con- 
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trasted  with  internal-explosive  engines  is  the  stored  energy  con- 
tained in  the  highly  heated  water  in  the  boiler.  With  the  standard 
type  of  automobile  boiler,  having  a  considerable  water  content,  the 
available  mechanical  energy  from  this  heat  storage  amoimts  to 
1,500,000  ft-lb.  —  enough  to  drive  a  luxurious  car  half  a  mile  up  a 
5  per  cent  grade  with  the  burner  extinguished,  or  run  it  at  a  fair 
speed  from  two  to  three  miles  on  a  level  road.  Or  it  is  available  for 
a  great  sustained  effort  over  a  short  distance,  to  extricate  the  car 
from  holes,  mud  or  sand.  This  energy,  stored  in  advance,  means 
instantaneous  power  and  maximum  response  of  the  vehicle,  especially 
at  lowest  speeds. 

Some  figures  on  fuel  cost  imder  both  test  and  actual  road  condi- 
tions may  be  of  interest.  In  recent  very  accurately  conducted  tests 
on  the  test  floor,  an  evaporation  of  13.7  lb.  of  water  per  lb.  of  fuel 
(kerosene)  has  been  repeatedly  obtained,  and  also  a  steam  consump- 
tion of  16.6  lb.  per  b.hp.  This  is  a  remarkably  good  performance 
for  so  small  and  compact  a  power  plant,  and  gives  a  fuel  cost  of  1.806 
cents  per  hp-hr.  On  road  tests  recently  conducted  daily  over  a 
distance  of  180  miles  (Newton  to  Springfield  and  back,  over  the 
Massachusetts  central  divide),  a  car  weighing  with  load  4650  lb.  has 
aggregated  6500  miles  at  an  average  speed  of  30  miles  per  hour,  total 
elapsed  time  between  objectives,  on  a  consumption  of  iV  &^-  of 
kerosene  per  mile,  or,  at  the  present  market  price  of  10  cents  per 
gallon,  at  a  cost  of  less  than  one  cent  a  mile.  Internal-explosive  cars 
of  the  same  weight  and  imder  similar  conditions  rarely  excel  10  to 
12  miles  to  the  gallon,  which  at  current  prices  is  equivalent  to  2^  to 
2^  cents  per  mile. 

The  author  very  appropriately  refers  to  the  extreme  simplicity 
of  the  connection  from  motor  to  axle,  but  I  think  the  simpUcity  of 
the  entire  power  plant  merits  equal  emphasis.  When  I  state  that 
the  modem  automobile  type  of  steam  engine  and  its  transmission 
has  but  15  moving  parts,  compared  to  some  hundreds  in  the  internal- 
explosive  engine  and  its  transmission,  some  conception  of  the  rela- 
tive simplicity  will  be  obtained.  The  thermal  cycle  of  the  steam 
I>lant  may  involve  more  stages,  but  the  processes  are  more  stable. 

In  Par.  10  the  author  remarks  that  modem  steam  motors  are 
of  the  multi-cyUnder  type.  I  have  no  knowledge  of  any  steam  car 
using  or  proposing  more  than  two  cylinders,  for  nothing  would  be 
gained  thereby;  two  cylinders  (double-acting)  give  ahnost  perfectly 
uniform  torque.  He  further  states  that  the  uniflow  type  is  largely 
used,  giving  as  the  reason  its  simplicity  and  economy  when  operated 
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non-condensing.  I  know  of  only  one  advocate  of  the  iiniflow  engine 
for  automobile  use,  and  I  do  not  believe  any  claim  is  made  by  that 
advocate  that  cars  have  really  been  placed  on  the  market  as  yet. 
In  practice  it  does  not  prove  any  simpler  than,  if  as  simple  as,  the 
contraflow,  while  in  its  application  to  automobile  needs  grave  diffi- 
culties are  encountered  which  do  not  occur  in  stationary  practice. 

I  cannot  agree  with  the  author's  summary  of  boiler  practice  in 
Par.  11.  As  yet  the  water-tube  type  has  not  proved  its  commercial 
success,  never  yet  having  been  marketed.  The  flash  type  is  practi- 
cally abandoned,  owing  to  it«  several  difficulties,  including  that  of 
temperature  and  pressure  control.  Furthermore,  as  it  lacks  power 
storage,  the  most  important  benefit  of  the  steam  plant  is  lost.  On 
the  other  hand,  there  are  some  thousands  of  cylindrical  .fire-tube 
boilers  in  daily  use  under  every  kind  of  service,  in  many  cases  the 
boilers  being  eight  to  ten  years  old.  Owing  to  the  construction 
methods  there  has  not  been,  to  my  knowledge,  one  single  case  of 
destructive  explosion. 

I  must  more  emphatically  disagree  with  —  to  the  point  of  con- 
testing—  the  author's  statement  in  Par.  14  that  ''in  spite  of  its 
high  economy  and  honorable  record  in  service,  this  S3rstem  [namely, 
the  conversion  of  oil  imder  pressure  into  a  vapor,  and  biunihg  with 
a  Bunsen  type  of  burner,  with  pilot  Ught  for  starting]  is  steadily 
being  displaced  by  more  modem  designs."  This  impUes  that  there 
is  a  different  practice  already  in  vogue.  I  doubt  if  there  is  any  such 
practice.  I  doubt  if  a  single  car  with  such  practice  has  ever  been 
sold  —  certainly  not  within  the  last  15  years.  Recent  proposals 
have  been  made,  but  these  are  scarcely  more  than  proposals,  and 
hardly  to  be  dignified  by  the  title  ^'modern  designs."  Further,  as 
regards  the  possible  element  of  danger  from  the  pilot  light  in  con- 
jimction  with  heated  oil  imder  pressure,  which  the  author  refers  to 
as  having  been  the  cause  of  objection,  experience  has  demonstrated 
far  fewer  accidents  from  this  SQprce  than  with  other  forms  of  com- 
bustion, notwithstanding  the  many  more  cars  equipped  on  the 
former  system. 

In  regard  to  the  question  of  starting,  which  must  be  accomplished 
from  cold,  according  to  the  author  in  one  minute  to  be  commercially 
successful,  the  true  perspective  of  starting  facility  should  be  made 
on  the  basis  of  several  day's  runs,  —  not  the  initial  morning  start, 
or  on  the  still  rarer  occasions  (not  amoimting  to  1  per  cent  of  all 
starts  made)  when  steaming  up  from  cold.  It  has  been  very  truly 
advanced  that  if  the  gas-car  owner  could,  by  according  a  few  more 
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minutes  to  his  initial  morning  start,  provide  stored  power  and  ob- 
viate for  all  the  rest  of  the  day  all  manipulation  of  his  self-starter, 
and  all  gear  shifting  and  clutch  pedaling,  and  dismiss  from  his  mind 
all  anxiety  arising  from  differences  between  engine  speed  and  car 
speed,  he  would  most  gladly  strike  the  bargain.  That  is  the  case 
for  the  steam  car,  with  the  additional  proviso  that  even  the  morn- 
ing start  can  be  effected  in  a  few  seconds  by  leaving  the  pilot  light 
biuning  all  night. 

Allen  C.  Stalby  (written).  The  author  has  ably  brought  out 
the  peculiar  fitness  of  steam  power  to  the  many  needs  of  the  auto- 
motive industry,  but  has  left  the  inference  that  the  older  types  have 
failed,  aQd  that  rejuvenation  is  due  to  recent  developments  due  to 
modem  design. 

From  intimate  experience  with  one  of  the  best  known  of  the  so- 
called  modem  S3rsteins  of  combustion  and  also  with  the  vaporizer 
type  of  burner,  which  the  author  characterizes  as  the  oldest,  I  be- 
lieve that  I  am  qualified  to  say  that  while  the  atomized  or  liquid- 
fuel  type  of  fire  may  possess  excellent  future  possibilities,  it  is  not 
yet  beyond  the  promising  experimental  stage;  and  for  automotive 
work  the  years  of  experience  behind  the  older  type  make  it  more 
satisfactory  and  reliable  at  the  present  time. 

As  to  the  time  required  for  raising  steam,  it  should  be  home  in 
mind  that  the  pilot  light  operates  for  da3rs  without  attention  and 
sufficient  steam  pressure  can  be  alwa3rs  available  for  starting,  not  in 
one  minute,  but  instantaneously  at  any  time.  The  cost  of  opera- 
tion or  danger  from  such  a  pilot  is  insignificant,  and  it  is  much 
better  for  boiler,  combustion  chamber,  and  adjacent  parts  not  to 
be  subjected  to  the  severe  abuse  of  frequent  sudden  heating  from 
cold. 

As  to  engine  design,  the  author  seems  to  favor  the  imiflow  as  the 
logical  type  of  highest  development;.  I  cannot  agree  with  this  for 
the  following  reasons: 

First,  owing  to  the  early  exhaust  closure,  an  economical  non- 
condensing  uniflow  engine  has  a  high  compression.  .With  the  low 
steam-chest  pressures  and  variable  cut-off  demanded  in  automobile 
operation,  valve  lifting  will  occur.  This  type  is  more  suitable  for 
condensing  operation  with  a  vacuum. 

Second,  in  order  to  relieve  the  compression,  two  expedients  may 
be  used  —  larger  clearance  space  or  excessive  lead.  The  first  causes 
loss  in  economy,  thereby  defeating  the  entire  purpose  of  this  design. 
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The  second  causes  a  balky  engine,  or  one  that  will  tend  to  run  back- 
ward at  inopportune  moments,  as  when  starting  from  a  standstill. 

Third,  a  larger  engine  is  required  to  get  the  same  work,  owing  to 
the  lower  m.e.p.  in  a  uniflow  as  compared  with  a  contraflow  design. 
This  means  extra  weight  and  cost. 

Fourth,  the  contention  that  having  but  one  valve  to  control 
simplifies  gear  design  and  permits  earlier  cut-offs  without  diagram 
distortion,  is  neutralized  by  the  fact  that  too  early  cut-offs  produce  a 
rough-running  engine. 

Fifth,  the  use  of  superheated  steam  in  a  contraflow  non-condensing 
engine  gives  economy  as  good  or  better  than  is  obtained  with  the  uni- 
flow, as  has  been  amply  demonstrated  by  test. 

Sixth,  over  the  normal  loads  due  to  car  operation,  a  properly  de- 
signed contraflow  engine  of  suitable  size  for  all  conditions  of  operation 
will  show  as  good  mileage  per  unit  of  fuel  as  an  equally  suitable  uni- 
flow engine. 

Turning  now  to  st«am  generators,  the  fire-tube  boiler  stands  alone 
for  several  reasons: 

First,  it  has  sufficient  thermal  storage  capacity  to  meet  reasonable 
or  even  unreasonable  sudden  demands  for  steam  in  excess  of  the  nor- 
mal requirements. 

Second,  the  past  and  present  designs  of  water-tube  boilers  have, 
in  almost  every  case,  been  deficient  in  this  respect,  this  being  particu- 
larly emphasized  by  the  semi-flash  type  of  generator,  which  was  quite 
popular  at  one  time,  but  which  required  considerable  jockeying  before 
an  excess  of  power  could  be  secured. 

Third,  the  semi-flash  type  also  requires  control  of  fuel  and 
water  from  both  temperature  and  pressure  of  the  steam,  introducing 
additional  compUcations  and  sources  of  possible  trouble.  The 
fire-tube  type  with  a  definite  water  level  needs  merely  a  simple 
and  rugged  water-level  regulator,  a  design  that  has  seen  service  and 
given  satisfaction  on  thousands  of  automobiles  and  in  stationary 
plants. 

Fourth,  the  abiUty  to  get  up  steam  more  quickly  is  claimed  for 
the  water-tube  boiler.  This  obviously  involves  either  sacrifice  of 
power-storage  capacity  or  the  use  of  excessive  combustion  rates.  In 
the  former  case  overload  ability  is  sacrificed,  in  the  latter,  economy. 

Fifth,  the  water-tube  boiler  must  have  a  suitable  casing  with  re- 
fractory and  heat-insulating  lining  to  contain  the  boiler  and  hot  gases. 
Linings  are  always  a  source  of  trouble  and  expense  in  stationary  work, 
and  there  is  no  reason  to  expect  the  moving  vehicle  to  give  any  less 
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trouble  in  this  respect.  In  contradistinction  to  this,  the  fire-tube 
unit  is  self-contained,  requires  no  jacket,  and  has  a  natural  circula- 
tion, a  very  desirable  combination  of  conditions.  Ample  steam  space 
is  provided  without  recourse  to  separate  steam  drums,  and  there  is 
much  less  danger  from  priming  than  with  the  water-tube  type;  as 
the  latter  type,  imless  it  has  separate  steam  drums,  which  is  not 
usually  the  case,  is  without  sufficient  steam-liberating  space. 

Sixth,  in  the  flash  or  semi-flash  type  of  boiler,  water  must  be 
furnished  in  proportion  to  the  demand  for  steam,  with  resulting  com- 
plication of  control.  In  one  of  the  most  recent  proposals  a  boiler 
with  no  free  circulation  and  of  the  semi-flash  type  with  flow  in  parallel 
instead  of  in  series,  is  controlled  by  means  of  a  water-level  regulator 
only.  This  control  is  obviously  insufficient,  as  all  boilers  of  this  type 
should  have  in  addition  a  temperature  control,  as  circulation  and  water 
level  are  of  necessity  indeterminate.  The  operation  of  a  boiler  of  this 
type  in  parallel  is  also  open  to  serious  question,  for  as  soon  as  this  is 
attempted,  it  is  impossible  to  control  the  flow  of  water,  and  overheat- 
ing and  burning  of  tubes  will  result. 

J.  D.  NiES^  submitted  a  written  discussion  in  which  he  com- 
pared the  steam  automobile  motor  with  the  gasoline  motor  in  smooth- 
ness of  running,  flexibility,  reserve  power,  hill-climbing  ability,  accel- 
eration, gear  shifting  and  low  cost  of  operation.  The  advantages 
shown  in  all  these  respects  by  the  steam  motor,  he  said,  had  been 
reaUzed  for  years  by  operators  of  steam  cars,  and  the  author,  in  dis- 
cussing their  hill-climbing  capacity  and  acceleration  in  Par.  6,  was 
not  quite  accurate  in  saying  that  they  were  hitherto  unknown. 
Rather,  they  had  hitherto  been  unappreciated. 

The  author  apparently  preferred  the  water-tube  boiler  to  the 
cylindrical  or  drum  boiler  with  vertical  tubes,  and  mentioned  in  Par. 
11a  contraflow  forced-circulation  boiler  as  being  commendable.  One 
advantage  of  the  drum  boiler  was  that  the  water  surface  was  in  one 
continuous  sheet,  which  facilitated  the  release  of  steam,  with  the  mini- 
mum of  priming,  and  without  the  "geyser"  effect  likely  to  occur  in 
tube  boilers  in  which  the  water  surface  was*  cut  up  into  many  small 
elements.  The  drum  boiler  also  had  the  largest  water  capacity, 
which  was  desirable  in  that  it  enabled  the  storage  of  the  maximum 
amoimt  of  heat  energy  and  also  gave  stability  to  the  steam  pressure. 
From  the  point  of  view  of  performance  the  drum  boiler  was  probably 
better  than  any  other,  and  with  respect  to  safety  it  might  be  said  that 

^  Lewis  Institute,  Chicago,  HI. 
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explosions  were  unknown.  He  thought  the  author  hardly  fair  to  the 
makers  of  the  one  steam  vehicle  that  had  successfully  stood  the  test 
of  time,  when  he  said  that  certain  types  that  were  in  fact  merely  pro- 
posed or  possibly  in  course  of  development  exhibited  a  very  great 
advance  over  older  constructions.  The  proposed  new  constructions 
might  turn  out  to  be  superior  to  the  old,  but  the  fact  had  yet  to  be 
established. 

The  author  was  also  hardly  justified  in  stating  in  Par.  14  that  the 
system  of  fuel  feed  employing  pressure  in  combination  with  a  pilot 
light  was  "steadily  being  displaced  in  the  more  modem  designs,"  in 
view  of  the  fact  that  this  system  now  had  exclusive  possession  of  the 
market  after  having  stood  the  t^t  of  years  of  service.  The  pressure- 
and-pilot  system  had  the  great  advantage  of  regulating  the  fuel,  that 
is,  turning  it  up  or  down,  at  all  times  in  accordance  to  the  load.  The 
other  systems  turned  the  fuel  all  off  or  all  on.  Surely  it  was  better  to 
keep  the  burner  going  continuously  and  at  the  lowest  rate  the  load 
would  permit,  than  to  work  the  boiler  intermittently  at  maximum 
and  zero  loads;  in  the  all-on  and  ail-off  type  of  control  the  boiler  never 
made  steam  except  at  an  overload  rate,  and  the  superheat  must  in- 
evitably fluctuate  considerably. 

The  author  expressed  a  preference  for  steam  pressures  of  400  to 
500  lb.  gage,  on  the  ground  that  the  temperatures  accompanying 
higher  pressures  were  destructive  to  the  lubricating  oil.  However, 
the  increase  of  temperature  with  increasing  pressure  was  extremely 
slow  with  steam,  the  rise  from  500  to  600  lb.  being  only  about  19  deg. 
fahr.,  and  from  600  to  700  lb.  only  about  15  deg.  There  was  no  par- 
ticular objection  to  the  use  of  higher  pressiu-es,  and  within  certain 
limits  it  led  to  a  more  compact  construction  of  the  motor,  which 
was  desirable.  The  real  reasons,  however,  were  because  it  widened 
the  range  of  throttle  control  and  because  it  augmented  energy 
storage. 

Edward  N.  Trump  emphasized  the  advantages  of  using  uniflow 
engines  in  the  steam  automobile.  The  economy  curve  of  this  engine 
is  very  flat,  but  the  very  high  initial  pressure  gives  such  a  high  initial 
torque,  at  least  double  the  ordinary  running  torque,  that  it  is  pos- 
sible to  start  a  uniflow-engine  steam  truck  under  conditions  under 
which  it  would  be  impossible  to  start  a  gasoline  truck. 

Many  people  are  interested  in  the  steam  truck  because  it  would 
enable  them  to  start  a  load  and  keep  the  truck  going  under  condi- 
tioas  absolutely  impossible  with  the  gasoline  engine 
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The  Author.  For  some  time  the  author  has  been  brought  into 
contact  with  a  number  of  groups  of  engineers  and  manufacturers 
engaged  in  systematic  development  work  in  connection  with  boilers, 
combustion  systems  and  steam  motors  designed  for  automotive 
service. 

This  work  is  of  great  value  and  holds  forth  promise  of  most 
gratifying  success.  The  object  of  the  paper  was  to  provoke  discus- 
sion among  these  varied  interests  in  the  belief  that  such  discussion 
at  this  time  would  be  of  value  to  the  cause  of  steam.  It  was  natural 
that  the  established  builders  should  be  more  ready  with  discussion 
than  the  experimental  workers,  and  that  there  should  be  some 
tendency  to  decry  methods  not  proved  by  the  test  of  time.  To 
discussion  of  this  nature,  however,  the  author  would  reply  generally 
that  the  superior  fitness  of  the  steam  motor  for  certain  classes  of 
automotive  service  is  unquestioned.  In  spite  of  this  there  has  been 
a  steadily  decreasing  percentage  in  the  use  of  the  steam  motor  in 
this  field.  Therefore  the  future  of  the  steam  motor  in  a  broad  way 
would  seem  to  re^t  with  these  newer  methods  or  with  changes  which 
their  influence  will  force  in  the  older  practice.  It  is  the  author's 
position  that  this  newer  work  holds  forth  promise  that  it  will  have 
permanent  value  in  enhancing  the  position  of  the  steam  motor.  ^ 

In  reply  to  Mr.  Younger,  it  is  to  be  said  that  while  decrease  in 
the  quality  of  gasoline  has  constantly  been  coincident  with  increase 
of  efficiency  of  carburetion,  there  has  been  no  improvement  in  car- 
buretor design  which  has  lessened  the  user's  desire  for  the  high-test 
gas  of  earlier  days,  or  which  disproves  the  author's  statement  that 
we  have  reached  a  position  where  we  must  burn  oil  fuel  by  methods 
other  than  carburetion  and  burning  in  an  internal-combustion 
engine. 

It  is  a  fact  that  kerosene  is  so  widely  distributed  that  it  is  wise  for 
designers  of  combustion  devices  to  use  it  as  a  fuel,  but  it  is  not  true 
that  most  of  the  experimenters  have  "found  it  necessary"  to  use  this 
fuel.  Any  clean  fuel,  from  Diesel  oil  to  gasoline,  may  be  and  is  used 
with  entire  success. 

Mr.  Younger  correctly  states  the  author's  position  that  the  steam 
motor  has  superior  fitness  for  automotive  service,  especially  in  the 
conmiercial  field,  but  the  author  believes  that  he  is  in  error  in  saying 
that  ther€f  is  no  demand  for  steam  and  unhappy  in  the  examples 
which  he  cites.  It  is  true  that  there  is  no  demand  for  any  kind  of  a 
steam  unit,  but  there  is  a  tremendous  demand  for  such  a  unit  as  the 
author  indicates.    It  is  true  that  light  gasoline  tractors  designed  for 
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plowing  are  displacing  20,000-lb.  locomotive-type  tractors  designed 
to  supply  power  for  threshing,  but  it  also  is  true  that  almost  any  ten- 
yeaivold  steam  tractor  will  be  found  to  be  in  better  condition  and  to 
have  cost  less  for  repairs  than  any  three-year-old  gasoline  tractor  on 
the  market.  Now,  suppose  that  this  same  reliability  and  upkeep 
are  combined  in  a  light  modern  steam  tractor  designed  for  plowing, 
say,  a  tractor  Ughter  in  weight  and  simpler  than  a  gasoline  tractor 
and  which  will  plow  more  acres  of  land  on  one  gallon  of  fuel  oil  than 
any  large  gasoline  tractor  will  plow  on  one  gallon  of  gasoline,  who  will 
question  the  demand  for  a  steam  tractor  of  this  nature?  Such 
tractors  are  in  experimental  operation  today  and  trucks  embodying 
the  same  ideas  are  now  in  commercial  service. 

The  author  fails  to  see  that  the  failures  of  ten  years  ago,  which 
Mr.  Yoimger  cites,  have  any  bearing  on  the  success  of  today. 

There  are  many  conflicting  statements  as  to  operating  costs  of 
gasoline  trucks  and  much  depends  on  what  Mr.  Yoimger  calls  ''sur- 
prisingly low."  But  the  author  does  not  consider  that  an  upkeep 
cost  of  45  per  cent  of  the  gross  income  can  be  called  low,  yet  this  is 
the  average  upkeep,  not  including  any  burden  or  overhead,  of  a 
tjrpical  trucking  company  which  operates  150  high-grade  trucks  in 
city  service.  The  company  is  efliciently  managed,  owns  its  own 
repair  shops,  which  are  diriected  by  a  trained  and  experienced  auto- 
motive engineer,  and  the  chief  cause  of  this  enormous  upkeep  cost 
is  the  inherent  imfitness  of  the  gasoline  motor  for  very  heavy  trucking 
service. 

In  reply  to  Mr.  Sturgess  and  regarding  the  multi-cyUnder  motor, 
it  may  be  true,  as  he  impUes,  that  the  two-cylinder  double-acting 
motor  will  be  the  standard  t3rpe.  The  chief  disadvantage  of  the 
horizontal  motor  of  this  t3rpe  is  that  it  cannot  be  balanced.  Its  use 
is  therefore  confined  to  that  of  a  slow-speed  motor  so  connected  to 
the  rear  axle  that  the  effort  of  the  unbalanced  inertia  forces  is  not 
transmitted  to  the  sprung  weight  of  the  chassis.  Opposed  to  this 
are  the  double-acting  two-cylinder  V-type  and  the  four-cylinder 
single-acting  V-type,  both  of  which  are  balanced  and  may  therefore 
be  operated  at  much  higher  speed  and  mounted  on  the  chassis  in  the 
usual  way.  The  single-acting  type  with  poppet  valves  has  the 
further  advantage  that  it  is  admirably  suited  to  manufacture  in  exist- 
ing automobile  shops,  using  existing  tools  and  modem  methods. 

Regarding  the  uniflow  motor,  the  greater  part  of  the  experimental 
work  now  in  progress  is  being  carried  on  with  this  type  of  motor. 
This  is  partly  because  of  the  mucl^  higher  economy  of  the  true  uniflow 
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as  compared  to  the  contraflow  type,  and  partly  because  it  is  a  poppet- 
valve  engine  and  designed  primarily  for  high  pressure  and  high  super- 
heat.   Again  it  is  a  question  of  type. 

If  we  assume  the  commonly  used  working  conditions  of  600  lb. 
pressure  and  150  deg.  superheat,  then  the  thermodynamic  advantage 
of  using  an  early  cut-off  and  expanding  down  from  full  boiler  pressure 
in  a  uniflow  cyUnder  is,  roughly,  50  per  cent  as  compared  to  the  usual 
system  of  throttling  to  a  steam-chest  pressure  of  100  lb.  and  develop- 
ing the  same  power  on  a  later  cut-off.  This  becomes  evident  from  a 
comparison  in  the  two  cases  of  the  percentage  of  energy  available 
when  referred  to  the  Rankine  cycle.  For  example,  the  steam  con- 
sumption of  an  ideal  engine  working  on  the  Rankine  cycle  (or  Clausius 
cycle)  with  complete  expansion  from  the  two  pressures  considered 
would  be  (at  150  deg.  superheat)  15  lb.  per  i.hp-hr.  expanding  from 
100  lb.  pressure  and  8.5  lb.  per  i.hp-hr.  from  600  lb. 

The  true  uniflow  engine  will  benefit  by  the  higher  pressure,  due 
to  smaller  clearance  volume  required,  at  better  cyUnder  eflBciency 
than  the  common  type  usually  used  at  lower  pressure.  But  assuming 
the  same  cylinder  eflSciency  in  both  cases  at  the  figure  given  by 
Professor  Carpenter  in  his  test  of  the  White  steam  car,  or  68  per  cent, 
the  actual  steam  consumptions  for  the  two  cases  are  22  lb.  at  100  lb. 
pressure  and  12.5  lb.  at  600  lb.  pressure.  These  figures  have  been 
closely  approached  in  actual  performance  of  motor  cars  and  trucks. 

The  author  understands  that  the  ''grave  diflSculty"  referred  to 
by  Mr.  Sturgess  is  the  greater  variation  in  torque  due  to  the  higher 
pressure  and  short  cut-oflf  of  the  uniflow  type;  or,  in  other  words, 
the  probable  necessity  of  a  flywheel  of  moderate  size. 

The  author  agrees  with  Mr.  Sturgess  as  to  the  disadvantages  of 
the  usual  design  of  flash-type  boilers,  and  especially  to  the  "geyser- 
like" action  with  which  many  of  them  are  afflicted,  but  for  com- 
mercial as  well  as  automobile  service  there  is  great  promise  in  the 
type  which  Professor  Carpenter  has  named  the  continuous-tube  type, 
one  essential  of  which  is  a  positive,  pump-controlled  water  and  steam 
circulation.  The  author  regrets  that  he  is  not  at  liberty  to  present  full 
efficiency  figures  or  tests  on  boilers  of  this  tjrpe,  but  he  may  say  that 
they  are  higher  than  that  of  any  boiler,  large  or  small,  of  which  he 
is  personally  informed. 

The  author  expected  disagreement  with  his  statement  regarding 
a  combustion  system  using  a  Bunsen  tjrpe  of  burner.  Much  has  been 
done  with  this  type  within  the  past  few  months  and  its  advocates 
claim  that  all  of  the  disadvantage  which  obtained  in  the  past  have 
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been  eradicated.  He  adheres  to  the  statement  that  other  types  of 
burner  are  used  in  the  majority  of  the  newer  designs  now  coihing 
forward,  and  this  paper  deals  with  the  present  and  future  rather  than 
the  practice  of  the  past. 

Mr.  Staley  states  that  he  disagrees  with  the  author  as  to  the 
advantages  of  the  uniflow  type  of  engine  and  gives  his  reasons  as 
follows:  "First,  owing  to  early  exhaust  closure,  an  economical  non- 
condensing  uniflow  engine  has  a  high  compression.  With  the  low 
steam-chest  pressures  and  variable  cut-oflf  demanded  in  automobile 
operation  valve  lifting  will  occur." 

To  this  the  author  points  out  that  low  steam-chest  pressure  is  not 
demanded,  neither  is  it  desirable  except  in  the  special  case  of  an 
engine  with  no  flywheel.  He  sees  no  objection  to  the  use  of  a  fly- 
wheel, certainly  none  to  justify  the  sacrifice  of  economy  which 
throttUng  to  a  low  steam-chest  pressure  entails. 

In  his  second  statement  Mr.  Staley  proposes  two  methods  of 
relieving  high  compression  and  proves  that  each  is  bad.  The  author 
would  point  out  that  Mr.  Staley's  error  lies  in  selecting  these  men  of 
straw  which  he  demolishes.  The  true  way  to  relieve  this  excess 
compression  is  not  to  have  any,  for  if  the  steam  is  held  in  the  steam 
chest  at  full  boiler  pressure,  as  economy  demands,  then  at  these  high 
pressures  the  clearance  becomes  as  low  as.  is  mechanically  good 
practice. 

Mr.  Staley  is  clearly  in  error  in  his  third  objection.  It  is  not  true 
that  a  lower  m.e.p.  involves  a  larger  engine,  heavier  and  more  expen- 
sive. It  may  involve  a  greater  cylinder  diameter  on  account  of  the 
lower  pressure  per  square  inch,  but  that  is  all,  and  it  is  not  conceded 
that  the  m.e.p.  is  necessarily  lower. 

Mr.  Staley's  fourth  point  is  that  an  early  cut-oflf  produces  a  rough- 
running  engine,  which  is  probably  correct  if  the  engine  has  no  fly- 
wheel. 

Mr.  Staley  later  states  that  the  use  of  superheated  steam  in  a 
contraflow  non-condensing  engine  gives  an  economy  as  good  or  better 
than  is  obtained  with  a  uniflow,  as  has  been  amply  demonstrated  by 
test.  To  which  it  may  be  said  that  while  an  engine  in  which  the 
piston  closes  the  exhaust  ports  is  often  called  a  uniflow  engine,  it  is 
not  a  true  uniflow  and  unless  properly  jacketed  and  fitted  with  a  long 
piston  it  will  not  give  better  economy  than  a  contraflow  engine.  The 
author  imderstands  that  the  tests  to  which  Mr.  Staley  refers  were 
not  made  with  a  real  uniflow  engine,  but  were  made  with  a  slide-valve 
engine  having  central  exhaust  ports  closed  by  the  piston. 
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The  author  recognizes  the  merits  of  the  fire-tube  boiler  and  con- 
cedes its  safety  for  this  service,  but  he  does  not  admit  that  it  is  in- 
herently as  fine  a  type  for  this  service  as  the  water-tube  and  he 
ventures  the  opinion  that  in  the  coming  contest  of  types  the  latter 
type  will  win. 

In  closing,  the  author  would  make  a  plea  for  more  publicity  on 
the  part  of  designers  engaged  in  developing  experimental  types.  He 
maintains  that  there  is  a  great  public  need  for  steam-driven  trucks 
and  tractors,  and  that  steam  power  offers  the  only  adequate  remedy 
for  the  evils  he  has  pointed  out.  He  believes  that  the  designers 
should  not  in  these  times  design  each  merely  for  his  own  firm  and 
from  his  own  standpoint,  but  that  this  is  a  time  for  all  to  come  for- 
ward and  for  each  to  give  the  engineering  world  the  benefit  of  his 
experience,  to  the  end  that  the  public  may  so  much  the  sooner  benefit 
by  the  combined  results  of  their  labors. 

The  steam  car,  or  truck,  or  tractor,  will  not  be  the  work  of  one 
man  or  one  firm  —  it  will  be  the  combined  work  of  all  workers  in  the 
steam  field,  and  the  sooner  this  combination  is  effected  the  better  it 
will  be  for  every  one. 
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PREVENTABLE  WASTE  OF  COAL  IN   THE 
UNITED   STATES 

By  David  Moffat  Mters,  New  York,  N.  Y. 
Member  of  the  Society 

By  employing  proper  operating  methods  in  hoUer  plants  it  is  easdy  possible, 
according  to  the  (luthor,  to  save  ai  least  10  per  cent  of  the  coal  now  burned  for  steam- 
making  purposes.  Such  a  saving  would  release  cars  for  other  service  equivalent, 
sSj^,  to  the  coaJrcarrying  capacity  of  the  Pennsylvania  Railroad  lines  east  of  Pitts- 
burgh, equal  to  1,000,000  fifty-ton  carloads  per  year,  and  the  direct  money  saving 
to  the  industries  would  be  around  a  quarter  of  a  billion  dollars,  figuring  the  coal  at 
^5  a  ton. 

The  object  of  the  paper  is  to  open  a  discussion  which,  it  is  hoped,  wiU  lead  to  the 
formulation  by  the  Society  of  definite  recommendations  of  means  for  the  reduction  of 
the  present  great  preventable  waste  of  fuel  in  our  industries,  largely  trough  faulty, 
careless  and  uninformed  operation  of  boiler  plants,  and  to  the  offering  of  the  services 
of  the  Society  to  the  Oovemment  for  the  organization,  furthering,  and,  as  far  as  pos- 
sible, execution  of  the  plan  which  may  as  a  consequence  be  adopted. 

A  S  a  means  of  far-reaching  economy  the  Grovernment  of  the 
■^^  United  States  should  at  this  time  apply  intelligent  and  direct- 
acting  efTorts  to  the  conservation  of  fuel  at  the  industrial  plants 
which  are  responsible  for  its  greatest  consumption.  It  is  unneces- 
sary before  a  body  of  engineers  to  show  proof  that  coal  is  wasted  in 
vast  quantities  in  the  boiler  furnaces  of  our  plants,  to  feed  which 
it  is  mined  and  distributed  at  a  high  and  ever-increasing  cost  of 
labor  and  material. 

2  The  mining  and  distribution  of  the  coal  have  been  placed 
under  th^  supervision  of  the  War  Coal  Board  in  order  more  nearly 
to  meet  the  crying  needs  in  these  directions,  to  use  the  railroad 
facilities  more  efficiently  so  that  the  present  car  shortage  may  be 
minimized  to  the  greatest  possible  extent  and  to  apportion  the 
coal  in  quantity  and  to  uses  deemed  most  expedient. 
^     3    While  this  organized  effort  to  bring  about  efficiency  in  the 
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production  and  distribution  of  coal  is  being  made,  no  parallel  meas- 
ures have  been  adopted  to  bring  about  a  normal  and  practicable 
efficiency  in  its  use.  The  himdreds  of  large  plants  which  are  con- 
suming fuel  wastefully,  in  many  cases  more  wastefully  and  care- 
lessly than  ever  before,  are  directly  and  needlessly  causing  a  large 
fraction  of  the  existing  car  shortage.  They  are  overloading  the 
already  strained  capacity  of  the  railroads;  they  are  rendering  slower 
and  more  difficult  the  transportation  of  food  and  other  vital  com- 
modities, and* in  short  they  are  simply  counteracting  the  measures 
of  efficiency  in  production  and  distribution  which  have  elsewhere 
been  established. 


PREVENTABLE   WASTE   OP  FUEL 

4  The  preventable  waste  of  fuel  in  the  boiler  furnace  of  one  steA 
mill  which  I  investigated  amounted  to  40,000  tons  per  year,  which 
at  $5  a  ton  would  cost  $200,000.  This  was  a  comparatively 
modem  plant.  The  efficiency  of  boilers  and  furnaces  in  a  14-day 
test  was  55  per  cent.  The  load  factor  was  unusually  favorable  to 
high  efficiency  and  could  readily  be  raised  to  70  per  cent  or  over. 
This  is  only  one  example  and  there  are  many  more  extreme  cases. 
In  one  hand-fired  plant  the  evaporation  was  raised  from  6  to  9  lb. 
in  a  few  days  of  instruction  and  continuously  kept  close  to  this 
higher  mark  with  the  help  of  coal  and  water  measurements  which 
were  inaugurated.  The  saving  was  due  exclusively  to  instruction 
and  consequent  better  operation. 

5  The  saving  or  wasting  of  one-fourth' of  the  coal  consumption 
of  any  industrial  plant,  depends  entirely  upon  the  efficiency  of  its 
operating  management.  Let  me  emphasize  that  this  fraction  of 
the  consumption  relates  exclusively  to  the  boiler  plants,  i.e.,  the  pro- 
duction of  steam;  and  does  not  include  the  large  economies  possible 
in  connection  with  its  distribution  and  use. 

6  For  well-known  reasons  the  boiler  plant  offers  the  more  lucra- 
tive field  for  producing  economies,  and  these  with  a  minimum  of 
alteration  in  physical  equipment. 

7  Under  present  conditipns  a  plant  which  carelessly  operates 
at  an  efficiency  of  40  to  50  per  cent,  receives  from  the  Government 
the  same  consideration  in  the  dehvery  of  coal  as  the  one  whose 
efficiency  is  70  to  75  per  cent.    This  obviously  is  imfair  and  wasteful. 

8  The  Government  hands  over,  say,  200,000  tons  of  coal  a  year 
to  a  plant  owner,  but  asks  for  no  accounting  as  regards  its  consump- 
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tion,  nor  any  questions  as  to  the  amount  of  steam  it  is  made  to  pro- 
duce. There  is  nevertheless  an  equivalent  amoimt  of  steam  this 
fuel  is  capable  of  generating  and  it  can  and  should  be  made  to  pro- 
duce that  quantity. 

9  If  people  threw  away  food  products  as  hundreds  of  plants 
are  Uterally  throwing  away  fuel,  the  waste  would  receive  attention 
and  public  condemnation.  Wasting  coal  makes  food  more  expen- 
sive and  more  difficult  to  obtain. 

10  There  is  no  doubt  that  very  important  economies  in  the  use 
of  food  have  already  been  effected  by  the  educational  campaign 
with  which  we  are  familiar.  These  economies  are  largely  the  result 
of  educating  the  ultimate  consmner.  The  requisite  propaganda 
does  not  attempt  to  teach  the  intricacies  of  food  chemistry  or  the 
complex  action  of  the  gastric  juices.  It  spreads  practical  informa- 
tion concerning  the  efficient  use  of  foods  and  their  respective  values 
and  methods  of  preparation  in  such  simple  and  convincing  manner 
as  to  be  understood  and  practiced  by  the  women  all  over  the  United 
States.    It  places  this  information  where  it  will  be  applied. 

11  The  object  of  this  paper  is  to  opfen  a  discussion  which,  it  is 
hoped,  will  ultimately  lead  to  the  formulation  of  definite  recommen- 
dations of  means  for  the  reduction  of  the  present  great  preventable 
waste*  of  fuel  in  our  industries;  to  direct  such  means  principally 
toward  the  elimination  of  that  portion  of  the  present  waste  which  is 
due  to  faulty,  careless  and  uninformed  operation  of  plants;  to 
forward  these  recommendations  to  the  proper  governmental  author- 
ities as  an  official  communication  of  this  Society,  and  to  offer  to  the 
Government  the  services  of  the  Society  for  the  organization,  further- 
ing, and  as  far  as  possible  the  execution  of  the  plan  which  may  as  a 
consequence  be  adopted. 

CONSERVATION  METHODS 

12  In  general,  there  are,  I  think,  two  plans  of  operation  worthy 
at  least  of  consideration.  The  one  might  be  termed  the  autocratic 
method.  This  would  involve  the  use  of  authority  to  compel  coal 
consumers  to  execute  such  measures  of  economy  as  the  proper  author- 
ities might  prescribe  for  any  given  case,  limits  to  be  set  as  to  expense 
to  the  user.  Such  limits  might  be  in  terms  of  a  percentage  of  his 
present  yearly  coal  bill.  Alterations  should  be  directed  chiefly,  s^ 
previously  implied,  to  purely  operating  improvements.  Many 
objections  would  probably  be  made  by  consumers  against  this  plan, 
but  once  in  effect  the  majority  would  no  doubt  realize  its  pecuniary 
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advantage  to  themselves.    But  its  tendency  may  be  too  strongly 
opposed  to  democratic  principles. 

13  The  other  plan  would  be  largely  an  educational  one,  in 
which  patriotism  and  efficiency  would  furnish  the  motive  forces 
required. 

14  The  teaching  must  be  accomplished  with  the  utmost  sim- 
pUcity  and  directness.  Above  all  it  must  be  in  such  form  as  to  be 
readily  comprehended  and  appUed.  This  is  a  big  task,  but  with  the 
technical  and  executive  ability  represented  in  this  Society,  these 
things  may  be  accompUshed. 

16  The  requisite  information  must  reach  the  owners  and  man- 
agers of  industries,  and  there  must  be  simple  instruction  sheets  for 
the  engineers  and  firemen.  The  vital  importance  of  daily  accurate 
records  of  coal  and  water  must  be  taught  and  information  given 
regarding  practical  appUances  for  automatic  measurements  of  both. 

16  Blank  fOTms  might  be  sent  in  advance  to  plant  owners  in 
order  to  be  advised  by  them,  first,  whether  they  would  be  willing  to 
codperate  with  a  governmental  organization  offering  to  assist  them 
in  reducing  their  coal  consumption,  and  second,  to  obtain  such 
data  as  to  size,  type,  equipment,  operation  and  fuel  consumption 
of  the  plants  as  would  enable  a  classification  which  would  permit 
a  government  board  of  experts  to  send  such  instructions  as*  would 
include  the  information  needed  for  any  one  class  of  plants. 

17  This  work  would  b^  very  greatly  aided  by  a  staff  of  experts 
ready  to  visit  plants  when  so  requested  by  owners,  and  make  inves- 
tigations and  recommendations  and  keep  in  touch  with  the  progress 
of  economies.  Included  in  such  a  staff  must  be  men  intimately 
familiar  with  practical  operating  economies,  whose  duties  would  be 
the  delivering  of  lectures  or  talks  which  should  be  planned  so  as  to 
reach  directly  not  only  managers  and  owners  of  the  industries,  but 
also  the  chief  engineers  and  firemen  of  the  boiler  plants.  This 
feature  of  the  plan,  by  itself,  would  undoubtedly  result  in  great  good. 

18  The  U.  S.  Bureau  of  Mines  has  for  a  number  of  years  engaged 
in  obtaining  and  disseminating  scientific  information  regarding  the 
mining  and  consumption  of  coal,  and  the  results  of  the  work  have 
been  of  great  value  to  technical  engineers  who  are  able  to  use  and 
apply  it.  It  is  evident  that  we  now  require  an  extension  of  the  idea 
of  education,  but  in  such  form  as  directly  to  affect  the  men  who  run 
the  boiler  plants  of  our  country,  for  in  their  hands  is  the  saving  or 
wasting  of  one-fourth  of  the  fuel  which  they  consume. 

19  Six  hundred  miUion  tons  of  coal  were  mined  in  the  United 
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States  last  year.  It  is  predicted  that  700,000,000  tons  will  be  mined 
this  year,  and  next  year's  production  will  likely  be  still  greater.  Of 
this  quantity  approximately  67  per  cent,  or  469,000,000  tons,  will  be 
burned  for  steam-making  purposes  on  land,  assuming  the  same  per- 
centage consumption  for  steam  production  as  existed  in  the  year 
1915.     (See  Table  3,  Items  5  and  6.) 

20  The  saving  or  wasting  of  one-quarter  of  this  coal,  that  is,  over 
117,000,000  tons,  depends  upon  the  efficiency  with  which  we  operate 
our  boiler  furnaces.  If  we  actually  saved  by  proper  methods  only 
50,000,000  tons  per  year,  this  economy  would  result  in  freeing  for 
other  important  service  the  use  of  1,000,000  fifty-ton  freight  cars  per 
year.  The  significance  of  such  an  economy  may  be  realized  when  it 
is  stated  that  the  number  of  cars  thus  released  for  other  service  would 
be  equivalent  to  15  per  cent  more  than  the  combined  yearly  coal- 
carrying  capacity  of  the  Baltimore  &  Ohio  and  Southern  Railway 
systems;  approximately  equal  to  that  of  the  Pennsylvania  Railroad 
system  on  lines  east  of  Pittsburgh,  or  If  times  the  number  of  coal 
cars  hauled  by  the  Norfolk  &  Western.  (See  Table  4.)  The  direct 
saving  to  our  industries  would  be  $250,000,000  worth  of  coal  per 
year,  if  figured  at  $5  per  ton. 

21  This  saving  would  be  (j^aaaoaa  =  )  10-65  per  cent  of  the 

coal  now  burned  for  steam  production.  It  is  impossible  to  state  the 
present  average  efficiency  of  boilers  and  furnaces,  but  I  have  per- 
sonally spent  sixteen  years  of  concentrated  study  in  the  investigation 
and  improvement  of  steam  and  fuel  conditions  in  factory  power 
plants,  and  I  have  never  visited  a  plant  of  this  class  where  a  saving  in 
coal  of  at  least  10  to  12  per  cent  could  not  easily  be  made.  The 
poorer  the  conditions  found  the  easier  it  is  to  make  an  attractive 
saving  in  fuel. 

22  Table  5  shows  to  what  point  the  efficiency  of  a  plant  must  be 
raised  to  obtain  the  ^ving  of  10.65  per  cent  upon  which  these  econo- 
mies are  based.  The  poorly  run  boilers  would  of  course  be  susceptible 
to  the  greatest  improvements.  Hundreds  of  boiler  plants  operate 
at  no  greater  than  58.07  per  cent  efficiency  and  it  is  a  comparatively 
simple  matter  to  bring  them  up  to  an  efficiency  of  70  per  cent  or 
higher.  The  latter  would  result  in  a  saving  of  over  17  per  cent  of  the 
coal.  Thus  the  large  improvement  possible  in  the  less  efficient  plants 
would  tend  to  balance  or  more  than  balance  the  smaller  economies 
to  be  obtained  in  those  which  are  better  operated.  In  short,  it  is  my 
opinion  that  the  average  saving  of  10. 65  per  cent  (corresponding  to 
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1,000,000  fifty-ton  carloads  per  year)  is  a  conservative  estimate  of 
what  can  be  accomplished  by  a  well-directed  and  properly  organized 
movement  in  the  direction  I  have  proposed. 

TABLE  1    TOTAL  COAL  PRODUCTION,  BITUMINOUS.  LIGNITE  ANDANTmuCITE. 

YEAR  1915 


• 

Net  tons 

Par  cent 

443.462.500 
76.900.431 

85  2 

2  Anthracite 

14  8 

3  Total 

520,868.040 

100  0 

TABLE  2    PERCENTAGE  DISTRIBUTION  OP  BITUMINOUS  COAL  AND  LIGNITE 
PRODUCED  IN  THE  UNITED  STATES  AND  IMPORTED  IN  1915,  BY  USES 


Par  cent 


1  RaUroadfual 

2  Steamship  bunker  fuel— Tidewater. . 

3  Steamship  bunker  fuel  —  Great  Lakes 

4  Manufacture  of  beehive  coke 

5  Manufacture  of  by-product  coke 

6  Manufacture  of  ooal  gas 

7  Domestic  and  small  steam  trade. 

8  Industrial  steam  trade 

9  Exported 

10  Steam  and  heat  at  mines 

11  Special  uses 

12  Total  bituminous  and  lignite 


28.0 
2.0 
0.3 
9.3 
4.3 
1.0 
16.0 
33  0 
4  0 
2.0 
0  1 


100.0 


Note.  —  Imports  were  only  a  little  over  one-tenth  of  one  per  cent  and  are  therefore  neglected. 

No  information  is  available  for  complete  classification  of  the  distribution  of 
the  anthracite,  but  it  is  Estimated  in  the  report  on  Coal  in  1915*  from  which 
Tables  1  and  2  are  made,  that  50,000,000  net  tons  of  anthracite  were  used  in  1915 
*for  "heating  households,  apartment  houses,  hotels,  and  office,  school  and  other 
buildings."  This  leaves  about  27,000,000  net  tons  or  35  per  cent  for  industrial 
uses,  principally  steam  making.  If  we  eliminate  households  we  may  assume  that 
25,000,000  tons  of  the  50,000,000  tons  are  used  for  making  steam,  so  that  of  the 
total  77,000,000  tons  of  anthracite  we  may  say  that  52,000,000  tons,  or  67.5  per 
cent,  are  used  for  steam  production. 

23  If  we  do  not  limit  our  field'  of  action  to  coal  used  merely  for 
steam  generation,  but  extend  it  to  include  a  consideration  of  the 
economy  with  which  the  steam  itself  is  utiUzed  and  appUed,  there 
is  no  doubt  in  my  mind  that  the  above-predicted  saving  could  be 

>  Coal  in  1915,  by  C.  B.  Lesher,  published  by  the  U.  S.  Geological  Surrey;  Part  A  on  production, 
Part  B  on  distribution. 
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TABLE  3    GOAL  USED  ON  LAND  FOR  STEAM  PRODUCTION  IN  PERCENTAGE 
OF  TOTAL  PRODUCTION 


Perneot 


BiTUMINOUt: 

1  Raihoadt,  item  1,  Table  2 

2  Domestic  and  steam  trade.  aMume  only  one-quarter  of  item  7,  Table  2 

3  Induetrial  iteam  trade,  item  8.  Table  2 

4  Steam  and  beat  at  minei.  item  10,  Table  2 

5  Total  bitumioouf 

ANTUuoira: 

OTo 


28.0 
4.0 
33.0 
J.O 
67  0 

07.5 


Hence  it  may  be  assumed  that  67  per  cent  of  all  the  ooal  produced  is  used  for 
making  steam  on  land. 

TABLE  4    COAL  CARRIED  BY  RAILROADS  DURING  THE  CALENDAR  YEAR  1010 


Railroad 


Tons 


Equivalent 
50-ton  carloads 


1  Baltimore  ft  Ohio,  exclusive  of  their  fuel  coal . . 

2  Pennsylvania  Lines  east  of  Pittsburgh,  exclu- 

sive of  non-revenue  shipments 


Anthracite  . 
Bituminous. 


Total. 


3  Norfolk  ft  Western,  total  revenue  shipments 

4  Southern  Railway  System,  12  months  ending  June  30, 1910.  ex- 

clusive of  that  used  for  own  purposes 


.  I       38.015,581 

10,715.145 
.         43.044.900 

.  I       «U700,051 
30.653,755 1 


9,810,190 


673.000 


1.075.000 
600.904« 

196.000 


1  Net  tons. 


*  Cars  actually  used  from  report,  which  would  be  51  tons  average  per  car. 


To  save  10.7  per  cent  of  the  coal  consumption  necessitates  the  raising  of  any 
combined  efficiency  of  boiler  and  furnace  from  that  shown  under  Old  Efficiency 
in  Table  5  to  tHe  corresponding  value  under  New  Efficiency  in  the  same  table. 


TABLE  5    INCREASES  IN  COMBINED  EFFICIENCIES  OF  BOILER  AND  FURNACE 
NECESSARY  TO  EFFECT  A  10.7  PER  CENT  SAVING  IN  COAL 


Old  efficiency,  per  cent 

New  efficiency, 
percent 

Old  efficiency,  per  cent 

New  efficiency, 
percent 

44.67 
49.14 
5360 
58.07 

50 
55 
60 
65 

62.54 
67  00 
71.47 

70 
75 
80 

i 

Saving  of  coal  with  same  output  of  steam 

New  Efficiency  -  Old  Efficiency 
New  Efficiency 


and 
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Increase  of  steam  production  for  same  coal 

New  Efficiency  -  Old  EflSciency 
"  Old  Efficiency 

doubled,  so  that  we  might  save  2,000,000  fifty-ton  carloads  of  coal 
a  year.  There  is,  for  instance,  widespread  ignorance  to  a  surprising 
degree  in  regard  to  the  value  of  exhaust  steam  in  heating  and  process 
work.  The  coal-consuming  public  should  be  taught  that  a  heating 
system  which  requires  100  boiler  horsepower  may  insert  a  steam 
engine  between  boiler  and  heating  main  and  obtain  nearly  100 
mechanic£^l  or  electrical  horsepower  in  addition  to  the  required  heat- 
ing for  about  the  same  consumption  of  fuel.  No  account  has  thus 
far  been  taken  of  other  primary  uses  of  coal  such  as  coke  production, 
which  consumes  about  14  per  cent  of  the  output  of  our  mines  (Table 
2,  items  4  and  5),  and  coal-gas  manufacture,  domestic  purposes  and 
miscellaneous.  Additional  economies  could  undoubtedly  be  effected 
in  these  appUcations. 

24  There  are  of  course  certain  uses  for  which  coal  is  consumed 
which  are  not  primarily  or  essentially  productive  in  their  nature. 
A  consideration  of  these  should  be  included  as  a  phase  of  the  work  of 
conservation  of  the. fuel  for  the  more  serviceable  applications. 

25  Our  steam  plants  are  under  the  immediate  management  of 
chief  operating  engineers.  The  examination  requirements  for  licenses 
in  this  profession  call  for  practically  no  knowledge  of  steam  and  fuel 
economics.  These  examinations  deal  chiefly  with  matters  of  safety, 
repair  and  maintenance  of  equipment  and  neglect  almost  entirely  the 
subject  of  coal  economy.  This  is  a  very  serious  defect  in  our  present 
system  and  is  directly  responsible  for  a  large  preventable  waste  of  fuel. 

26  The  mining  and  distribution  of  our  coal  supply,  the  regulation 
of  prices  and  the  adjustment  of  financial  and  labor  problems  have 
already  been  placed  under  oflScial  administrative  attention.  But  no 
parallel  measures  have  been  adopted  looking  toward  reduction  of 
waste  in  connection  with  the  utilization  of  this  coal.  We  are  now 
threatened  with  a  serious  coal  shortage  due  chiefly  to  the  present 
overstrained  carrying  capacity  of  our  railway  systems.  A  large 
preventable  and  needless  waste  of  coal  exists  at  the  points  of  its  con- 
sumption. We  may  save  from  one  to  two  miUion  carloads  of  coal 
annually  if  we  will  apply  to  the  problem  the  executive  and  technical 
abiUty  which  is  available  in  this  Society.  The  economies  developed 
by  this  saving  would  be  far-reaching  in  many  directions  and  their 
need  is  urgent  if  not  vital. 
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27  The  work  involved  in  a  general  program  such  as  I  have  vety 
briefly  suggested  will  undoubtedly  be  undertaken.  Its  success  or 
failure  will  depend  chiefly  upon  the  kind  of  men  who  may  be  selected 
for  its  planning  and  execution.  This  Society  is  exceptionally  well- 
equipped  with  trained  engineers  and  executives  specifically  suited  to 
the  requirements  of  this  task.  As  a  Society  we  have  already  contrib- 
^uted  importantly  to  the  welfare  of  the  public.  May  we  not  add  this 
service  for  the  benefit  of  our  country  and  humanity? 

DISCUSSION 

Walter  N.  Polakov  (written).  Of  the  author's  two  plans  the 
first  one  is  so  unfortunately  worded  as  to  create  prejudice  against  it. 
It  reads,  "...  the  use  of  authority  to  compel  coal  consumers  to 
execute  such  measures  of  economy  as  the  proper  authority  might 
prescribe  in  any  given  case."  The  plan  really  means  the  aboUtion 
of  privilege  to  waste  fuel  in  ineflSciently  conducted  plants,  by  giving 
priority  in  coal  deUveries  to  those  who  prove  that  they  do  not  use  it 
efficiently. 

This  priority  can  be  determined  by: 

1  Rating  by  experts  (nominated  by  the  national  engineering 
societies  and  supported  by  public  opinion  and  the  Government)  of 
plants  in  the  indispensable  industries  which  are  entitled,  because  of 
coal-saving  methods  in  use,  to  priority  in  coal  supply. 

2  Receiving  of  applications  by  a  special  service  bureau  of  The 
American  Society  of  Mechanical  Engineers  from  the  low-rated 
plants  for  assigning  the  expert  help. 

3  Serving  the  needs  of  such  inefficient  plants  by  offering  serv- 
ices of  recognized  experts  in  power-plant  management  for  direction 
of  the  work. 

4  Organizing  a  staff  of  steam,  electrical  and  combustion  engineers, 
whose  members  will  be  assigned  to  carry  out  the  work  in  the  plants 
of  the  applicants  under  the  direction  and  supervision  of  experts. 

5  Charging  for  such  services  an  adequate  compensation  to  cover 
the  expenses  involved  (salaries,  traveling  and  office)  but  no  profit. 

Mr.  Myers's  second  plan,  "an  educational  one,  in  which  patriot- 
ism and  efficiency  would  furnish  the  motive  forces  required,"  in  my 
opinion  is  doomed  to  failure  for  the  following  reasons: 

a  Teaching  efficiency  by  a  correspondence-school  method  will 
accompUsh  Uttle  good,  is  incompatible  with  the  professional  dignity 
of  this  Society  and  lacks  the  personal  touch. 
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6  Endless  variety  of  equipment,  grades  of  fuel  available,  per- 
sonality of  men,  nature  of  load,  climatic  conditions,  etc.,  make  the 
preparation  of  ''simple  instruction  sheets  for  engineers  and  firemen'' 
impossible,  and  if  these  are  made  they  are  so  general  as  to  be  use- 


c  No  instructions  of  real  value  could  be  given  unless  examina^- 
tion  of  the  plant  were  made. 

d  Keeping  records,  logs,  etc.,  necessitates  instrument  equip- 
ment and  measuring  devices.  All  of  this  is  good  only  when  the  data 
are  used  and  interpreted  by  a  trained  man  and  this  is  done  contin- 
uaUy.  Too  many  plants  have  no  instruments  at  all;  most  of  those 
that  have,  keep  them  as  ornaments  due  to  the  lack  of  proper  organ- 
ization. 

6  If  the  regular  employees  have  failed  to  secure  high  efficiency 
it  is  not  because  of  the  lack  of  "circularized  education"  but  chiefly 
on  account  of  (1)  lack  of  time  to  carry  out  investigations  and  tests, 
all  the  time  being  absorbed  by  routine  duties;  (2)  absence  of  instru- 
ments, facilities  or  encouragement;  (3)  lack  of  experience  in  this 
highly  speciaUzed  line  of  research  work. 

/  The  education  should  begin  with  the  owners  and  managers,  not 
with  the  firemen. 

g  The  very  principle  of  "teaching"  and  "instructions"  given  to 
manufacturers  and  plant  owners  by  the  Society  is  undemocratic  and 
un-American.  They  do  not  want  or  need  to  get  something  for 
nothing.  Producing  for  the  country  but  not  without  profit,  they 
prefer  to  pay  for  what  they  get  if  the  benefit  is  commensiirate  with 
the  expense. 

h  "Educational"  talks  and  circulars  usuaUy  degenerate  into 
debating  societies  wasting  time  needed  for  deeds. 

i  Any  half -measures  with  good  intentions  falling  short  of  accom- 
pUshing  valuable  results  are  dangerous,  as  they  chloroform  the 
public  conscience. 

To  sum  up,  the  problem  is  to  be  solved  by  groups  and  individuals 
available  through  this  Society  for  the  service  of  those  who  know 
how  more  power  can  be  gotten  out  of  a  pound  of  coal.  There  is 
no  necessity  of  compelling  plant  owners  to  improve  their  methods, 
since  in  such  a  step  Ues  their  self-preservation.  But  there  is  an 
urgent  necessity  from  the  national  standpoint  to  conserve  the  fuel 
by  preventing  its  waste  by  ignorance  or  indififerenoe.  The  valua- 
tion of  plant  methods  to  establish  ratings  for  priority  in*  coal  deliv- 
eries is  therefore  recommended. 
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Perciyal  R.  MosbS;^  in  a  written  discussion,  pointed  out  that 
an  improvement  in  efficiency  could  be  obtained  by  cooperation 
between  central  stations  and  private  power  plants,  which,  he  be- 
Ueved,  would  effect  a  saving  of  fuel  greatly  in  excess  of  that  pro- 
curable by  improvement  of  the  private  plants. 

Under  this  plan  the  private  plants  would  be  shut  down  during 
Ught-load  periods  (say  10  p.m.  to  6  a.m.)  in  the  heating  season  and 
also  from  May  1  to  November  1,  obtaining  their  current  for  lighting 
and  power  from  the  central  station.  During  the  season  when  steam 
is  required  for  heating,  it  is  manifest  that  the  private  plant  utilizing 
practicaUy  all  of  the  available  heat  in  the  steam  is  much  more 
efficient  from  the  community  standpoint  than  the  highly  developed 
central  station  which  wastes  86  to  90  per  cent  of  the  energy  in  the 
steam  in  the  condenser  water. 

To  obtain  maximum  results  the  private  plant  should  be  en- 
couraged to  supply  steam  for  heating  purposes  to  its  neighbors  and 
to  supply  all  the  electricity  it  is  capable  of  supplying  up  to  the  limit 
of  the  amount  of  steam  it  can  utilize  as  low-pressure  steam.  Such 
plants  would  in  effect  become  steam  sub-stations  of  the  public 
utility  company. 

All  that  would  be  required  to  effect  the  great  economy  obtainable 
through  this  plan  would  be  a  suitable  central-station  rate  for  off-peak 
current.  The  advantage  to  the  community  would  be  that  from  three 
to  four  times  as  many  kilowatt-hours  would  be  obtained  per  ton  of 
coal  burned  as  compared  with  present  op)erations. 

Emmett  B.  Carter  wrote  that  he  agreed  with  Mr.  Myers's  idea 
of  a  campaign  of  education  among  the  firemen,  but  thought  that  we 
should  feel  some  hesitancy  in  recommending  the  establishment  of  a 
bureau  of  such  magnitude  as  would  be  required  to  carry  on  the 
work  proposed,  because  we  lack  the  men.  The  bureau  will  mean  a 
very  large  force  of  men,  valuable  technical  men,  who  can  ill  be  spared 
now  from  other  important  work. 

It  is  this  same  lack  of  intelligent  men  which  is  causing  the  waste 
of  so  much  of  our  coal  in  the  first  place.  Almost  one-half  of  the  coal 
being  consumed  for  steam  is  used  by  the  railroads,  and  the  great 
problem  confronting  the  railroads  now  is  not  how  to  bum  the  coal 
economically,  but  how  to  get  the  men  to  bum  the  coal  at  all. 

C.  R.  Weymouth  (written).    In  my  opinion  the  possible  saving 
in  coal  consmnption  due  to  increased  boiler  efficiency  will  be  mate- 
»  366  Fifth  Avenue,  New  York. 


Digitized  by  VjOOQIC 


690  PREVBNTABLE  WA8TB  OF  COAL  IN   UNITED  STATES 

riaUy  less  than  stated  by  Mr.  Myers.  The  biggest  coal  users  of 
today  are  the  mammoth  public-utility  companies,  who  have  already 
been  compelled  to  employ  the  best  brains  available  and  boiler-room 
efficiency  engineers  as  well  to  maintain  their  economy  of  power  pro- 
duction at  a  maximum,  and  it  is  inconceivable  to  me  that  they  can 
save  10  per  cent  in  their  fuel  consumption,  or  even  half  of  that 
amount.  There  are  no  doubt  many  smaller  users  of  power  where 
the  yearly  bill  is  such  that  they  are  not  warranted  in  employing  an 
efficiency  engineer,  and  in  these  plants  a  saving  would  be  possible 
if  expert  services  were  available. 

I  suggest  the  formation  of  a  committee  of  engineers  representing 
the  various  classes  of  coal  users,  and  familiar  with  this  subject,  to 
make  a  preliminary  canvass  of  the  situation  from  the  data  available, 
including  census  reports.  The  findings  of  this  committee  would 
indicate  the  extent  to  which  this  subject  should  be  further  investi- 
gated and  recommendations  made  to  the  Federal  Fuel  Adminis- 
trator. This  investigation  should  also  cover  the  question  of  avail- 
ability of  engineers  and  fuel  experts  to  give  instructions  as  to  the 
better  firing  methods,  should  it  be  found  that  a' large  fuel  saving  is 
possible.  My  observations  indicate  that  nearly  all  mechanical 
engineers  are  busy  in  some  department  or  other  in  connec- 
tion with  the  war,  or  vital  industries,  and  that  comparatively 
few  men  will  be  available  to  carry  on  a  fuel-saving  campaign, 
even  should  it  be  found  that  such  a  campaign  might  give  beneficial 
results. 

Whether  the  committee's  findings  indicate  that  a  large  fuel 
saving  could  be  made,  aU  engineers  will  agree  that  a  campaign  of 
some  character  should  be  made  to  reduce  the  waste  of  coal.  Mr. 
Myers's  suggestion  that  instructions  be  issued  to  firemen  in  simple 
language  is  a  very  timely  one.  We  have  had  textbooks  and  technical 
papers  almost  without  limit  prepared  for  the  benefit  of  technically 
trained  men;  but  there  has  never  been,  to  my  knowledge,  a  suitable 
primer  giving  the  elementary  principles  of  combustion  and  the 
essential  knowledge  for  a  fireman.  The  preparation  of  such  a  primer 
could  be  well  undertaken  by  the  committee  proposed,  and  it  could 
be  given  wide  circulation  with  surely  beneficial  results. 

Any  attempt  to  curtail  the  coal  supply  as  a  means  of  compul- 
sory increase  in  boiler  efficiency  would,  to  my  mind,  lead  to  a  chaotic 
condition.  Whatever  is  done  must  be  done  voluntarily,  at  least 
initially.  Variations  in  load  factor,  rate  of  demand,  etc.,  compli- 
cations of  red  tape,  are  such  that  any  limitation  of  the  quantity  of 
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coal  supplied  a  given  user  would  likely  give  rise  to  regrettable  com- 
plications and  curtailment  of  necessary  output. 

While  there  are  minor  improvements  in  boiler  plants  which  can 
be  made  at  this  time,  it  must  be  borne  in  mind  that  the  present-day 
trend  in  increased  economy  of  fuel  calls  for  higher  steam  pressures, 
higher  degrees  of  superheat,  larger  prime  movers,  centralized  gen- 
erating stations  —  things  which,  if  now  generally  put  into  eflfect, 
would  immediately  tax  certain  manufacturing  facilities  which  should 
be  left  undisturbed  for  the  production  of  the  war's  necessities. 

A.  F.  Graves*  wrote  giving  brief  particulars  of  what  his  com- 
pany had  done  in  increasing  the  economy  of  a  boiler  plant  already 
high. 

An  instrument  board  was  installed  in  the  boiler  room,  with  water- 
and  steam-flow  meters,  temperature  recorders  and  draft  gages.  With 
this  means  of  studying  all  conditions,  series  of  tests  were  run  on  the 
boilers  for  the  purpose  of  finding  the  most  efficient  operating  condi- 
tions at  all  loads,  and  printed  instructions  issued  to  the  firemen  so 
that  they  could  alwa3rs  maintain  these  conditions.  In  this  way  a 
saving  of  about  12  per  cent  of  the  coal  had  been  made,  and  possibly 
some  ammunition  factory  was  using  that  very  coal  to  make  the 
rifles  that  would  help  to  put  our  boys  "over  the  top.*' 

It  seemed  only  fair  to  rate  a  plant  for  its  wastefulness  as  well  as 
its  economy,  and  the  plant  which  could  bum  the  coal  most  efficiently 
should  have  priority  in  coal  deliveries. 

R.  K.  GooDLATTE  ^  wrote  that  he  believed  great  good  would  be 
accomplished  if  the  Society,  backed  by  the  Fuel  Administration 
Board,  would  inaugurate  an  active  campaign  toward  the  end  of 
preventing  waste  of  coal  in  industrial  plants. 

He  suggested  publishing  posters  giving  simple  instructions  for 
hand  and  stoker  firing,  cleaning  of  fires,  watching  scale  prevention, 
coal  weighing,  water  measuring,  etc.  These  instructions  could  be 
made  vital  and  forceful  by  periodical  visits  by  practical  men  with 
authority  to  enforce  them,  if  necessary,  under  threat  of  coal-supply 
regulation. 

E.  P.  Roberts  (written).  I  would  suggest  that  more  attention 
be  paid  to  saving  fuel  used  for  heating  by  "sensible  heating,"  which 
is  heating  that  satisfies  the  senses  rather  than  the  thermometer, 

*  Strathmore  Paper  Co.,  Mittineague,  Mass. 

•  T.  R.  Groodlatte  A  Sons,  Delawanna,  N.  J. . 


Digitized  by  VjOOQIC 


692  PREVENTABLE  WASTE   OF  COAL  IN   UNITED  STATES 

that  is,  the  dry-bulb  reading.  The  drier  the  air,  the  cooler  the 
person,  due  to  evaporation;  therefore  the  thermometer  is  not  an 
indicator  of  the  body  temperature.  Sensible  heating  provides  de- 
sirable humidity  and  the  result  is  greater  comfort  and  health,  less 
depreciation  of  furniture,  and  less  fuel. 

Lessening  the  smoke  requires  a  careful  study  of  all  conditions 
affecting  combustion  and  therefore  results  in  fuel  economy.  In 
addition  to  the  direct  saving  there  is  the  even  greater  saving  result- 
ing from  lessening  the  damage  done  by  the  soot.  The  direct  damage 
done  by  soot  from  bituminous  coal,  per  ton,  is  not  less  than  from 
one  to  two  dollars. 

Recent  literature  relative  to  saving  coal  has  had  frequent  refer- 
ence to  the  fact  that  the  bituminous  coal  fmnished  in  1917  ran 
higher  in  ash  than  previously,  resulting  in  a  greater  number  of  cars 
being  required  to  transport  a  given  number  of  heat  imits,  and  in 
lessened  value  of  the  coal  —  due  to  the  fact  that  the  obtainable 
fuel  efficiency  decreases  more  rapidly  than  the  ash  percentage  in- 
creases. This  fact  is  important,  but  there  is  another  fact,  or  three 
interrelated  facts,  that  are  of  even  greater  importance,  at  least  in 
some  sections  where  bituminous  (not  semi-bituminous)  coal  has 
been  used  for  many  years  and  certain  types  of  stokers,  are  in  very 
general  use.  In  many  of  these  plants  the  fuel  efficiency  has  been 
reduced  from  10  to  20  per  cent  or  more,  because  (1)  the  coal  re- 
ceived has  not  been  suitable  to  use  in  the  type  of  stoker  employed; 
(2)  the  setting  of  the  boiler  and  stoker  was  not  suitable;  and  (3)  the 
desired  rate  of  combustion  (lb.  per  sq.  ft.  per  min.)  was  too  great  for 
the  coal.  The  fusing  point  of  the  ash  was  too  low,  the  clinker  formed 
could  not  be  taken  care  of,  and  the  repairs  as  well  as  the  operating 
labor  have  been  very  high. 

Albert  A.  Gary  (written).  The  author's  statement  that  "the 
saving  or  wasting  of  one-fourth  of  the  coal  consumption  of  any 
industrial  plant  depends  entirely  upon  the  efficiency  of  its  operating 
management,"  seems  to  be  the  text  upon  which  the  balance  of  his 
paper  is  founded. 

In  order  to  secure  the  desired  conservation  of  fuels  in  such 
plants  Mr.  Myers  advises  the  services  of  the  expert  in  operat- 
ing management,  by  compulsion  or  otherwise;  he  suggests  what 
Mr.  Polakov  has  aptly  termed  a  correspondence-school  course, 
which,  in  the  Ught  of  our  experience,  is  not  a  wholly  worthy 
suggestion. 
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The  expert  in  operating  management  —  provided  he  is  properly 
qualified  and  thoroughly  understands  his  business,  including  the 
proper  handling  of  the  fuel  used  —  can  imdoubtedly  secure  very 
desirable  fuel  savings;  but  his  efficiency  depends  very  largely  upon 
the  codperation  he  receives  from  the  plant  owners  and  their  em- 
ployees, as  well  as  their  willingness  to  equip  their  plant  with  all  the 
needed  apparatus  and  to  maintain  and  use  them  continuously  after 
the  expert  concludes  his  work. 

Aside  from  the  training  of  a  boiler-room  force  by  such  experts, 
there  ^ure  other  matters  which  cannot  be  relegated  to  a  second  place 
of  importance  in  considering  the  requirements  for  reducing  the  waste 
of  fuel. 

Proper  furnace  design  and  construction,  adapted  to  the  use  of  the 
particular  kind  of  quaUty  of  fuel  used,  furnish  unquestionably  the  very 
keynote  of  the  whole  question  of  fuel  conservation.  By  the  term 
''  furnace  design  "  in  a  boiler  equipment  is  included  not  only  the  fur- 
nace with  its  equipment,  but  also  the  entire  boiler  setting,  flue  and 
draft-producing  equipment. 

Let  us  concentrate  with  greater  earnestness  upon  the  design 
and  construction  of  our  furnaces.  Let  us  study  our  available  re- 
fractories for  furnace  Unings  with  greater  care,  as  well  as  the  high- 
temperature  cements,  the  mortar  used,  and  the  red  bricks  used  to 
enclose  our  settings. 

After  equipping  our  plant  with  proper  furnace  settings  which  are 
adapted  to  produce  the  highest  possible  efficiency  with  the  particular 
fuel  available,  our  expert  in  operating  management  can  come  into  the 
plant  and  do  his  most  efficient  work  by  instructing  the  men  how  to 
operate  the  furnaces  in  the  most  efficient  manner.  He  can  train 
them  in  the  use  of  the  instruments  required  to  keep  the  plant  con- 
stantly in  its*  highest  operating  condition,  and  there  are  many  other 
needed  duties  requiring  his  attention  to  produce  the  most  economi- 
cal and  requisite  results  which  will  reduce  the  amount  of  fuel  and 
labor  required. 

Turning  now  to  the  personal  factor  which  enters  so  strongly  into 
our  fuel-economy  problem:  In  our  larger  central  power  stations 
the  men  who  handle  the  coal  and  operate  the  boilers  have  been  well 
trained,  and  they  generally  know  that  they  mtist  obey  instructions 
or  lose  their  jobs.  In  the  smaller  plants  we  find  a  wide  variety  of 
firemen,  some  of  whom  are  splendid  fellows,  who  are  anxious  to 
learn  and  who  take  a  pride  in  their  work;  while  others  strongly 
resent  the  intrusion  of  an  outsider  to  show  them  how  to  operate 
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their  plant  more  economically.  This  latter  class  is  responsible  for 
the  largest  wastes  of  fuel  occurring  in  steam  plants. 

Many  of  these  men  are  certainly  not  fitted  for  the  position  of  fire- 
men, and,  unfortunately,  many  employers  seem  to  think  that  the 
only  qualifications  needed  are  that  they  be  strong,  husky  men  who 
can  stand  up  before  a  hot  fire  and  shovel  in  a  lot  of  coal  every  time 
the  furnace  door  is  opened,  and  then  pull  out  the  ash  and  clinkers 
from  the  grates  or  ashpit  once  a  day. 

In  order  to  stop  our  enormous  coal  wastes  in  industrial  and  other 
plants,  these  so-called  firemen  are  the  first  men  we  should  get  under 
control,  and,  after  giving  this  matter  considerable  thought,  I  have 
reached  the  conclusion  that  there  is  one  way  in  which  this  can  be  done 
practically. 

To  meet  the  present  emergency,  I  propose  that  the  War  Coal 
Board  take  the  necessary  measures  to  bring  all  the  firemen  in  this 
country  under  their  control  by  requiring  each  of  them  to  take  out  and 
hold  a  United  States  Ucense. 

The  applicants  for  these  Ucenses  must  show  some  qualifications 
which  would  entitle  them  to  hold  such  privileges,  but  it  is  doubtful 
whether  it  would  be  possible,  at  the  beginning,  to  have  all  of  these 
applicants  examined  before  qualified  examination  boards. 

Future  applicants  should  be  required  to  pass  an  examination  be- 
fore such  boards,  and  qualify  in  a  satisfactory  manner  before  receiving 
their  licenses. 

By  this  means  a  better  class  of  men  will  graduaUy  displace  the 
many  fuel-wasting  incompetents  who  are  now  disgracing  the  fire- 
men's trade. 

This  process  would  thus  tend  to  weed  out  the  incompetent  men 
who  are  keeping  good,  deserving  and  competent  firemen  out  of  jobs 
which  belong  to  them,  and  thus,  eventually,  the  status  of  the  firemen 
would  be  raised,  and  their  better  fuel-saving  work  would  merit  them 
a  higher  rate  of  wages,  which  the  owner  could  well  afiford  to  pay  out 
of  such  savings  effected  in  his  steam  plant. 

On  the  other  hand,  the  stubborn,  unpatriotic,  penny-wise  and 
pound-foolish  owners  of  cpal-buming  plants  where  glaringly  wasteful 
conditions  exist  —  who  refuse  to  spend  a  cent  to  better  their  condi- 
tions and  "do  their  bit"  in  the  conservation  of  fuel  in  this  time  of 
need  —  will  meet  with  a  rude  awakening,  and  they  will  learn  a  lesson 
which  will  ultimately  result  greatly  to  their  advantage  and  save  them 
many  dollars  which  would  otherwise  be  hurled  up  their  chimneys. 

This  proposed  method  is  now  but  a  war  measure,  but  after  the  war 


Digitized  by  VjOOQIC 


DISCUSSION  695 

it  is  bound  to  result  in  a  great  benefit  to  the  owners  of  coal-burning 
plants  and  to  the  country  at  large. 

Lewis  S.  Maxfibld  (written).  While  the  remedies  suggested  by 
the  author  are  worthy  of  careful  consideration,  I  beUeve  that  it  would 
be  more  logical  to  seek  for  a  suitable  substitute  for  our  high-grade 
coals  than  to  try  to  curtail  their  use  at  this  time.  With  the  present 
high  cost  of  labor  and  materials  few  power  plants  are  in  a  position  to 
undertake  extensive  improvements  which  would  render  them  more 
efficient  in  the  use  of  fuel.  One  such  substitute,  which  has  never  re- 
ceived in  this  country  the  attention  which  its  importance  entitles  it 
to,  is  peat. 

We  have  extensive  peat  bogs  the  amount  of  combustible  matter  in 
which,  it  has  been  estimated,  exceeds  that  in  all  our  known  coal  de- 
posits. Peat  is  being  used  in  Europe  extensively  as  a  fuel  and  several 
large  industrial  plants  report  satisfactory  operation  with  same. 

The  great  obstacle  te  the  use  of  peat  on  a  large  commercial  scale 
has  alwa3rs  been  the  difficulty  of  dewatering  the  raw  material,  as  peat 
in  its  natural  state  contains  between  86  and  90  per  cent  of  water.  A 
part  of  this  water  may  be  abstracted  by  artificial  heat  or  by  air  drying, 
but  as  it  requires  almost  as  much  artificial  heat  for  dr3dng,  as  the  re- 
sulting peat  will  generate  when  burned,  we  are  therefore  limited  to 
air  drying.  The  moisture  content  of  raw  peat  can  be  lowered  by  air 
drying  to  between  30  and  35  per  cent,  and  if  a  source  of  waste  heat  is 
available  it  can  be  lowered  to  about  15  per  cent. 

One  other  objection  to  the  use  of  peat  is  that  its  preparation  for 
use  as  fuel  is  confined  to  the  summer  months,  thereby  making  neces- 
.  sary  the  storage  of  sufficient  fuel  to  meet  aU  demands  during  the 
winter.  Notwithstanding  that  there  is  a  certain  factor  of  uncer- 
tainty attached  to  air  drying  due  to  weather  conditions,  it  is  possible  to 
obtain  with  a  good  drying  field  a  minimum  yield  of  500  tons  per  acre. 

The  most  successful  method  of  utiUzing  peat  at  present  seems  to 
be  in  the  gas  producer,  which  will  handle  peat  with  a  moisture  content 
of  30  to  35  per  cent,  this  being  obtainable  with  air  drying.  The 
Canadian  Government  has  completed  some  experiments  which  prove 
that  peat  containing  30  per  cent  moisture,  when  used  in  a  gas  pro- 
ducer, will  produce  for  every  pound  of  peat  fired  from  49  to  53  cu.  ft. 
of  gas  with  a  calorific  value  (calculated  on  a  moisture-free  basis)  when 
leaving  the  producer  of  from  6030  to  6310  B.t.u.  This  will  indicate 
some  of  the  possibilities  of  this  fuel  and  shows  what  can  be  expected 
from  it  in  practice. 
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I  would  suggest  that  the  Government  perfect  the  use  of  our  peat 
deposits  and  deliver  this  fuel  to  the  industries  with  instructions  as  to 
its  proper  use,  instead  of  tr3dng  to  make  our  industries  do  with  less 
of  the  very  first  element  of  their  existence.  I  have  indicated  some  of 
the  difficulties  to  be  met  in  the  use  of  peat  and  as  its  use  extends  other 
problems  will  come  up,  but  they  will  be  solved  as  have  been  those 
incident  to  the  use  of  coal. 

John  E.  Muhlpeld  (written).  It  seems  to  me  that  the  auto- 
cratic and  educational  plans  of  procedure  outlined  in  the  paper  are 
not  in  themselves  sufficient  for  the  consumers  of  coal  to  use  as  a  basis 
for  authorizing  the  capital  expenditures  that  will,  in  the  majority  of 
cases,  have  to  be  made  in  order  to  produce  the  desired  results  and 
thereby  secure  an  adequate  financial  return  on  the  investment  to  be 
made. 

Furthermore,  particular  stress  should  be  laid  on  the  fact  that  the 
more  effective  use  of  fuel  should  and  can  be  made  to  bring  about  im- 
proved conditions  in  plant  operation  and  labor,  as  well  as  conserva- 
tion in  fuel  and  financial  returns. 

Each  power  plant  is  in  itself  an  individual  engineering  problem, 
and  blanket  instructions  and  advices  cannot  be  of  the  greatest  value. 

There  is  no  lack  of  patriotism  among  the  coal  users  and  the  engi- 
neers of  this  country,  and  I  doubt  if  any  of  them  are  ''selling  the 
United  States  short,"  but  localized  engineering  improvements  and 
supervision  along  practical  lines  for  the  purpose  of  modernizing  plant 
equipment,  and  its  maintenance  and  operation,  are  essential  for  the 
greatest  accomplishment. 

The  scope  of  the  procedure  for  the  conservation  of  coal,  steam- 
railway  f  aciUties  and  labor  could  be  materiaUy  broadened  by  including 

a  The  utilization  of  existing  by-products  of  mining  operations 
that  are  useful  for  steam-generating  purposes,  but  which  are  now 
being  wasted. 

6  The  development  and  use  of  vast  deposits  of  sub-bituminous 
coals  and  Ugnites  lying  adjacent  to  steam-railway  lines. 

The  fact  that  one  of  our  aUies,  Brazil,  has  recently,  through  the 
efforts  of  its  government  engineers,  made  possible  the  effective  and 
economical  use  of  its  native  coal,  which  has  heretofore  been  deemed 
practically  worthless,  and  thereby  diminished  its  dependence  upon 
imported  coal  for  railway  operation  and  industrial  development,  is 
worthy  of  our  serious  consideration. 

The  amount  of  useful  coal  now  being  wasted  through  existing 
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methods  of  mining  is  great  enough  to  more  than  offset  the  present 
shortage,  and  the  reclamation  and  utilization  of  this  by-product,  for 
which  labor,  material  and  plant  for  mining  have  already  been  em- 
ployed, in  conjunction  with  the  development  of  new  sources  of  coal 
and  lignite  supply  tributary  to  the  points  of  consimiption,  are  of 
paramount  importance. 

B.  G.  Elliott  (written).  In  the  work  of  the  Extension  Division 
of  the  University  of  Wisconsin  we  have  endeavored  to  reach  the  fire- 
men and  engineers  in  power  plants  by  means  of  lectures,  demonstra- 
tions, and  class-study  groups. 

The  firemen  and  engineers  are  organized  in  a  class  group  and  are 
met  each  week  by  a  traveling  instructor  who  lectures  and  demon- 
strates to  them  on  the  various  problems  connected  with  the  economi- 
cal combustion  of  fuel.  The  class  groups  usually  meet  for  a  period  of 
eight  to  ten  weeks.  At  the  end  of  the  class  and  lecture  work,  the 
members  of  the  class  are  usually  gotten  together  for  a  boiler  test  con- 
ducted according  to  the  best  modem  practice.  This  test  is  held  at 
one  of  the  plants  of  the  community,  the  apparatus  and  recording 
devices  being  sent  from  the  University.  The  men  are  required  to 
work  up  the  test  on  specially  prepared  forms. 

When  there  has  not  been  a  <lemand  for  an  extended  class  coiu*se, 
the  subject  is  presented  by  means  of  an  individual  lecture  and  demon- 
stration on  coal,  its  composition  and  combustion.  The  manufac- 
turers and  the  business  men,  as  well  as  the  firemen,  are  invited  to 
attend  this  lecture,  which  has  proved  to  be  a  very  effective  method  of 
bringing  the  problem  before  a  group  of  men  who  are  interested  more 
from  a  financial  than  from  a  technical  point  of  view. 

Michael  M.  Podolsky  ^  submitted  a  written  discussion  in  which 
he  proposed  a  cooperative  plan  for  solving  the  fuel  problem,  the 
plan  to  be  under  the  control  and  supervision  of  the  Gk)vemment,  but 
to  be  under  the  management  of  specialists  nominated  by  the  Society 
in  conjunction  with  the  mining,  electrical  and  chemical  engineers. 

The  main  feature  of  his  plan  was  the  organization  by  the  fuel 
consumers  of  a  national  society  for  fuel  saving,  the  work  of  which 
would  be  carried  on  by  each  member  contributing  annually  on  the 
basis  of,  say,  5  to  7  cents  per  ton  of  coal  consumed. 

The  functions  of  this  society  would  be  mainly  to  disseminate  in- 
formation regarding  fuel  saving,  to  provide  help  to  the  Fuel  Adminis- 

i  Standard  Steel  Works  Co.,  Bumham,  Pa. 
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trator,  to  recommend  to  the  Govermnent  steps  for  relieving  and  pre- 
venting fuel  shortage,  to  investigate  and  report  upon  new  methods 
for  saving  coal,  to  establish  special  schools  for  firemen,  to  hold  ex- 
hibitions and  give  prizes  for  best  inventions  and  to  aid  inventors  of 
fuel-saving  devices. 

The  work  of  such  a  society  would  be  under  the  direction  of  a  coimcil 
and  would  be  carried  out  under  its  direction  by  a  manager  and  staff. 

Mr.  Podolsky  was  of  the  opinion  that  only  by  the  fullest  coopera- 
tion between  the  Government,  the  coal  consmners  and  the  engineers 
on  the  widest  scale  could  the  fuel  problem  be  solved.  Notwithstand- 
ing the  meager  development  of  the  cooperative  idea  in  this  country, 
the  A.S.M.E.  could  institute  such  a  method  as  described  with  the 
greatest  practical  results.  He  suggested  the  appointment  of  a  com- 
mittee to  consider  the  plans  presented  in  the  paper  and  discussions 
and  draw  up  a  war  plan,  perhaps  in  collaboration  with  the  Federal 
Fuel  Administrator. 

William  L.  Cathcart  (written).  The  Umted  States  is  now  the 
leading  coal-producing  country.  Two-thirds  of  our  total  production 
is  burned  for  steam  making,  with  an  approximate  waste  —  as  Mr. 
Myers  very  conservatively  estimates  —  of  10  per  cent,  through  lack 
of  efficiency  in  the  operation  of  boiler  furnaces.  For  the  preven- 
tion of  this  huge  waste,  this  colossal  drain  on  the  war  energy  of 
our  alliefe  and  ourselves,  our  Government  officials  may  rightfully  look 
to  the  membership  of  this  Society  for  information  and  suggestions 
leading  to  a  definite  remedial  plan. 

It  should  be  noted,  too,  that  the  economies  produced  from  the 
execution  of  such  a  program  would  be  permanent,  lasting  after  the  war, 
an  enforced  lesson  in  the  value  of  fuel  economy. 

Our  trouble  is  not  unwillingness.  It  is  simply  indifference  as  to 
the  value  of  fuel  economy.  And,  so  far  as  the  adoption  of  proper 
remedial  measures  is  Qoncerned  —  although  specifically  the  user  will 
profit  —  it  is  now  broadly  a  question  of  patriotism,  and  the  managers 
of  our  industiial  plants  will  scarcely  be  lacking  in  that. 

However,  there  might  readily  be  a  fair  number  of  cases  in  which 
it  would  be  difficult  to  secure  compliance  with  a  mere  official  request 
to  adopt  methods  of  fuel  economy.  Further,  the  education  of  fire- 
men alone  scarcely  seems  to  be  a  practicable  solution.  The  pressure 
on  those  firemen  for  that  education  should  come  from  the  owners  and 
managers  of  their  plants.  This  sort  of  efficiency  grows  best  from  the 
top  down,  not  from  the  bottom  up. 
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In  the  relatively  few- cases  in  which  it  might  be  necessary  to  bring 
pressure  on  owners  or  managers,  Mr.  Myers's  comment  suggests  the 
necessary  "big  stick."  Let  the  Government  allow  them  only  a 
quarterly  or  yearly  amount  of  coal  which  will  produce,  when  burned 
with  full  economy,  the  number  of  pounds  of  steam  they  require  nor- 
mally. If  they  choose  to  waste  their  allowance,  let  them  shut  down 
until  they  get  their  next  allowance.  The  rigid  control  which  the 
Government  is  now  exercising,  through  the  Federal  Trade  Commis- 
sion, on  the  newsprint  industry  should  be  a  lesson  to  such  possible  re- 
calcitrants.   These  are  war  times,  not  the  lax  days  of  peace. 

L.  P.  Breckenridqe,  Chairman  of  the  Committee  of  Consulting 
Engineers  on  Coal  Conservation  and  Publicity  cooperating  with  the 
Bureau  of  Mines  and  the  Federal  Fuel  Administrator,  said  that  the 
ideas  presented  in  the  paper  and  discussions  were  excellent,  but  the 
question  was  whether  they  were  immediately  available.  We  must  save 
coal  and  save  it  quickly,  and  those  with  suggestions  should  send  them 
to  Mr.  O.  P.  Hood,  at  the  U.  S.  Bureau  of  Mines,  or  to  himself. 

He  said  that  Dr.  Garfield,  U.  S.  Fuel  Administrator,  was  now  pre- 
paring material  to  send  out  broadcast  emphasizing  the  very  great 
necessity  of  saving  coal.  Engineers  should  co5perate  in  this  cam- 
paign, preferably  through  the  representative  of  the  Fuel  Administra- 
tor in  each  state. 

As  an  example  of  what  could  be  done  in  this  connection,  the  en- 
gineers of  the  Experiment  Station  of  the  University  of  Illinois  had 
sent  out  valuable  material  regarding  the  use  of  the  coal  consumed 
largely  in  Illinois.  The  Fuel  Administrator  of  Illinois  should  have 
the  assistance  of  these  men.  The  engineers  in  Connecticut,  Virginia, 
Pennsylvania,  and  other  states  should  similarly  cooperate  with  the 
fuel  administrators  of  these  states,  and  much  good  would  result. 

Wherever  engineering  societies  exist,  some  plan  should  be  started, 
with  the  slogan  "help  save  coal."  Get  in  touch  with  the  state  or  the 
city  fuel  administrator  and  offer  aid.  Get  Government  bulletins 
from  the  Bureau  of  Mines  and  distribute  them  at  a  lecture  to  "  owners, 
managers  and  firemen."  Help  the  local  papers  select  facts  and  help 
them  avoid  "fiction."  The  important  thing  is  to  get  sound  directions 
to  the  fellow  who  is  handling  the  shovel  both  in  the  home  and  in  the 
factory. 

Norman  G.  Reinickbr  agreed  with  all  that  had  been  said  about 
operation,  but  considered  that  the  biggest  gain  was  not  in  operation 
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but  in  design.  Given  a  plant  and  the  conditions  to  operate  under, 
the  results  were  probably  85  per  cent  due  to  design  and  15  per  cent  to 
operation.  He  thought  it  was  unfortunate  that  we  should  have 
reached  the  stage  of  having  to  save  coal  now,  when  we  might  have 
saved  it  a  long  time  ago  when  plants  were  originally  built,  or  as  they 
were  remodeled,  by  putting  in  the  proper  apparatus. 

In  designing  or  remodeling  a  plant  we  should  take  into  oiu*  con- 
fidence the  manufactiu'ers  of  the  apparatus.  They  could  give  very 
valuable  suggestions. 

Improvement  in  designing  did  not  refer  alone  to  coal  saving,  but 
also  to  labor  saving.  If,  for  instance,  we  could  build  an  ashpit  that 
would  hold  24  hours'  ashes  instead  of  holding  only  one  dump  and  re- 
quiring a  man  to  be  on  duty  during  the  whole  of  the  24  hours  to 
handle  the  ashes,  we  could  save  considerable  labor. 

Even  at  the  present  time  we  could  make  our  biggest  saving,  pos- 
sibly, by  changing  the  apparatus  —  scrapping  some  of  the  old  stuff. 
It  was  a  bad  time  to  do  it,  of  coiu'se,  because  the  manufacturers  were 
loaded  down  with  other  orders,  but  we  should  try  to  slip  in  some  of 
these  orders  for  new  apparatus  from  time  to  time. 

Waldbon  C.  Bebklby  emphasized  the  great  opportunity  for  the 
use  of  exhaust  steam  in  process  water  heating  as  a  means  of  fuel  con- 
servation. By  putting  in  apparatus  to  properly  use  exhaust  steam 
in  heating  water  for  various  processes,  the  coal  consumption  could  be 
reduced  30  per  cent  in  many  cases,  particularly  in  the  textile  industries. 

He  noticed  in  Mr.  Myers's  paper  a  suggestion  that  the  Society 
present  some  recommendations  to  the  Government  in  regard  to  the 
way  in  which  this  fuel  problem  could  be  met,  and  he  thought  it  would 
be  very  desirable  if  the  point  about  which  he  had  just  spoken  could  be 
followed  up. 

J.  S.  Lane.  The  author's  statement  "It  is  evident  that  we  now 
require  an  extension  of  the  idea  of  education,  but  in  such  form  as 
directly  to  affect  the  men  who  run  the  boiler  plants  of  our  coun- 
try, for  in  their  hands  is  the  saving  or  wasting  of  one-fourth  of  the 
fuel  which  they  consume,"  is  made  just  as  though  these  men  had 
the  matter  all  in  their  hands;  and,  while  it  is  true  they  do  have  a 
good  deal  in  their  hands,  yet  Mr.  Gary  hit  the  nail  on  the  head  in 
wanting  the  right  furnaces  and  the  right  apparatus.  Even  though 
you  teach  the  average  fireman  the  best  ways  of  firing,  when  your 
back  is  turned  he  will  go  back  to  his  old  way. 
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Many  boiler  plants  both  small  and  large,  hand-fired  or  equipped 
with  stokers,  are  now  fitted  with  appliances  that  automaticidly  and 
continuously  maintain  balanced-draft  conditions  in  the  furnace, 
suppl3ring  just  the  right  amount  of  air  required  for  combustion, 
maintaining  a  uniform  steam  pressure,  and  allowing  the  hot  gases 
the  longest  possible  contact  with  the  heating  surfaces  of  the  boiler; 
and  a  further  elimination  of  the  human  element  can  be  effected  by 
the  use  of  a  mechanical  stoker,  automatically  controlled  by  a 
balanced-draft  regulator  so  that  the  feed  of  fuel  is  varied  in  propor- 
tion to  the  supply  of  air. 

The  author  also  speaks  of  the  railroads,  saying,  "We  are  now 
threatened  with  a  serious  coal  shortage  due  chiefly  to  the  overstrained 
canying  capacity  of  the  railroads."  It  is  believed,  however,  that 
if  the  known  methods  of  saving  fuel  are  employed,  thus  relieving 
the  railroads  from  carr3ring  some  of  it  and  leaving  the  saved  part  in 
the  ground  for  the  use  of  those  who  are  to  come  afterward  instead 
of  burning  it  all  up  now,  railroads,  coal  users,  and  the  general  public 
will  be  benefited. 

Edward  N.  Trump.  There  is  one  way  of  reaching  the  man  who 
shovels  the  coal  into  the  furnace  which  has  not  been  touched  upon. 
You  should  make  it  to  his  interest  to  save  the  coal. 

Many  of  the  old-fashioned  plants  were  satisfied  with  an  efficiency 
of  50  per  cent,  which  was  considered  a  fair  result.  I  have  found  it 
possible  to  increase  that  efficiency  to  nearly  85  per  cent,  and  a  large 
part  of  that  increase  was  made  by  making  it  to  the  interest  of  the 
men  who  do  the  work  to  produce  the  results. 

If  you  give  a  bonus  to  the  fireman  you  will  be  sure  to  have  some 
improvement  in  efficiency.  I  have  found  at  least  10  per  cent  saving 
by  paying  bonus  to  the  firemen,  sometimes  by  working  one  shift 
against  the  other.  Competition  encourages  them  to  work  harder, 
to  increase  the  saving. 

The  installing  of  such  a  plan  has  not  proved  difficult.  If  you 
have  the  necessary  instnmients  you  can  in  the  first  place  determine 
the  amount  of  carbonic  acid  in  the  waste  gases;  you  can  measure 
the  water,  take  samples  of  the  ashes  and  determine  the  amount  of 
carbon,  and  at  the  end  of  the  month  determifte  from  the  weight  of 
coal  and  the  amount  of  water  evaporated  the  efficiency  of  the  plant. 

If  you  make  the  shifts  compete  against  each  other,  and  divide  a 
portion  of  the  profit  with  the  shift  which  gets  the  best  results,  you 
will  be  surprised  at  the  saving  which  can  be  made  without  any 
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changes  whatever  in  the  plant.  You  should  save  in  many  cases  at 
least  10  per  cent  of  the  fuel. 

It  is  first  necessary  that  careful  standards  be  established  by  keep- 
ing records  for  a  considerable  period  before  the  proposition  is  broached 
to  the  men.  If  a  careful  record  is  kept  of  repairs  a  standard  rate 
per  ton  of  coal  burned  can  be  set.  In  many  cases  the  saving  as 
determined  by  the  value  of  the  coal  can  be  calculated  from  the 
efficiency,  and  this  saving  should  be  divided  into  three  parts:  one- 
third  to  be  set  aside  for  the  extra  cost  of  keeping  records  and  for 
interest  and  depreciation  on  measuring  and  recording  apparatus, 
and  the  other  two-thirds  to  be  divided  between  the  company  and 
the  men. 

Each  man's  portion  is  determined  by  ascertaining  the  percentage 
which  the  saving  bears  to  the  total  wages,  and  each  man's  earnings 
are  multiplied  by  the  percentage  thus  obtained  to  ascertain  his 
bonus.    No  bonus  is  given  if  the  standard  is  not  obtained. 

The  figures  as  to  comparative  efficiency  and  cost  of  repairs 
should  be  published  on  the  bulletin  board  in  the  boiler  plant  every 
month.  By  combining  the  efficiency  of  the  plant  with  the  cost  of 
repairs  the  tendency  to  increase  repairs  to  gain  efficiency  is  coim- 
teracted. 

It  is  necessary  to  explain  the  system  very  carefuUy  to  the  men, 
and  to  issue  instructions  which  will  help  them  to  make  a  saving 
and  thus  earn  the  bonus. 

Having  once  set  the  standard  it  should  not  be  changed  unless 
some  change  is  made  in  the  plant,  and  this  change  should  be  care- 
fuUy discussed  with  the  men  beforehand  so  that  they  will  agree  that 
the  change  is  fair. 

A  boiler  plant  with  water-tube  boilers  of  300-hp.  units  and 
with  an  equipment  of  economizers  of  half  the  surface  of  the  boilers, 
should  give  under  loads  of  100  to  120  per  cent  of  rating  an  efficiency 
of  85  per  cent,  including  boilers  and  stokers.  The  economizers 
would  give  about  7  per  cent  of  this  efficiency. 

A  boiler  plant  with  much  larger  units,  running  at  the  same 
rating,  should  give,  under  good  conditions,  an  efficiency  of  88  or 
even  up  to  90  per  cent. 

£k>WARD  A.  Uehlino  said  that  no  matter  how  correct  the  de- 
sign of  a  plant  might  be,  if  the  fireman  did  not  fire  properly  the  best 
results  would  not  be  obtained.  Combustion  was  a  chemical  phe- 
nomenon and  could  be  diagnosed  and  controlled  only  by  chemical 
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means.  This  called  for  apparatus,  and  it  should  be  of  such  a  nature 
that  the  fireman  could  tell  from  it  instantly  the  condition  of  his  fire. 
This,  in  addition  to  some  of  the  other  things  that  had  been  suggested 
diuing  the  discussion,  were  necessary  to  bring  the  maximum  efficiency. 

William  B.  Jackson.  There  is  another  phase  of  this  situation, 
namely,  that  we  are  endeavoring  to  work  out  a  plan  by  which  con- 
crete, nation-wide  propaganda  can  be  made  effective  when  taking 
into  account  many  thousands  of  power  plants  and  not  only  a  relatively 
few.  Furthermore,  we  have  an  extremely  complicated  situation  at 
the  present  day,  in  that  the  personnel  of  our  fireroom  forces  is  in  a  con- 
dition of  ferment  —  our  manufacturers  do  not  know  today  how  many 
of  the  men  who  are  in  their  plants  will  be  with  them  tomorrow;  and 
there  is  no  way  for  them  to  estimate  how  many  of  their  trained  fire- 
men, and  those  who  know  their  equipment,  will  be  with  them  two  or 
three  months  hence.  Consequently,  we  have  some  added  critical  and 
difficult  aspects  of  the  subject,  but  that  is  no  reason  why  the  Society 
should  not  do  everything  in  its  power  to  work  out  the  best  that  can- 
be  done  in  this  matter.  I  believe  that  with  effective  cooperation  we 
ought  to  be  able  to  do  everything  Mr.  Myers  has  suggested,  and 
possibly  do  a  shade  better. 

The  Author.  I  am  surprised  that  some  of  the  discui^ers  do  not 
understand  the  relation  between  equipment  and  operation  in  their 
effect  upon  efficiency.  There  is  a  mathematical  equation  which 
expresses  this  relation,  which  is  as  follows:  Efficiency  in  any  process 
is  equal  to  the  efficiency  of  the  mechanical  equipment  multipUed  by 
the  efficiency  of  the  hiunan  factor.  This  may  be  expressed :  Efficiency 
equab  E  X  H.  For  example,  in  the  matter  of  fuel  economy,  if  we 
have  a  furnace  perfectly  designed  and  adapted  for  a  specified  fuel  and 
purpose,  we  may  regard  our  equipment  as  having  an  efficiency  of  100 
per  cent,  but  if  the  man  who  operates  the  furnace  is  drunk,  the 
efficiency  of  the  operation  will  be  zero. 

Take  it  the  other  way  around,  and  suppose  we  have  a  perfect  fire- 
man but  the  grate  has  fallen  out  of  the  furnace;  our  efficiency  will 
again  be  zero.  Thus,  as  stated,  the  formula  E  X  H  tnily  expresses 
the  relation  between  equipment  and  operation  in  determining  the 
efficiency  of  any  process. 

Consequently,  we  must  of  course  endeavor  to  obtain  the  highest 
attainable  efficiency  both  of  equipment  and  of  operation  in  order  to 
realize  the  maximum  of  combined  or  ultimate  efficiency. 
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The  point  of  all  this  is  that  by  improving  the  efficiency  of  opera- 
tion alone,  the  combined  efficiency  is  susceptible  of  great  and  im- 
mediate improvement.  Without  loss  of  time  and  without  expendi- 
ture for  new  or  changed  equipment,  an  average  saving  of  10  to  20  per 
cent  of  coal  can  be  effected  in  factory  boiler  plants.  Therefore,  in  a 
fuel-saving  campaign  adequate  measures  must  be  directed  first 
toward  obtaining  the  maximum  improvement  possible  in  the  way  of 
purely  operating  economies.  Later,  the  equipment  side  of  the  propo- 
sition should  be  given  m*gent  attention. 

The  immediate  problem  before  us  is  to  develop  ways  and  means 
for  putting  into  effect  these  economies  which  I  have  shown  may  equal 
50  million  to  100  million  tons  of  coal  saved  per  year.  These  savings 
may  go  into  effect  at  once. 

I  regret  that  the  greatest  volume  of  discussion  on  my  paper  has 
been  directed  toward  technicaUties.  All  competent  engineers  who 
have  studied  the  fuel  problem  know  the  technical  side  of  the  situation, 
and  if  I  had  been  allowed  the  time  and  space  I  could  have  presented 
all  of  the  technical  information  and  suggestions  which  have  been  in- 
volved in  this  discussion.  All  good  fuel  engineers  know  these  things; 
the  bad  ones  do  not  count. 

The  present  situation  does  not  call  for  technical  discussion  but  it 
does  call  for  toays  and  means  for  putting  into  effect  the  knowledge 
which  we  now  have,  and  in  such  a  manner  as  to  save  the  50  million  to 
100  million  tons  of  coal  per  year  which  can  be  saved.  A  few  very 
interesting  suggestions  on  wa3rs  and  means  have  been  brought  for- 
ward in  the  discussion. 

Let  me  first  state  most  emphatically  that  education  will  comprise 
an  essential  feature  in  the  campaign  for  saving  coal  which  will  be 
adopted  and  successfully  prosecuted  in  this  country:  education  of 
the  owner,  education  of  the  firemen. 

Licentive  must  be  added  to  education  so  that  manufacturers  and 
owners  will  desire  to  cooperate  in  the  fuel-saving  campaign.  It  is 
probable  that  for  the  most  part  patriotism  and  efficiency  will  provide 
sufficient  incentive,  but  to  this  may  be  added  the  shutting  down  of  in- 
efficient plants  in  case  of  necessity.  It  would  not  be  fair  to  the  highly 
efficient  plants  to  cut  off  their  coal  supply  while  wasteful  plants  were 
literally  throwing  away  coal.  The  whole  question  resolves  itself  into 
that  of  ways  and  means  for  executing  the  measures  of  economy  which 
all  fuel  engineers  know  are  necessary  at  this  time.  It  is  desirable  to 
work  as  far  as  possible  through  existing  agencies  and  organizations. 
For  instance,  the  federal,  state  and  local  chambers  of  commerce  are 
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already  working  along  these  lines  to  some  extent  and  they  should  be 
encouraged  and  helped  from  headquarters  by  bulletins  on  fuel 
economy,  the  furnishing  of  lecturers,  starting  of  schools  for  firemen, 
etc.  Then  the  manufacturers'  associations  will  be  of  very  great  value. 
They  should  be  urged  to  pledge  themselves  to  a  campaign  of  fuel 
economy  in  their  respective  localities.  Ihey  should  get  together  for 
meetings  devoted  to  the  subject;  they  should  obtain  the  best  fuel 
engineers  in  their  vicinity  to  lecture  to  them;  they  should  get  the 
services  of  these  men  to  visit  their  plants  and  make  suggestions  and 
adopt  further  sensible  plans  for  saving  fuel. 

Any  plant  owner  who  failed  actively  to  install  methods  for  econo- 
mizing in  the  use  of  fuel  in  his  plant  would  be  considered  a  bad  citizen 
by  the  other  members  of  his  association  who  would  be  working  for 
governmental  interests.  This  bad  citizen  would  be  made  to  feel  the 
displeasure  of  his  neighbors  and  would  probably  take  heed  and  give 
attention  to  his  own  plant.  If  this  did  not  work,  then  the  Govern- 
ment could  compel  him  to  bring  his  plant  up  to  a  suitable  degree  of 
efficiency  or  limit  his  coal  supply. 

Mr.  Podolsky  in  his  discussion  made  a  suggestion  along  these 
general  lines  when  he  spoke  of  a  national  society  for  fuel  saving. 
The  local  manufacturers*  association  to  which  I  have  alluded,  could, 
if  found  desirable,  be  combined  to  form  such  a  national  society  or 
association.  This  constitutes  one  of  the  most  valuable  suggestions 
that  has  been  made  in  the  discussion. 

While  our  problem  relates  principally  to  fuel  saving,  labor  saving 
is  also  important.  Mr.  Reinicker  has  brought  out  this  featiu^  in  a 
Umited  way  in  his  suggestion  regarding  an  ashpit  to  hold  24  hours' 
accumulation.  Of  course  this  phase  of  the  subject  could  be  developed 
indefinitely,  but  this  is  aside  from  the  present  object.  Mr.  Reinicker, 
however,  is  wrong  in  his  statement  that  "the  results  are  probably  85 
per  cent  due  to  design  and  15  per  cenf  to  operation."  As  I  demon- 
strated in  the  first  part  of  my  discussion,  the  combined  efficiency  is 
equal  to  the  efficiency  of  the  equipment  multiplied  by  the  efficiency 
of  operation,  and  in  my  own  practice  I  have  found  that  in  most  factory 
plants  a  saving  of  10  to  25  per  cent  can  be  made  by  modification  of 
operating  methods  alone.  I  can  quote  cases  where  improvement  has 
been  as  high  as  50  per  cent.  Further  savings,  depending  upon  the 
original  design  of  the  plant,  can  be  made  by  suitable  changes  in  the 
equipment. 

Mr.  Beekley  brings  out  the  fact  that  there  is  a  large  saving  to  be 
made  by  the  utiUzation  of  exhaust  steam.    This  point  was  brought 
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out  in  my  paper  in  Par.  23.  The  actual  saving,  however,  in  case  all 
the  exhaust  from  an  ordinary  factory  engine  is  utilized  would  approxi- 
mate 90  per  cent  instead  of  the  30  per  cent  which  Mr.  Beekley  quotes. 
(See  my  paper  entitled  The  Heating  Value  of  Exhaust  Steam,  pre- 
sented at  the  annual  meeting  of  the  American  Society  of  Heating  and 
Ventilating  Engineers  in  January  1915,  in  which  I  gave  a  formula  for 
determining  the  heat  value  of  exhaust  steam  from  any  engine,  pump 
or  turbine.  In  this  paper  are  given  curves  from  which  the  heat  value 
of  exhaust  is  determined  graphically.) 

Mr.  Trump's  discussion  is  extremely  valuable  as  he  is  bringing 
out  the  new  idea  in  boiler-room  management  of  giving  the  firemen  an 
interest  in  the  coal  which  they  are  able  to  save  by  inteUigent  effort. 
The  statement  which  he  has  made  should  be  convincing  since  it  is 
based  on  actual  experience  in  his  own  large  plants.  I  have  designed 
bonus  systems  for  many  plants  in  this  country.  The  reason  that 
many  bonus  systems  have  failed  is  that  they  have  not  been  suit^  to 
the  particular  case  and  local  conditions  for  which  they  are  supposed 
to  be  designed.  But  the  bonus  system  will  be  increasingly  iised  in 
this  country  during  the  coming  years  in-  connection  with  boiler-house 
accounting  systems.  Every  plant  in  the  country  which  bums  as 
much  as  five  tons  of  coal  per  day  should  have  some  kind  of  an  account- 
ing sjrstem  to  indicate  at  least  approximately  the  efficiency  of  the 
boilers  and  furnaces.  The  best  system  is  continuous  weighing  of  coal 
and  water  by  modem  methods  supplemented  by  flue-gas  analysis. 
But  where  this  complete  system  cannot  be  installed  for  practical 
reasons,  a  flue-gas-analysis  system  can  be  and  should  be  installed. 
The  United  States  Fuel  Administration  should  endorse  this  specific 
measure  in  formulating  a  program  to  be  sent  out  through  the  Stat« 
Fuel  Administrators  to  the  industries. 

Mr.  Polakov  speaks  slightingly  of  what  he  is  pleased  to  term  "by 
correspondence-school  methods."  I  did  not  suggest  correspondence- 
school  methods  but  I  did  suggest  education  by  every  possible  means, 
both  by  personal  teaching  and  by  bulletins  and  circulars  prepared 
specifically  for  definite  purposes.  Mr.  Polakov's  method,  is  quite 
suitable  for  private  consulting  practice  such  as  his  or  mine,  and  I  fol- 
low his  thorough  methods  in  my  own  practice.  But  Mr.  Polakov  has 
evidently  not  considered  the  difference  between  a  private  practice 
and  a  national  practice.  For  instance,  were  we  to  carry  out  Mr. 
Polakov's  idea  it  would  require  four  thousand  Mr.  Polakovs  working 
eighteen  months  at  a  cost  to  the  Government  of  $36,000,000  to  make 
an  inspectipn  of  three  or  four  days  in  each  industrial  plant  in  the 
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country.  In  the  first  place,  we  have  not  got  four  thousand  Polakovs, 
neither  can  we  wait  eighteen  months,  and  $36,000,000  is  too  much  to 
pay  for  it.  His  plan  is  impracticable  when  it  comes  to  a  large-scale 
proposition. 

What  we  require  at  the  present  time  is  a  constructive  policy  and 
program  which  must  be  taken  up  by  the  United  States  Fuel  Adminis- 
tration in  a  comprehensive  manner.  The  plan  must  involve  all  the 
elements  which  I  have  suggested  and  there  is  no  doubt  but  what  such 
a  plan  will  be  formulated  and  adopted  with  large  results.  The 
60,000,000  to  100,000,000  tons  of  coal  a  year  can  be  saved  and  must 
be  saved. 
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THE  TRANSFER  OF  HEAT  BETWEEN  A 
FLOWING  GAS   AND  A   CON- 
TAINING FLUE 

By  Lawfokd  H.  Fry,  Burnham,  Pa. 
Member  of  the  Society 

The  work  on  which  the  paper  is  based  began  as  a  study  of  the  locomotive  boiler  ^ 
the  object  sought  being  a  practical  working  formula  for  determining  the  drop  of  tem- 
perature between  firebox  and  smokebox.  The  experiments  studied  covered^  however ^ 
a  wider  range  of  conditions^  and  the  final  formula  is  of  more  general  application. 
It  applies  equally  well  to  the  coding  of  products  of  combustion  from  high  temperatures ^ 
and  to  the  warming  of-  gases  at  atmospheric  temperatures.  It  can  be  used  with 
confidence  unth  fiues  of  circular  or  of  annular  section  up  to  2  in,  in  diameter  and  can 
probably  be  applied  to  larger  flues  of  irregular  section  such  as  the  gas  passages  in 
a  water-tube  boiler. 

The  general  formula  is  most  simply  expressed  as  follows:  If  a  gas  flow  x  ft. 
through  a  flue  of  which  the  mean  wall  temperature  is  tf  the  change  in  temperature  of 
gas  from  Tito  Tt  is  given  by  the  expression 

lolog  Tilt  -  Idog  Tt/t  =  Mx 
when  the  gas  is  hotter  than  the  flue,  or  by  the  expression 

Idogt/Ti  -  lolog  t/Tt  -  Mx 

when  the  flue  is  hotter  than  the  gas.  In  either  case  "^olog"  means  **the  logarithm  of 
the  logarithm"  and  M  is  a  coefficient  dependent  on  the  flue  dimensions  and  on  the 
rate  of  flow  of  gas.  The  three  temperatures  Ti,  Tf,  and  t  are  to  be  measured  from  the 
absolute  zero  in  any  scale.  If  the  gas  flow  at  the  rate  of  WW.  per  fumr^  and  if  pbe 
the  perimeter  of  the  flue  in  inches,  the  coefficient  M  has  the  form  given  by  the  equation 
logM  ^  B  -mlogW/p 

In  flues  of  irregular  section  the  perimeter  p  is  found  by  dividing  the  heat-transfer 
surface  in  contact  with  the  gas  by  the  length  of  travel  of  gas,  all  dimensions  being  in 
inches. 

The  coefficients  B  and  m  depend  on  the  mean  hydraulic  depth  of  the  flue.  For 
convenience  in  dealing  unth  flues  of  circular  section^  which  are  those  most  usually 
met  with,  the  diameter  (which  in  a  circular  flue  is  four  times  the  hydraulic  depth) 
is  used  below  instead  of  the  hydraulic  depth.    The  relation  between  the  flue  diameter 
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d  and  the  coefficients  B  and  m  is  given  by  the  lines  in  Fig,  23.     The  equations  to 
these  lines  are: 

log{B-  1.3)  =  T.71  -  (^Mlogd 

logm  =  T.36  -  0.37  log  d 

For  flues  of  sections  other  than  circular  the  value  of  d  is  found  by  multiplying 
the  mean  hydraulic  depth  by  four.  Meanlhydraulic  depth  is  equal  to  area  of  cross- 
section  divided  by  perimeter. 

The  eqiuUions  given  for  B  and  m  in  the  paper  give  accurate  results  for  flues  up  to 
2  in,  in  inside  diameter ,  but  those  shoum  above  can  be  applied  to  larger  flues. 

T^HE  transfer  of  heat  between  a  flowing  gas  and  the  wall  of  a  me- 
tallic  flue  through  which  the  gas  flows  is  one  of  the  most  impor- 
tant processes  in  mechanical  engineering,  and  as  such  has  been  the 
subject  of  much  study  by  physicists  and  by  engineers.  All  attempts, 
however,  to  bring  the  process  under  the  yoke  of  a  general  formula 
have  been  very  imperfectly  successful. 

2  The  author  now  offers  the  formula  described  below,  which 
within  a  wide  range  of  conditions  will  represent  with  all  the  accuracy 
needed  for  practical  work  the  processes  of  heat  transfer  between  a 
gas  and  a  metallic  flue  wall. 

3  The  formula  applies  equally  well  to  the  loss  of  heat  by  a  hot 
gas  in  a  cooler  flue  and  to  the  gain  of  heat  by  a  cool  gas  in  a  hotter 
flue,  and  although  it  has  been  established  by  purely  empiric  methods, 
yet  the  accuracy  with  which  it  conforms  to  the  results  obtained  by 
various  observers  using  widely  differing  experimental  methods  leads 
to  the  belief  that  it  represents  closely  the  fundamental  law  by  which 
heat  is  transferred  imder  the  conditions  considered. 

4  The  wide  range  of  the  experimental  data  on  which  the  for- 
mula is  based  is  shown  in  Table  1  and  may  be  summarized  briefly  as 
follows: 

Oases.  The  gases  experimented  with  were  products  of  com- 
bustion, lighting;  gas,  COs  and  air,  all  at  atmospheric 
pressure;  also  air  at  pressures  ranging  from  0.15  to  140  lb. 
per  sq.  in.  abs. 

Rate  of  Flow  of  Oas.  The  rates  of  flow  ranged  from  0.5  to  650 
lb.  per  hr. 

Flues.  Flues  of  annular  and  circular  cross-section  were  used, 
with  effective  diameters  ranging  from  0.5  to  2.0  in.,  and 
of  lengths  from  0.64  to  20  ft. 

Temperatures,  The  inlet  gas  temperatures  ranged  from  2340 
deg.  fahr.  with  the  products  of  combustion  being  cooled, 
to  55  deg.  fahr.  with  air  being  warmed. 
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5  In  all  of  the  experiments  throughout  this  wide  range  of  con- 
ditions the  transfer  of  heat  is  satisfactorily  represented  by  the  general 
formula  proposed  below. 

GENERAL  FORMULA  FOR  HEAT  TRANSFER 

6.  The  type  of  formula  used  is  adapted  from  that  suggested  by 
Fessenden  and  Hedrick.^  No  attempt  is  made  to  measure  the  rate 
of  heat  transfer  per  square  foot  of  heating  surface  per  degree  of  tem- 
perature difference,  but  an  expression  is  given  for  the  rise  or  fall  in 
temperature  of  a  gas  in  its  passage  along  a  flue  the  wall  of  which  is  at 
a  higher  or  a  lower  temperature  than  the  gas. 

7  If  a  gas  flows  at  the  rate  of  W  lb.  per  hour  through  a  flue  of 
which  the  hydraulic  depth  is  d/4  in.  (in  a  flue  of  circular  section  the 
diameter  corresponding  to  this  hydraulic  depth  is  d  in.),  and  if  the 
temperatiu-e  of  the  gas  be  Tx  deg.  in  any  given  section  and  T%  deg.  in 
a  section  x  ft.  distant  in  the  direction  of  the  flow,  and  if  the  mean  flue 
temperature  between  these  two  sections  be  i  deg.,  all  temperatures 
being  measured  from  the  absolute  zero  in  any  scale;  then,  if  the  gas 
temperature  be  higher  than  the  flue  temperature, 

lolog  Till  -  lolog  Ti/t  =  Mx [1] 

and  if  the  flue  temperature  be  higher  than  the  gas  temperature, 

lolog  t/Ti  -  lolog  t/Ti  =  Mx [la] 

where  Af  is  a  constant  in  any  given  case,  being  dependent  only  on  W 
the  rate  of  flow  of  the  gas,  on  p  the  perimeter  of  the  flue,  and  on  d/4 
the  hydraulic  depth  of  the  flue.*  In  the  experiments  under  considera- 
tion there  is  a  critical  rate  of  flow  at  about  5  lb.  of  gas  per  hour  in  a 
flue  0.868  in.  in  diameter.  At  all  rates  of  flow  above  this  the  coeffi- 
cient M  is  accurately  given  by  the  equations 

log  ilf  =  fi  -•  m  log  W/p [2] 

where 

B  =  l56-0.30d [3] 

and 

m  =  0.14  +  0.083  d [4] 

and  p  is  the  flue  perimeter  in  contact  with  the  gas  measured  in  inches. 
In  the  case  of  flues  of  circular  section  the  equation  can  be  simplified 

»  Trana.  Am.Soc.M.E.,  vol.  38,  p.  407. 

•  Chappell*8  very  convenient  logarithmic  notation  is  used,  by  which  "lolog* 
N"  denotes  "the  logarithm  of  the  logarithm  of  the  number  iV^"  all  logarithms 
being  to  the  base  10.     (Five  Figure  Mathematical  Tables,  by  E.  Chappell.) 
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by  omitting  the  perimeter  from  separate  consideration,  since  in  the 
circular  section  both  perimeter  and  hydraulic  depth  are  fixed  by  the 
diameter.    The  equations  can  then  be  written 

log  M  =  A  -  m  log  TF [2a] 


where 

A  =  1.58- 0.185  d 

and  m  has  the  value  given  above  in  Equation  [4]. 


[So] 
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(B  &  W  Test  1,  April  13.) 
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FiQ.  2    Loqarithm  of  Ratio  op  Gas  Temperature  to  Flub  Temperature 

(B  &  W  Tett  1.  April  13.) 

8  The  application  of  Ek]uation  [1]  is  illustrated  by  Figs.  1,  2  and 
3,  which  are  based  on  one  of  the  Babcock  and  Wilcox  experiments  in 
which  products  of  combustion  at  a  high  temperature  were  passed 
through  a  water-jacketed  flue  and  the  temperature  determined  at  a 
number  of  points  along  the  flue.  The  abscissae  in  all  three  figures  are 
distances  in  feet  from  the  furnace  end  of  the  flue.  In  Fig.  1  the  ordi- 
nates  of  the  curve  are  the  gas  temperatures  T  in  degrees  fahrenheit 
above  the  absolute  zero.  A  horizontal  line  is  also  drawn  having  as 
ordinates  the  mean  flue-wall  temperature  t. 
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9  In  Fig.  2  tfie  ordinates  are  the  logarithms  of  the  ratio  of  gas 
temperature  to  mean  flue  temperature,  log  T/t,  while  in  Fig.  3  the 
ordinates  are  the  logarithms  of  the  ordinates  in  Fig.  2,  that  is,  they 
are  the  logarithms  of  the  logarithms  of  the  temperature  ratioS;  Pog 
(log  T/t)  or  lolog  T/t],  In  Fig.  3  the  points  plotted  fall  on  a  straight 
line  and  it  is  obvious  that  if  Ti  be  the  gas  temperature  at  any  point 
and  Ti  the  gas  temperature  at  a  point  x  ft.  further  along  the  flue  the 
relation  between  the  two  temperatures  is  given  by  the  equation 

lolog  Ti/t  -  lolog  Tt/t  =  Mz [1] 

where  M  is  the  slope  of  the  line. 

10  The  purpose  of  the  present  paper  is  (1)  to  show  that  this 
relation  is  a  general  one,  and  (2)  to  show  how  M,  the  coeflScient 
measuring  the  slope  of  the  lolog  line,  is  affected  by  the  rate  of  flow  of 
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Fio.  3    LooABTiHM  or  Logarithm  or  Tsmpsraturb  Ratio 

(B  *W  Test  1.  April  130 

the  gas  and  by  the  flue  diameter.  It  should  be  noted  that  the  co- 
eflicient  M  is  dependent  not  on  the  actual  diameter  of  the  flue  but  on 
the  hydraulic  depth,  that  is,  on  the  quotient  of  the  area  divided  by 
the  perimeter.  In  the  case  of  a  flue  of  circular  cross-section  the  hy- 
draulic depth  is  one-quarter  the  diameter,  and  it  is  inamaterial  whether 
diameter  or  hydraulic  depth  be  taken  as  argument  in  establishing  the 
relationship  with  the  coefficient  M.  As  most  of  the  present  work 
concerns  circular  flues,  it  is  convenient  to  use  the  ''effective  diam- 
eter" i  in  determining  the  relation  between  flue  section  and  the  co- 
efficient M.  This  effective  diameter,  being  defined  as  foiur  times 
the  hydraulic  depth,  is  the  same  as  the  actual  diameter  in  a  flue  of 
circular  cross-section.  Examination  of  the  experimental  data  has 
led  to  the  conclusion  that  the  relation  between  the  coefficient  ilf ,  the 
rate  of  flow  of  gas  TF,  and  the  effective  flue  diameter  d,  is  that  shown 
above  in  Equations  [2],  [3]  and  [4]. 
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BXPERIMENTAL  DATA 


11  The  data  on  which  the  conclusions  stated  above  are  based 
have  been  derived  from  a  total  of  205  experiments,  the  range  of  con- 
ditions covered  by  them  being  shown  in  Table  1.  These  experiments 
fall  into  six  groups,  each  of  which  is  due  to  a  different  experimenter. 
The  Jordan^  experiments  are  among  the  most  accurate,  and  as  they 
cover  the  widest  range  of  flue  diameters,  have  played  a  considerable 
part  in  establishing  the  formulae.  They  comprise  five  series,  each  with 
a  flue  of  a  different  section.  Two  of  the  flues  were  annular  and  three 
circular  in  section,  the  effective  diameter  ranging  from  0.506  to  1.968 
in.  The  gas  used  was  air,  the  rate  of  flow  ranging  from  30  to  620  lb. 
per  hr.  and  the  inlet  temperature  from  238  to  750  deg.  fahr.  The  air 
was  passed  through  a  vertical  flue  3.28  ft.  long,  surrounded  by  coohng 
water  flowing  in  the  opposite  direction  to  the  air.  Inlet  and  outlet 
temperatiu*es  of  the  air  were  measured. 

12  The  Nuss^lt*  experiments  were  made  with  air  at  a  pressiure 
of  140  lb.  per  sq.  in.  abs.,  and  with  air,  COa  and  hghting  gas  at  at- 
mospheric pressing.  These  gases  at  atmospheric  temperatures  were 
passed  through  a  horizontal  flue  0.868  in.  in  diameter  surroimded  by 
steam  at  atmospheric  pressure,  and  the  rise  in  temperature  measured. 
The  length  of  flue  in  which  the  temperature  rise  took  place  varied 
from  0.64  to  1.96  ft.  The  rate  of  flow  of  gas  varied  from  1  to  400  lb. 
per  hr.  These  experiments  were  carried  out  with  great  care  and  are 
valuable  on  account  of  the  wide  range  of  rate  of  gas  flow,  and  because 
gases  of  various  compositions  were  used. 

13  The  Josse*  experiments,  like  those  of  Nusselt,  were  made  with 
a  horizontal  steam-jacketed  flue,  through  which  air  at  atmospheric 
temperature  was  passed  and  the  rise  in  temperature  measured. 
Pressures  of  1.5,  7.5  and  15  lb.  per  sq.  in.  were  used,  the  rate  of  flow 
ranging  from  0.5  to  71  lb.  per  hr.  The  flue  was  0.905  in.  in  diameter 
and  4.34  ft.  long. 

14  The  Babcock  and  Wilcox*  experiments  considered  here  are 
seven  in  number,  taken  at  random  from  an  elaborate  series  in  which 

»  Proc.  Inst.  M.  E.,  1909,  p.  1317. 

'  MitteiluQgen  dber  Forschungsarbeiten,  vol.  89  (1910). 

*  Zeitschrift  dee  Vereines  deutscher  Ingenieure,  1909,  p.  322. 

^  Experynents  on  the  Rate  of  Heat  Transfer  from  a  Hot  Gas  to  a  Cooler 
Metallic  Surface.  The  Babcock  &  Wilcox  Co.,  1916.  (The  data  of  one  ejcperi- 
ment  are  published  in  this  book,  while  those  for  the  other  six  used  in  this  paper 
were  furnished  to  the  author  by  the  Babcock  &  Wilcox  Co.  through  the  courtesy 
of  Mr.  Arthur  D.  Pratt.) 
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the  products  of  combustion  from  a  gas  furnace  were  passed  through  a 
water-jacketed  flue  2  in.  in  diameter  and  20  ft.  long.  The  gas  inlet 
temperatures  ranged  from  1750  to  2350  deg.  fahr.,  and  as  the  water 
jacket  was  divided  into  twenty  compartments  each  one  foot  long,  the 
drop  in  temperature  of  the  gas  along  the  flue  could  be  determined  by 
measuring  the  amoimt  of  heat  absorbed  in  each  compartment  of  the 
jacket.  The  mean  water  temperature  was  approximately  160  deg. 
fahr. 
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Fig.  4    Relation  between  CJoeppicibnt  M  and  Rate  op  Air  Flow 
{W)  FROM  Jordan's  Experiments,  Series  B 


10 

K 

na 

X 

^- 

fe 

?C^^ 

'4^^ 

^ 

^ 

g 

°nt 

^^s. 

^ 

^ 

^ 

^ 

,  ?r 

2.8 

"^ 

=^ 

B^ 

.^ 

2.7 

13 

I. 

9 

1 

.0 

2 

A 

z 

I 

2 
LO 

.3 
6V 

2 

r 

.4 

2 

S 

2 

e 

2 

.7 

2J 

FiQ.  5    Relation  between  Ck)EFFiciENT  M  and  Rate  op  Air  Flow 
(TT)  from  Jordan's  Experiments,  Series  C 

(See  note  on  Fig.  4) 

15  The  Fessenden^  experiments  were  very  similar  to  the  Babcock 
and  Wilcox,  but  in  one  series  a  flue  1.816  in.  in  diameter  and  10.95  ft. 
long,  and  in  the  other  series  a  flue  0.816  in.  in  diameter  and  10.44  ft. 
long,  was  used.  In  both  series  the  jacket  was  divided  into  ten  com- 
partments in  which  water  was  allowed  to  boil  at  atmospheric  pressure. 
Inlet  and  outlet  temperatures  were  measured,  and  the  drop  of  tem- 
perature along  the  flue  could  be  found  by  measuring  the  amount  of 
heat  given  up  to  each  compartment  of  the  jacket. 

1  University  of  Missouri  Bulletin,  vol.  17,  no.  26  (October  1916). 
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16  The  Pennsylvania  Railroad^  experiments  are  taken  from  tests 
of  locomotives  on  the  Altoona  locomotive  testing  plant.  One  boiler 
had  flues  2  in.  in  diameter  and  18.75  ft.  long,  the  other  had  flues  1.75 
in.  in  diameter  and  15  ft.  long.  The  firebox  and  smokebox  tempera- 
tures were  measured  in  each  experiment  and  the  weight  of  the  prod- 
ucts of  combustion  determined  from  the  flue-gas  analysis. 

DERIVATION  OF  FORMULiB  FROM   EXPERIMENTAL  DATA 

17  The  process  of  studying  the  validity  of  Equation  [1]  and  of 
arriving  at  the  law  expressed  by  Equations  [2],  [3]  and  ]4]  is  illustrated 
by  Figs.  4  to  13. 

18  The  first  step  was  to  calculate  from  the  figures  obtained  ex- 
perimentally the  value  of  the  coefficient  M  in  Equation  [1].  This 
having  been  done  and  the  results  tabulated,  it  became  evident  that  in 
each  series  of  experiments  made  with  the  same  diameter  of  flue  the 
values  of  M  decreased  regularly  as  the  rate  of  gas  flow  increased.  In 
the  search  for  the  law  governing  this  change  the  values  of  log  M  were 
plotted  as  ordinates  over  the  values  of  log  W  as  abscissse,  (W  =  lb.  of 
gas  pe^  hr.).  Fig.  11  showing  the  results  obtained  from  Nusselt's 
experiments  is  typical  and  is  of  interest  as  covering  the  widest  range 
of  gas-flow  rates  and  as  covering  gases  of  three  different  compositions 
and  of  widely  different  pressures.  From  this  plot  it  appears  that 
there  is  a  critical  rate  of  flow  at  about  5  lb.  of  gas  per  hr.,  IF  =  5, 
log  TF  =  0.699,  and  that  for  rates  of  flow  greater  than  this  the  rela- 
tion between  log  M  and  log  IF  is  a  well-marked  straight  line  of  the 
form  loftAf  =  A  -  mlog  TF  (Eq.  [2]). 

19  Before  examining  the  numerical  values  of  the  coefficients  in 
this  equation,  attention  will  be  directed  to  the  meaning  of  the  two 
formulae  which  have  been  set  up.  In  Fig.  12,  which  is  Fig.  1 1  redrawn 
ia  diagram  form,  AB  represents  the  lolog  of  the  temperature  ratio  at  a 
given  cross-section  of  the  flue  and  CD  the  lolog  of  the  temperature 
ratio  at  a  section  x  ft.  further  along  the  flue.  Then  the  slope  of  the 
line  AC  is  determined  by  the  value  of  the  coefficient  Af .  If  the  co- 
efficient has  a  larger  value,  say  M',  the  line  will  have  a  sharper  slope 
and  the  value  of  lolog  t/Ti  will  be  CD,  which  is  less  than  before.  This 
means  that  the  temperature  Tt  will  be  greater  than  before.  An  in- 
crease in  the  value  of  the  coe^cient  M  corresponds  to  a  more  rapid 

^  Looomotive  Tests  and  Exhibits,  The  Pennsylvania  R.  R.  System,  1905. 
Teste  of  an  E2A  Looomotive,  Locomotive  Testing  Plant  Bulletin  No.  5,  Penn- 
syhrania  R.  R.  Co.,  1910. 
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Fia.  6    Relation  between  Coepficibnt  M  and  Rate  of  Aib  Flow 
(W)  FROM  Jordan's  Experiments,  Series  D 

(See  note  on  Fi«.  4) 
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FiQ.  7    Relation  between  Coefficient  M  and  Rate  of  Air  Flow 
(W)  FROM  Jordan's  Experiments,  Series  E 

(See  note  on  Fig.  4) 


Fia.  8    Relation  between  Coefficient  M  and  Rate  of  Air  Flow 
(W)  FROM  Jordan's  Experiments,  Series  F 

(See  note  on  Fig,  4) 
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interchange  of  heat  between  flue  wall  and  gas,  and  consequently,  in 
the  case  under  consideration,  to  a  greater  increase  in  the  temperature 
of  the  gas. 
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Fig.  9    Relation  bbtwbbn  Cobfficibnt  M  and  Rate  op  Gas  Flow 

{W)   FROM  THE   BaBCOOK  AND  WiLCOX  EXPERIMENTS 
(See  note  on  Fie.  4) 
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Fig.  10    Relation  between  Coefficient  M  and  Rate  of  Flow  of 
Qas  for  Various  Fltte  Diameters 

All  lines  are  represented  by  the  equation 

log  Jf  -  1.87  -  (2.23  +  log  W)  m, 
whieh  may  be  written  log  Af  -  A  -  m  log  W,  where  A  -1.87  —  2.23  m.    This  indicates  that  all 
of  th«  lines  if  extended  will  pass  through  the  point  at  which  log  Jf  ->  1.87  and  log  TF  -  -  2.23  -  3.77. 

20  The  influence  of  the  rate  of  gas  flow  on  the  coefficient  M  in 
any  given  flue  is  well  illustrated  by  Fig.  11.  As  the  rate  of  flow  is  in- 
creased the  value  of  the  coefficient  M  decreases,  that  is  to  say,  the 
amount  of  change  in  the  temperat\u*e  of  the  gas  between  any  two 
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points  decreases.  For  example,  in  Fig.  11  the  line  drawn  through  the 
plotted  points  of  the  Nusselt  experiments  shows  the  following  values 
for  log  W  and  log  M: 

log  IF -1.0  1.605  2.00  2.70 

logAf- 1.123  1.017  2.905  2.755 

from  which  the  following  values  are  found  for  W  and  M: 
TT  -      10  32  100  500 

Af  =  0.1328  0.1040  0.08036  0.05689 

L06  W 
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FiQ.  11    Relation  between  Coefficient  M  and  Rate  of  Gas  Flow 

FROM  NuSSELT'S  EXPERIMENTS  WITH  VARIOUS  GaSBB 

21  If  an  initial  gas  temperature  of  70  deg.  fahr.  be  assumed,  the 
temperature  of  the  gas  after  passing  1  ft.  along  the  flue  which  is  main- 
tained at  212  deg.  fahr.  will  vary  as  follows: 

Rate  of  flow,  lb.  per  hr..      TT-   10  32  100  500 

Temperature,  deg.  fahr..      7]- 105.5  98.5  92.5  86.0 

Riie  in  temperature,   7t  — Ti-    35.5  28.5  22.5  10.0 

22  The  rise  in  temperature  becomes  less  and  less  as  the  rate  of 
flow  is  increased.  If  the  amoimt  of  heat  transferred  to  the  gas  is 
calculated  from  the  foregoing,  assuming  a  specific  heat  of  0.238,  the 
following  figures  are  obtained: 


Rate  of  flow,  lb.  per  hr TF  -  10 

Heat  transfer,  B.t.u.  per  hr..  0.238  TF  (7t  -  70  -  84.6 
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23    From  this  it  will  be  seen  that  when  flowing  at  the  rate  of  10 
lb.  per  hr.  the  temperature  of  the  gas  is  raised  35.5  deg.  out  of  a 


W-f^ 


Fia.  12    Diagram  Showing  Effbct  of  a  Change  in  ths  Value  of 
THE  Coefficient  M 

possible  42  d^.,  the  transfer  of  heat  being  at  the  rate  of  84.6  B.t.u. 
per  hr.,  while  if  the  rate  of  flow  is  increased  to  500  lb.  per  hr.  the  tem- 


0    ox    0.4    ae    w    i.o    1.2    j.4    l6     i.»    10    2.2   14 
DI^t1ETER(d)0FFLUE,IN 

Fig.  13    Relation  between  Flue  Diambteb  (Htdrauug  Depth) 

AND  Coefficients  A,  B  and  m  in  the  Equations  Log  M 

—  A  —  m  Loo  W  and  Log  M  ^  B  —  m  Log  W/p 

perature  rise  is  only  16  d^.,  but  the  heat  is  transferred  at  the  rate  of 
1910  B.t.u.  per  hr. 
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24  By  increasing  the  rate  of  flow  of  the  gas  the  efficiency  of  the 
heat  transfer,  that  is,  the  ratio  of  heat  transferred  to  heat  which  might 
be  transferred,  is  reduced;  but  the  eflfectiveness  of  the  transfer  sur- 
face,* that  is,  the  amount  of  heat  transferred  per.  hour  in  a  given 
length  of  flue,  is  increased  very  considerably. 

NUMERICAL   VALUES   FOR  COEFFICIENTS 

25  Returning  to  Equations  [1]  and  [2]  to  evaluate  the  coefficients. 
Figs.  4  to  14  come  under  observation.  ,  In  carrying  out  this  evalua- 
tion it  was  recognized  that  the  slope  of  the  line  expressing  the  relation 
between  log  M  and  the  rate  of  flow  of  the  gas,  that  is,  the  coefficient 
m,  is  the  same  whether  values  of  log  W  or  of  log  (W/p)  be  taken  as 
abscissflB.  The  values  of  logM  were  therefore  plotted  against  the 
values  of  log  W  as  shown.  This  having  been  done  for  the  five  Jordan 
series,  for  the  Nusselt  and  for  the  Babcock  and  Wilcox  groups  of  ex- 
periments, all  of  which  can  lay  claim  to  a  high  degree  of  accuracy,  it 
became  evident  that,  as  indicated  by  Equation  [4],  the  value  of  m 
varied  with  the  hydrauhc  depth  of  the  flue.  This  is  made  clear  by 
Fig.  10,  in  which  the  seven  series  just  referred  to  are  brought  together 
in  one  plot.  It  was  also  evident  that  the  values  of  the  coefficients  A 
or  B  were  also  functions  of  the  hydraulic  depth.  The  problem  then 
narrowed  down  to  the  selection  of  values  for  these  coefficients  which 
should  be  in  some  regular  relation  to  the  effective  flue  diameter,  and 
which  should  at  the  same  time  harmonize  with  the  individual  points 
derived  from  the  experiments. 

26  In  studying  this  problem  it  was  found  that  in  each  series  of 
experiments  the  points  plotted  in  Fig.  10  could  be  closely  represented 
by  a  group  of  straight  lines  and  all  the  lines  thus  obtained  passed 
through  the  point  (log  M  =  1.87,  log  W  =  3.87).  In  other  words, 
the  points  representing  the  relation  between  log  Af  and  log  W  for  all 
the  experiments  in  the  seven  series  now  under  consideration  lie  on  a 
series  of  straight  lines  radiating  from  the  common  point  (log  Af  = 
T.87,  log  W  =  3.77).  Having  discovered  this  property,  the  positions 
of  the  lines  shown  in  Fig.  10  were  established  by  choosing  for  each 
series  of  experiments  a  center 'point  (these  are  the  points  marked  Z  in 
Fig.  10)  and  drawing  lines  through  the  common  meeting  point  and 
through  these  center  points. 

27  Table  2  shows  in  columns  3  and  4  the  coordinates  of  the 
center  points  selected  for  each  series,  and  in  columns  5  and  6  the 
values  of  the  coefficients  A  and  m  for  each  of  the  lines  passing  through 
these  center  points  and  through  the  common  meeting  point.    To  con- 
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nect  the  coeflBicieiit  m  with  the  effective  flue  diameter  the  values  from 
colunm  6,  Table  2,  were  plotted  as  ordinates  in  Fig.  13  over  the  flue 
diameters  d  as  abscissae.  All  of  the  points  lie  fairly  close  to  a  straight 
Une,  and  for  the  coefficient  m  a  line  with  the  equation  m  =  0.14  + 
0.083  d,  or  Equation  [4],  was  chosen  as  representing  most  satisfac- 
torily the  relation  between  m  and  d.  It  will  be  understood  that  the 
choice  of  the  center  points  Z  and  the  lines  drawn  through  these  and 
the  common  meeting  point  are  merely  steps  leading  to  the  tentative 
values  of  m  which  are  plotted  in  Fig.  13.  These  lead  to  the  final 
harmonized  values  given  by  Equation  [4],  which  represents  the  line 
for  m  in  Fig.  13.  These  values  for  each  of  the  series  are  given  in 
colunm  9,  Table  2.  Smoothed  values  of  the  coefficient  A  for  the 
five  series  of  tests  with  the  flues  of  circular  section  were  found  by 
the  following  consideration:  ^  Since  all  the^Unes  in  Fig.  4  pass 
through  the  point  (logJVf  =  1.87,  logW  =  3.77),  they  can  all  be 
represented  by  the  equation 

log  AT  =  1.87  -  (log  W  -  3.77)  m [6] 

which  can  be  written 

log  M  =  1.87  -  (2.23  +  logW)m [6a] 

since  3.77  =  —  2.23,  or  by  regrouping, 

log M  =  (1.87  -  2.23 m)  -mlogW [66] 

Combining  this  with  Equation  [2],  it  follows  that 

A  =l87  -2.23  m [6] 

and  giving  m  the  value  found  above  in  Equation  [4],  Equation  [6]  be- 
comes 

A  =  1.56  -  0.185  d [3] 

The  line  having  this  equation  and  the  tentative  values  of  A  from 
colunm  5,  Table  2,  are  plotted  in  Fig.  13.  To  find  the  relation  be- 
tween B  and  d  as  expressed  in  Equation  [3],  Equations  [2]  and  [2a] 
are  compared.    From  Equation  [2]  it  follows  that 

log  ilf  =  5  +  m  log  p  —  m  log  TV 

and  comparing  this  with  Equation  [2a],  it  follows  that 

5  =  A  —  m  log  p 

from  this  relation  and  knowing  the  perimeters  of  the  various  flues, 
tentative  values  of  B  were  computed  from  the  tentative  values  of  A 
in  column  5,  Table  2.    The  results  are  shown  in  column  7  of  Table  2 
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and  are  plotted  in  Fig.  13.    The  straight  line  drawn  through  these  to 
give  the  smoothed  values  is  represented  by 

B  =  1.56 -0.30  d 
which  is  Equation  [2]  ^ 

28  This  completes  the  account  of  the  development  of  the  formu- 
la proposed.  It  now  remains  to  consider  their  application  to  other 
independent  experiments  and  to  consider  critically  some  portion  of 
the  work  described  above. 
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Fia.  14    Relation  bbtwebn  Cobpficibnt  M  and  Rate  of  Gas  Flow 

(TT)   FBOM  JoSSE'S  ExPERDfENTS 
(line  JT-JC  derived  from  the  general  formul* 
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FiQ.  15    Relation  between  Coefficibnt  M  and  Rate  of  Gas  Flow 
(TF)  FROM  Fessenden's  Experiments,  Series  I 

(Line  K~K  derived  from  the  general  formula) 


APPLICATION  OF  THE   FORMULA  TO   OTHER  EXPERIMENTS 

29  In  addition  to  those  from  the  seven  series  of  experiments 
considered  above,  experimental  data  from  five  other  series  are  avail- 
able for  comparison.  These  are  the  two  series  by  Fessenden,  one  by 
Josse,  and  two  series  of  the  Pennsylvania  Railroad  locomotive  tests. 

'  It  must  be  noted  that  Equations  [2]  and  [2a]  do  not  represent  two  phases  of 
the  same  law  but  are  alternative  methods  of  approximating  to  the  experimental 
data,  of  which  [2]  can  be  applied  to  circular  and  annular  flues,  and  |2a]  to  circular 
flues  only. 
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For  these  experiments  values  of  M  were  calculated  as  before  and  the 
values  of  log  M  plotted  against  log  W  in  Figs.  14  to  17.  In  these 
figures  the  points  are  rather  more  scattered  than  in  those  previously 
considered,  and  the  straight-line  relation  "between  log  M  apd  log  W 
is  not  so  clearly  marked.    This  is  probably  due  to  a  somewhat  lower 
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Fig.  16    Relation  bbtwebn  Coefficient  M  and  Rate  op  Gas  Flow 
(If)  FROM  Fessbndbn's  ExPBBiMEinrs,  SeriesIII 

(Line  K-'K  derived  from  the  fenenl  formult) 


2f  25 

Fia.  17    Relation  between  Coefficient  M  and  Rate  of  Gas  Flow 
PROM  Pennsylvania  Railroad  Locomotive  Tests 

(line  JT-JT  derived  from  the  generml  formul*) 


degree  of  accuracy  in  the  experimentSi  and  it  was  for  this  reason  that 
these  series  were  used  for  checking  rather  than  for  establishing  the 
formulsB.  The  values  of  the  coefficients  A  and  m  as  determined  by 
Equations  [3]  and  [4]  for  the  respective  flue  diameters  are  given  for  all 
twelve  series  of  experiments  in  columns  7  and  8  of  Table  2.     The 
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lines  corresponding  to  these  coefficients  are  drawn  in  in  the  various 
figures  and  marked  K-K. 

30  In  the  Josse  experiments,  Fig.  14,  the  values  of  M  given  by 
the  line  K-K  derived  from  Equations  [2],  [3]  and  [4]  are  slightly  higher 
than  those  calculated  from  the  experiments.  The  deviation  of  the 
line  from  the  points  is  hardly  greater  than  the  discrepancies  between 
the  individual  points.  In  view  of  the  fact  that  no  very  elaborate 
precautions  were  taken  to  prevent  errors  in  these  experiments,  it  is 
quite  probable  that  the  formula  represents  the  actual  conditions  at 
least  as  closely  as  do  the  figures  derived  from  the  experimental  data. 
This  series  is  also  interesting,  as  it  confirms  the  indication  given  by 
the  Nusselt  experiments  of  a  critical  gas  speed  at  about  5  lb.  per  hr., 
log  W  =  0.699. 

31  In  the  Fessenden  experiments  the  points  in  Series  I,  Fig.  15, 
are  very  smoothly  grouped  and  could  hardly  be  better  represented 
than  they  are  by  the  line  K-K  given  by  the  formula.  In  Series  II, 
Fig.  16,  the  agreement  between  the  calculated  line  K-K  and  the 
experimentally  derived  points  is  apparently  not  so  close,  but  in  this 
case  the  experimental  conditions  were  such  as  to  give  a  comparatively 
large  variation  in  the  coefficient  M  for  a  small  variation  in  the  heat 
absorption.  In  Fig.  16,  for  a  rate  of  gas  flow  of  19.7  lb.  of  gas  per  hr., 
that  is,  log  W  =  1.295,  the  value  of  log  M  from  the  formuUe  as  shown 
by  the  line  K-K  is  1.15,  while  the  experimental  points  show  log  M  = 
1.05.  The  experimental  conditions  corresponding  to  this  rate  of  flow 
of  gas  show  a  temperature  drop  from  2003  deg.  fahr.  to  281  deg.  fahr. 
in  a  flue  10.44  ft.  long.  The  use  of  the  calculated  value  of  the  co- 
efficient M  would  change  the  outlet  temperature  from  281  to  238  deg. 
fahr.,  making  the  temperature  drop  1765  instead  of  1722  deg.  This 
only  means  a  difference  of  2.5  per  cent  in  the  amount  of  heat  absorbed 
from  the  gas,  which  is  within  the  range  of  errors  of  observation  in 
these  experiments.  There  is  therefore  no  real  conflict  between  the 
experimental  data  and  the  formulse  proposed. 

32  The  Pennsylvania  Railroad  locomotive  tests,  Fig.  17,  show 
remarkably  close  agreement  between  the  points  derived  from  the  ex- 
periments and  the  lines  K-K  given  by  the  formute.  A  noticeable 
feature  in  this  figure  is  the  difference  shown  by  the  experiments  in  the 
values  of  the  coefficient  M  in  the  two  series  of  tests.  The  boiler-flue 
diameter  was  1}  in.  in  Series  900  and  2  in.  in  Series  600,  and  the  differ- 
ence between  the  values  found  by  experiment  for  M  in  the  two  series 
corresponds  exactly  to  the  difference  as  calculated  from  the  formute 
for  the  two  different  flue  diameters. 
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CONCLUSIONS 

33  The  fonnulfiB  derived  from  the  seven  series  of  Jordan,  Nusselt, 
and  Babcock  and  Wilcox  experiments  are  closely  confirmed  as  to 
accm-acy  of  results  by  the  five  series  of  Fessenden,  Josse,  and  Penn- 
sylvania Railroad  experiments. 

A  DIAGRAMMATIC  METHOD  OF  CONSIDERING  THE 
PROCESS  OF  HEAT  TRANSFER 

34  Mechanism  of  Heat  Transfer.  The  following  discussion  is 
offered  as  a  means  of  obtaining  a  general  mental  pictm^  of  the  com- 
plicated processes  involved  in  the  transfer  of  heat  between  gas  and 
wall.  The  discussion  concerns  itself  throughout  with  the  action  of  a 
hot  gas  in  a  cooler  flue,  but  with  the  necessary  reversal  of  terms  it 
could  be  applied  to  a  cool  gas  and  a  warmer  flue. 
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FiQ.  18    Effect  on  Temperature  Drop  of  Changinq  Vslocttt  of 

Gab  (a)  by  Changing  Weight  of  Gab,  and  (6)  bt 

Changing  Diameter  of  Flue 

35  First  con^der  the  effect  shown  by  the  f ormute  to  follow  from 
an  increase  in  the  rate  of  flow  of  gas,  as  in  Fig.  18.  Two  flues  are 
shown,  one  2  in.  and  the  other  1  in.  in  diameter.  They  are  assumed 
to  be  10  ft.  long,  with  a  waU  temperature  of  380  deg.  fahr.,  and  to  both 
air  is  supplied  at  an  inlet  temperature  of  1000  deg.  fahr.  If  the  rate 
of  flow  in  the  2-in.  flue  be  200  lb.  per  hour  the  outlet  temperature  will 
be  644  deg.  fahr.,  58  per  cent  of  the  absorbable  heat  being  taken  up. 
An  increase  in  the  rate  of  flow  to  800  lb.  per  hour,  quadrupling  the 
linear  speed  of  the  gas,  increases  the  outlet  temperature  to  730  deg. 
fahr.,  reducing  the  eflSciency  of  absorption  to  45  per  cent.  Owing, 
however,  to  the  larger  amount  of  air  passing  in  the  same  time,  the 
effectiveness  of  the  flue,  that  is,  the  heat  absorbed  per  square  foot  per 
hour,  is  increased  about  3.3  times.  In  the  1-in.  flue  carr3dng  200  lb. 
of  air  per  hour  the  linear  speed  of  the  gas  is  four  times  that  first  con- 
sidered, but  the  outlet  temperature  is  470  deg.  fahr.,  the  eflBciency  of 
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absorption  being  87  per  cent.  Although  the  absorbing  surface  is 
only  half  that  of  the  2-in.  flue,  the  heat  absorbed  is  nearly  60  per  cent 
more  for  the  same  weight  of  gas.  It  is  found  that  the  heat  absorbed 
per  hour  per  square  foot  of  surface  in  the  three  cases  is,  for  the  2-in. 
flue  3700  B.t.u.  for  200  lb.  per  hr.  and  11,000  B.t.u.  for  800  lb.  per  hr., 
and  for  the  1-in.  flue  10,800  B.t.u.  for  200  lb.  per  hr.  Thus  the  efifec- 
tiveness  of  the  surface  is  increased  by  an  increase  in  the  linear  gas 
speed  in  approximately  the  same  proportion  whether  the  increase  in 
speed  is  due  to  an  increase  in  gas  flow  or  to  a  decrease  in  flue  diameter. 
The  increase  in  gas  flow,  however,  reduces  the  efficiency,  while  the 
reduction  in  diameter,  because  of  the  resulting  reduction  in  hydraulic 
depth,  increases  the  efficiency. 

36    The  underlying  principles  are  more  clearly  brought  out  by  con- 
sidering a  short  element  of  gas  in  each  flue.    For  convenience  1/10,P00 
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Fig.  19    Flues  op  Fig.  18  Dbveloped  into  Rbctangulab  Sbctionb 

Having  ▲  Width  Equ^ll  to  Original  Perimeter  and  Depth 

Equal  to  Hydrauuc  Depth 

(Heat  transfer  ie  suppoaed  to  take  place  only  aoroeB  the  lower  side  of  the  section,  the  surface  of 
this  aide  being  equal  to  the  original  surface  of  the  flue) 

lb.  is  taken.  At  the  inlet  temperature  of  1000  deg.  fahr.  the  length 
of  this  element  will  be  2  in.  in  the  2-in.  flue  and  8  in.  in  the  1-in.  flue. 
The  length  of  the  element  will  contract  as  the  temperature  falls  along 
the  flue,  and  on  the  basis  of  the  mean  temperature  in  each  case  the 
surface  of  the  1/10,000-lb.  element  in  contact  with  the  flue  will  be  11 
in.  and  11.3  in.  in  the  2-in.  flue  and  20.4  in.  in  the  1-in.  flue.  The 
time  taken  by  the  element  to  pass  through  the  flue  will  be  respectively 
0.123  sec,  0.030  sec.  and  0.033  sec.  It  seems  obvious  that  the  de- 
crease of  eflSciency  in  the  second  case  is  due  to  the  decreased  time  of 
contact  between  gas  and  flue,  while  in  the  third  case  the  greater  sur- 
face and  lesser  hydraulic  depth  more  than  offset  the  shorter  time. 

37  For  further  examination  it  is  convenient  to  consider  the  two 
flues  developed  as  in  Fig.  19  so  as  to  be  of  rectangular  section,  with  the 
original  perimeter  as  width  and  the  mean  hydraulic  depth  as  height. 
As  represented  thus,  three  walls  of  the  rectangular  section  must  be 
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considered  as  perfectly  non-conducting,  all  of  the  heat  transmission 
taking  place  through  one  wall  whose  width  is  equal  to  the  length  of 
the  former  perimeter. 

38  The  element  of  gas  passing  along  the  flue  consists  of  a  large 
number  of  particles  in  rapid  motion  in  all  directions,  and  the  transfer 
of  heat  must  take  place  by  the  impact  of  the  particles  on  the  absorbing 
surface,  each  .particle  at  each  impact  giving  up  a  certain  proportion 
of  the  heat  it  carries.  Then  the  amount  of  heat  given  up  by  the  gas 
will  depend  on  the  number  of  impacts  made  on  the  absorbing  surface 
and  on  the  temperature  at  which  these  impacts  are  made.  At  the 
instant  the  gas  element  enters  the  flue,  the  niunber  of  particles  in  the 
act  of  impinging  on  the  siuf  ace  is  proportional  to  the  area  of  the  sur- 
face of  the  element.  The  velocity  normal  to  the  surface,  that  is,  the 
velocity  producing  impact,  is  proportional  to  the  gas  temperature. 
Each  particle  gives  up  an  amount  of  heat  proportional  to  its  tempera- 
ture, and  rebounds  with  a  lower  temperature  and  consequently  with  a 
lower  normal  velocity.  This  impact  and  the  rebound  are  repeated 
constantly  so  long  as  the  gas  element  is  in  the  flue,  the  mean  distance 
traveled  between  successive  impacts  being  proportional  to  the  mean 
hydraulic  depth.  The  effect  of  this  is  that  the  interval  between  suc- 
cessive impacts  increases  and  the  amount  of  heat  given  up  at  each 
impact  decreases,  so  that  the  rate  at  which  the  element  of  gas  loses 
heat  decreases  progressively  with  the  time,  that  is,  with  the  passage 
of  the  element  along  the  flue. 

39  From  this  statement  of  principles  it  appears  that  the  amount 
of  heat  given  up  by  the  element  of  gas  depends  on  four  factors:  (1) 
Initial  temperature  of  gas;  (2)  Area  of  contact  between  gas  element 
and  flue;  (3)  Hydraulic  depth;  (4)  Length  of  time  gas  element  re- 
mains in  flue.  A  decrease  in  the  hydraulic  depth  or  an  increase  in 
any  of  the  other  three  factors  will  increase  the  amoimt  of  heat 
transferred. 

40  The  connection  between  these  factors  and  the  dimensions  of 
the  flue  and  the  rate  of  flow  of  gas  can  be  seen  from  Fig.  20.  It  is 
evident  from  a  comparison  of  flues  A,  B  and  C  that  when  the  hydraulic 
depth  is  the  same,  as  is  the  case  in  A  and  B,  the  area  of  the  surface  of 
the  element  is  independent  of  the  perimeter,  and  consideration  of  C 
shows  that  the  area  of  the  surface  varies  inversely  with  the  hydraulic 
depth.  A  reduction  in  depth  thus  has  a  double  effect  in  accelerating 
the  transmission  of  heat,  since  it  not  only  decreases  the  travel  of  the 
particles  but  also  increases  the  area  of  the  contact  surface  of  the 
element. 
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41  When  two  flues  have  the  same  depth,  as  A  and  B^  the  gas 
element  has  the  same  area  of  surface  in  both,  and  the  temperature 
drop  will  be  the  same  when  the  linear  gas  speed  is  the  same,  so  that 
the  time  for  the  element  to  pass  through  the  flue  will  be  the  same  in 
both  cases.  The  same  linear  speed  will  be  secured  when  the  flue  A 
having  twice  the  perimeter  carries  twice  as  much  gas,  or  generally 
when  the  rate  of  gas  flow  per  inch  of  perimeter  is  the  same  for  both 
flues.  It  would  be  equally  true  to  say  that  the  temperature  drop  is 
the  same  when  the  rate  of  gas  flow  per  square  inch  of  sectional  area 
is  the  same,  but  this  complicates  matters  by  reintroducing  the  hy- 
draulic depth  since  the  area  is  the  product  of  perimeter  and  hydraulic 
depth. 

42    The  general  relation  between  conditions  and  results  can  now 
be  seen.    The  initial  temperature  determines  the  rate  at  which  the 


h.::r:^  * 

1 

^t^^^j*  i^iS*^                1 

U~p   i 

^^- 1 


Fig.  20    EnrBcr  or  Pebimbtbb  (p)  and  Htdrauuc  Dbfth  (dk)  on 
Area  of  Surfagb  Contact  pbr  Weight  Element  of  Gas 

heat  transfer  begins.  The  hydraulic  depth  determines  the  area  of 
contact  surface  and  the  length  of  travel  between  impacts  of  the 
particles.  For  a  given  hydraulic  depth  the  rate  of  gas  flow  per  inch 
of  perimeter  determines  the  linear  speed,  which  in  conjimction  with 
the  length  of  flue  fixes  the  time  that  each  unit  of  gas  is  in  contact. 

43  This  method  of  analysis  leads  to  the  belief  that  the  linear 
speed  of  the  gas  is  only  of  importance  as  it  affects  the  length  of  time 
that  the  gas  remains  in  the  flue.  This  conclusion  though  supported 
by  the  experimental  evidence  cannot  be  definitely  established  without 
more  experiments  with  flues  of  an  annular  or  rectangular  section. 
With  circular  flues  a  change  in  perimeter  involves  also  a  change  in 
hydraulic  depth,  and  to  make  a  direct  comparison  of  the  effect  of 
perimeter  as  in  flues  A  and  B  of  Fig.  20  the  depth  must  remain  con- 
stant while  the  perimeter  is  changed.    Previous  investigators  have 
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assumed  that  linear  speed  was  of  direct  importance,  and  to  explain 
its  effect  have  conceived  a  dead  film  of  gas  on  the  flue  surface  which 
was  scrubbed  away  by  high  speeds.  In  the  author's  opinion  this  is 
unnecessary,  and  the  result  of  high  linear  speed  is  more  easily  ex- 
plained by  noting  that  in  relation  to  the  imit  weight  of  gas  the  effect 
of  high  speed  is  to  reduce  the  time  of  contact  and  thus  to  reduce  the 
loss  of  heat  in  passing  over  a  given  surface;  while  in  relation  to  the 
unit  of  surface  high  speed  brings  a  greater  weight  of  gas  over  the  sur- 
face and  thus  increases  the  amount  of  heat  absorbed  in  u  given  time. 
For  the  gas,  high  speed  decreases  the  eflSciency  of  absorption;  but 
for  the  heating  surface  the  effectiveness  is  increased.  If  the  older 
view  of  the  scrubbing  action  of  speed  is  accepted,  both  eflBciency  and 
effectiveness  should  be  increased. 

44  Oas  Temperature.  In  setting  out  the  various  formula  for 
change  of  temperature  along  the  length  of  the  flue,  the  temperature 
of  the  gas  at  various  points  along  the  flue  has  been  spoken  of.  This 
was  done  with  the  understanding  that  the  "temperature  of  the  gas" 
in  this  sense  is  a  term  needing  careful  definition.  In  any  section  of 
the  flue  perpendicular  to  the  longitudinal  axis  the  temperature  will 
vary  from  center  to  wall.  The  gas  therefore  has  no  definite  tempera- 
ture at  that  section,  but  the  term  "gas  temperature"  as  used  in  the 
paper  is  to  be  understood  as  meaning  the  mean  temperature  of  the 
gas  crossing  the  section  under  consideration,  that  is,  the  temperature 
at  which  the  gas  if  uniformly  heated  would  carry  past  the  section  the 
same  amount  of  heat  as  is  actually  carried.  This  temperatm*e  cannot 
be  measured  directly  by  a  mercury  thermometer  or  by  a  thermo- 
couple. Nusselt  measured  the  mean  temperature,  apparently  with  a 
fair  degree  of  success,  by  means  of  a  resistance  thermometer  formed 
of  a  spiral  of  wire  wound  on  a  mica  cross  in  such  a  way  as  to  traverse 
practically  the  whole  sectional  area  of  the  flue.  In  this  connection 
he  points  out  that  with  pyrometers  or  bulb  thermometers  the  radia- 
tion effect  between  instriunent  and  flue  wall  will  prevent  accuracy  of 
measurement. 

45  Heat  Transfer  and  Loss  of  Head.  On  considering  the  action 
of  heat  transfer  as  outUned  above  it  will  be  apparent  that  there  must 
be  an  intimate  relation  between  the  rate  of  heat  transfer  and  the  loss 
of  head  by  the  gas.  As  each  particle  impinges  on  the  flue  wall  it 
loses  (or  gains)  a  certain  proportion  of  its  heat,  and  at  the  same  time 
must,  imless  the  flue  wall  be  perfectly  smooth  —  which  is  of  course 
physically  impossible  —  lose  some  of  its  velocity  in  the  direction  of 
the  longitudinal  axis  of  the  flue. 
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46  Nusselt  pointed  out  that  Osborne  and  Stanton  have  dealt  with 
this  phase  of  the  question  mathematically,  and  Stuart^  in  discussing 
the  perfonnance  of  coolers  for  lubricating  oil  says  that  in  the  case  of 
the  oil  and  of  the  water  flowing  through  the  coolers  the  relative  fric- 
tion drops  are  of  the  same  order  as  the  relative  heat-transfer  factors. 

47  The  laws  governing  the  loss  of  head  by  a  fluid  passing  through 
a  flue  are  still  but  imperfectly  established,  and  it  is  suggested  that  a 
formula  of  the  type  given  in  the  paper  for  heat  transfer  might  be 
worked  out  to  serve  as  a  general  formula  for  loss  of  head. 

48  Such  a  general  formula  would  be  valuable,  as  loss  of  head 
represents  the  price  that  must  be  paid  for  heat  transfer.  In  any 
attempt  to  increase  the  rate  of  heat  transfer  by  increasing  the  rate  of 
flow  of  the  gas,  the  limit  is  set  by  the  loss  of  head.  Beyond  a  certain 
point  the  loss  of  head,  or  in  other  words  the  amount  of  energy  required 
to  drive  the  gas  through  the  flue,  makes  the  gain  in  heat  transfer  un- 
remunerative. 

'  Journal  Am.  Soo.  Naval  Engineers,  May  1917. 
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APPENDIX  NO.  1 

DISCUSSION  OF  THE  EXPERIMENTAL  DATA  AND  HEAT- 
TRANSFER  FORMULAE  OF  OTHER  AUTHORS 

49  The  first  part  of  the  paper  presents  the  formula  proposed  by  the  writer 
for  practical  use  and  describes  briefly  the  experiments  on  which  it  is  based.  It  is 
now  proposed  to  describe  in  greater  detail  and  to  examine  more  critically  the  ex- 
periments which  have  been  used  and  the  various  formula  which  have  be«i  offered 
in  connection  with  them. 

50  The  bibliography  of  Appendix  No.  3  serves  to  show  the  sources  of  the 
experimental  data  and  to  put  on  record  the  information  the  author  had  before 
him  in  writing  the  present  paper.  While  not  pretending  to  completeness,  it  is 
believed  to  cover  most  of  the  important  work  on  the  subject  published  since  1909. 
The  whole  field  prior  to  that  date  is  covered  by  the  exhaustive  bibliography  pre- 
pared by  Prof.  W.  E.  Dalby  in  1909  for  the  Institution  of  Mechanical  Engineers. 

HEAT-TRANSFER  FORMULiE 

51  Before  considering  in  detail  the  experimental  data,  a  brief  review  will  be 
made  of  the  methods  and  formulsB  used  by  the  various  writers  in  interpreting  their 
experiments. 

52  The  classic  paper  to  which  all  refer  is  that  published  by  Osborne  Reynolds 
in  1874,  in  which  he  gave  as  the  law  of  heat  transfer  between  gas  and  flue  wall 

h^A  +B  — [7] 

o 

where 

h  »  number  of  heat  units  transferred  between  gas  and  flue  per  unit  of  time, 

per  unit  of  surface,  per  degree  of  temperature  difference 

W  »  weight  of  gas  flowing  per  unit  of  time 

a  ^  sectional  area  of  the  flue 

A  and  B  —  constants. 

53  This  type  of  expression  was  used  by  Jordan.  The  fundamental  assump- 
tion  is  that  in  a  short  length  of  a  given  flue  with  a  given  rate  of  gas  flow  the 
amount  of  heat  transferred  per  square  foot  of  heating  surface  per  hour  is  propor- 
tional to  the  temperature  difference  between  gas  and  flue.  From  this  assumption 
the  relation  between  the  gas  temperatures  Ti  and  Tt  measured  at  any  two  sections 
X  feet  apart  along  the  flue  and  h  the  coefficient  of  heat  transfer  is  developed  as 
follows: 

54  In  the  flue  element  of  length  dz  and  diameter  D,  the  heating  surface  is 
tD  dx,  and  if  the  gas  temperature  be  T  and  the  flue  temperature  t,  the  element  of 
heat  dq  transmitted  per  hour  will  by  assumption  be 

dq-'hiT  -i)irDdx. 
At  the  same  time,  if  dT  be  the  element  of  temperature  lost  by  the  W  lb.  oi  gas 
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flowing  through  this  flue  element  in  one  hour  and  Cp  the  specific  heat  of  the  gas  at 
constant  pressure,  it  follows  that 

<ig-  -CpWdT 
and  by  combining  these  equations, 

H,Df'd.--C,wf^;JL.  ,8j 

from  which  it  follows  that 

AtDx  =  CpW  log.  ^-=^ [»1 

55  After  computing  values  of  the  heat-transfer  coefBcient  h  by  this  equation 
from  his  experimentSi  Jordan  concluded  that  Osborne  Rejmolds's  expression, 
Equation  [7],  was  valid  and  that  the  coefficient  A  was  a  constant  having  the  value 
5.4,  while  the  coefficient  B  depended  on  the  flue  diameter  and  on  the  gas  tempera- 
ture. The  Babcock  and  Wilcox  Company  also  used  the  Osborne  Reynolds  ex- 
pression, but  in  connection  with  higher  temperatiires  and  other  flue  lengths  they 
found  B  to  be  a  constant  equal  to  2.0  and  A  to  vary  with  the  gas  temperature,  but 
not  in  accordance  with  the  expression  given  by  Jordan. 

56  At  about  the  time  of  Jordan's  experiments  Nusselt  was  working  on  the 
same  problem,  endeavoring  to  start  from  first  principles  by  developing  a  general 
equation  from  the  laws  of  motion  in  which  the  constants  could  be  determined  by 
experiment.  In  practice  there  was  a  considerable  break  between  the  equation 
developed  from  theory  and  that  devised  to  express  the  experimental  results. 
Nusselt 's  equation,  which  is  therefore  mainly  empiric,  is  as  follows: 

^  =  ^5^-(c;)    '^^J 

where  B  is  supposed  to  be  a  constant  having  the  value  12.93  in  metric  units.  L  is 
the  heat  conductivity  of  the  gas  at  the  mean  gas  temperature,  L,,  the  conductivity 
of  the  gas  at  the  flue  temperature,  D  the  flue  diameter,  W  the  weight  of  gas  per 
unit  of  time,  and  Cp  the  specific  heat  at  constant  pressure. 

57  This  expression  with  a  constant  value  of  B  fitted  Nusselt's  experiments 
fairly  well,  but  is  not  applicable  to  other  flue  lengths  and  to  other  temperature 
conditions.  The  author  has  applied  the  expression  to  the  majority  of  the  experi- 
ments covered  by  the  present  paper,  and  has  found  that  the  coefficient  B  is  not  a 
constant,  but  is  approximately  of  the  form 

in  which  Bi  is  probably  a  constant  and  Bt  dependent  on  the  section  of  the  flue. 
Nusselt  in  a  second  paper  recognized  that  the  coefficient  of  heat  transfer  was  de- 
pendent on  the  flue  length,  but  did  not  establish  any  law. 

58  The  various  expressions  for  the  heat-transfer  coefficient  h  defined  as 
above  have  failed  to  achieve  universality  because  of  a  fundamental  defect.  The 
heat  transferred  per  square  foot  of  surface  per  hour  is  assumed  to  depend  only  on 
the  difference  in  temperature  between  gas  and  flue;  but  the  experiments  show 
that  this  assumption  is  not  justified,  as  the  rate  of  transfer  is  also  dependent  in 
some  way  on  the  actual  gas  temperature.  That  is  to  say,  in  Equation  [9]  h  is  not 
constant  as  regards  x  and  T  and  therefore  cannot  properly  be  left  outside  of  the 
integration.    Consequently,  the  results  of  this  integration  are  meaningless.    It 
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is  a  curious  fact  that  none  of  the  experimenters  referred  to  above  baa  noticed 
that  by  showing  that  the  coefficient  h  varied  with  the  temperaturci  they  vitiated 
Equation  [9]  which  had  been  used  to  compute  this  coefficient. 

69  Leprince-Ringueti  after  a  study  of  Nusselt's  and  Jordan's  work,  as  wdl 
as  experiments  by  Carcanagues,  Ser,  Stanton,  and  the  Pennsylvania  Raikoad,  pro- 
posed a  modification  of  the  Nusselt  formula,  introducing  an  exponential  function 
of  the  flue  length  and  making  Nusselt 's  exponent  n  vary  with  the  flue  section.  This 
was  a  step  in  advance,  but  the  most  hopeful  suggestion  seems  to  be  that  made  by 
Hedrick  to  the  effect  that  the  rate  of  heat  transfer  in  the  flue  element  is  dependent 
on  the  amount  of  heat  in  the  gas.  Hedrick  and  Fessenden  from  this  assumption 
developed  the  following  expression  for  the  gas  temperatures  Ti  and  Tt  at  a  distance 
of  z  ft.  from  each  other  along  a  flue  having  a  temperature  t: 

lolog  Ti/t  -  lolog  Tt/t'Mz HI 

where  lolog  means  ''the  logarithm  of  the  logarithm,"  ilf  is  a  constant  for  a  given 
flue  and  a  given  rate  of  flow  of  gas,  and  all  temperatures  are  measured  from  abso- 
lute zero.  Fessenden  and  Haney  from  the  same  basic  assumptions  developed  the 
expression  in  the  form 

lolog  Hi/H^  -  lolog  Ht/H^  ^Mz (Ill 

where  Hi  ia  the  heat  above  absolute  zero  carried  by  the  gas  at  the  temperature  Ti 
and  Ht  and  H^  have  similar  meanings  for  the  temperatures  Tt  and  L  They  also 
attempted  to  establish  the  relation  between  the  coefficient  M  and  the  flue  section 
and  the  rate  of  flow  of  gas.  The  experimental  data  available  were  not  varied 
enough  to  make  the  attempt  successful. 

60  It  seems  that  in  developing  Equations  [1]  and  [11]  the  one  from  the  other, 
there  is  a  momentary  confusion  as  to  the  constancy  of  the  specific  heat  of  the  gas. 
The  point  is  not  important  unless  the  fundamental  law  of  heat  transfer  can  be 
established  on  an  exact  basis.  The  author  prefers  not  to  attempt  this,  but  to 
consider  Equation  [1]  as  an  empiric  formula  to  be  judged  pragmatically  by  the 
practical  value  of  the  results  given.  Taking  this  equation  as  a  basis  the  present 
paper  shows  the  results  of  applying  it  to  some  two  hundred  diverse  tests,  and  the 
relation  thus  f o^md  to  exist  between  the  coefficient  M  and  the  flue  section  and 
the  rate  of  gas  flow. 

61  In  this  work  the  choice  between  Equations  [11]  and  [1],  based  respectively 
on  heat  content  and  temperature  of  gas,  was  made  on  the  grounds  of  practical 
convenience  only.  The  equation  relating  the  temperatures  was  chosen  because 
in  practical  work  it  is  more  convenient  to  deal  with  the  absolute  temperature  of  a 
gas  than  with  the  heat  content  above  the  absolute  zero. 

EXPERIMBNT8 

62  The  characteristic  features  of  the  various  series  of  experiments  are  given 
in  Table  1,  and  are  briefly  referred  to  in  the  paper.  They  will  now  be  dealt  with 
in  greater  detail. 

63  Jordan's  ExperimenU.  In  these  experiments  air  preheated  to  the  desired 
degree  was  passed  downward  through  a  copper  pipe  surrounded  by  a  cast-iron 
casing.  Cooling  water  flowed  upward  in  the  space  between  pipe  and  casing.  The 
temperature  of  the  air  and  of  the  water  at  inlet  and  outlet  was  measured  by  ther- 
mometers, while  four  thermocouples,  one  near  the  inlet,  one  near  the  outlet  and  the 
others  at  two  intermediate  points,  were  arranged  to  measure  the  temperature  of 
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the  flue  half  way  of  its  thickness  between  the  inner  and  outer  surfaces.  The  in- 
dividual readings  of  these  thermocouples  are  not  given,  but  Jordan  computed  from 
them  the  temperature  of  the  flue  midway  of  its  length  and  midway,  between 
its  inner  and  outer  surfaces  and  gives  this  as  the  mean  flue  temperature.  The 
weight  of  air  passing  was  determined  from  the  amount  of  heat  given  up  to  the 
water  and  from  the  drop  in  temperature  of  the  air,  assuming  a  specific  heat  of 
0.238  for  the  air.  The  only  two  weak  points  in  an  otherwise  highly  reliable  series 
of  experiments  are  the  method  of  measuring  the  outlet  temperature  of  the  air  and 
the  assumption  of  a  constant  specific  heat  for  the  air  in  order  to  determine  the 
rate  of  flow.  If  the  values  given  by  the  Babcock  and  Wilcox  Company  for  the 
instantaneous  specific  heat  of  oxygen  and  nitrogen  be  taken,  the  instantaneous 
specific  heat  of  dry  air  at  constant  pressure  is  found  to  be 

Cp  «=  0.230  -h  0.0000240f [7) 

where  i  is  the  temperature  in  degrees  fahrenheit.  Jordan's  air  temperatures 
range  from  250  to  750  deg.  fahr.,  so  that  by  this  formula  the  specific  heat  should 
range  from  0.236  to  0.248  instead  of  having  a  constant  value  of  0.238.  In  the 
extreme  case  there  may  be  a  difference  of  about  five  per  cent  between  the  amount 
of  air  determined  by  the  formula  for  variable  specific  heat  and  that  found  by 
Jordan  using  the  constant  specific  heat.  The  possible  gain  in  accuracy  did  not 
seem  to  be  commensurate  with  the  labor  of  recalculating  all  of  the  experiments, 
and  Jordan's  figures  for  rate  of  air  flow  have  been  used. 

64  In  computing  the  values  of  the  coefficient  M  for  the  present  paper  the 
flue  temperature  is  taken  at  the  figure  given  by  Jordan  for  the  mean  flue  tempera- 
ture, that  is,  the  temperature  of  the  flue  as  measured  midway  between  its  inner 
and  outer  surfaces  and  halfway  between  its  ends.  In  a  rigidly  accurate  mathe- 
matical expression  of  the  law  governing  the  drop  of  temperature  it  is  probable 
that  in  Equation  [ll,or  lolog  Tx/t  —  lolog  Tt/i  =  Mx,  the  temperature  ratios 
Ti/i  and  fi/i  should  be  based  on  a  value  for  t  corresponding  to  the  mean  tempera- 
ture of  the  inner  flue  wall.  In  practical  work,  however,  the  inner-flue-wall  tem- 
perature is  seldom  known,  and  it  is  desirable  to  have  a  formula  which  usee  the 
ratio  of  gas  temperature  to  temperature  of  fluid  surrounding  the  flue.  In  most  of 
the  other  experiments  this  surrounding  temperature  has  been  taken  as  flue  tem- 
perature. In  the  Jordan  experiments,  however,  the  temperature  of  the  surroimd- 
ing  fluid  varied  from  end  to  end  of  the  flue  and  there  is  some  uncertainty  as  to  how 
the  mean  temperature  of  the  flue  surface  either  inner  or  outer  should  be  measured. 
In  view  of  this  and  having  in  mind  the  fact  that  the  variations  in  flue  temperature 
are  small  compared  with  the  other  temperatures,  it  appeared  to  be  unimportant 
to  attempt  any  great  refinement  in  this  direction  and  Jordan's  figure  for  mean  flue 
temperature  was  used.  Figs.  4  to  9  show  the  individual  points  plotted  in  deter- 
mining values  for  the  coefficient  M  in  the  five  series  of  Jordan  experiments.  The 
lines  B-B  are  all  drawn  as  explained  earUer  in  the  paper  by  selecting  a  center  point 
Z  in  each  plot  and  drawing  straight  lines  through  these  center  points  and  through 
the  point  (log  M  »  1.87,  log  W  =»  3.77)  which  is  common  to  all  of  the  plots. 

65  These  B-B  lines  then  are  all  represented  by  the  equation 

log  M  »  r.87  -  (2.23  -flog  PT)  m [6a] 

where  m  varies  with  the  effective  diameter  of  the  flue.  The  values  of  m  found  for 
each  of  the  lines  is  plotted  as  a  point  in  Fig.  13,  and  a  straight  line  drawn  to  repre- 
sent these  points.    The  values  of  m  given  by  this  straight  line  for  the  various  flue 
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diameters  are  then  used  to  draw  the  K-K  lines  in  the  individual  plots  Figs.  4  to  9. 
The  difference  between  the  B-B  and  the  K-K  lines  in  each  case  is  due  to  the  de- 
viation of  the  corresponding  point  from  the  line  in  Fig.  13.  The  discrepancy  is 
not  large  except  in  Series  D,  Fig.  6.  By  referring  to  Fig.  13  it  will  be  seen  that 
Series  D  and  the  Babcock  and  Wilcox  series,  though  made  with  flues  of  practically 
the  same  diameter,  give  different  values  for  the  coefficient  m.  In  placing  the  line 
in  Fig.  13  it  was  thought  better  to  give  the  Babcock  and  Wilcox  point  more  wdght 
than  that  for  Series  D.  This  gives  a  closer  agreement  between  the  line  and  the 
other  points,  and  the  Fessenden  and  Pennsylvania  Railroad  tests  appear  to  justify 
this  course.  It  may  be  noted  that  if  the  weight  of  air  in  Series  D  were  redeter- 
mined on  the  basis  of  variable  specific  heat,  the  distance  between  the  lines  B-B 
and  K-K  in  Fig.  6  would  be  reduced  about  one-half. 

66  Babcock  and  Wilcox  ExperimenU.  The  apparatus  consisted  of  a  20-ft. 
copper  flue  2  in.  in  inside  diameter  surrounded  by  twenty  individual  water 
jackets,  to  each  of  which  cooling  water  could  be  supplied  and  weighed.  Through 
the  flue  the  products  of  combustion  from  an  iUuminating-gas  furnace  were 
drawn  by  suction  and  passed  through  a  cooler  and  through  a  dewpoint  box  to 
the  discharge.  The  following  brief  statement  given  as  to  the  methods  used  in 
making  calculations  illustrates  the  functions  of  the  various  parts  of  the  apparatus: 

67  "  The  determination  of  the  dewpoint  of  the  gases  after  leaving  the  cooler 
determines  the  density  of  the  water  vapor  in  the  gases.  With  the  dewpoint  known 
and  an  analysis  of  the  gases  passing  through  the  dewpoint  box,  the  proportionate 
parts  by  weight  of^the  various  constituents  of  the  gas  may  be  determined.  This  in 
turn,  together  with  the  gas  temperature  entiring  and  leaving  the  cooler,  enables 
the  mean  specific  heat  of  the  gases  through  the  cooler  to  be  calculated.  With  the 
specific  heat,  the  temperature  of  the  gases  entering  and  leaving  the  cooler,  the 
temperature  of  water  entering  and  leaving  the  cooler,  and  the  weight  of  water 
passing  through  the  cooler  known,  the  weight  of  the  gases  may  be  calculated. 
The  external  flue  temperature  was  measured  by  means  of  thermocouples  in  a  num- 
ber of  the  jackets  and  an  expression  developed  from  which  the  flue  temperature 
in  any  jacket  could  be  found  from  the  cooling-water  temperature  and  the  amount 
of  heat  being  given  up  by  the  flue  in  that  jacket." 

68  In  the  published  account  of  the  experiments  detail  figures  are  given  for 
only  one  representative  experiment,  but  through  the  courtesy  of  Mr.  Arthur  D. 
Pratt,  the  Babcock  and  Wilcox  Company  have  placed  at  the  author's  disposal  the 
figures  for  six  other  tests. 

69  In  studying  these  figures  for  the  present  paper  it  was  foimd  that  if  the 
lologs  of  the  temperature  ratios  were  plotted  to  the- scale  indicated  in  Fig.  3  the 
points  fell  very  close  to  a  straight  line,  but  that  when  the  values  of  M  were  calcu- 
lated from  one  point  to  another  along  the  flue  considerable  variations  were  found. 
Eventually  the  values  of  Ai  used  in  Fig.  9  were  based  on  the  fail  of  temperature 
in  the  gas  between  its  exit  from  the  first  jacket  and  its  exit  from  the  eighteenth 
jacket,  that  is,  over  a  flue  length  of  17  ft.  In  the  computations  the  flue  tempera- 
ture used  was  the  mean  of  the  temperatures  as  given  in  the  experiments  for  the  17 
jackets  concerned. 

70  Nu8seU*s  Experiments.  The  heat-transfer  flue  employed  by  Nusselt  was 
of  brass,  22.01  mm.  ( »  0.868  in.)  in  inside  diameter  and  about  5.9  ft.  long.  It 
was  surrounded  with  a  casing,  and  through  the  intermediate  space  steam  oould  be 
passed.     The  flue  temperature  was  measured  by  a  thermocouple.     The  gas  at 
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room  temperature  entered  the  flue  at  oiie  end  and  escaped  at  the  other,  the  volume 
admitted  being  measured  by  an  accurately  cahbrated  gas  meter.  When  a  steady 
flow  had  been  established  the  temperature  was  measured  at  two  points  succes- 
sively by  a  resistance  thermometer.  This  consisted  of  chemically  pure  platinum 
wire  0.1  mm.  in  diameter  wound  in  four  turns  spirally  on  a  mica  cross  which  was 
carried  in  turn  on  a  fiber  cross  fitting  the  flue.  The  fiber  cross  was  carried  on  the 
end  of  a  small  brass  tube  extending  through  the  stuffing  box  ai  one  end  of  the 
flue,  and  could  thus  be  moved  along  the  flue.  Nusselt  gives  detail  results  of  100 
experiments,  of  which  the  following  are  used  in  the  present  investigation: 

Nos.    1  to  13: 13  experiments  with  air  at  a  pressure  of  about  14  lb.  per  sq.  in. 
abs. 

Nos.  91  to  100: 10  experiments  with  air  at  a  pressure  of  about  14  lb.  per  sq.  in. 
abs. 

Nos.  46  to  57 :  12  experiments  with  air  at  a  pressure  of  about  140  lb.  per  sq.  in. 
abs. 

Nos.  70  to  81 :  12  experiments  with  lighting  gas  at  atmospheric  pressure. 

Nos.  82  to  90:  10  experiments  with  CX)s  at  atmospheric  pressing. 
The  series  of  experiments  91  to  100  was  run  with  an  entrance  flue  6.55  ft.  long  set 
ahead  of  the  flue  to  eliminate  any  eddy  currents  which  might  be  set  up  by  the  gas 
entering  the  flue  at  right  angles  to  its  length.  The  differences  in  results  as  shown 
in  Fig.  11  are  not  great.  Contrary  to  expectation,  the  heat  transfer  with  the 
entrance  piece  was  slightly  more  rapid  than  without  it. 

71  Jossers  Pxperimenis.  These  were  made  with  an  apparatus  very  similar 
to  Nusselt's,  but  much  less  elaborate  as  to  details.  The  flue  consisted  of  a  steam- 
jacketed  tube  of  23  mm.  ( «  0.905  in.)  inside  diameter  and  1.320  m.  ( »  4.34  ft.)  long. 
Air  was  drawn  through  the  flue  by  an  air  pump,  its  volume  being  measured  by  a 
gas  meter  before  entering.  Temperatures  of  the  air  at  inlet  and  outlet  and  of  the 
steam  in  the  jacket  were  measured  by  mercury  thermometers.  This  means  that 
the  temperatures  given  have  not  the  authority  of  those  determined  by  Nusselt 's 
more  exact  methods.  Of  the  17  experiments  reported  by  Josse  and  used  in  the 
present  paper  seven  were  made  with  an  air  pressure  in  the  flue  of  1.03  atmos. 
( *=  14.7  lb.  per  sq.  in.),  five  with  a  pressure  of  0.51  atmos.  ( »  7.2  lb.  per  sq.  in), 
and  five  with  a  pressure  0.104  atmos.  (=1.5  lb.  per  sq.  in.),  all  pressures  being 
absolute.  These  experiments  confirm  the  indication  given  by  Nusselt 's  regarding 
a  critical  speed  of  the  gas.  The  line  K~K,  which  agrees  reasonftbly  well  with  the 
points,  is  determined  by  the  general  formula  for  a  flue  of  the  diameter  used  by 
Jo&se. 

72  Fe8senden*8  Experiments.  The  general  arrangement  of  the  apparatus 
was  very  similar  to  that  used  by  the  Babcock  and  Wilcox  Company.  In  Series  I 
the  flue  was  10.95  ft.  long  by  1.816  in.  in  inside  diameter,  while  in  Series  II  there 
were  two  parallel  flues  each  10.44  ft.  long  and  0.816  in.  in  inside  diameter.  In 
each  case  the  flue  (or  flues  in  Series  II)  was  enclosed  in  ten  jackets,  into  which 
water  was  fed  with  the  intention  that  it  should  boil  at  atmospheric  temperature. 
In  a  number  of  the  experiments  in  Series  II,  however,  the  loss  of  heat  was  so  rapid 
that  the  water  in  the  jackets  near  the  end  of  the  flue  did  not  boil.  This  may 
account  for  the  lower  degree  of  consistency  shown  by  the  figures  in  Series  II.  The 
products  of  combustion  from  a  gas  furnace  were  forced  through  the  flue  and 
temperatures  measured  on  entering  and  on  leaving  the  flue.  The  rate  of  gas  flow 
was  determined  by  pitot-tube  measurements  at  the  discharge  end  in  connection 
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with  temperature  and  pressure  measurements,  and  checked  by  computing  the 
weight  of  gas  from  the  specific  heat,  temperature  drop  and  total  heat  givdi  up. 
Fessenden,  by  measuring  the  heat  absorbed  in  each  of  the  ten  jackets,  was  able  to 
determine  the  loss  of  heat  and  the  fall  in  temperature  along  the  flue  in  each  experi- 
ment. The  values  used  for  the  coefficient  M  in  plotting  the  i>oints  in  Figs.  16 
and  17  are  those  given  by  Fessenden  as  representing  the  mean  slope  of  the  line 
for  the  lolog  H/Hw  along  the  flue.  The  lines  K-K  are  drawn  from  the  general 
formula  giving  the  slope  of  the  line  for  lolog  T/t,  and  strictly  speaking  the  points 
should  have  been  recalculated  on  the  basis  of  the  temperature  ratio  T/t  instead 
of  the  heat-content  ratio  H/Hv,,  This  was  done  in  a  few  cases  and  the  difference 
was  found  to  be  so  slight  that  Fessenden's  figures  were  used  as  they  stood.  The 
point  is  not  of  the  first  importance  since  the  plots  are  used  for  checking  the  gen^rS 
accuracy  of  the  formula  and  not  for  establishing  exact  figures. 

73  The  Pennsylvania  Railroad  Experiments,  The  Pennsylvania  Railroad  ex- 
periments are  representative  tests  of  locomotive  boilers  made  on  the  company's 
locomotive  testing  plant.  Series  600  was  made  with  the  plant  at  St.  Louis  and 
Series  900  after  its  removal  to  Altoona.  The  boiler  in  Series  600  had  273  flues 
18.75  ft.  long  and  2  in.  in  inside  diameter,  while  that  in  Series  900  had  315  flues  15 
ft.  long  and  1.75  in.  in  inside  diameter.  In  each  series  the  boilers  were  run  under 
normal  conditions  at  various  rates  of  combustion.  The  firebox  and  smokebox 
temperatures  were  measured,  and  these  are  the  inlet  and  outlet  temperatures  used 
in  finding  the  coefficient  M.  The  flue  temperatiu^  was  assumed  to  be  the  same  as 
the  temperature  of  the  steam  and  water  surrounding  the  flues  in  the  water.  To 
determine  the  weight  of  gas  passing  through  the  flues  a  special  calculation  is  neces- 
sary. In  a  locomotive  a  very  considerable  percentage  of  the  coal  fired  escapes 
through  the  stack  unbumed  and  consequently  the  weight  of  gas  per  pound  of  coal 
burned,  as  found  from  the  flue-gas  analysis,  and  the  weight  of  coal  fired  are  not 
sufficient  to  determine  the  actual  weight  of  the  products  of  combustion.  The 
author^  has  shown  that  if  the  heat  absorbed  by  the  boiler  per  pound  of  coal  fired 
has  been  measured  and  if  the  heat  lost  in  the  smokebox  gases  per  pound  of  coal 
burned  is  known  from  the  flue-gas  analysis  and  the  smokebox  temperature,  then 
an  equation  can  be  established  and  solved  for  that  unknown  percentage  of  coal 
fired  which  is  actually  burned.  The  method  has  been  used  by  Prof.  W.  E.  Dalby 
and  also,  but  without  acknowledgment,  by  Rbyds.'  Taking  into  account  the  in- 
direct methods  of  determining  the  weight  of  gas  in  these  locomotive  experiments 
and  the  comparatively  rough  methods  of  measuring  the  gas  temperatures,  the 
agreement  between  the  plotted  points  and  the  lines  K~K  drawn  from  the  general 
formula  is  extremely  satisfactory.  The  points  show  clearly  the  difference  in  the 
rate  of  fall  of  temperature  due  to  the  difference  in  flue  diameter  in  the  two 
series. 

74  Since  the  paper  was  written  the  author  has  secured  a  copy  of  The  Trans- 
mission of  Heat  into  Steam  Boilers,  by  Henry  Kreisinger  and  Walter  T.  JRay, 
Bureau  of  Mines  Bulletin  No.  18,  1912.  This  describes  experiments  on  heat 
transmission  made  with  miniature  boilers,  and  discusses  the  general  theory.  Un- 
fortunately an  attempt  was  made  to  measure  inlet  and  outlet  gas  temperatures 
by  means  of  mercury  thermometers,  and  as  a  consequence  there  is  very  serious 

1  Proc.  Inst.  M.  E.,  March  1908. 

*  Institute  of  Engineers  and  Shipbuilders  in  Scotland,  January  19,  1915. 
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reason  for  doubting  the  accuracy  of  the  results.  The  general  conditions  under 
which  heat  is  transmitted  are  discussed  at  considerable  length  and  the  conclusions, 
so  far  as  a  general  view  of  the  subject  ia  concemed/are  in  harmony  with  the  work 
of  other  observers.  In  some  cases,  however,  statements  are  made  with  greater 
definiteness  than  is  warranted  by  the  conditions  of  the  experiments.  The  rela- 
tion between  loss  of  pressure  and  rate  of  heat  transfer  is  discussed  at  length. 


APPENDIX  NO.  « 

EXPERIMENTAL  DATA 

75  The  original  data  on  which  all  the  calculations  in  the  paper  have  been 
based  are  given  in  thirteen  tables  prepared  by  the  author,  which  also  give  some 
of  the  derived  figures  used  in  building  up  the  general  formula.  These  tables  are 
on  file  at  tHe  Society's  headquarters  and  may  be  consulted  by  any  one  interested 
in  their  contents. 

76  The  original  data  embodied  in  the  tables  comprise  inlet  and  outlet  gas 
temperatures,  mean  flue  temperature,  flue  length  between  the  two  temperatures, 
and  rate  of  flow  of  gas.  These  particulars  are  given  in  every  case  in  the  units  in 
which  they  were  reported  by  the  original' experimenters,  the  transformation  to  the 
units  used  in  the  paper  having  been  made  in  the  course  of  the  calculations. 

77  The  derived  figures  given  in  the  tables  are  all  in  terms  of  the  units  used 
in  the  paper,  and  consist  of  values  of  Mz  (or  the  difference  between  the  lologs  of 
the  temperature  ratios),  M  (obtained  by  dividing  values  of  Mx  by  flue  length  x), 
log  Mf  and  log  TF,  W  being  the  rate  of  gas  flow  in  pounds  per  hour  per  flue. 
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DISCUSSION 

E.  A.  Fessenden  (written).  Mr.  Fry's  paper  is  a  distinct  con- 
tribution to  the  study  of  the  transmission  of  heat  by  convection. 
While  much  excellent  experimental  work  has  been  done,  apparently 
no  one  has  heretofore  succeeded  in  correlating  and  harmonizing  the 
results  of  many  investigators  so  satisfactorily  as  is  done  in  this  paper. 
Formulae  showing  the  relations  between  factors  involved  in  heat 
transmission  by  convection  have  been  proposed  in  so  many  different 
forms  that  it  has  been  difficult  to  realize  that  any  connection  exists 
between  them.  Instead  of  using  these  formulse,  proposed  by  various 
experimenters,  Mr.  Fry  has  gone  to  the  original  data  and  demon- 
strated that  all  the  results  may  be  satisfactorily  represented  by  a 
single  equation.  The  data  are  thus  no  longer  more  or  less  chaotic, 
but  consistent,  not  only  for  each  separate  series  of  experiments,  but 
for  all.  That  this  is  true  for  data  gathered  under  a  wide  variety  of 
conditions  encourages  the  belief  that  the  real  solution  of  the  problem 
is  brought  nearer. 

The  general  formula,  Eq.  [1],  proposed  at  the  New  Orleans  meet- 
ing in  1916,^  was  based  upon  two  series  of  experiments  and  con- 
firmed by  several  other  isolated  sets  of  data.    No  attempt  was  made 

» Trans.Am.Soc.M.E.,  vol.  38,  p.  407. 
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at  that  time  to  evaluate  the  constant  M.  A  little  later,  a  full  ac- 
count of  these  experiments  was  published,*  and  an  empirical  equation 
was  given  which  satisfied  these  particular  tests,  namely, 

M  =  0.195C/-o«» 

where  U  is  the  weight  of  gases  per  hour  per  tube  multiplied  by  the 
hydraulic  depth  in  inches.  The  experiments  did  not  cover  a  suffi- 
ciently wide  range  of  conditions  to  warrant  proposing  this  as  a  general 
formula. 

Fig.  21  shows  several  sets  of  experimental  data  plotted  upon 
log  M  and  log  U  as  coordinates.  Since  U  =  Wr  and  log  U  =  \ogW  + 
log  r,  this  method  of  plotting  differs  from  that  used  by  Mr.  Fry  only  * 
in  shifting  points  horizontally  by  an  amount  depending  upon  r.  The 
amount  of  displacement  is  constant  throughout  any  single  series,  so 
that  the  slope  of  the  lines  connecting  the  points  is  unchanged.  The 
data  plotted  include  all  those  used  by  Mr.  Fry,  and  in  addition  the 
following: 

1  A  series  of  tests  made  upon  a  consolidation  locomotive* 

2  Some  tests  made  by  the  United  States  Bureau  of  Mines 

upon  a  Heine  boiler* 

3  Some  tests  made  upon  single-  and  double-pass  Heine  boilers 

by  Abbott  and  Bement  * 

4  Nicolson's  tests  upon  a  CJornish  boiler,  in  which  a  firebrick 

plug  was  inserted  in  the  flue,  leaving  an  annular  gas  pas- 
sage IJ  in.  wide.* 

In  order  to  reduce  confusion,  the  separate  experimental  points 
for  the  tests  used  by  Mr.  Fry  and  for  the  additional  locomotive  series 
are  not  shown,  but  the  heavy  lines  in  the  figure  represent  quite  ac- 
curately the  tests  indicated.  The  light  lines  are  plotted  from  the 
author's  Ek^uation  [2a]  for  flues  of  circular  cross-section.  The  other 
three  groups  of  tests  did  not  cover  a  suflSciently  wide  range  of  con- 
ditions to  permit  curves  to  be  drawn  to  represent  them,  but  they  do 
indicate  that  the  author's  Ekjuation  [2]  for  M  in  its  present  form  does 
not  apply  universally.  It  should  be  emphasized,  however,  that 
these  latter  data  axe  very  much  beyond  the  range  of  those  investi- 
gated by  the  author  of  the  paper.    In  the  Heine  boiler  the  gas  pass- 

» University  of  Missouri  Bulletin,  vol.  17,  no.  26  (Oct.  1916). 

*  University  of  Illinois  Ekigineering  Experiment  Station  Bulletin,  no.  82. 
'  United  States  Bureau  of  Mines,  Bulletin  23  (Boiler  no.  1). 

*  United  States  Bureau  of  Mines,  Bulletin  18,  p.  155. 
» Power,  Feb;  7,  1911,  p.  222. 
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age  through  the  prism  occupied  by  the  tubes  is  not  of  circular  cross- 
section,  but  is  the  space  left  around  3^-in.  tubes  on  7-in.  centers, 
staggered.  The  hydraulic  mean  depth  of  the  gas  passage  is  about 
1.31  in.,  and  for  a  single  tube  the  perimeter  is  10.996  in.  In  order  to 
conform  to  the  author's  Ek^uation  [2],  the  points^  for  tests  on  the 
Heine  boiler  should  cluster  around  the  line  marked  H-H,  Instead, 
the  actual  points  indicate  values  of  M  about  2^  times  as  large  as  are 
given  by  the  proposed  equation.  A  similar  discrepancy  is  indicated 
for  the  Nicolson  experiments.  • 

A  somewhat  similar  discrepancy  may  be  shown  for  flues  of  circular 
cross-section  larger  than  those  covered  by  the  experimental  data. 
For  example,  in  an  ordinary  return  tubular  boiler  vrith  4-in.  tubes, 
16  ft.  long,  operating  mth  65  per  cent  overall  efficiency  and  at  rated 
load,  with  18  lb.  of  air  per  pound  of  coal,  an  average  of  about  135  lb. 
of  gases  pass  through  each  tube  in  an  hour.  The  hydraulic  depth 
is  0.933  in.,  and  by  the  author's  Equation  [2]  the  value  of  3f  is  0.00912. 
If  the  water  temperature  is  366  deg.  fahr.  (corresponding  to  150  lb. 
gage  pressure)  and  the  flue-gas  temperature  600  deg.  fahr.,  the  tem- 
perature of  the  gases  entering  the  tubes  by  Equation  [1]  is  only  730 
deg.  fahr.  Under  the  operating  conditions  assumed  above  we  might 
reasonably  expect  a  furnace  temperature  of  2000  deg.  fahr.  to  2200 
deg.  fahr.  The  temperature  drop  from  furnace  to  tube  entrance 
would  then  be  about  1300  deg.  fahr.  to  1500  deg.  fahr.;  i.e.,  about  91 
per  cent  of  the  total  heat  absorbed  by  the  boiler  is  taken  up  by  the 
shell  by  radiation  from  the  firebox  and  by  convection  in  the  com- 
bustion chamber,  leaving  only  about  9  per  cent  for  absorption  by  the 
tubes.  This  is  decidedly  inconsistent  with  our  usual  ideas  as  to  the 
value  of  the  tube  smface.  If  the  temperature  at  entrance  to  the 
tubes  is  assumed  to  be,  say,  1700  deg.  fahr.,  the  value  of  3f  is  0.0325. 
Rather  curiously,  considering  its  limited  basis,  the  value  of  M  for 
the  same  conditions  computed  from  the  formula  M  =  0.195{7"®-*", 
mentioned  above,  is  0.0284.  In  the  footnote  given  on  page  725 
it  is  stated  that  Eqs.  [2]  and  [2a]  are  both  applicable  to  flues  of 

*  The  boiler  iised  in  the  Bureau  of  Mines  tests  had  tiles  completely  encircling 
the  lower  row  of  tubes,  forming  a  tile  roof  to  the  furnace.  In  computing  M  the 
furnace  temperature  was  taken  as  the  temperature  at  the  entrance  to  the  tube 
bank,  and  for  the  end  of  the  tube  bank  the  temperature  was  taken  as  that  of  the 
flue  gases.  Thus  the  assumed  temperatiu^  drop  through  the  tube  bank  is  un- 
doubtedly too  high,  with  a  corresponding  error  in  M.  This  does  not  account 
for  the  large  departure  in  the  values  of  M  from  Mr.  Fry's  ciuire,  since  fair  al« 
lowances  for  the  errors  in  the  assumed  temperature  drop  would  reduce  the  values 
of  M  possibly  20  to  30  per  cent. 
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circular  crossHsection.  They  do  not  give  exactly  consistent  results, 
however.  For  example,  for  the  return  tubular  boiler  just  considered, 
Eq.  [2]  gives  M  =  0.00912,  while  Eq.  (2a]  gives  M  =  0.00812. 

Within  the  limits  of  the  experimental  data  investigated,  the 
author  has  apparently  succeeded  admirably  in  adapting  the  basic 
formula  to  widely  varying  conditions.  Beyond  these  limits,  i.e.,  for 
tubes  larger  than  2  in.  in  diameter  and  for  passages  of  irregular  cross- 
section,  more  experimental  work  is  necessary  before  any  very  definite 
extension  of  the  author'#  formula  can  be  obtained.  The  Heine  boiler 
tests  and  the  Nicolson  test,  shown  in  Fig.  21,  suggest  that  Mr. 
Fry's  straight  lines  may  be  tangents  to  rather  flat  curves.  Inspec- 
tion of  the  author's  Fig.  13  suggests  that  possibly  the  values  of  B 
and  m,  instead  of  being  represented  by  straight  lines,  may  lie  on 
curves  of  paraboUc  form.  This  would  increase  B  and  decrease  m  for 
passages  of  larger  ''effective  diameter''  and  thus  increase  M. 

E.  R.  Hedrick^  (written).  I  have  myself  attempted  to  secure  a 
formula  for  the  relation  between  M  and  W  which  shall  represent  the 
facts  throughout  the  entire  range  of  values  of  W  included  in  the  ex- 
periments quoted,  but  I  am  not  convinced  that  the  formula  of  the 
paper  can  be  improved  upon.  There  are  reasonable  grounds  for 
supposing  that  there  is  really  a  break  in  the  behavior  when  W  has 
what  is  called  by  the  author  the  critical  value  of  (about)  5  lb.  per 
hour.  Also  it  is  possible  that  a  different  relation  for  the  effect  of  the 
flue  diameter  will  have  to  be  worked  out  when  experiments  are  avail- 
able in  which  a  greater  variety  of  values  of  d  occur.  Possibly  the 
relations  suggested  by  Fessenden  and  Haney  (Univ.  of  Mo.  Bulletin, 
vol.  17,  no.  26)  may  be  found  at  least  helpful  in  settling  this  question. 

The  author  refers  in  Par.  6  to  the  fact  that  **no  attempt  is  made 
to  measure  the  rate  of  heat  transfer."  However,  it  should  be  em- 
phasized that  any  formula  that  gives  the  temperature  (or  the  heat- 
content)  of  the  gas  in  terms  of  the  distance  along  the  tube,  impUes 
directly  a  law  for  the  rate  of  heat  transfer.  This  is  the  reason  that 
the  Osborne  Reynolds  hypothesis  leads  to  a  definite  law  for  the  drop 
in  temperature  along  the  tube,  which  enables  us  to  compare  it  directly 
with  such  experiments  as  those  of  this  paper.  It  was  shown  in  the 
paper  by  Professor  Fessenden  and  myself  (Trans.Am.Soc.M.E.,  vol. 
38,  p.  407)  that  our  formula  [18],  which  is  identical  in  meaning  with 
Equation  [1]  of  Mr.  Fry's  paper,  leads  directly  to  the  formulae  [24] 
and  [25]  of  our  paper: 

dd/dx  =  -  mB  log,  {6/6  J) 

^  University  of  Missouri,  Columbia,  Mo. 
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or 

dBfdx  =  -  2.3026  w/io^,-^' 

where  the  notation  is  that  of  our  paper.  From  these,  it  is  but  a  step 
to  show  that  the  rate  of  heat  transfer  (per  degree  difference  in  tem- 
perature per  square  foot  of  heating  surface  per  second)  is  expressible 
by  the  formula 

trd    e  —  By,  dx 

where  w  is  the  weight  of  gas  passing  per  second,  Cp  the  specific  heat  of 
the  gas,  and  d  the  diameter  of  the  tube.  Hence  the  rate  of  heat 
transfer  is  proportional  to 

e%  '°«  (£) 

In  any  event,  the  rate  of  heat  transfer  is  certainly  not  proportional 
(simply)  to  the  difference  in  temperature,  as  is  abundantly  shown  by 
the  experiments  quoted  in  this  paper. 

J.  F.  Barkley^  (written).  After  an  extended  experimental 
study  along  the  lines  of  the  subject  of  the  paper,  I  feel  that  any 
equation  which  includes  all  the  physical  factors  involved  in  such  a 
heat  transfer  will  unquestionably  be  too  complicated  for  practical 
purposes.  It  seems  to  me  that  there  will  always  be  necessary  a  simple 
equation,  such  as  that  of  Osborne  Reynolds,  including,  perhaps,  a 
few  of  the  main  physical  factors.  These  together  with  experimental 
constants  will  serve  to  obtain  desired  quantities  within  certain  ranges. 

The  temperatures  taken  by  the  author  frona  the  B.  &  W.  experi- 
ments were  derived  by  calculation,  using  the  specific  heat  of  the 
gases.  The  specific  heats  of  gases,  particularly  at  temperatures 
from  about  1500  deg.  fahr.  up,  are  not  well  agreed  upon  by  the  best 
authorities.  This  variation  amounts  to  several  hundred  degrees  at 
2500  deg.  fahr.  What  is  needed  are  some  experiments  where  a  heat 
balance  can  be  taken  which  would  show  the  possible  inaccuracy  of 
the  data,  plus  or  minus. 

As  to  the  accuracy  of  the  formula,  I  would  Uke  to  ask  what  the 
maximum  possible  per  cent  error  would  be  if  one  were  to  solve  it  for 
some  quantity,  say,  the  length  x  of  a  tube. 

GoTTFRiD  L.  OsTGRBN  asked  whether  there  were  any  published 
data  on  formulae  to  be  used  for  calculation  of  heat  transfer  for  large 

*  Asst.  EflBciency  Engineer,  Carnegie  Steel  Co.,  E.  T.  Works,  Braddock,  Pa. 
Formerly  with  the  United  States  Bureau  of  Mines. 
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flues,  over  2  ft.  in  diameter,  of  circular  or  rectangular  cross-section. 
Frequently  an  engineer  had  to  design  a  furnace  where  he  was  using 
waste-heat  gases  to  heat  air  in  a  closed  space,  for  instance,  in  an  an- 
nealing furnace,  and  the  question  of  determining  the  proper  radiating 
surface  in  order  to  obtain  a  certain  temperature  in  the  annealing 
furnace  was  rather  important.  He  had  had  occasion  to  construct  an 
annealing  furnace  of  that  type  not  very  long  before,  and  while  he  had 
struck  the  temperature  very  closely,  he  had  found  that  when  doors 
were  opened  on  the  two  sides  of  the  furnace  and  the  temperature 
dropped,  it  took  a  rather  long  time  to  get  the  temperature  back  again. 
By  putting  conical  deflectors  inside  the  flue,  where  the  waste  gases 
were  passing,  it  was  possible  to  obtain  more  contact  between  the  heat 
units  and  the  steel  flue,  which  improved  the  transfer  considerably. 

D.  S.  Jacobus  said  that  the  heat-transfer  rate  of  conduction  from 
the  gases  to  the  cooling  surface  was  only  one  of  the  elements  to  be 
considered  in  designing  a  boiler.  For  example,  the  effect  of  radiant 
heat  on  the  tubes  nearest  the  furnace  was  an  important  element, 
and  unless  this  was  included  in  an  analjrsis  of  efficiency  the  results 
would  be  considerably  in  error.  When  it  came  to  the  final  analysis 
and  securing  the  maximum  efficiency  from  a  boiler,  the  rate  of  heat 
transfer  must  be  considered,  and  it  was  necessary  to  balance  up  a  loss 
in  draft  against  securing  a  higher  boiler  efficiency. 

There  were  a  number  of  elements  that  had  to  be  taken  into  ac- 
count in  designing  a  boiler;  for  instance,  the  effect  of  radiant  heat: 
It  was  necessary  to  expose  enough  of  the  heating  surface  of  the  boiler 
to  the  radiant  heat  to  keep  the  temperature  of  the  furnace  within 
the  limit  that  present-day  brickwork  will  stand.  Again,  the  entering 
velocities  of  the  gases  between  the  tubes  should  not  be  made  too  high. 
If  the  area  for  the  flow  of  the  gases  was  unduly  constricted  there 
might  be  trouble,  especially  at  the  higher  ratings  at  which  boilers 
are  run  today,  when  the  tubes  become  fouled  through  the  accumu- 
lation of  soot,  which  would  lead  to  an  excessive  draft  resistance. 

It  was  also  necessary  to  provide  a  sufficient  furnace  volume  and  a 
proper  length  of  travel  for  the  burning  gases  in  order  to  consume 
the  products  of  combustion,  and  also  to  prevent  a  blowpipe  action  on 
the  boiler  tubes. 

An  interesting  addition  to  this  valuable  paper  would  be  an 
analysis  combining  the  draft  losses  with  the  variation  of  heat  trans- 
fer to  determine  the  theoretical  proportion  of  the  areas  between 
the  tubes  for  the  flow  of  the  gases  to  give  a  maximiun  heat  absorption 
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for  a  minimum  draft  resistance.  An  answer  to  this  problem  had 
been  found  by  experiment  and  practice  for  certain  classes  of  boilers, 
but  it  would  be  interesting  to  have  a  theoretical  analysis  of  the  proper 
way  of  proportioning  the  area  for  the  flow  of  the  gases. 

William  Kent  (written).  Mr.  Fry  has  done  an  interesting 
piece  of  work  in  showing,  by  means  of  graphical  and  mathematical 
analysis,  that  all  the  available  results  of  laboratory  experiments  on  the 
transfer  of  heat  of  flowing  gas  through  the  wall  of  the  tube  in  which  it 
flows  may  be  expressed  by  the  formula  of  Fessenden  and  Hedrick.  It 
is  to  be  regretted  that  he  has  not  gone  further  and  tested  the  formula 
by  comparing  results  computed  by  it  with  the  .maximum  results 
obtained  in  tests  of  boilers  of  different  types,  using  tubes  that  are 
larger  than  those  used  in  locomotives.  '  The  writer  has  undertaken  to 
make  such  a  comparison,  and  the  figures  obtained  show  such  a  wide 
variation  of  the  results  obtained  in  boiler  tests  from  those  derived 
from  the  formula  as  to  lead  to  the  conclusion  that  the  formula  has 
no  validity  or  usefulness  outside  of  the  narrow  range  of  the  labora- 
tory experiments  on  which  it  is  based.  He  therefore  submits  the 
following  study  to  Mr.  Fry,  asking  his  criticism  of  it. 

Assume  that  1  lb.  of  coal  of  a  heating  value  of  14,600  B.t.u.  per 
lb.  of  combustible  is  thoroughly  burned  in  a  firebrick  furnace,  with 
sufficient  air  to  make  19  lb.  of  flue  gases  per  lb.  of  combustible,  and 
that  these  gases  are  led  through  firebrick  passages  to  the  flue  or  flues 
of  a  steam  boiler.  Assuming  the  mean  specific  heat  of  the  gas  be- 
tween atmospheric  temperature  and  2700  deg.  fahr.  to  be  0.28,  the 
theoretical  temperature  of  the  fire  is  14,600/(0.28  X  19)  =  2696  deg. 
above  the  temperature  of  the  atmosphere  (taken  at  60  deg.)  or  3156 
deg.  absolute,  =  Ti.  If  the  temperature  of  the  water  surrounding 
the  flue  is  340  deg.,  its  absolute  temperature  is  800,  =  L  Then 
Ti/t  =  3.94.  log  Ti/t  =  0.5955;  lolog  Ti/t  =  T.775.  Assume  that 
the  boiler  consists  of  thirty-two  2-in.  tubes,  15  ft.  long.  Then  its 
heating  surface  is  (32  X  2  X  3.1416  X  15)/12  =  251.3  sq.  ft.  Let 
enough  coal  be  burned  to  drive  the  boiler  at  rates  of  3,  6,  9  and 
12  lb.  of  water  evaporated  per  hour  from  and  at  212  deg.  From 
these  data  the  results  in  Table  3  have  been  calculated. 

The  figures  in  columns  (2)  and  (3)  are  those  that  have  been  ob- 
tained in  practice  when  all  conditions  were  the  most  favorable,  from 
many  different  types  of  high-pressure  boilers  without  economizers. 
Abundant  justification  of  these  figures  may  be  found  in  Donkin's 
Heat  EflSciency  of  Steam  Boilers,  Barrus^s  Steam  Boiler  Tests  and  the 
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writer's  Steam  Boiler  Economy.  They  correspond  with  the  writer's 
straight-line  formula  for  maximum  boiler  efficiency,  E  =  81'—  1.33 
[(W/S)  —  3],  in  which  E  is  per  cent  efficiency  and  W/S  the  rate  of 
evaporation  (see  Steam  Boiler  Economy,  2d  edition,  p.  316,  and 
The  Mechanical  Engineers'  Pocket-Book,  9th  edition,  p.  893),  also 
with  his  more  complex  formula,  based  on  Rankine's  assumption  that 
the  heat  transmitted  varies  as  the  square  of  the  temperature  differ- 
ence and  is  independent  of  the  diameter  of  the  tubes  and  of  the  vel- 
ocity of  the  gases. 

TABLE  8     HEAT-TRANSMISSION  CALCULATIONS 


Case 


Rate  of 
evapora- 


a 

6 
9 
12 


Em- 

cienoy, 
max. 

% 


Column  I 


(1) 


81 

77 
73 

(2) 


Oas  flow- 

Lb. water 

Coal  per' 

Coa\ 

Gas 

ing 
through 

evaporated 

aq.  ft. 

burned 

made 

per  lb. 

H.S.  pe* 

per  hr., 

per  hr.. 

one  tube 

coal 

hr..  lb. 

lb. 
62 

lb. 

W 

12.19 

0.240 

1178 

36.8 

11.59 

0.518 

130 

2470 

77.2 

10.99 

0.819 

206 

3914 

122.8 

10.39 

1.155 

(4) 

290 

5510 

172.2 

(3) 

(5) 

(6) 

(7) 

Log  If 


1.5668 
1.8876 
2.0874 
2.2360 


(8) 


Let  us  now  apply  the  Fessenden  and  Hedrick  formula  to  the 
data  given  above,  expanding  them  so  as  to  include  not  only  the  boiler 
with  thirty-two  2-in.  tubes,  but  also  five  other  boilers:  viz.,  one  with 
two  16-in.  tubes  and  one  with  four  8-in.  tubes,  each  30  ft.  long,  one 
with  sixteen  4-in.  tubes  and  one  with  sixty-four  2-in.  tubes,  each  15 
ft.  long,  and  one  with  one  hundred  and  twenty-eight  1-in.  tubes  7.5 
ft.  long,  all  these  boilers  having  the  same  heating  surface  and  all 
suppUed  with  the  same  quantity  of  gas  at  the  same  initial  tempera- 
ture for  the  same  rate  of  driving.  For  the  four  rates  of  evaporation, 
3,  6,  9  and  12  lb.  from  and  at  212  deg.  per  sq.  ft.  of  heating  surface  per 
hour,  the  data  are: 

Diameter  of  tubes,  in.  =  d  =  16  8  4  2  1  1 

No.  of  tubes  2  4        16        32        64        128 

Length  of  tubes,  ft.  =  x  «=       30        30        15        15        15  75 


Tbe  formula  is 


or 


logM  =  B 


lolog  Ti/t  -  lolog  Ti/t  =  Mx 

lolog  Tz/t  =  lolog  Ti/t  +  Mx 
m\ogW/v)  log(B  -  1.3)  =  1.71  -  0.54 log d 
lolog  Ti/t  =  1.775 
logw  =  1.36  + 0.37  logV 
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The  principal  figures  used  in  the  calculation  and  the  resulting  effi- 
ciencies are  shown  in  Table  4. 

TABLE  4    RESULTS  OF  HEAT-TRANSMISSION  CALCULATIONS 


Dimm«tar  of  tub«9,  ixL, 
Length  of  tubea,  ft. . . . 
Peiimetw,  in.  >  W — 

Coefficient  B 

Coefficient  M 


16 

30 

50  26 

2.81 

0.64 


8 

4 

2 

1 

30 

15 

15 

15 

25  13 

12.56 

6.28 

3.14 

2.84 

2.M 

1.05 

i.2l 

0.49 

0.38 

0.295 

0.23 

1 

7.5 
3.14 
1.21 
0.28 


Final  Tbmpbbatubb  or  Oasis  (abotb  0  Oca.  Fabb.) 


3 

925 

661 

626 

458 

866 

6 

1287 

869 

785 

533 

389 

9 

1520 

1035 

899 

591 

407 

[2 

1644 

1151 

•   990 

640  \ 

419 

^(•Britibh  Thxrual  Units  in  Gas  at  Final  Tsmpbratuu 


3 

235.7 

167.0 

159.0 

115.4 

91.9 

6 

334.0 

224.2 

201.7 

134.8 

97.6 

9 

396.5 

270.1 

231.9 

150.1 

102.2 

12 

442.5 

301.5 

256.4 

163.2 

106.2 

EmcBNcr  (Per  Cbnt)  -  (Hi- Hi) /(Hi- 14.75) 


3 
6 
9 
12 


70.7 
57.6 
49.4 
43.3 


I 


79.8 
72.2 
66.1 
62  0 


80.9 
75.2 
71.2 
67.9 


86.6 
84.1 
82.0 
80.3 


80.7 
89.0 
88.3 
87.9 


119.4 
185.1 
155.4 
156.2 


86.1 
84.0 
81.4 
91.2 


The  values  of  Ht  are  obtained  by  multiplying  the  final  tempera- 
ture by  the  mean  specific  heat  between  zero  and  the  final  temperature, 
this  specific  heat  being  calculated  from  the  approximate  formula 
Cp  =  0.245  +  0.000015^  Hi  is  the  heat  per  pound  at  the  initial 
temperature,  2696  deg.  The  mean  specific  heat  between  zero  and  this 
temperature  is  taken  at  0.285.  In  obtaining  the  efficiency  we  sub- 
tract 14.75  from  Hi  in  the  denominator  for  the  heat  in  1  lb.  of  air 
suppUed  at  60  deg. 

The  calculated  efficiencies  are  plotted  in  Fig.  22,  and  the  position 
of  the  straight  line  of  the  writer's  formula  is  also  plotted  for  com- 
parison. 

In  the  calculations  based  on  Mr.  Fry's  formula  certain  assumptions 
have  been  made: 


Digitized  by  VjOOQIC 


752 


TRANSFER  OF   HEAT 


1  That  the  fuel  is  thoroughly  burned 

2  That  the  air  supply  is  19  lb.  per  lb.  of  fiiel 

3  That  there  is  no  loss  by  radiation. 

These  assumptions  correspond  to  ideal  conditions,  but  they  are 
nearly  attained  in  the  best  practice.  If  other  conditions  had  been 
assumed,  such  as  a  certain  percentage  of  loss  due  to  imperfect  com- 
bustion and  to  radiation,  and  a  somewhat  greater  air  supply,  all  of 
the  curves  shown  in  Fig.  22  would  have  been  lowered  to  some  extent, 
but  their  relative  positions  would  remain  the  same;  that  is,  the  curve 
of  the  4-in.  tube  woirid  be  far  below  the  curves  of  the  1-in.  and  2-in. 


Rate  of  Driving.  Ujl  Evoiporoited  per  Scj.Fh  of 
MecrNng  Surface  perHr. 

Fia.  22    PLOTTiNa  of  BoHiBR  Epficiencies  Given  in  Table  4 


tubes,  and  the  curve  of  the  16-in.  tubes  far  below  the  curve  of  the  8-in. 
tubes.  If  calculations  for  a  two-flue  Lancashire  boiler  had  been  made, 
the  resulting  curve  would  be  far  below  that  of  the  two  16-in.  flue 
boilers. 

The  straight-line  formula  involves  no  assumptions.  It  is  merely 
the  plotting  of  the  best  efficiencies  obtained  in  reUable  tests  of  many 
different  types  of  boiler,  including  Cornish,  Lancashire,  Galloway, 
Scotch  marine,  fire-tube  and  water-tube  boilers  of  all  sizes  and  shapes. 
The  results  of  these  tests  indicate  that  the  efficiency  of  a  steam  boiler 
is  not  a  function  of  its  type,  of  the  diameter  of  the  gas  passages,  or 
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of  the  velocity  of  the  gases;  but  is  entirely  a  function  of  the  conditions 
under  which  it  is  run.    These  conditions  are: 

1  Cleanness  of  heating  surface 

2  Avoidance  of  short-circuiting  of  the  gases 

3  Quality  of  the  fuel 

4  Completeness  of  the  combustion  before  the  combustible 

gases  touch  the  heating  surface 

5  Amount  of  the  air  supply  per  pound  of  combustible 

6  Rate  of  driving,  and 

7  Avoidance  of  air  leaks  in  the  setting.  # 
Computations  from  Mr.  Fry's  formula  show  results  so  far  from  those 
obtained  in  actual  boiler  practice  as  to  lead  inevitably  to  the  con- 
clusion as  already  stated  that  the  formula  has  no  validity  or  useful- 
ness outside  of  the  range  of  the  laboratory  experiments  on  which  it  is 
based. 

What  is  needed  to  settle  this  question  of  the  relation  of  steam- 
boiler  efficiency  to  the '  diameter  of  the  gas  passages  and  the 
velocity  of  the  gases  is  a  series  of  experiments  in  which  the  diam- 
eter and  the  velocity  are  the  only  variables,  all  other  conditions, 
such  as  extent  of  heating  smface,  and  rate  of  bmning  the  fuel, 
remaining  constant.  The  following  method  of  making  the  experi- 
ment is  suggested: 

Provide  a  gas-burning  or  oil-burning  furnace  of  sufficient  size 
with  a  sheet-iron  casing  through  which  all  the  air  for  maintaining 
combustion  is  passed,  thereby  minimizing  the  loss  from  radiation. 
Meter  the  air  as  well  as  the  fuel,  regulating  the  supply  so  as  to  ob- 
tain complete  combustion  and  a  very  high  furnace  temperature. 
Provide  a  boiler  to  be  connected  with  the  furnace,  made  of  a  12-in. 
tube  20  ft.  long,  with  one  S-in.  tube  in  it  for  a  gas  passage.  After 
running  a  series  of  tests  mth  this  boiler,  vrith  different  rates  of  driving 
so  as  to  secure  an  equivalent  rate  of  evaporation  ranging,  say,  from  2 
to  15  lb.  per  sq.  ft.  of  heating  surface  per  hour,  substitute  for  the  single 
8-in.  tube  two  4-in.  tubes,  four  2-in.  tubes  and  eight  1-in.  tubes  suc- 
cessively, and  repeat  the  tests.  In  these  tests  the  total  heating  sur- 
face, the  perimeter  of  the  gas  passages,  remains  constant,  but  for  a 
given  amount  of  fuel  and  air  supply  the  velocity  of  the  gas  will  vary 
as  the  figures  1,  2,  4,  8.  The  boiler  can  be  run  as  an  air  heater,  using 
either  steam  or  waste  gases  of  a  temperature  below  red  heat  as  the 
heating  medium.  Such  a  boiler  or  heater  would  enable  us  to  settle 
many  questions  regarding  the  transfer  of  heat  which  are  now  in  con- 
troversy. 
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The  Author.  Fig.  23  represents  some  work  done  after  hearing 
Professor  Fessenden's  criticism  that  the  lines  giving  the  values  of  the 
coefficients  B  and  m  in  Fig.  13  cannot  be  extended  to  flue  diameters 
larger  than  2  in.  In  Fig.  23  the  values  are  plotted  against  each  other 
on  a  logarithmic  scale  instead  of  linearly  as  in  Fig.  13,  and  points  are 
added  for  the  Heine  and  Nicolson  boilers.  Professor  Fessenden 
showed  that  the  coefficients  for  these  boilers  did  not  harmonize  with 
the  plot  of  Fig.  13,  nor  with  his  values  of  U  plotted  in  Fig.  21.  It 
will  be  seen  that  the  plotting  used  in  Fig.  23,  besides  bringing  the 
points  for  the  small-diameter  flues  more  nearly  into  Une,  brings  the 
lines  when  extended  very  close  to  the  points  for  the  larger  flues. 
The  lines  in  Fig.  13  give  reasonably  accurate  results  for  flues  up  to 
2  in.,  but  those  in  Fig.  23  are  recommended  for  general  use. 

I  believe  that  a  formula  of  this  sort  can  be  applied  to  the  con- 
dition that  Mr.  Ostgren  speaks  of  in  air  flowing  through  the  inner  flue, 
if  it  is  possible  to  get  the  mean  temperature  of  the  flue  wall. 

In  reply  to  Mr.  Barkley,  I  should  like  to  point  out  that  the  formula 
proposed  covers  all  of  the  physical  factors  involved  in  heat  transfer 
and  is  still  of  a  form  sufficiently  simple  for  practical  use.  I  must  take 
issue  mth  him  as  to  the  values  of  the  specific  heat  of  gases  at  high 
temperatures.  Reference  to  the  Smithsonian  Tables  will  show  the 
problem  has  been  solved  for  all  practical  purposes,  and  that  cal- 
culations based  on  the  specific  heat  will  be  more  accurate  than  any 
heat-balance  results. 

I  would  like  to  point  out  that  the  paper  refers  to  the  point  that 
was  mentioned  by  Dr.  Jacobus  in  regard  to  the  loss  of  draft,  viz., 
that  by  decreasing  the  flue  diameter  the  rate  of  heat  transfer  can  be 
increased,  but  that  this  will  be  done  at  the  expense  of  loss  of  energy  in 
forcing  the  gas  through  the  flue.  The  loss  of  draft  —  loss  of  head 
—  in  passing  through  the  flue  is  the  price  that  must  be  paid  for  in- 
creased heat  transfer,  and  if  a  formula  similar  to  that  used  for  loss 
of  temperature  can  be  obtained  to  take  care  of  loss  of  head,  it  will  be 
possible  to  figure  out  exactly  what  has  to  be  paid  for  a  given  rate  of 
heat  transfer,  and  to  calculate  for  any  kind  of  a  boiler  with  greater 
certainty. 

I  would  add  that  two  of  the  important  series  of  tests  mentioned 
in  the  paper  were  carried  out  by  the  Babcock  &  Wilcox  CJompany, 
under  the  direction  of  Dr.  Jacobus,  who  courteously  placed  them  at 
my  disposition. 

Professor  Kent's  criticism  is  mainly  based  on  a  comparison  of  the 
Fry-Hedrick-Fessenden  formula  with  his  own  straight-line  formula  for 
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boiler  efficiency.  I  am  afraid  that  I  cannot  agree  with  him  that 
lack  of  agreement  between  the  two  proves  that  the  formula  proposed 
in  the  paper  is  inaccurate.  Professor  Kent  assumes  for  his  formula 
that  the  heat  transmitted  varies  as  the  square  of  the  temperature 
difference  and  is  independent  of  the  flue  diameter  and  of  the  velocity 
of  the  gases.    This  assumption  begs  the  whole  question.    It  dates 


Fig.  23 
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07       1.0         IS     iO 
FLUE  DIAMETER  d 

Relation  Between  Flue  Diameter  and  Coepficibnts  B  and  m 
IN  the  Equation  Log  M  -  B  —  m  Log  W/p 


from  Rankine's  time,  and  with  the  experimental  data  now  available 
can  easily  be  shown  to  be  incorrect.  Any  one  of  the  series  of  tests 
analyzed  in  the  present  paper  shows  the  large  influence  exerted  by  the 
gas  velocity  on  the  rate  of  heat  transmission,  while  the  effect  of  flue 
diameter  is  shown  by  a  number  of  the  experiments.  In  the  Penn- 
sylvania Railroad  locomotive  tests  analyzed  in  Fig.  17  the  difference 
between  Ij-in.  and  2-in.  flues  is  reflected  in  the  boiler  eflSciency. 
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The  Babcock  and  Wilcox  experiments  show  the  difference  between  a 
circular  flue  2  in.  in  diameter  and  an  annular  flue  with  an  effective 
diameter  of  about  1.5  in.;  while  the  Fessenden  and  Haney  experi- 
ments show  the  difference  between  flues  1.816  in.  and  0.816  in.  in 
diameter.  Further,  the  principle  that  a  reduction  in  flue  diameter 
increases  the  rate  of  heat  transfer  is  recognized  in  modem  boiler 
design,  as,  for  example,  in  waste-heat  boilers,  where  narrow  gas  pas- 
sages are  used  in  order  to  secure  high  absorptive  efficiency  with  low 
gas  temperatures. 

Professor  Kent's  straight-Une  formula  may  serve  to  give  an  idea 
of  the  efficiency* of  an  average  boiler  under  normal  operating  condi- 
tions, but  it  is  useless  in  a  study  of  the  effect  of  variations  in  the  sec- 
tion of  the  gas  passages  and  in  the  rate  of  flow  of  the  gases,  questions 
which'are  of  great'practical^importance. 
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A  STUDY  OF  SURFACE  RESISTANCE  WITH 

GLASS  AS  THE  TRANSMISSION 

MEDIUM » 

By  H.  R.  Hammond  *  and  C.  W.  Holmberq,*  Brooklyn,  N.  Y. 
Non-Members 

In  heat-4ran9mi8sian  work  the  majorUy  of  coefficients  used  at  present  are  com- 
bined coefficients,  that  is,  no  attempt  is  made  at  discriminating  between  the  con- 
duction  of  the  material  itself  and  the  conductions  of  the  two  air  spaces  which  exist 
adjacent  to  it.  Consequently  there  ate  no  standards  by  which  surface  resistance 
may  be  obtained. 

The  authors  describe  an  investigation  carried  out  in  the  thermal  testing  plant  of 
The  Pennsylvania  State  College  and  give  a  formula  by  which  the  combined  trans- 
mission coefficients,  as  ireU  as  the  conduction  values  for  the  glass  inside  air  surface 
and  oiUside  air  surface,  may  be  calculaled. 

The  results  of  the  tests  made  demonstrate  that  the  greater  part  of  the  air-layer 
resistance  occurs  at  the  outside  and  within  the  first  half  inch  of  the  surface;  and 
that  whenever  glass  or  any  other  good  material  is  used  as  the  transmission  medium, 
the  resistances  of  the  inside  and  outside  air  surfaces  play  the  major  part  in  deter- 
mining the  combined  transmission  coefficient, 

TN  the  study  of  heat  transmission  the  determinations  of  the  thermal 
resistances  of  materials  have  been  obtained  in  a  more  or  less 
vague  manner.  At  present  the  majority  of  coefficients  used  are 
combined  coefficients;  that  is,  no  attempt  is  made  at  discriminating 
between  the  conduction  of  the  material  itiself  and  the  conductions  of 
the  two  air  spaces  which  exist  adjacent  to  it.  Consequently  there 
are  no  standards  by  which  surface  resistance  may  be  obtained.  A 
method  has  been  used  by  which  the  temperatures  of  the  air,  both 
outside  and  inside,  were  measured  at  a  distance  of  1  in.  from  the 
surface;  but  this  has  never  been  verified. 

1  This  paper  is  based  upon  data  gathered  in  The  Pennsylvania  State  College 
Engineering  Experiment  Station,  and  which  will  appear  in  its  Bulletin  No.  24. 

>  Died  November  28, 1917. 

>  354  Senator  St. 


Presented  at  the  Annual  Meeting,  December  1917,  of  The  American  So- 
ciBTT  OF  Mechanical  Enqineebs.    Awarded  Student  Prize  for  the  year  1917. 
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2  In  an  attempt  to  obtain  some  data  on  the  subject  of  surface 
resistance  with  glass  as  the  transmission  medium,  this  paper  will  deal 
with  the  following  points: 

a  A  study  of  the  temperature  gradients  under  various  tem- 
perature differences  between  the  inside  and  outside  of  the 
box  used  in  the  experiments 

b  The  relative  values  of  conduction  for  the  glass  and  for  the 
air  surfaces 

c  The  variation  of  the  conduction  values  under  the  various 
temperature  differences  between  the  inside  and  the  out- 
side of  the  box. 

THEORY 

3  Heat  may  be  transmitted  from  one  side  of  a  wall  to  the  other 
in  three  ways:  by  radiation,  by  convection,  and  by  conduction.  In 
this  paper,  however,  the  radiation  and  convection  factors  are  not 
dealt  with,  and  the  formulae  have  to  do  only  with  conduction. 

4  For  total  heat  transmitted,  we  may  write: 

Q  =  kA{AT) [1] 

where    Q  =  total  B.t.u.  transmitted  per  hour 

k  =  transmission  in  B.t.u.  per  hour  per  sq.  ft.  per  deg. 

difference  in  temperature 
A  =  area  of  the  surface  in  sq.  ft. 
(AT)  =  temperature -difference,  deg.  fahr. 

5  The  value  of  k  depends  upon  several  factors:  the  surfaces,  the 
thickness  and  kind  of  material,  air  spaces,  absolute  temperature, 
temperature  difference,  and  condition  of  air  at  the  surfaces.  The 
combined  transmission  coefficient  of  a  compound  wall  is  determined 
from  the  sum  of  the  reciprocals  of  the  various  conduction  coefficients, 
as  follows: 

_1_  ,  ^  ,  £?  Xit  .      1 

Ci         Ci         Cl  Cn         Cw+1 

where  Ci  =  conduction  of  inside  air  surface  in  B.t.u.  per  hr. 

per  sq.  ft.  per  deg.  difference  in  temperature 
Cl,  Cj, . . .    C»  =  conduction  of  material  per  hr.  per  unit  thickness 
per  sq.  ft.  per  deg.  difference  in  temperature 
Cn+i  =  conduction  of  outside  air  surface  in  B.t.u.  per 
hr.  per  sq.  ft.  per  deg.  difference  in  temperature 
xj,  xt, . . .    Xn=  thickness  of  material  in  inches. 
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PROCBDTJRE 

6  The  experimentSjweFe  carried  on  in  the  thermal  testing  plant 
of  The  Pennsylvania  State  College,  which  consists  of  a  room  17xl7x 
10  ft.,  well  insulated  with  corkboard  and  kept  at  a  constant  tem- 
perature by  means  of  brine  coils  placed  around  the  wall.  Bulletin 
No.  9,  Vol.  1,  published  by  The  Pennsylvania  State  College  Experi- 
ment Station,  contains  illustrations  and  a  complete  description  of 
this  plant. 

7  The  experiments  were  made  with  a  corkboard  box  (Fig.  1) 
5  ft.xS  ft.xS  ft.  1  in.  in  outside  dimensions  and  having  a  mean 


3'CorkboQrd 


ideSurfaet 


FiQ.  1    Apparatus  for  Dbtbrminino  Temperature  Gradient 

surface  area  of  141  sq.  ft.  The  temperatures  were  recorded  by 
platinum-resistance  thermometers  made  by  the  Leeds  &  Northrup 
Co.  and  specially  designed  for  this  plant.  Carefully  calibrated  volt- 
meters and  ammeters  were  used  to  measure  the  heat  input  to  the 
box. 

8  Before  proceeding  with  the  tests  the  resistance  thermometers 
and  the  box  were  carefully  calibrated.  The  thermometers  were 
calibrated  by  comparison  with  a  standard  mercury  thermometer 
reading  to  0.2  deg.  and  estimated  to  0.01  deg.  The  thermometers 
were  placed  in  a  small  box  to  protect  them  from  any  air  currents  that 
might  afifect  the  readings.  The  readings  on  the  mercury  thermometer 
were  taken  through  a  telescope  in  order  that  they  might  be  estimated 
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more  accurately  and  not  be  affected  by  heat  radiation  from  the 
person  taking  them.  The!  resistance-thermometer  readings  were 
indicated  by  the  usual  Wheatstone  bridge  as  supplied  by  Leeds  & 
Northrup  Ck).  Readings  wer^  taken  of  the  various  thermometers 
every  ten  minutes,  and  after  a  series  of  tests  under  different  tempera- 
tures, the  calibration  ciures  were  plotted. 

9  In  calibrating  the  corkboard  box  for  different  ranges  of  tem- 
peratures from  inside  to  outside,  a  thermometer  was  suspended  mid- 
way between  the  top  and  bottom  and  10  in.  from  the  inside  surface, 
and  another  placed  outside  in  the  room.    The  room  was  kept  at  a 
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FiQ.  2    Transmission  of  Corkboard  Box 


constant  temperature  by  means  of  brine  circulating  through  coils 
arotmd  the  room.  Inside  the  box  was  placed  a  fan  for  the  purpose  of 
circulating  the  air  and  thus  keeping  the  box  at  a  uniform  temperature 
throughout.  The  desired  temperature  was  obtained  by  means  of  an 
electric  heating  coil  placed  in  the  center  of  the  box.  During  the 
tests,  readings  were  taken  every  ten  minutes  of  the  temperature 
inside  and  outside  the  box  and  of  the  voltage  and  amperage  input. 
When  the  readings  became  constant  they  were  considered  acceptable 
and  the  rate  of  transmission  in  B.t.u.  per  hour  per  square  foot  was 
calculated  from  the  formula 


fc  = 


3.412  X  A  X  7 


mean  area  of  box  surface  X  A  T 


.[3] 
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where  A  =  ammeter  reading  in  amperes 
V  =  voltmeter  reading  in  volts 
3.412  =  heat  equivalent  of  watts  per  hour 
Ar  =  temperature  difference. 
The  calibration  curve  for  the  various  temperature  diflferences  is 
plotted  in  Fig.  2. 

10  After  calibration  the  removable  corkbojCrd  side  was  taken 
off  and  replaced  by  a  glass  plate  i  in.  thick.  Thermometers  were 
placed  at  distances  of  \  in.,  ^  in.,  1  in.,  3  in.,  and  28  in.  from  the  inside 
surface,  also  on  the  inside  and  outside  surfaces  and  28  in.  from  the 
outside  surface.  Tests  were  made  in  the  same  manner  as  when  the 
box  was  calibrated. 

11  All  tests  were  run  until  the  respective  thermometers  had 
maintained  constant  readings  for  some  time.  The  arrangement  of 
thermometers  afforded  ample  opportunity  to  determine  the  tem- 
perature gradients. 

12  Owing  to  the  few  available  thermometers,  it  was  not  possible 
to  run  tests  for  iniside  and  outside  gradients  simultaneously.  Con- 
sequently the  thermometers  were  rearranged  as  follows  for  the  outside 
gradient  tests:  28  in.  inside,  inside  surface,  outside  surface,  and  \  in., 
I  in.,  1  in.,  3  in.,  and  28  in.  outside.  All  tests  so  far  had  been  run  with 
circulating  air  inside  and  still  air  outside.  During  this  set-up,  how- 
ever, air  currents  were  induced  by  a  naotor-driven  fan  which  forced 
air  through  a  narrow  slit-Uke  aperture  1  in.  wide  and  discharged 
across  the  surface  of  the  glass  with  mean  velocities  at  the  thermometer 
of  800  and  1 100  ft.  per  min.  for  two  tests,  respectively.  Results  of  the 
outside  gradient  tests  are  plotted  in  Fig.  3,  herewith  shown.  Two 
curves  obtained  under  conditions  of  temperature  and  temperature 
range  similar  to  those  of  the  inside  gradient  tests  were  plotted  in 
Fig.  4  together  with  the  inside  gradients  as  though  they  were  ob- 
tained simultaneously. 

13  On  account  of  breakage,  the  plain  glass  window  was  now 
replaced  by  a  four-pane  window  sash.  Thermometers  were  placed 
at  28  in.  inside,  the  inside  surface,  the  outside  surface  and  28  in.  out- 
side the  window.  Tests  were  now  run  in  the  same  manner  as  the 
preceding  ones,  especial  care  being  taken  to  keep  constant  voltage  and 
amperage  in  the  heating  coil,  since  these  tests  were  primarily  trans- 
mission tests.  The  combined  transmission  coefficient  (ki)  of  the 
window  glass  was  calculated  from  the  following  formula: 

,    _  3.412  VA  -  fetSi  (AD  -  0.8  St  (AT)  ... 

'^^'"  5,X(Ar)  ^*^ 
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where  V  =  volte  in  heating  coil  +  volts  in  circulating  fan 

A  =  amperes  in  heating  coil  +  amperes  in  circulating  fan 
•  Si  =  mean  area  of  surface  of  5  sides  of  corkboard  box,  sq. 
Si  =  mean  area  of  surface  of  window  panes,  sq.  ft. 
Si  =  mean  area  of  surface  of  sash  (wood),  sq.  ft. 
(AT)  =  temperature  difference  (inside  —  outside),  d^.  fahr. 
0.8  =  coefBcient  of  transmission  of  wood 
kt  =  coefficient  of  transmission  of  corkboard. 


ft. 


DISTANCE,  FKOM  OUTSIDE  SURFACE,  INCHES 

FiQ.  3    Outside  Temperature  Gradients 

The  coefficient  fci  was  calculated  for  various  temperature  differences 
as  shown  above  and  the  results  plotted  in  Fig.  5. 

14  The  conductions  of  the  two  air  surfaces  and  the  glass  were 
determined  similarly  to  the  combined  transmission  coefficient,  save 
that  the  value  of  (AT)  in  the  denominator  varied  as  the  temperature 
differences  of  the  various  layers  of  material  cpncerned.  These  curves 
are  Ukewise  plotted  in  Fig.  5  for  the  purpose  of  comparison. 


SAMPLE   CALCULATIONS 

15    When  (AT)  =  23.15  deg.  fahr., 

ki  (combined  transmission  coefficient  of  glass)  = 
(3.412  X  49.5  X  4.51)  -  (0.8  X  0.58  X  23.15)  -  (117.3  X  23.15) 


21.4  X  23.15 
770  -  10.75  -  277       482.25 


495 


495 


=  0.974 
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d  =  conduction  of  glass 


21.4  X  1.26 


Ci  =  conduction  of  inside  air  surface  = 
Cn+i  =  conduction  of  outside  air  surface  = 


=  17.88 

482.25 
21.4  X  7.93 

482.25 
21.4  X  13.91 


=  2.84 
;  =  1.615 


DISCUSSION  OP  RESULTS 


16  When  plotted,  all  of  the  temperature  gradients  from  the 
surface  proved  to  be  smooth  curves.  This  result  amply  justified  the 
method  of  testing  which  was  employed  during  the  entire  series  of 


RSTAHCC  FKOn  IRSIOE  SUKFACE  (tiCHes)  OISTANCC  mon  OUTSIOC  SUKFACE 

Fig.  4    Combined  Inside  and  Outside  Gradient 


tests,  both  gradient  and  transmission.  In  this  method  of  testing  the 
authors  continued  the  test  imtil  constant  readings  in  the  respective 
thermometers  had  been  maintained  for  some  time.  The  time  elapsing 
before  this  condition  was  obtained  varied  between  two  and  eight 
hours. 

17  The  inside  gradients  bent  down  sharply  within  the  first 
quarter  of  an  inch.  Then  the  curves  grew  flatter,  until  at  a  distance 
of  ^  in.  from  the  surface  of  the  glass  the  curves  became  constant. 
The  outside  gradients  were  more  gradual  in  character,  the  major  part 
of  the  drop  occurring  in  the  first  two  inches  from  the  glass  for  still-air 
conditions,  while  the  gradients  obtained  under  moving  air  were  con- 
siderably flattened  and  reached  a  nearly  constant  value  within  the 
first  inch. 
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18  These  results  would  indicate  that  the  circulating  air  inside 
cut  down  the  air  resistance  film  at  the  surface  of  the  glass  and  thus 
increased  the  conduction  of  the  air  layer. 

19  Under  still-air  conditions  the  outside  surface  resistance  was 
considerably  greater  than  with  moving  air.    This  was  undoubtedly 

•  due  to  the  fact  that  much  heat  was  carried  away  by  convection. 

20  These  tests  indicate  that  the  resistance  is  greatest  very  close 
to  the  surface  of  the  glass  and  that  when  performing  experiments  in 
heat  transmission  it  is  best  to  place  the  outside  thermometer  not  less 
than  2  in.  from  the  surface  under  still-air  conditions;  and  not  less 
than  1  in.  tmder  moving-air  conditions  when  the  air  velocity  is  greater 
than  800  ft.  per  min. 

21  The  combined  transmission  coefficients  and  the  conduction 
values  for  the  glass  inside  air  surface  and  outside  air  surface  were 
calculated  by  formula  [4]  and  are  as  follows: 


Temperature  range,  dec.  f>^r. 

23.16 

40.87 

54.45 

73.52 

Combinwl  traDsxniMion 

0.974 

17.880 

2.840 

1.615 

1.079 
18.060 
3.815 
1.750 

1.169 
19.800 
8.050 
1.850 

1  165 

Conduction  of  glMi 

19  890 

ConduoUon  of  inside  air  aurfaoe 

3  560 

1.900 

22  The  combined-coefficient  values  check  up  fairly  well  with  the 
values  0.96  (dry  glass)  and  1.1  (wet  glass)  for  a  single  window  i  in. 
thick,  given  in  Greene's  Elements  of  Heating  and  Ventilation. 
Moreover,  they  show  that  the  transmission  varies  Unearly  with  the 
temperature  differences,  as  the  curve  plotted  in  Fig.  5  will  demon- 
strate. 

23  The  conduction  values  for  the  glass  under  the  same  tem- 
perature differences  show  that  they  also  varie'd  in  the  same  way  as  the 
combined-transmission  values. 

24  The  conduction  values  for  the  air  surfaces  confirm  the  results 
of  the  gradients,  in  that  the  resistance  of  the  outside  air  surface  is 
shown  to  be  considerably  less  than  that  of  the  inside  air  surface. 
Curves  of  the  surface  resistance  plotted  to  an  enlarged  scale  in  Fig.  6 
show  that  the  conduction  of  the  surfaces  is  greatest  at  points  where 
the  temperature  ranges  vary  from  65  deg.  to  75  deg.    This  seems  to 
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indicate  that  there  is  a  saturation  point  at  which  the  transmission 
through  the  air  layer  cannot  be  increased.  The  writers  believe  that 
it  would  be  highly  desirable  that  further  investigations  be  tmdertaken 
in  order  to  check  up  this  point. 

25  Fig.  5  shows  the  relationship  between  the  conductions  of  the 
air  surfaces  and  the  glasa.  It  can  be  seen  that  the  resistance  of  the 
glass  is  very  slight  as  compared  with  that  of  the  air  surfaces.  This 
proves  that  in  figuring  transmission  through  glass  the  resistance  of 
the  air  layers  at  the  given  conditions  will  be  the  primary  factors,  since 
from  the  figure  it  is  shown  that  they  form  the  bulk  of  the  resistance 
which  goes  to  make  up  the  combined  transmission  factor.  In  con- 
nection with  this  point  it  is  interesting  to  note  the  investigations 
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Fig.  5    Conductions  Through  Air  Surfaces  and  Glass 


carried  on  by  Professor  Moyer  in  The  Pennsylvania  State  College 
Thermal  Testing  Plant,  and  described  in  the  A.  S,  R.  E.  Journal, 
Vol.  2,  No.  3.  Professor  Moyer's  results  indicated  that  the  influence 
of  air  velocity  on  transmission  through  glass  caused  the  transmis- 
sion coeflScient  to  vary  from  a  value  of  1.263  at  zero  velocity  to  4.207 
at  a  velocity  of  1200  ft.  per  min.  This  illustration  further  proves  the 
extreme  importance  of  the  air  siuf ace  resistance  on  the  combined- 
transmission  factor. 

26  Consequently,  the  subject  of  air  resistance  seems  worthy  of 
careful  investigation  as  to  its  behavior  under  varied  conditions.  The 
writers  in  suggesting  further  investigation  along  this  line  would  say 
that  they  consider  thermocouples  preferable  to  resistance  thermom- 
eters.   Resistance  thermometers,  on  account  of  their  appreciable 
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size  and  consequent  susceptibility  to  radiation,  make  very  accurate 
surface  readings  impossible,  while  the  fine-point  contact  of  the  ther- 
mocouple makes  it  very  desirable  in  this  connection.  Delay  in 
obtaining  thermocouples  caused  the  writers  to  use  resistance  ther- 
mometers in  these  tests. 
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FiQ.  6    Conduction  Through  Air  Surfaces 
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CONCLUSIONS 

27  A  summary  of  the  more  important  results  obtained  in  the 
tests  is  as  follows: 

a  The  gradient  tests  demonstrate  that  the  greater  part  of 
the  air-layer  resistance  occurs  at  the  outside  and  within 
the  first  half  inch  of  the  surface 

h  Whenever  glass  or  any  other  good  conductor  is  used  as  the 
transmission  medium,  the  resistances  of  the  inside  and 
outside  air  surfaces  play  the  major  part  in  determining  the 
combined  transmission  coefficient 

c  The  tests  show  that  the  transmission  through  glass  and 
through  corkboard  with  temperature  differences  ranging 
from  20  deg.  to  80  deg.  varies  linearly  with  these  tempera- 
ture differences. 

28  The  writers  wish  to  acknowledge  much  valuable  assistance 
received  from  Prof.  A.  J.  Wood  and  Prof.  R.  B.  Fehr  of  The  Penn- 
sylvania State  College.  They  are  also  indebted  to  The  Engineering 
Experiment  Station  of  The  Pennsylvania  State  College  for  some  of 
the  data  used. 
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DISCUSSION 

A.  J.  Wood  (written).  The  authors  clearly  distinguish  between 
transmission  through  the  glass  and  the  surface  transmission.  This 
is  important.  For  the  most  part,  tables  appear  giving  condvdion 
only.  To  apply  these  values  to  the  usual  practical  problems,  we 
should  also  know  the  values  for  the  surface  eflfect  The  table  in 
Par.  21  and  Fig.  5  bring  out  the  importance  of  separating  the  two. 
They  also  show  the  effect  of  temperature  range  on  heat  transmission, 
which  is  found  to  influence  the  conduction  to  a  considerable  degree. 

On  December  4,  Prof.  R.  B.  Fehr  and  the  writer  discussed  in 
detail,  before  the  American  Society  of  Refrigerating  Engineers,  the 
results  of  recent  work  at  the  -thermal  testing  plant  of  The  Penn- 
sylvania State  College.^  Among  other  constants  given,  we  stated 
that  under  usual  temperature  conditions  and  for  "still"  air,  the  total 
surface  transmission  for  both  sides  of  glass,  corkboard  and  building 
paper  was  found  to  average  about  22  B.t.u.  per  24  hr.  per  sq.  ft.  per 
degree  diflference,  which  value  is  approximately  0.9  B.t.u.  per  hr. 
per  sq.  ft.  per  degree  diflference.  Pending  the  results  of  more  ex- 
tended tests,  this  value  is  believed  to  be  a  safe  one  for  general  practice. 

In  Vol.  24  of  Transactions*  Dr.  William  Kent  quotes  the  value 
of  B.t.u.  transmitted  per  hour  per  sq.  ft.  of  surface  per  deg.  fahr. 
diflference  of  temperature  for  a  single  window  as  1.03.  I  understand 
this  to  be  the  toUd  transmission  (including  the  two  surfaces)^  and  this 

^  For  complete  paper,  see  A.S.R.E.  Journal,  March  1918. 
*  Traii8.Am.Soc.M.E.,  vol.  24,  p.  284.   See  also  Kent's  Mechanical  Engineers' 
Pocket-Book,  9th  ed.,  p.  583. 
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value  is  in  substantial  agreement  with  our  value  of  0.90  noted  above. 
Other  determined  values  for  the  surface  effect  are  noted  in  our  dis- 
cussion before  the  American  Society  of  Refrigerating  Engineers. 

L.  B.  McMillan  (written).  The  conclusions  which  the  authors 
have  reached  regarding  the  importance  of  the  air-film  effect  are  in 
accordance  with  the  theory  on  the  subject  and  check  closely  with 
the  results  by  other  investigators.  However,  their  work  shows  more 
forcibly  than  ever  the  need  for  full  and  complete  data  on  the  subject 
of  surface  resistances. 

Considerable  work  has  already  been  done  on  this  subject  —  much 
more  than  would  appear  at  first  thought.  For  example,  it  has  been 
nearly  oixe  himdred  years  since  P6clet  made  his  classical  experiments, 
determining  radiation  coefficients  for  a  number  of  materials,  and  these, 
in  connection  with  convection  coefficients,  indicate  the  rate  of  flow 
from  the  surface  or  conversely  the  surface  resistance.  One  reason 
why  there  seems  to  be  such  a  scarcity  of  data  on  surface  resistances 
is  that  this  relationship  of  surface  resistance  to  surface  transmission 
is  very  generally  overlooked. 

Dulong  builded  on  the  work  of  P^clet  and  worked  out  equations 
for  the  radiation  coefficients  at  various  temperatures.  These  are 
given  in  Kent's  Pocket-Book,  together  with  tables  prepared  by  Box 
which  facilitate  the  finding  of  the  coefficient  at  any  temperature. 
This  would  go  a  long  way  toward  filling  the  need  except  for  the  fact 
that  P6clet's  coefficients  have  been  fotmd  to  be  very  considerably 
too  low.  For  example,  Paulding  (Stevens  Indicator,  vol.  19,  p.  393) 
has  shown  that  P6clet's  coefficient  of  0.64  for  iron  is  much  too  low, 
and  that  modem  tests  prove  that  this  coefficient  should  be  about  0.87. 

P^clet's  results  are  therefore  of  interest  mainly  for  their  historical 
importance  and  because  of  the  thoroughness  with  which  he  attacked 
the  problem,  even  at  that  early  date. 

Fig.  7  shows  results  of  some  of  the  modem  investigations*  as 
compared  with  P^clet's  results,  and  illustrates  how  well  the  modem 
tests  agree,  even  though  made  by  widely  different  methods.  For 
example,  the  tests  by  Barrus,  Brill,  Jacobus,  Eberle  and  that  labeled 

»  Geo.  M.  Brill,  TranB.Am.8oc.M.E.,  vol.  16,  p.  827.  Geo.  H.  Barrus,  Trans. 
Am.Soc.M.E.,  vol.  23,  p.  791.  C.  L.  Norton,  Trans, Am. Soc.M.E.,  vol.  19,  p.  729. 
Prof.  D.  S.  Jacobus,  Stevens  Indicator,  vol.  xix,  p.  12;  Stevens  Indicator,  vol.  xix, 
p.  388.  Chr.  Eberle,  Verein  Deutscher  Ing.,  Mit.  tlber  Forschungsarbeiten,  Heft 
78,  Thomas  Box,  Practical  Treatise  on  Heat,  and  Kent's  Pocket-Book.  L.  B. 
McMillan,  Trans. Am.Soc.M.E.,  vol.  37,  p.  921. 
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"Stevens  Indicator"  were  condensation  tests,  while  those  by  the 
writer  were  by  the  electrical  method,  and  yet  the  results  are  in  very 
close  agreement,  while  the  curve  showing  P6clet*s  results  falls  far 
lower. 

The  data  referred  to  are  not  presented  as  being  directly  compar- 
able with  the  results  presented  by  the  authors  of  the  paper  under 
discussion,  as  these  do  not  refer  to  glass  surfaces.    However,  the  data 
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Fia.  7    CoMPAWsoN  or  Rbsui/ts  or  Various  iNVESTiaATORs  on  Heat  Trans- 
mission PROM  Barb  Pipe  Surfaces  to  Air 

/are  of  similar  nature,  as  the  results  shown  in  the  figure  represent 
surface  conduction  for  cyUndrical  surfaces  where  the  character  of 
surface  is  that  of  an  ordinary  steel  pipe. 

In  pointing  out  the  difference  between  P4clet's  results  and  those 
of  modern  tests  this  is  not  intended  as  a  criticism  of  P4clet's  work,  for 
considering  the  time  at  which  it  was  done  it  was  a  great  achievement; 
but  now,  with  infinitely  better  facilities  for  research,  we  should  repeat 
his  work  on  even  a  larger  scale  than  that  which  he  attempted,  and  in 


Digitized  by  VjOOQIC 


770      SURFACE  RESISTANCE  WITH  GLASS  AS  TRANSMISSION    MEDIUM 

addition  to  having  the  coefficients  for  various  surfaces  and  laws  show- 
ing how  they  vary  with  temperature,  we  should  have  also  the  laws 
showing  the  effect  of  wind  velocity,  humidity,  etc. 

This,  however,  would  be  a  very  large  undertaking  and  could 
not  be  handled  by  one  individual  or  concern,  though  some  of  the 
larger  manufacturers  of  insulating  materials  have  well-equipped 
laboratories  and  would  be  glad  to  cooperate  in  such  a  movement; 
The  Bureau  of  Standards  has  done  much  creditable  work  along  this 
line  and  will  probably  do  more,  but  great  results  can  be  accomplished 
in  the  university  laboratories  and  experiment  stations  as  is  shown  by 
the  paper  tmder  discussion. 

The  foregoing  may  appear  at  first  thought  to  be  rather  much  of  an 
academic  discussion,  but  it  decidedly  is  not,  and  a  few  illustrations 
will  show  how  useful  these  coefficients  are  in  the  solution  of  every-day 
engineering  problems. 

For  example,  many  data  regarding  conductivities  of  materials 
are  now  available,  and  with  complete  information  as  to  surface 
resistances  the  calculation  of  heat-flow  problems  will  be  much  less 
of  a  bugbear  than  it  has  been  in  the  past. 

Furthermore,  the  only  effect  which  wind  velocity  can  have  upon 
the  heat  losses  from  a  surface  is  to  decrease  the  surface  resistance, 
therefore  this  effect  can  easily  be  isolated  and  determined.  The  same 
is  true  of  air  humidity,  except  where  the  material  is  affected  by 
moisture. 

As  pointed  out  by  the  authors,  the  surface  resistance  is  the 
greater  part  of  the  resistance  to  heat  flow  through  good  conductors 
of  heat,  and  for  the  accurate  solution  of  problems  of  this  kind  accurate 
data  on  surface  resistances  must  be  had. 

Furthermore,  it  is  often  desirable  to  estimate  beforehand  the 
temperature  of  the  surface  of  a  stack  or  furnace  when  the  thickness 
and  character  of  the  walls  and  the  temperature  of  the  inside  of  the 
furnace  are  known. 

As  an  illustration  of  the  use  of  surface  resistances  in  the  solution 
of  an  actual  problem,  a  4-in.  brick  wall  may  be  considered,  the  con- 
ductivity of  the  brick  being  taken  as  6  and  surface  conduction  as  2. 
This  will  make  the  rate  of  heat  flow  =  l/[l/2  +  4/6  +  1/2]  = 
1/1.67  ■=  0.6  B.t.u.  per  sq.  ft.  per  deg.  temperature  difference  per 
hour.  It  is  to  be  noted  that  the  combined  resistances  of  the  two 
surfaces  are  greater  than  the  resistance  of  the  four  inches  of  brick. 

If  in  place  of  the  brick  the  wall  was  a  4-in.  thickness  of  a  good 
insulating  material  having  a  conductivity  of  0.5,  the  rate  of  heat  flow 
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would  then  be  equal  to  l/[l/2  +  4/0.5  +  1/2]  =  1/9  =  0.11  B.t.u. 
per  sq.  ft.  per  deg.  temperature  difference  per  hoUr.  In  this  case  the 
resistance  of  the  material  is  eight  times  the  combined  resistances  of 
the  two  surfaces. 

Therefore,  while  these  things  can  be  done  with  a  considerable 
degree  of  accuracy,  even  with  the  data  now  at  hand,  it  would  be  quite 
an  advance  to  have  full  and  complete  information.  This  is  particu- 
larly true  regarding  the  good  conductors  of  heat,  for  the  data  now 
available  serve  very  well  in  insulation  problems  where  air  resistance 
is  the  small  part  of  the  total  resistance. 

Returning  again  to  the  paper  under  discussion:  The  authors 
state  under  Conclusions  that  the  greater  resistance  is  at. the  outside 
surface  of  the  glass,  and  attention  is  called  to  the  fact  that  this  refers 
to  the  conditions  of  test  and  is  not  made  as  a  general  statement,  as  the 
resistance  of  the  inside  surface  during  these  tests  was  greatly  dissi- 
pated by  the  air  circulation. 

Also,  it  would  seem  from  former  investigations  that  the  curves 
in  Fig.  6  should  bend  upward  at  the  higher  temperatures  instead  of 
downward.  However,  a  wider  temperature  range  might  be  necessary 
to  make  this  change  considerable,  and  for  the  given  range  the  figures 
are  probably  very  nearly  correct. 

In  conclusion,  I  wish  to  repeat  that  I  beheve  it  would  be  well 
worth  the  trouble  to  investigate  through  a  wide  range  of  conditions 
the  surface  resistances  of  various  materials. 

E.  A.  Fessbnden  thought  the  temperature-gradient  curves  given 
n  the  paper  were  important,  and  it  seemed  to  him  that  it  might  very 
well  be  emphasized  in  this  connection  that,  where  total  transmission 
was  being  sought,  the  thermometers  for  measuring  temperature 
should  be  placed  at  a  considerable  distance  from  the  surface  to  get 
on  to  the  horizontal  part  of  the  curves  and  away  from  the  sloping 
gradient  —  possibly  ten  inches  or  a  foot  or  more  away,  but  at  least 
not  near  the  surface. 

Arthur  K.  Holmes  called  attention  to  the  fact  that  in  Fig.  5 
the  conduction  of  heat  through  glass  seemed  to  vary  between  18  and 
22  B.t.u.,  while  in  Par.  22  it  was  stated  that  "the  combined-coefficient 
values  check  up  thoroughly  well  with  the  values  0.96  (dry  glass)  and 
1.1  (wet  glass)  for  a  single  window,"  or  about  one-twentieth  as  large. 

L.  B.  McMillan  said  that  in  one  case  where  the  temperature 
went  up  to  500  deg.  and  the  thermometers  were  placed  at  least  5  ft. 
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away,  unless  they  were  shielded  by  a  sheet  of  paper  between  them  and 
the  heated  pipe,  they  would  still,  by  radiation  from  the  pipe,  show  a 
higher  temperature  than  the  room  air.  He  therefore  thought  Pro- 
fessor Fessenden  was  quite  right  in  saying  that  it  was  the  temperature 
of  the  room  air  that  should  be  taken  as  the  lower  t^mperatiu^. 

C.  W.  HoLMBERO.  Mr.  Holmes  has  mentioned  that  the  conduc- 
tion values  given  for  glass  seem  to  be  about  15  to  20  times  tliose  that 
were  spoken  of  in  regard  to  the  combined-coeflScient  values  as  check- 
ing up  fairly,  well  with  the  values  0.96  and  1.1  for  a  single  window. 
It  is  to  be  noticed,  however,  that  in  this  connection  it  was  said  that, 
''Moreover,,  they  [these  values]  show  that  the  transmission  varies 
linearly  with  the  temperature  differences,"  which  indicates  that  we 
were  speaking  of  transmission  values.  The  transmission  value  takes 
into  account  not  only  the  conduction  of  the  glass  but  the  two  surfaces, 
and  it  is  the  two  surface  values  which  so  reduce  the  amount  of  heat 
that  will  go  through  there  as  to  give  that  decreased  value. 

The  glass  itself  is  a  very  good  conductor,  and  if  taken  by  itself, 
without  any  surface  resistance,  there  is  very  little  resistance  to  heat 
going  through;  but  with  the  two  air  resistances  taken  in  conjunction 
with  it,  it  gives  the  bottom  curve  on  Fig.  5,  marked  "Transmission," 
which  represents  the  value  spoken  of  in  Par.  22  and  referred  to  by 
Mr.  Holmes. 

Lest  misconception  should  arise  regarding  the  conduction  curves 
plotted  in  Fig.  5,  I  would  say  that  the  abscissse  represent  total  tem- 
peratm-e  differences  (inside  to  outside  of  glass).  As  indicated  in  the 
table  in  Par.  21  and  in  Par.  25,  the  conduction  curves  are  plotted 
merely  for  the  purpose  of  comparison  with  the  total  transmission 
curve. 
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APPARATUS   FOR   COOLING,    DRYING   AND 
PURIFYING   AIR 

By  W.  J.  Baldwin,  New  York,  N.  Y. 
Member  of  the  Society 

This  paper  describes  an  apparatus  for  purifying  air  and  regulating  Us  tempera- 
ture and  humidity  by  mechanical  means.  In  principle  it  consists  of  the  uae  of  a  cold 
»  spray  for  the  purificaiion  process^  after  which  the  excess  moisture,  together  with 
particles  of  dust,  excess  COt,  etc.,  are  separated  from  the  air  by  centrifugal  action.  In 
one  of  its  original  forms  the  device  was  applied  to  the  porthole  of  a  ship  for  the  purpose 
of  drawing  into  the  cabin  large  quantities  of  air  but  excluding  rain  or  spray.  It  has 
also  been  used  to  remove  COt  from  vitiated  air,  as  in  the  compartments  of  a  submarine, 
and  for  removing  particles  of  dust  from  the  gases  of  combustion  in  a  chimney. 

rpHE  necessity  for  removing  dust  and  other  impurities  from  the 
-*-  air  needs  no  amplification  from  me,  as  we  all  recognize  the  ad- 
vantages of  pure  air  and  nearly  all  strive  in  every  way  to  obtain  it. 

2  The  ordinary  meaning  of  the  term  pure  air,  however,  should 
be  amplified,  and  when  it  appears  in  a  contract  it  should  mean  more 
than  that  the  air  should  not  be  fouled  by  the  human  breath  and  by 
exhalations  from  the  human  body.  The  engineer  must  not  be 
content  when  making  an  examination  within  an  enclosed  structure 
simply  to  report  that  the  air  is  maintained  at  some  common  standard 
of  purity  or  contamination,  expressed  by  the  number  of  times  the 
CO2  within  the  room  is  in  excess  of  the  standard,  good  or  bad,  foimd 
to  exist  outside  the  enclosure.  Such  a  standard  gives  only  an  approxi- 
mate idea  of  the  condition  of  the  air  within  the  enclosed  space,  and 
it  is  the  roughest  approximation  under  the  conamon  acceptation  of 
the  term. 

3  Presumably  there  is  no  pure  air  near  the  surface  of  the  ground, 
nor  in  the  atmosphere  of  cities.  The  best  we  have  exists  at  the  tops 
of  mountains,  or  on  the  ocean,  but  even  this  we  are  unable  to  stand- 
ardize.    • 


Presented  at  the  Annual   Meeting,   December   1917,  of  The  American 
SociBTY  OF  Mechanical  Enqineers. 
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4  Air  with  about  two  parts  of  CO2  in  10,000  is  considered  good, 
no  matter  where  we  find  it;  but  in  cities  where  much  coal  is  burned 
the  proportion  is  higher,  and  may  rise  to  as  high  as  10  parts  of  COs 
in  10,000.  An  increase  from  2  to  4  parts  in  10,000  for  enclosed  spaces 
above  the  outside  conditions  has  been  considered  good,  even  for 
schools  and  hospitals,  and  very  good  for  workshops. 

5  These  conditions,  however,  do  not  comprise  the  whole  prob- 
lem. Further  effort  should  be  directed  toward  drying  air  by  some 
simple  mechanical  process.  In  attempting  to  free  air  from  an  excess 
of  humidity,  which  is  often  as  much  of  an  impurity  as  are  the  other 
forms  of  contamination,  I  hjive  the  following  data  to  offer: 

6  About  two  years  ago  I  worked  to  perfect  an  apparatus  that 
could  be  put  in  the  porthole  or  the  dead  light  of  a  ship  and  would 
exclude  the  rain  or  spray,  while  freely  admitting  large  quantities  of 
air  to  the  cabin  of  the  ship,  without  admitting  tiie  water.  This  led 
to  freeing  the  air  of  an  excess  of  humidity.^ 

7  The  experiments  conducted  with  the  preliminary  apparatus 
for  excluding  rain  or  spray  while  freely  admitting  the  air  as  in  the 
case  of  a  ship  rolling  heavily  at  sea,  suggested  the  possibility  of 
removing  the  excess  of  humidity  in  the  air,  particularly  with  a  view 
to  admitting  air  to  the  radio  room  of  a  ship,  and  not  only  exclude 
the  rain  and  spray  but  also  regulate  the  humidity,  so  as  to  keep  the 
air  at  some  common  standard  of  saturation  as  far  as  humidity  was 
concerned.  The  purpose  was  to  overcome  a  difficulty  with  the  at- 
tuning apparatus  of  the  receiving  and  sending  instruments,  either  at 
sea  or  in  the  higher  atmosphere. 

8  This  led  to  the  design  of  an  apparatus  for  a  radio  room  on  the 
lines  already  set  forth,  that  would  admit  air  not  only  separated  from 
rain,  salt  spray  and  spume,  but  that  would  also  condition  or  regulate 
the  humidity  within  the  room  by  keeping  it  at  a  common  standard 
of  humidity,  regardless  of  the  outside  changes. 

9  Cold  water  in  the  spray  form  will  do  this,  provided  the  spray 
can  be  gotten  rid  of  after  it  has  combined  with  the  excess  of  humidity 
(steam  in  the  air)  and  then  separated  from  the  air  by  some  practicable 
form  of  apparatus  that  is  simple  and  clean,  and  that  occupies  small 
space. 

10  While  "a  shower  of  rain  will  clear  the  atmosphere,"  the 
elements  of  nature  have  all  outdoors  in  which  to  set  up  the  apparatus 
for  such  a  result.    The  cabin  of  a  ship  or  a  radio  cabinet  is  infinitely 

^  An  account  of  this  apparatus,  with  illustrations,  appeared  in  the  Proceed- 
ings of  the  American  Society  of  Heating  and  Ventilating  Engineers,  January  1917. 


Digitized  by  VjOOQIC 


W.   J.   BALDWIN 


776 


small  in  comparison  with  all  outdoors,  yet  a  similar  result  can  be 
achieved  in  a  space  as  small  as  a  cabin  or  radio  cabinet. 

11    To  accomplish  this  I  used  a  cold-water  spray  apparatus 


FiQ.  1    Apparatus  for  Drying  and  Coounq  the'  Air  of  a  Room  and 

Illubtratinq  also  the  Principlb  Used  in  Various  Other 

Forms  of  the  Device 


similar  to  one  I  had  designed  two  years  earlier  for  the  purpose  of 
precipitating  the  COs  when  found  in  great  excess  in  a  confined  space, 
as  in  the  hold  of  a  submarine,  when  forced  to  stay  a  long  time  under 
water. 
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12  In  this  machine  a  spray  of  potash  water  was  used  in  connec- 
tion with  a  mechanical  dust  precipitator  for  the  purpose  of  seizing  on 
the  carbonic  acid  in  the  air  and  throwing  it  down,  so  as  to  eliminate 
the  COs  at  the  dust  and  water  discharge  of  the  apparatus. 

13  It  was  proposed  to  put  the  apparatus  in  a  bulkhead;  the 
discharge  side  of  the  apparatus  coming  into  the  air  of  the  living 
quarters,  the  air  freed  of  its  CO2  being  forced  backward  again  into 
the  chamber  of  greatest  vitiation,  thus  forming  a  cycle. 

14  In  the  general  experiments  it  was  found  that  a  prepared 
spray  of  chemical  Uquid  or  even  cold  water  not  only  seized  on  the 
dust  but  on  other  gases  in  the  air,  with  which  the  chemical  in  the  spray 


Jnttt  End 


Oufitt  End 


FiQ.  2    Apparatus  Attached  to  Porthole  of  Ship  for  ADMrmNo 
Air  and  Excludinq  Rain  or  Spray 

would  combine,  and  that  a  pure-water  spray  turned  into  the  appara- 
tus would  keep  the  humidity  of  the  air  constant  by  suitable  regulation 
of  the  temperature  of  the  water  spray.  In  a  room  at  90  deg.  fahr. 
and  a  humidity  of  almost  90  per  cent  we  could  drop  the  humidity  to 
45  per  cent  by  reducing  the  temperature  of  the  spray  to  70  deg.  fahr. 

15  A  simple  form  of  the  apparatus  arranged  for  cooUng  a  room 
is  shown  in  Fig.  1.  The  apparatus  from  the  inlet  to  the  Une  X-Y 
is  an  ordinary  fan  or  blower  F^  and  the  downward  extensions  of  the 
fan  blades  or  wings  W  are  necessary  to  accelerate  the  rotary  motion 
of  the  air. 

16  The  rotor  /2  is  a  rotalbing  hoop  of  permeable  metal,  against 
the  inner  side  of  which  the  air  is  thrown  with  all  its  impurities.  If 
the  heavy  particles  in  the  air,  such  as  dust,  mud  or  particles  of  water, 
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strike  into  the  perforations  of  the  hoop,  they  pass  through  into  a  quiet 
space  formed  by  the  outer  case  C  Or,  if  they  strike  on  the  soUd  part 
of  the  hoop,  they  are  rubbed  through  the  nearest  holes  by  the  forward 
movement  of  the  air.  They  then  pass  into  the  quiet  space  C,  drop 
down  within  it,  and  escape  by  the  pipe  or  pipes  P  into  the  tank. 

17  The  air  does  not  escape  with  the  heavy  particles,  as  might 
appear  at  first,  for  the  lower  ends  of  the  pipe  legs  are  sealed  by  the 
water  in  the  tank.  The  tank  may  be  of  any  shape,  or  there  may  be 
no  tank,  the  separated  particles  gomg  to  a  waste  pipe. 

18  The  greater  the  velocity  of  the  rotor  R  the  more  eflScient  is 
the  apparatus.    A  speed  of  5000  ft.  per  min.  is  very  practicable,  but 


Fig.  3    Appucation  op  Apparatus  to  Base  of  Chimney  for  Reiioyinq 
Particles  of  Dust  from  Gases  of  Combustion 


10,000  is  not  excessive,  either  from  the  point  of  bursting  or  for  any 
other  reason. 

19  The  fan  gives  the  same  static  pressure  as  any  other  centrifu- 
gal blower  of  equal  diameter  and  speed  and  requires  only  equal 
power  for  equal  work,  and  the  power  required  for  separation  and 
friction  is  considerably  under  25  per  cent  of  the  blower  power  re- 
quired to  move  the  air. 

20  The  device  as  described  above  illustrates  the  principle  of  the 
various  types  of  apparatus,  whether  used  for  taking  the  dust  from  the 
air,  the  CO2  from  a  chimney  or  an  enclosed  space,  the  excess  of 
humidity  from  the  air,  throwing  down  fog,  cooUng  and  moving  air, 
etc.    It  will  be  noted  that  the  ice  in  the  upper  tank  serves  both  as  a 
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cooling  medium  and  for  the  supply  of  cold  water,  broken  into  spray 
by  the  rapid  motion  of  the  fan,  for  the  purification  of  the  air. 

21  In  Fig.  2  is  shown  a  type  of  the  apparatus  as  developed  for 
use  in  the  porthole  of  a  ship,  and  in  Fig.  3,  a  horizontal  design  for  the 
removal  of  dust  particles  from  the  air  of  buildings,  the  apparatus 
shown  being  the  one  used  in  the  Lederle  Antitoxin  Laboratories  at 
Pearl  River,  New  York. 


In  presenting  his  paper  the  author  gave  brief  particulars  of  views 
projected  on  the  screen  showing  various  forms  of  the  apparatus  and 
uses  to  which  it  had  been  applied.  The  largest  apparatus  in  use 
handled  from  16,000  to  20,000  cu.  ft.  of  air  per  minute.  It  was  a 
dry  apparatus  and  was  used  in  the  Flatbush  Gas  Company's  plant 
on  one  of  their  boilers,  and. had  been  in  use  for  over  a  year.  It 
rehioved  96  per  cent  of  the  dust  that  would  ordinarily  escape  up  the 
chimney,  46  per  cent  of  which  was  so  fine. that  it  would  go  through 
a  sieve  of  200  mesh. 

It  was  desirable  not  to  use  water  when  handling  chimney  gases. 
If  water  was  used  acids  would  be  condensed  and  the  flues  would  give 
out  in  a  very  short  time,  especially  if  salt  water  was  employed.  In 
New  York  and  in  Brooklyn,  where  a  salt-water  spray  running  over 
an  apron  was  used,  it  attacked  the  iron  so  rapidly  that  it  disap- 
peared in  a  few  months. 

In  portland-cement  mills  the  apparatus  when  operated  dry  would 
recover  83  per  cent  of  the  cement  escaping  from  the  top  of  the  chim- 
ney and  floating  out  over  the  country,  and  when  water  was  turned 
on,  100  per  cent. 

The  apparatus  could  also  be  used  for  "throwing  down"  and 
removing  by-products  from  escaping  gases  from  mechanical  plants 
and  gas-producing  apparatus,  etc. 
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RECENT  DEVELOPMENTS  IN  BALANCING 
APPARATUS 

Bt  N.  W.  Akimofp,  Philadblphia,  Pa. 
Member  of  the  Society 

ImprovemenlB  have  been  made  by  the  auihar  upon  the  balancing  machine  described 
by  him  in  a  paper  presented  before  the  Society  in  1916,  Also  a  compUie  revision  of 
the  usual  method  for  securing  static  balance  in  a  body  used  as  a  step  in  the  process  of 
determining  its  dynamic  balance.  Tv>o  formula  are  given  to  estmaU  numerically 
the  lack  of  precision  in  ordinary  methods  for  obtaining  such  static  balance. 

The  author  now  uses  a  damp  attached  to  the  body  to  be  balanced,  whereby  a  known 
centrifugal  force  is  introduced  when  the  body  is  rotated,  for  the  purpose  of  neutralising 
the  static  or  dynamic  unbalance  of  the  body.  By  suitably  constraining  the  motion 
of  the  rotating  body,  either  the  static  or  dynamic  unbalance,  or  the  combination  of  both 
may  be  accurately  measured  through  the  adjustment  of  the  damp, 

O INCE  my  paper  on  the  subject  of  Dynamic  Balance^  was  pre- 
^  sented,  certain  improvements  have  been  made  by  me  in  the 
machine  there  described;  also  an  entirely  new  machine,  based  on  new 
methods  of  balancing,  has  been  developed. 

2  The  principle  of  the  original  machine  is  indicated  in  Fig.  1, 
which  shows  a  lathe  bed  which  takes  the  form  of  a  beam  hinged  at  one 
end  and  supported  by  a  spring  at  the  other.  The  body  to  be  tested 
must  first  be  brought  into  static  balance,  after  which  it  is  rotated  in 
bearings  supported  by  the  beam.  If  the  body  is  dynamically  un- 
balanced its  rotation  will  cause  the  beam  to  vibrate  in  a  vertical  plane 
with  a  period  of  oscillation  equal  to  the  period  of  rotation  of  the  body. 

3  Suspended  from  the  beam  is  a  second  body  in  the  form  of  a  so- 
called  squirrel  cage  consisting  of  two  circular  disks  carrying  an  even 
number  of  rods  so  arranged  as  to  slide  in  holes  in  the  disks.  The 
cage  rotates  in  unison  with  the  body  to  be  tested  and  a  state  of  un- 
balance in  this  body  introduces  a  centrifugal  couple  which  is  neu- 

^  New  OrleaDfi  Meeting,  1916;  Tran8.Am.Soc.M.£.,  vol.  38,  p.  367. 
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tralized  by  displacing  the  rods  in  the  cage  until  an  equal  compensating 
couple  has  been  introduced.  The  distances  that  the  rods  are  dis- 
placed serve  as  a  measurement  of  the  amount  of  unbalance  to  be 
provided  for  and  counterbalanced  in  the  piece  under  test. 

4    The  improvements  upon  this  machine,  referred  to  above, 
were  as  follows: 

a  The  substitution  for  the  cage  of  a  two-point  element  con- 
sisting of  two  disks,  A  and  B,  each  with  a  pin  projecting 
from  its  face,  as  shown  in  Fig.  2.  The  disk  A  is  fixed  to 
its  shaft  and  the  disk  B  is  arranged  to  slide  on  the  shaft 
through  the  use  of  a  feather  key  /.  It  is  clear  that  when 
the  two  disks  are  in  contact  they  will  balance  each  other; 


Body 


•Spring 


Balancing      Iff^'  % 

Cage  ^"     Motor         | 


FiQ.  1    Squirrbl-Oage  Type  of  Dynamic  Balancing  Machine 

but  when  separated  they  will  introduce  a  certain  centrifu- 
gal couple  according  to  the  weight  of  the  pins  and  the 
,  distance  between  the  disks,  which  latter  can  be  varied 
while  the  apparatus  is  in  motion 

6  A  planetary  arrangement  by  which  the  relative  angular 
position  of  the  body  and  the  disks  (or  cage)  can  be  varied 
while  the  machine  is  in  operation 

c  The  application  of  a  principle  whereby  the  disks  (or  cage) 
may  be  arranged  to  answer  the  problem  of  static  balance 
as  well  as  dynamic  balance. 

NEW  METHODS 

5  The  new  methods  which  have  been  developed  and  applied  in  a 
new  type  of  machine  for  combination  static  and  dynamic  balancing 
will  now  be  described. 
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STATIC   BALANCE 

6  As  a  result  of  a  great  deal  of  study  of  the  problem  of  static 
balance  I  have  been  forced  to  admit  that  too  much  has  been  taken  for 
granted  in  relation  to  this  subject.  Static  balance  is  not  a  trifling 
problem  to  be  solved  easily  by  placing  a  rotating  body  on  parallel 
ways  or  rollers,  as  has  commonly  been  supposed.  While  it  is  true 
that  static  balance  can  be  found  without  much  trouble  in  the  case  of 
bodies  of  light  weight  or  where  the  operating  speeds  are  compara- 
tively slow,  there  are  other  cases  which  ai»  much  more  difficult.     For 


E 


Ua 


A         B 

Fig.  2    Two-point  Balancing  Element 


example,  consider  a  gyroscope  wheel  whose  weight  is  about  50  lb.  or 
so,  running  at,  say,  10,000  r.p.m.;  or  a  turbo-rotor  whose  weight  is 
10,000  lb.  and  whose  speed  is  3600  r.p.m.  Neither  of  these  extreme 
cases  can  possibly  be  handled  with  any  degree  of  success  by  placing 
the  bodies  on  ways;  and  yet,  unless  static  balance  is  perfect,  no  dy- 
namic balancing  machine  can  be  expected  to  give  reliable  results. 


static  balance  by  means  of  parallel  ways 

7  It  may  be  well  to  point  out  that  in  balancing  by  the  aid  of 
parallel  ways  there  is  a  limit  to  the  load  which  can  be  safely  borne  by 
the  journals  in  contact  with  the  ways.  A  safe  load  for  each  journal 
appears  to  be  750  lb.  per  inch  of  width  per  inch  diameter  of  journal.* 
For  instance,  if  the  ways  are  1^  in.  wide  and  the  journal  diameter  is 
10  in.,  then  each  side  will  carry  almost  12,000  lb.  without  any  danger 
of  forming  permanent  flat  spots. 

8  It  would  be  of  interest  if  one  could  estimate  the  sluggishness 
of  action  of  a  body  on  the  ways  under  different  conditions.    The 

^  According  to  the  writer's  remembrance,  this  figure  was  first  given  him  by 
the  engineers  of  the  Standard  Roller  Bearing  Co.  many  years  ago,  and  has  since 
been  revised  by  him  in  connection  with  other  practical  data  which  he  was  able  to 
gatherVrom  different  sources. 
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older  theories  of  rolling  friction,  as  proposed  by  Coulomb,  Morin  and 
Dupuit,  do  not  seem  to  lead  to  very  reliable  results.  R^sal's  formula  ^ 
is  probably  much  more  reliable  and  is  here  reproduced  in  simplified 
form  (steel  on  steel) : 

/  =  0.056  Vl/(1  +  79/D) 

where /is  the  length  of  the  flat  contact  of  shaft  with  the  way  and  D  is 
the  diameter  of  shaft,  both  in  inches.  It  appears  that  the  weight 
does  not  enter  into  the  formula,  and  in  general  its  results  should  not 
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Fig.  3    Dligram  to  Illustrate  Probablb  Re8U>ual  Unbalance 
OF  Bodies  Balanced  on  Testing  Wats 

be  considered  as  extending  to  extremes,  but  only  as  characterizing 
the  average  run  of  things  as  they  are  met  with  in  practice. 

9  The  diagram  in  Fig.  3  has  been  roughly  plotted  to  illustrate 
the  probable  sluggishness  or  residual  unbalance  which  may  remain  in 
a  body  that  has  been  brought  into  apparent  balance  by  testing  on 
ways.  The  chart  is  based  on  R^sal's  formula,  and,  as  it  is  intended 
simply  to  illustrate  the  meaning  of  the  formula,  values  have  been 
exaggerated  by  plotting  shafts  of  small  diameter  against  weights 
altogether  inconsistent  therewith.  The  chart  is  easily  read:  for  in- 
stance, if  a  rotor  weighs  4000  lb.    and  diameter  of  its  shaft  is  6  in., 


^  R^sal,  Traits  de  M6caiiique  G^^rale,  T.  11,  p.  6. 
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then  the  residual  unbalance  may  be  as  great  as  480  ounce-inches^  or, 
say,  2i  lb.  on  a  12-in.  radius.  It  is  useless  to  put  a  body  statically 
unbalanced  to  such  an  extent  (or  even  to  50  per  cent  of  this)  on  any 
dynamic  balancing  machine.  Satisfactory  results  cannot  possibly  be 
derived  from  such  tests.  An  actual  case  of  residual  unbalance,  typi- 
cal of  many  others,  is  of  a  shaft  having  a  diameter  of  2 J  in.,  a  weight 
of  88  lb.  and  a  residual  unbalance  of  0.915  ounce-inches.  The  width 
of  the  balancing  ways  was  A  in-  (cast  iron  chilled  and  ground). 

10  Considering  the  phenomenon  of  rolUng  friction  from  the 
standpoint  of  higher  theories  of  elasticity  (Hertz),  the  following  tenta- 
tive formula  was  derived  for  residual  unbalance: 

M  =  0.0004648  PVPD 

where  M  is  the  residual  moment  in  ounce-inches,  P  the  weight  per 
imit  of  contact  length  (that  is,  per  inch  of  combined  width  of  wajrs), 
and  D  the  diameter  of  shaft  in  inches  (steel  on  steel).  The  constant 
may  be  considered  to  be  rather  tentative,  but  with  the  advent  of  a 
machine  capable  of  establishing  perfect  static  balance  it  will  not  take 
long  to  find  more  reUable  values  for  it. 

11  According  to  this  formula,  if  an  armature  weighed  12,000  lb. 
and  had  a  shaft  diameter  of  8  in.,  the  sluggishness  or  residual  balance 
when  placed  on  ways  1  in.  wide,  would  be: 


M  =  0.0004648  X  6000  V6000  X  8  =  614  oz-m., 

or  over  3  lb.  on  a  12-in.  radius.    At  3600  r.p.m.  the  centrifugal  force 
due  to  such  residual  unbalance  would  be  more  than  14,000  lb. 


USE  OP  CENTRIFUGAL  FORCE   IN  BALANCING 

12  As  previously  stated,  my  earUer  machine  for  dynamic  balan- 
cing was  based  on  the  introduction  of  centrifugal  couples,  created  by 
the  operator  to  offset  the  effect  of  the  disturbing  centrifugal  couple, 
constituting  unbalance  in  the  rotating  body.  Likewise,  a  machine 
for  static  balancing  can  be  based  on  the  same  principle,  but  long 
study  of  the  subject  has  led  me  to  the  conclusion  that  the  whole 
problem  of  balance,  static  and  dynamic,  can  be  reduced  to  the  prin- 
ciple of  a  single  centrifugal  force  acting  on  a  properly  constrained  body. 
Such  centrifugal  force  can  be  created  by  the  operator,  within  a  ro- 
tating body,  by  such  means  as,  for  instance,  the  clamps  of  which  two 
designs  are  here  shown  (Figs.  4  and  5).  As  will  be  explained,  such 
clamps  may  be  used  to  offset  the  effect  of  static  or  dynamic  unbalance 


Digitized  by  VjOOQIC 


784 


RECENT  DEVELOPMENTS  IN  BALANCING  APPARATUS 


in  a  rotating  body,  as  the  case  may  be,  and  to  record  the  extent  of 
such  unbalance.  They  are  carefully  made  and  so  caUbrated  that  the 
centrifugal  force  may  be  given  as  a  function  of  some  linear  dimension, 
read  directly  or  measured  by  an  accurate  scale.  The  first  clamp  is 
easier  to  make  and  check  for  accuracy,  while  the  second  design  is 
much  handier  for  quick  adjustment  on  the  shaft  of  a  rotating  body. 

MEANS  FOR  SECURING   STATIC   BALANCE 

13  In  order  to  register  the  effect  of  static  unbalance  of  a  body,  or 
the  correction  introduced  by  means  of  such  a  clamp  as  described,  the 
body  must  be  placed  in  such  a  condition  that  its  oscillations  are 
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Fig.  4    Clamp  now  Used  in  Securing  Static 
AND  Dynamic  Balance 
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Fig.  5    A  Second  Type  op  Clamp 


emphasized  or  magnified  to  an  extent  that  will  be  visible  to  the  eye; 
otherwise  its  unbalance,  even  if  considerable,  will  not  be  noticeable 
and  will  only  result  in  increased  pressure  on  the  bearings.  Thus,  in 
a  badly  unbalanced  automobile  engine  it  is  most  often  possible  to  pick 
out  a  range  of  speeds  where  the  engine  will  appear  to  work  smoothly; 
and  many  an  electric  motor  with  badly  unbalanced  rotor  will  appar- 
ently run  well,  simply  because  its  speed  may  be  far  away  from  that 
which  would  insure  synchronism  of  the  rotation  with  the  oscillation 
of  bearing  supports. 

14  Now,  suppose  we  have  a  frame,  suspended  as  shown  in  f^g.  6 
and  capable  of  a  certain  period  of  swinging  oscillation.  If  the  body, 
statically  imbalanced,  is  operated. at  a  speed  corresponding  to  the 
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period  of  oscillation,  the  oscillations  of  the  frame  will  become  violent 
and  can  be  readily  registered  by  any  suitable  dial-gage  indicator. 
Here  the  body  is  imposing  its  own  period  on  the  frame,  which  thus 
performs  what  are  known  as  forced  vibrations  of  the  same  period. 
Our  task  is  then  to  adjust  the  speed  of  the  body  so  that  the  period  of 
such  forced  oscillation  will  be  equal  to  that  of  the  natural  oscillation 
of  the  frame  and  body  (at  rest). 


Fig.  6    Body  Sitppobted  in  Swinqinq  Frame  for  Securing 
Static  Balance 


Fig.  7    Unbalanced  Body  with  Center  op  GRAvnr 
Lying  in  Its  Axis 


15  In  Lord  Rayleigh's  remarkable  book  ^  a  most  lucid  explanation 
is  given  of  this  phenomenon  of  "step "  or  synchronism.  Lord  Kelvin's 
well-known  device  called  a  "  vibrometer  "  is  likewise  based  on  this  very 
principle.  Of  course,  it  is  easy  enough  to  see  that  a  clamp  K  can 
always  be  so  adjusted,  both  angularly  and  as  regards  its  off-center 
position,  as  to  nullify  the  oscillations  of  the  frame,  thereby  solving 
the  problem  of  static  balance.  No  matter  how  heavy  the  body,  it  is 
always  possible  to  place  it  into  most  minute  balance  by  this  method, 
where  ordinary  parallels  would  be  altogether  inoperative. 

1  Theory  of  Sound. 
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DYNAMIC  BALANCE 

16  As  regards  dynamic  balance,  due,  in  a  statically  balanced 
body,  only  to  the  presence  of  a  centrifugal  couple,  the  following  re- 
marks can  be  made:  In  the  first  place  the  "theory"  that  this  cen- 
trifugal couple  is  due  to  the  fact  that  the  centers  of  gravity  of  both 
halves  of  the  body,  cut  through  its  center  of  gravity,  do  not  lie  on  the 
axis  of  rotation,  is  radically  wrong.  Take,  for  instance,  a  skeleton 
body  shown  in  Fig.  7.  Its  center  of  gravity  is  exactly  on  the  axis  of 
rotation,  as  also  are  the  individual  centers  of  gravity  of  each  half,  to 
the  right  and  to  the  left  from  A-B.    Yet  such  a  body  would  be 


FiQ.  8    Onb  Bkarinq  Pivoted  and  Onb  FLOATiNa 


4 


Fiq;  9  CsNTBiruGAL  CouPLB  Balanced  by  a 

CBNTRIFnaAL  FORCE 

manifestly  out  of  balance  (dynamically).  Inversely,  a  body  could 
readily  be  imagined  to  be  both  in  static  and  dynamic  balance,  al- 
though each  of  its  halves  were  statically  out  of  balance.  The  only 
correct  way  to  characterize  dynamic  balance  is  to  say  that  the  prod- 
ticto  of  inertia,  containing  the  axis  of  rotation,  vanish;  ^  or,  to  put  it 
practically,  that  there  is  no  centrifugal  couple  in  any  axial  plane. 

17  In  the  next  place,  if  we  constrain  (pivot)  one  end  of  a  rotating 
body  (statically  balanced  but  dynamically  out  of  balance)  while  the 
other  end  is  arranged  to  float  in  a  bearing  supported  by  springs  so 
that  it  may  move,  say,  in  a  horizontal  plane.  Fig.  8,  then  the  oscilla- 
tions of  the  body  will  be  angular,  as  from  AioB.  Under  these  con- 
ditions the  observer  will  be  unable  to  tell  whether  the  vibrations  are 

»  Slocum,  Theory  and  Practice  of  Mechanics,  p.  297. 


Digitized  by  VjOOQIC 


N.  W.   AKIMOFF 


787 


due  to  deforce  (centrifugal)  acting  somewhere'on  the  body  or  to  a  cen- 
trifugal couple,  unless  he  knows  beforehand  that  the  body  is  in  per- 
fect static  balance,  under  which  condition  the  vibratory  effect  can 
be  due  only  to  dynamic  unbalance.  This  being  the  case,  in  view  of 
the  reaction  of  the  constrained  end,  it  is  perfectly  possible  to  balance 
the  effect  of  a  centrifugal  couple  by  means  of  a  centrifugal  force. 
Thus,  in  Fig.  9  if  it  is  assumed  that  the  dynamic  unbalance  is  due  to 
the  couple  a-6,  it  will  always  be  possible  to  select  a  centrifugal  force  c, 
such  that  it  will  quiet  the  vibrating  body,  and  because  of  its  known 
distance  from  the  bearing  J3,  establish  the  exact  value,  sign  and  angu- 
lar position  of  the  disturbing  centrifugal  couple  a-b. 


((fUM^mm 


^ 


T 


^ 


trp 


^ 


U-d' 


f////////^/////^/ 


Fig.  10    BoDT  with  One  Floatinq  Bearing,  Supported  in  Rigid  Frame 
FOR  Securing  Dynamic  Balance 

18  It  is  thus  clearly  seen  that  it  is  possible  to  utilize  a  centrifugal 
force  to  good  advantage  in  finding  both  static  and  dynamic  unbalance 
of  bodies;  and  combining  the  principles  illustrated  in  Figs.  6  and  8, 
we  have  a  combination  static  and  dynamic  balancing  machine,  of 
which  the  scheme  is  as  follows: 

description  of  combination  balancing  machine 

19  A  frame  F,  Fig.  10,  supports  the  bearings  B  and  C,  which  carry 
the  body.  The  frame  has  a  swinging  period  of  its  own.  The  bearing 
C  may  either  be  locked,  so  that  it  acts  exactly  like  the  rigid  bearing  B, 
or  else  it  may  be  allowed  to  float  in  a  vertical  plane,  bringing  into  play 
certain  resistances  (springs)  opposing  its  deflection  from  the  neutral 
(vertical)  position.    The  correcting  centrifugal  force  is  indicated  by  K. 

20  Such  a  system  is  known  in  dynamics  as  a  system  with  two  de- 
grees of  freedom f  in  general  being  capable  of  two  kinds  of  motion: 
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swinging  of  the  frame,  the  i>e:iring  C  being  maintained  rigid;  and 
swinjjrlng  of  Ihe  IjoiinTi^  C,  the  fciiiie  F  being  maintained  rigid  by  such 
mo:uL^  a.^  bniL-keLs  S;  ^sliile  ilie  Riojsr  general  motion  conatsts  of  a 
eombi nation  of  thewe  two  niutinns. 

21  The  openttion  of  siirh  a  t^oniblnfition  machine  is  very  elear. 
Jrj  order  to  Beciin*  islatic  halaine  we  lock  the  bearing  C  and  unlock  the 
frame  su[)por!s  S.    Tlicn,  by  property  adjusting  the  magtiitude  and 


bid    11     ro\iBiNi^T)  St\th;  asm  IJyn.\mi{:  Balan^cinq  Machine 

direction  of  K  we  ran  K-dnee  lo  /.ei'o  tlie  bodily  oyeillations  of  the  frame 
!'\  (hii?^  t^slahhnihing  ilie  exa^i  value  nn<l  irign  of  "^tatie  unbalance  in 
ounce-iin/h  unitn.  As  soon  as  thi??  lias  been  corrected,  we  lock  the 
frame  F  and  nrdock  the  bearings  C\  when  the  same  centrifugal  force 
A',  created  by  a  .suitable  adjustment  of  Uie  elanip  as  explained  above, 
can  be  made  to  t-oi  reet  the  Ixjily  for  dynamic  unbalance,  as  illustrated 
in  Fig.  il.  T}a>  advantage  of  basing  the  results  on  centrifugal  force 
instead  of  on  a  eentrifngnl  r-nuple  is  manlfestj  Ihe  former  being  a/un- 
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damenial,  and  the  latter  a  derived,  unit,  so  that  the  former  is  capable  of 
much  greater  accuracy  in  adjustment  and  of  more  direct  appHcation 
than  the  latter. 

22  Fig.  11  illustrates  a  balancing  machine  built  in  accordance 
with  the  scheme  of  Fig.  10.  The  yielding  support,  clearly  shown  on 
the  right,  has  means  for  easy  adjustment  of  its  period,  as  likewise  has 
the  frame  itself.  The  motor  is  of  J  hp.  capacity  and  operates  the 
body,  through  a  countershaft,  by  a  rubber  belt.  The  balancing 
clamp  is  seen  on  the  extreme  right  of  the  crankshaft.  The  oscilla- 
tions are  read  by  means  of  ordinary  Starrett  dial  gages,  graduated  in 
thousandths  of  an  inch.  The  precision  which  can  be  secured  on  such 
a  machine  is  almost  uncanny;  it  enables  one  to  see  the  sluggishness 
of  the  method  of  balancing  on  ways  and  therefore  the  absolute  lack 
of  precision  of  dynamic  balance  that  might  be  based  on  such  results. 
A  well-designed  clamp  is  very  easily  handled  and  its  correct  position 
can  be  established  in  a  few  minutes.  Its  indications  are  capable  of 
tabular  interpretation,  so  that  the  operator  has  merely  to  carry  out 
the  simple  instructions,  worked  out  beforehand.  Of  course,  it  is 
clear  that  such  a  machine  can  be  built  for  any  size  of  body,  or  for  any 
speed  that,  may  be  desired 


DISCUSSION 

C.  p.  Crissey  asked  the  author  if  any  rotors  had  been  balanced 
on  his  machine  and  then  run  at  or  through  critical  speed,  and  if 
so  whether  experience  had  indicated  that  it  would  be  commercial 
to  design  multi-stage  apparatus  having  packings  between  stages, 
with  a  critical  speed  below  but  in  close  proximity  to  the  operating 
speed.  In  other  words,  could  apparatus  be  balanced  so  closely  that 
the  critical  speed  could  be  disregarded? 

H.  G.  Reist  asked  whether  there  was  any  method  of  marking 
the  shaft  or  indicating  where  the  counterweight  was  to  go.  With 
reference  to  the  matter  of  getting  a  balance  that  would  run  at  critical 
speed,  he  said  that  this  was  practically  done  in  a  different  type  of 
balancing  machine  in  which  the  rotating  body  was  supported  by  a 
flexible  cable,  but  the  effect  was  practically  similar. 

W.  J.  Baldwin  described  a  method  which  he  had  devised  and 
successfully  used  for  balancing  fans  and  other  machines  having 
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parts  attached  to  a  central  hub.  The  rotating  part  of  the  machine 
is  first  nearly  balanced  on  knife  edges  and  then  two  light  radial  arms 
are  placed  on  its  shaft,  directly  opposite  to  each  other  in  order  not 
to  disturb  the  balance.  Running  balance  is  obtained  by  changing 
the  position  of  one  or  both  of  these  arms.  If  when  both  opposite 
the  "heavy"  side  of  the  machine  they  do  not  hold  the  machine  in 
running  balance,  they  are  made  heavier.  If  found  too  heavy  they 
are  shortened.  Minor  adjustments  are  made  by  moving  dightly 
one  of  the  arms. 

F.  Van  Buren  Connbll  said  that  recent  developments  in  the 
automobile  and  airplane  industries  had  emphasized  greatly  the  sub- 
ject of  balance,  which  already  was  known  to  be  very  important 
and  was  now  considered  a  distinct  branch  of  mechanical  engineering 
and  not  a  shop  method  at  all.  Up  to  the  present  time  the  methods 
of  obtaining  balance  had  been  very  crude.  One  of  the  old  standbys 
had  been  the  parallel  ways  referred  to,  which  were  only  good  for 
static  balance,  and  then  only  under  conditions  of  light  weight  and 
small  journal  bearing.  With  large  journal  sizes  and  heavy  weights 
the  results  showed  such  a  discrepancy  that  they  positively  pro- 
hibited the  use  of  parallel  ways  for  obtaining  even  static  balance. 
With  Mr.  Akimoff's  machine  results  were  obtained  with  a  mathe- 
matical exactness  that  had  never  been  obtained  before,  and  there 
was  no  guesswork  about  it  —  it  was  not  a  hit-or-miss  system.  By 
systematic  trial  adjustments  they  obtained  the  exact  amount  of  un- 
balance and  the  exact  plane  in  which  they  should  drill  or  add  weights 
to  give  that  balance. 

The  subject  of  balancing  was  an  extremely  important  one  and  a 
very  practical  one,  too,  because  the  actual  work  of  indicating  could 
be  done  by  a  mechanic.  There  should  be  an  efficient  balancing  en- 
gineer, however,  a  new  species,  to  direct  the  mechanic's  work,  be- 
cause the  subject  required  something  more  than  the  trial  methods 
and  the  horse 'sense  that  had  been  applied  to  it  so  far. 

The  Author,  replying  to  Mr.  Crissey,  said  that  he  thought  the 
matter  in  question  was  a  problem  different  from  d3mamic  balance. 
It  seemed  to  him  that  dynamic  balance  proper  ended  when  a  body 
was  balanced  in  such  a  way  that  in  a  perfect  vacuum,  without  any 
outside  effort,  it  would  run  perfectly  and  without  any  oscillation 
whatsoever.  Machines  could  be  built  commercially  without  very 
much  trouble,  because  it  as  just  was  easy  to  get  a  near  balance  as  to 
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get  perfect  balance  by  the  means  described,  and,  of  course,  vibrations 
would  not  be  set  up  except  by  the  action  of  some  outside  agency. 
Torsional  vibrations  were  an  entirely  different  proposition  and  were 
due  to  the  distribution  of  mass  on  the  line  of  the  shaft.  The  tor- 
sional problem,  which  was  very  difficult  to  solve,  was  illustrated  by  a 
plain  shaft  with  a  flywheel  on  either  end. 

Regarding  Mr.  Heist's  question,  he  said  that  the  amount  and 
location  of  the  counterweight  were  fully  indicated  by  the  position  of 
the  clamp,  which  could  be  quickly  adjusted  after  a  few  trids.  There 
was  a  way  of  making  the  clamp  so  that  the  adjustments  could  be 
made  without  stopping  the  machine,  but  that  would  be  the  subject 
of  a  communication  by  him  at  some  future  time. 
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PLOTTING  BLOWER-TEST  CURVES 

Bt  a.  H.  Anderson,  Chicaoo,  III. 
Member  of  the  Society 

To  the  several  methods  of  plotting  blower4est  curves  another  method  is  here 
added,  whose  utility  is  demonstrated  hy  the  solution  of  problems  from  graphically 
recorded  test  data.  Diagrams  are  given  for  impellers  with  Hades  tilted  forward, 
with  blades  radial,  and  with  blades  tilted  backward,  the  coordinates  used  being  revo- 
lutions per  minute  and  static  pressure  in  inches  of  water.  Two  series  of  curves  are 
givers,  one  showing  varums  rates  of  discharge  in  cubic  feet  per  second,  and  the  other 
the  volumes  discharged  per  second  per  horsepower. 

OEVERAL  ingenious  methods  of  graphically  representing  cen- 
^  trifugal-fan  characteristics  are  in  use,  and  to  these  the  writer 
adds  another,  which  to  the  best  of  his  knowledge  is  new. 

2  To  obtain  the  experimental  data  the  fan  is  tested  at  several 
speeds,  the  discharge  being  varied  by  the  use  of  different-sized 
orifices.  Figs.  1,  2  and  3  show  the  curves  for  three  fans  which  differ 
only  in  the  angle  of  inclination  of  the  blades,  the  coordinates  being 
static  pressure  and  speed.  The  curves  connect  points  of  equal 
capacity  and  also  equal  cubic  feet  per  second  per  horsepower. 

3  The  use  of  the  charts  is  best  illustrated  by  the  six  problems 
which  follow. 

Problem  1  Required  the  input  horsepower  in  Fig.  1  for  1360  r.p.m.  and 
2.7  in.  static  pressure. 

Solution:  The  chart  shows  the  fan  is  delivering  14.5  cu.  ft.  per  sec.  per 
horsepower  with  a  capacity  of  45  cu.  ft.  per  sec.  The  input  horsepower  there- 
fore is  45/14.5  =  3.1. 

Problem  2    Required  the  mechanical  efficiency  in  Fig.  1  at  1360  r.p.m. 
and  various  static  pressures. 
Solution: 

a  Cubic  feet  per  second:  read  direct. 
6  Velocity  pressure:  find  in  Table  1. 

c  Dynamic  or  total  pressure:  add  static  and  velocity  pressure. 
d  Output  horsepower:   take  product  of  cubic  feet  per  second,  dynamic 
pressure,  and  a  constant  depending  upon  temperature  and  pressure 
(for  usual  conditions  constant  «  0.0093). 

Presented  at  the  Annual  Meeting,  December  1917,  of  The  American 
SocisTT  OF  Mechanical  Engineers. 
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Fig.  3    Characteristic  Curves,  Blades  Tilted  Backward 


TABLE  1     VELOCITY  PRESSURES  IN  INCHES  OF  WATER  FOR  VARIOUS  RATES  <Jf 

DISCHARGE 


Cu.ft. 

Veloeity 

Cu.  ft. 

Velocity 

Cu.ft. 

Veloeity 

Cu.  ft. 

Veloeity 

ptraeo. 

prassor*.  in. 

peraeo. 

pr«08ure,  in. 

per  860. 

pressure,  in. 

per  sec. 

pressure,  in. 

36 

0.250 

44 

0.376 

62 

0.620 

60 

0.700 

87 

0.264 

46 

0.390 

63 

0.640 

61 

0.720 

88 

0.280 

46 

0.410 

64 

0.662 

62 

0.740 

80 

0.3M 

47 

0.426 

66 

0.686 

68 

0.760 

40 

0.310 

48 

0.446 

66 

0.606 

64 

0.790 

41 

0.328 

49 

0.463 

67 

0.628 

65 

0.810 

43 

0.340 
0.367 

60 
61 

0.488 
0.600 

68 
69 

0.660 
0.670 

48 

€  Input  horsepower:    divide  cubic  feet  per  second  by  cubic  feet  per 

second  per  horsepower. 
/  Mechanical  efficiency:  divide  output  horsepower  by  input  horsepower. 
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These  successive  steps  are  tabulated  below.    Note  that  the  lone  of  maxi- 
mum efficiency  is  found  at  the  concave  part  of  the  series  of  curves. 


SUtio 
praMure. 

• 
Cu.  ft.  iwr 

b 
Velocity 

e 
Total 

in.  wat«r 

aeo. 

prasBure, 

pr«08ur». 

35.0 

in.  wst«r 

in.  water 

2.8 

0.23 

3.03 

2.4 

52.5 

0.53 

2.93 

2.0 

62.0 

0.74 

2.74 

1.8 

65.0 

0.81 

"■  1 

Output  hp. 


0.95 
1.56 
1.73 
1.72 


I 

_      *  '  Mach.d!y. 

Input  hp.     '     ^^^ 


2.33 
3.62 
4.07 
4.43 


40.5 
43.0 
42.5 
41  8 


Fig.  4    Apparatus  for  Obtaining  Power  Input 


Problem  3  Required  the  mechanical  efficiency  in  Fig.  2  at  1300  r.pjn. 
and  various  static  pressures. 

SoliUion:  See  method  used  in  Problem  2  and  the  following  tabulation. 
Note  that  the  zone  of  maximum  efficiency  is  found  along  the  40-cu.-ft.-per-flec. 
line. 


Statio 
pr«08uro. 
in.  water 

• 

Cu.  ft.  per 

sec. 

h 
Velocity 
preesure. 
in.  water 

e 

Total 

pressure, 

in.  water 

i 
Output  hp. 

€ 

Input  hp. 

Mech.sffj. 
perowit 

2.0 

30 

0.17 

2.17 

0.67 

1.67 

40.0 

1.8 

42 

0.34 

2.14 

0.92 

2.21 

41.5 

1.4 

62 

0.52 

1.92 

1.02 

2.56 

40.0 

1.0 

58 

0.65 

1.65 

O.M 

2.70 

36.0 
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Problem  4    Required  the  mechanical  efficiency  in  Fig.  3  at  1400  r.p.m. 
and  various  statio  pressures. 


Fig.  6    Apparatus  for  Obtaining  Output 


Fig.  G    Connections  to  Differential  Gages 
SoLxdion:  See  method  used  in  Problem  2  and  the  following  tabulation. 
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Static 
pressure, 
in.  water 

a 

Cu.  ft.  per 

sec. 

ill- 

e 

ToUl 

pressure. 

in.  water 

4 
Output  hp. 

e 

Input  hp. 

/ 

Meoh.  effy., 

percent 

1.0 

30 

0.17 

1.77 

0.54 

1.58 

84.0 

1.2 

40 

0.31 

1.61 

0.31 

1.82 

33.5 

0.8 

48 

0.44 

1.24 

0.31 

2.08 

29.3 

Problem  5  Required  the  r.p.m.  and  static  pressure  to  change  from  1320 
r.p.m.  and  50  cu.  ft.  per  sec.  to  55  cu.  ft.  per  sec.  (Fig.  1). 

Solution:  Follow  the  1320-r.p.m.  line  down  to  50  cu.  ft.  per  sec.,  where  the 
static  pressure  is  found  to  be  2.29  in.    The  new  static  pressure  will  then  be 

2-29  X  Hi- 2.77  in. 

The  r.p.m.  corresponding  to  a  static  pressure  of  2.77  in.  and  55  cu.  ft.  per  sec. 
is  1450. 

Problem  6.  The  speed  of  a  fan  (Fig.  2)  is  changed  from  1160  r.p.m.  to 
1500  r.p.m.  The  original  static  pressure  is  1  in.  Increase  the  capacity  in  the 
ratio  of  the  speeds,  1500/1160  »  1.3,  and  determine  ratio  of  new  input  horse- 
power to  original,  and  ratio  of  new  static  pressure  to  original. 

Solution:  The  capacity  at  1  in.  and  1160  r.p.m.  is  48  cu.  ft.  per  sec.,  there- 
fore the  new  capacity  wiU  be  48  X  1.3  »  62  cu.  ft.  per  sec.  At  1500  ro.m. 
and  62  ou.  ft.  per  sec.  the  static  pressure  is  1.6  in.  and  the  ratio  is 

1j6 
1 
or  approximately  the  square  of  1.3. 

The  horsepower  at  1  in.  static  pressure  and  1160  r.p.m.  is 

48 
26.5 
and  the  horsepower  at  1.6  in.  and  1500  r.p.m.  is 

62 
15 


-  1.6 


•  1.8 


»4 


the  ratio  being 


r8-2-2 


which  is  the  cube  of  1.3.  Hence,  when  the  capacity  of  a  fan  varies  directly  with 
the  r.p.m.,  the  static  pressure  varies  directly  with  the  square  of  the  r.p.m.  and 
the  horsepower  directly  with  the  cube  of  the  r.p.m. 

4  The  general  arrangement  of  the  apparatus  for  obtaining  the 
power  input  is  shown  in  Fig.  4.  The  fan  was  directly  driven  by  a 
Sprague  electric  dynamometer,  and  the  torque  was  measured  by  a 
Kron  springless  scale.,  The  output  apparatus  is  shown  in  Fig.  5. 
Djmamic  pressures  were  obtained  by  a  pitot  tube,  and  static  pres- 
sures by  a  piezometer  ring  with  four  openings  through  the  wall  of 
the  pipe.  Fig.  6  shows  the  connections  from  the  pitot  tube  and 
piezometer  to  the  differential  gages.  This  view  shows  also  the 
method  of  securing  the  orifice  plate  to  the  discharge  pipes. 
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J.  M.  Spitzglass  (written).  The  curves  given  in  the  paper  dis- 
close many  interesting  features  in  the  characteristic  properties  of  the 
various  types  of  blowers,  which  could  not  be  very  well  shown  in  the 
usual  pressure-volume  curve  of  the  blower.  It  is  interesting  to  note 
that  in  Fig.  1,  representing  the  characteristic  curve  for  blades  tilted 
forward,  the  volume  lines  are  imiformly  converging  toward  the  higher 
speed,  so  that  some  of  them  cross  each  other,  even  within  the  limited 
region  of  the  curve.  This  would  indicate  that  at  the  higher  speed  of 
this  special  blower  there  is  practically  no  variation  in  the  pressure 
for  any  volume  delivered  by  the  blower,  or  rather  the  least  variation 
in  the  pressure  would  change  the  volume  from  a  maximum  to  a 
minimum,  and  vice  versa,  and  it  would  be  very  ineflScient  to  use  a 
blower  of  that  kind  where  a  more  or  less  constant  volume  of  air  is 
required. 

In  Fig.  2,  the  characteristic  curve  for  blades  radial,  the  volume 
lines  are  less  convei^g  than  in  Fig.  1 ;  while  in  Fig.  3,  the  charac- 
teristic curve  for  blades  tilted  backward,  the  volume  lines  are  prac- 
tically parallel  to  each  other,  which  means  that  in  this  kind  of  blower 
the  volimie  of  air  delivered  can  be  kept  more  or  less  uniform,  even 
though  the  resistance  to  the  flow  should  vary  to  a  certain  degree. 

In  this  experimental  case  the  discharge  of  the  fan  was  varied  by 
the  use  of  different-sized  orifices  at  the  outlet  of  the  fan.  In  the 
practical  operation  of  blowers  it  is  not  so  easy  to  control  the  resist- 
ance offered  to  the  flow  of  the  air.  The  air  may  be  blown  through  a 
thick  fuel  bed,  which  may  vary  in  height  and  also  in  resistance,  and 
in  such  cases  it  is  not  the  static  pressure,  nor  even  the  mechanical 
efficiency,  that  interests  operators  as  much  as  the  number  of  cubic 
feet  per  horsepower  that  can  be  obtained  from  the  blower,  and  curves 
plotted  in  this  manner  showing  the  amount  of  air  that  can  be  obtained 
for  any  condition  are  very  valuable  for  that  purpose,  because  they 
show  at  a  glance  under  what  conditions  it  is  possible  to  obtain  the 
maximiun  quantity  for  a  given  amount  of  power  used  on  the  blower. 

Regarding  the  mechanical  efficiency  shown  for  the  given  blowers, 
I  would  like  to  ask  the  author  why  it  is  so  low,  not  being  much 
over  40  per  cent  in  any  one  of  them,  and  why  the  blower  with 
the  blades  tilted  backward  shows  the  lowest  efficiency  of  all,  when 
theoretically  this  kind  of  blade  should  show  a  higher  efficiency  than 
thelothers. 
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F.  R.  Still  wrote  that  while  the  author's  curves  were  interesting, 
and  perhaps  might  be  valuable  for  some  purposes,  he  thought  the 
most  useful  curves  for  all  purposes  of  fan  or  blower  application  were 
those  of  the  kind  employed  in  the  charts  of  the  American  Blower 
Ck)mpany,  which  were  developed  from  characteristic  curves  plotted 
from  test  results.  In  his  opinion,  no  other  method  covered  the  per- 
formance of  a  fan  so  completely,  and  at  the  same  time  cleared  up  what 


TABLE  2    COMMON  BASIS:  PRESSURE  AND  R.P.M. 


] 

Bttris 

1 

Perfonnanoe 

si 

Total  Output. 
Cu.  Ft.  per  Seo. 

EfBoiMioy, 
Cu.  Ft.  per  Sec.  per  Hp, 

Rev. 

1*8 

per 
Min. 

Valuee 

Blades 
Tilted 
For- 
ward 

73.0 
100.0 

Blades 
Radial 

67.0 
78.0 

Blades 
TUted 
Back- 
ward 

Blades 
TUted 
For- 
ward 

Blades 
Radial 

Blade 
Tiltad 
Back- 
ward 

1.50 

1400 

Aotual 
RelaUve 

32.5 
44.5 

15.00 
74.80 

17.95 
89.60 

20.06 
100.00 

1.26 

1400 

Aotual 
Relative 

76.3 
100.0 

60.0 
70.8 

39.5 
51.8 

15.10 
70.60 

18.40 
86.00 

21.40 
100.00 

1.00 

1400 

Aotual 
R«Iative 

80.0 
100.0 

64.1 
80.1 

45.0 
66.3 

15.20 
67.80 

18.90 
84.30 

22.45 
100.00 

1.35 

1300 

Actual 
Relative 

08.0 
100.0 

64.0 
80.3 

31.2 
46.8 

17.35 
73.80 

21.06 
89.70 

23.50 
100.00 

1.00 

1300 

Actual 
Relative 

72.0 
100.0 

58.2 
80.9 

37.4 
51.9 

17.50 
69.50 

21.70 
86.90 

26.20 
100.00 

0.75 

1300 

Actual   , 
Relative 

75.0 
100.0 

61.8 
82.5 

43.1 
67.6 

17.62 
66.40 

22.30 
84.00 

26.67 
100.00 

otherwise  was  so  frequently  very  puzzling  in  results  from  fan  instal- 
lations, especially  to  those  who  did  not  have  to  deal  with  fans  fre- 
quently enough  to  understand  them  thoroughly. 

G.  F.  Gebhardt  (written).  I  have  applied  the  author's  curves 
to  comparative  tests  of  a  number  of  fans  of  various  makes,  and  find 
that  the  commercial  characteristics  most  desired  are  brought  out 
in  a  much  more  satisfactory  manner  than  with  the  customary  method 
of  plotting  results.    It  is  true  that  considerable  time  is  required  to 
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plot  the  curves  as  indicated,  but  the  ease  with  which  the  various 
problems  involved  may  be  calculated  from  the  graph  may  greatly 
justify  the  initial  expenditure  of  time.  The  author  makes  no  claims 
as  to  the  accuracy  with  which  the  investigation  was  conducted,  but 
I  had  the  privQege  of  studying  his  test  methods  and  was  greatly  im- 


TABLE  3    COMMON  BASIS:  TOTAL  OUTPUT  AND  CU.  FT.  PER  HP.  PER  SEC. 


BMb 


Performance 


40 


40 


40 


60 


60 


Effici- 


Preosure. 
Inohei  ol  Water 


Rev.  per  Min. 


60 


enoy. 
Cu.Pt. 
per  See. 
perHp. 

ValuM 

Blades 

Blades 

Blades 

Blades 

TUted 

Blades 

Tilted 

Tilted 

Blades 

TUted 

For- 

Radial 

Back- 

For- 

Radial 

Back- 

ward 

ward 

ward 

ward 

10 

Actual 

2.40 

2  10 

1.98 

1278 

1406.0 

1613.0 

RelaUve 

124.30 

112.00 

100.00 

100 

110.0 

126.1 

19 

Actual 

2.14 

1.83 

1.62 

1182 

1296.0 

1477.0 

RelaUve 

140.70 

120.80 

100.00 

100 

109.6 

134.9 

22 

Actual 

1.77 

1.66 

1.17 

1100 

1220.0 

1382.0 

Relative 

161.20 

132.40 

100.00 

100 

110.0 

126.8 

10 

Actual 

2.12 

2.02 

1.70 

1282 

1433.0 

1680.0 

Relative 

124.70 

118.70 

100.00 

100 

111.8 

131.0 

19 

Actual 

1.80 

1.63 

1.26 

1196 

1329.0 

1646.0 

RelaUve 

144.00 

130.20 

100.00 

100 

111.0 

129.4 

22 

Actual 

1.32 

1.32 

0.87 

1122 

1268.0 

14400 

RelaUve 

161.70 

161.70 

100.00 

100 

112.0 

1282 

1« 

Actual 

1.87 

1.63 

1.29 

1333 

1470.0 

1770.0 

RelaUve 

146.00 

136.30 

100.00 

100 

110.3 

132  8 

19 

Actual 

1.40 

1.23 

0.78 

1238 

1378.0 

1616.0 

RelaUve 

179.30 

167.60 

100.00 

100 

111.2 

130.4 

22 

Actual 

0.92 

0.89 

0.37 

1143 

1300.0 

1490.0 

Relative 

248.70 

240.60 

100.00 

100 

113  6 

130.2 

pressed  with  the  painstaking  and  exacting  care  with  which  all  meas- 
urements were  made  and  recorded.  The  paper,  though  brief,  is  a 
marked  acquisition  to  the  art  of  blower  testing.  I  would  like  to 
ask  the  author  why  the  capacity  curves  between  0  and  35  cu.  ft.  per 
sec,  Fig.  1,  have  been  omitted. 
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C.  M.  Spalding  (written).  The  curves  given  in  the  paper  bring 
out  very  clearly  certain  phases  of  blower  action,  and  it  would  be  very 
desirable  if  the  author  would  add  some  definite  information  about  the 
dimensions  of  the  fans,  and  also  tell  whether  the  blades  were  plain  or 
curved,  etc. 

In  examining  the  data  presented,  the  writer  has  been  interested  to 
see  what  other  aspects  of  the  matter  would  appear  by  taking  the 
information  furnished  by  the  author  and  comparing  it  in  other 


TABLE  4    COMMON  BASIS:  TOTAL  OUTPUT  AND 

PRESSURE 

Basis 

Performance 

6 
O 

I' 

Efficiency.  Cu.  Ft.  per 

Sec.  per  Hp. 

Rev.  per  Min 

Pressure 
Inches 
Water 

Values 

Blades 
Tilted 
For- 
ward 

Blades 
Radial 

Blades 
Tilted 
Back- 
ward 

Blades 
Tilted 
For- 
ward 

1 

Blades 
Radial 

i 

Blades 
TiU^l 
Back- 
ward 

46 

2.000 

Actual 
Relative 

17.76 
100.00 

16.90 
96.10 

14.96 
84.20 

1219.0 
100.0 

i 
1378.0 
U3.0      ' 

1708.0 
180.8 

46 

1.626 

Actual 
Relative 

20.70 
100.00 

20.27 
97.90 

17.26 
83.30 

1146.0 
100.0 

1281.0 
111.9      1 

1583.0 
138.8 

46 

1.260 

Actual 
Relative 

23.60 
100.00 

24.33 
103.60 

20.26 
86.30 

1071.0 
100.0 

1184.0 
110.5      ; 

1463.0 
136.6 

56 

1.760 

Actual 
Relative 

17.45 
100.00 

16. 67 
95.50 

14.90 
86.40 

1250.0 
100.0 

1430.0 
114.4 

1775.0 
142.1 

66 

1.376 

Actual 
Relative 

20.38 
100.00 

19.80 
97.20 

16.80 
82.50 

1175.0 
100.0 

1388.0 
113.8 

1670.0 
142.1 

66 

1.000 

Actual 
RelaUve 

24.42 
100.00 

23.00 
00.60 

19.30 
79.00 

1100.0 
100.0 

1246.0      ' 
113.2 

1566.0 
142.2 

relations,  more  especially  as  regarding  the  relative  performance  of 
the  three  types  of  fans.  He  has  accordingly  constructed  Tables  2, 
3  and  4  by  taking  two  values  as  a  common  basis  for  all  three  iy^es 
of  fans  and  setting  against  them  the  variable  values  of  the  other 
items  covered  in  these  data.  The  variable  items  are  stated  both  in 
the  actual  values  taken  from  the  curves  and  in  the  proportionate 
values  by  assuming  some  one  of  the  three  types  of  the  fans  as  unity, 
or  rather  100  per  cent,  and  comparing  the  performance  of  the  other 
two  t3rpes  of  fans.     It  will  be  noted  that  these  tables  do  not  select  the 
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most  favorable  condition  of  operation  of  all  three  types  of  fans,  as 
in  order  to  make  the  comparison  it  is  necessary  to  select  as  a  common 
basis  points  which  appear  on  all  three  of  Professor  Anderson's  cmres,* 
but  even  with  this  limitation  they  are  very  interesting. 

The  .Author.  Professor  Gebhardt  brings  up  the  point  of  why 
the  curves  between  0  and  35  cu.  ft.  per  sec.  have  been  omitted  in  Fig. 
1.  This  was  due  to  the  fact  that  for  less  than  30  cu.  ft.  per  sec.  the 
curves  overlapped  and  would  have  been  indistinguishable  in  the  small 
scale  to  which  the  figures  were  drawn  for  the  cuts.  Curves  drawn  to 
a  larger  scale  than  shown  in  the  figures  illustrate  the  performance  of 
the  blowers  very  clearly. 

Mr.  Spitzglass'  application  of  the  curves  to  forced-draft  practice  is 
important.  Another  appUcation  is  that  to  ventilation  systems  where 
it  is  necessary  to  move  air  against  the  friction  in  the  ducts.  The 
correct  speed  for  a  certain  friction  head  and  volume  may  be  readily 
selected,  or  if  the  friction  head  is  diminished  by  shutting  some  of  the 
air  outlets  the  proper  blower  speed  may  be  determined  from  the  chart 
and  the  blower  slowed  down,  resulting  in  economy  of  power. 
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CROSS-CURRENT   PREDETERMINATIONS 
FROM   CRANK-EFFORT  DIAGRAMS 

By  Louis  Illmer,  Milford,  Conn. 
Member  of  the  Society 

This  paper  is  a  research  study  into  ths  cause  of  excessive  cross-current  flow 
between  paralleled  alternators  when  driven  by  redprocaHng  engines,  Cross-Currents 
determined  by  ammeter  measurement  show  a  flow  far  greater  than  can  be  traced 
directly  to  the  unevenness  of  the  primary  cranh-effort  forces. 

The  uneven  crardo  effort  of  the  reciprocating  engines  does,  however ,  superimpose 
small  oscillatory  displacement  movements  upon  the  rotating  paralleled  armatureSf 
which  in  turn  cause  a  correspondingly  smaU  cross-current  flow,  the  pull  of  which  is 
stiU  sufficient  to  set  up  independent  armature  oscillations.  The  time  period  imposed 
by  the  cross-current  ptdl  differs  from  that  imposed  by  the  primary  crank-effort  farces^ 
and  the  reactive  effect  is  a  periodic  variation  in  the  engine  load  against  which  the 
uneven  crank  effort  must  work. 

This  condition  is  shown  to  be  conducive  to  cumulative  armature-displacement 
movements,  since  at  limes  these  tux>  distinct  periodic  forces,  i,e.,  excess  ^ort  and 
cross-current  pull,  act  in  unison,  while  subsequently  they  act  in  opposition.  The 
combined  action  of  these  tvoo  forces  subjects  the  rotating  wheel  parts  to  a  cumulative 
oscillatory  movement,  the  amplitude  of  which  may  readily,build  sufficiently  to  account 
for  the  relatively  heavy  cross-current  flow  found  by  actual  measurement. 

The  theory  underlying  cumulatioe  motions  of  this  kind  is  developed,  and  formuUB 
are  derived  for  predetermining  the  maximum  armature-displacement  shift  and  accom- 
panying cross-current  flow  thcU  may  be  expected  for  any  given  set  of  conditions. 

The  character  of  motion  and  the  maximum  amplitude  of  such  cumulative  oscUlO' 
tions  are  found  to  depend  largely  upon  the  relation  which  the  time  period  of  the  excess 
crank  effort  bears  to  that  of  the  cross-current  pull.  The  crank-effort  period  is  fixed 
by  the  cylinder  arrangement  and  engine  speed,  while  the  cross-current-qmU  period  is 
found  to  be  most  readily  controlled  by  the  selection  of  a  suitable  wheel  weight. 

The  wheelr^weight  constants  prescribed  for  paralleled  reciprocating-engine  units 
provide  a  guide  for  confining  the  cumulative  armature  oscillations  within  satisfactory 
limits.  When  a  relatively  light  wheel  is  used  for  such  engines,  the  resulting  oscilla- 
tory movement  is  likely  to  have  a  comparatively  rapid  period  and  its  maximum 
cumulative  amplitude  may  be  expected  to  be  approximately  twice  that  which  occurs 
when  using  a  heavy  wheel  oscillating  toith  a  relatively  slow  period. 

The  author  advocates  a  reasonably  heavy  wheel  as  most  likely  to  obviate  excessive 
cross-current  flow,  mainly  because  of  its  beneficial  secondary  effects.  The  greater 
maximum  amplitude  of  oscillation  in  the  case  of  the  relatively  light  wheel  may  lead 
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to  Berioua  electrical  disturbances ,  and  under  adverse  conditions  the  detrimenldl 
secondary  effects  of  the  more  rapid  cumulative  oscillations  may  become  so  aggravated 
as  completely  to  upset  the  regulating  functions  of  the  engine  governor. 

The  characteristic  behavior  of  paralleled  alternators  is  briefly  set  forth  in  the 
Appendix  by  means  of  vector  diagrams.  Therein  is  also  discussed  the  manner  in 
which  periodic  displacement  movements  of  the  paralleled  armatures  affect  a  momentary 
change  in  engine  load. 

The  paper  further  treats  of  the  principles  underlying  harmonic  motion  as  applied 
to  the  effect  which  uneven  crarik-effort  forces  exert  upon  the  rotating  wheel  mass. 
Wheel-displacement  increments^  graphically  determined^  are  compared  with  those 
approximated  by  the  more  direct  method  of  calculation. 

In  discussing  the  suJl^ect  of  harmonic  armature  oscillations  and  their  application 
to  paralleled  aUemators,  the  author  points  out  reasons  for  considering  untendbU 
some  of  the  basic  assumptions  made  in  the  German  literature  relating  to  this  sulked, 
Cross-currerU  determinations  made  by  the  author  upon  a  set  of  paralleled  SOO-hp. 
gas  engines  are  arudyzed  with  the  view  of  substantiating  the  contention  as  to  the  drfect 
in  the  Rosenberg  theory ^  and  Bonte's  deductions  based  thereon. 

V\7^HENEVER  alternating-current  generators  are  driven  by  re- 
ciprocating engines,  the  fluctuating  crank  effort  causes  oscil- 
latory movements  to  be  superimposed  upon  the  rotating  armature 
parts.  In  parallel  operation  such  displacement  movements  are  sub- 
ject to  a  peculiar  cumulative  action,  which,  under  adverse  condi- 
tions, is  liable  to  become  so  violent  as  to  drive  the  armature  far  out 
of  its  course  of  uniform  rotative  speed.  The  present  paper  deAls  with 
the  cause  and  effect  of  such  cumulative  action. 

2  Acting  alone,  the  irregular  primary  crank  effort  of  the  recip- 
rocating engines  accounts  for  but  a  relatively  small  portion  of  the 
excessive  displacement  movement  to  which  the  armature  is  subjected 
in  parallel  operation.  Such  small  armature  oscillations  do,  however, 
give  rise  to  cross-current  forces,  which  in  turn  tend  to  set  up  inde- 
pendent armature-displacement  movements.  The  combined  action 
of  these  two  distinct  periodic  forces  is  likely  to  superimpose  cumula- 
tive armature-displacement  movements  upon  the  rotating  armature 
of  far  greater  ampUtude  than  could  be  produced  by  either  component 
force  acting  alone. 

3  The  method  deduced  in  this  paper  for  arriving  at  such  re- 
sultant armature-displacement  increments  is  based  upon  finding  the 
equivalent  effect  of  the  crank-effort  and  the  cross-current-pull  forces 
in  terms  of  their  respective  sinuous  sequence,  of  force  application. 
It  will  be  shown  that  the  actual  crank-effort  curve  of  any  normal 
reciprocating  engine  may  be  approximated  quite  closely  by  means  of 
an  equivalent  sine  curve  and  that  its  characteristic  accelerating  effects 
may  be  expressed  in  terms  of  fairly  simple  harmonic-motion  formula. 
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Furthermore,  the  independent  sinuous  oscillations  which  the  periodic 
cross-current  pull  tends  to  superimpose  upon  paralleled  armatures, 
may  likewise  be  taken  into  account  by  formulae  of  this  kind. 

4  It  will  further  be  shown  that  when  a  sinuous  crank  effort  of 
a  reciprocating  engine  works  against  a  variable  resistance,  as  fixed 
by  the  surging  cross-current  pull  of  the  generator,  the  conditions  be- 
come favorable  for  imposing  cumulative  oscillations  upon  the  rotating 
armature  and  wheel  parts.  These  parts  are  then  alternately  accel- 
erated and  retarded  by  the  combined  action  of  two  distinct  periodic 
forces,  each  of  which  has  an  independent  period  and  tends  to  set 
up  independent  armature  oscillations.  At  times  these  two  forces  will 
be  acting  together,  while  at  other  times  they  will  be  acting  in  opposi- 
tion, thus  subjecting  the  armature  and  wheel  parts  to  a  cumulative 
oscillation  about  an  imaginary  position  corresponding  to  that  of 
uniform  rotation.  The  period  of  this  resultant  oscillation  is  usually 
larger  than  either  of  the  component  movements,  while  its  amplitude 
may  be  expected  to  build  up  until  it  reaches  a  maximum. 

5  The  derived  formula  make  possible  the  predetermination  of 
the  probable  ultimate  armature-displacement  shift  as  measured  from 
an  imaginary  reference  position,  for  any  given  set  of  assumptions  as 
to  characteristics  of  generator  construction,  crank  effort,  and  wheel 
weight.  The  character  and  maximum  amplitude  of  the  cumulative 
armature  movements  are  found  to  depend  largely  upon  the  relation 
between  the  time  period  of  the  sinuous  crank-effort  curve  and  that 
of  the  cross-current-pull  curve.*  Under  normal  conditions  the  differ- 
ence in  period  between  these  two  curves  is  most  readily  controlled 
by  the  selection  of  a  suitable  wheel  weight. 

6  When  a  light  wheel  is  used  for  paralleled  reciprocating  engines, 
the  armatures  oscillate  in  a  relatively  rapid  period  and  the  maximum 
cumulative  armature-displacement  shift  is  shown  to  be  approximately 
twice  as  large  as  when  a  relatively  long  resultant  period  of  oscillation 
is  obtained  by  the  use  of  a  heavy  wheel. 

7  The  secondary  effects  which  accompany  the  use  of  a  light 
wheel  are  more  likely  to  upset  the  engine  regulation  and  in  other 
ways  lead  to  detrimental  electrical  disturbances.  In  the  event  that 
the  wheel  weight  and  governor  characteristics  are  not  aptly  chosen, 
the  resulting  cumulative  armature  osciUations  may  set  up  a  heavy 
cross-current  flow  of  such  magnitude  as  to  interfere  seriously  with 
the  successful  operation  of  the  paralleled  generators. 

8  Troubles  of  this  nature  have  repeatedly  led  to  controversy 
as  to  whether  the  engine  or  the  generator  builder  should  be  held 
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responsible  for  the  difficulties  encountered.  The  present  research 
study  was  undertaken  with  a  view  of  finding  the  cause  of  such  failures 
and  of  establishing  a  satisfactory  basis  for  obviating  abnormal  cross- 
current flow. 

9  The  subject  will  be  treated  in  the  following  order,  viz.: 

a  Principles  underlying  harmonic  motion  and  their  applica- 
tion in  estimating  initial  armature  displacements  that 
result  from  the  uneven  primary  crank  effort  of  a  recipro- 
cating-engine drive 

b  The  effect  of  such  periodic  displacement  movements  upon 
a  single  a.c.  generator  when  connected  to  independent 
bus  bars 

c  The  effect  of  periodic  armature  oscillations  upon  paralleled 
generators  in  setting  up  a  variable  resistance  against 
which  the  engine  must  work;  discussion  of  the  cumulative 
oscillations  which  are  likely  to  occur  whenever  a  variable 
load  of  this  kind  is  driven  by  the  fluctuating  crank  effort 
of  a  reciprocating  engine 

d  Conclusions 

e  Appendix:  Characteristic  behavior  of  an  alternating- 
current  generator,  and  other  electrical  aspects  of  the 
parallel-running  problem  relating  especially  to  cross- 
current puU  and  its  effects  in  causing  periodic  variations 
in  the  engine  load, 

INTRODUCrrORY 

10  When  a  reciprocating  engine  works  against  a  constant  load, 
the  increment  of  flywheel  displacement  resulting  from  its  uneven 
crank  effort  is  dependent  upon  the  inertia  of  the  wheel.  Its  mass  is 
alternately  accelerated  and  retarded  in  proportion  to  the  undulating 
character  of  the  crank-effort  forces,  and  for  present  purposes  the 
resulting  change  in  the  wheel  velocity  may  be  taken  as  a  convenient 
measure  of  such  crank-effort  irregularity. 

11  The  average  wheel  velocity  may  be  assumed  to  coincide  with 
that  of  an  imaginary  wheel  rotating  at  absolutely  uniform  speed,  such 
that  any  velocity  change  induced  by  the  variable  crank  effort  will 
cause  the  actual  wheel  to  lag  or  lead  with  respect  to  the  virtual 
position  fixed  by  the  reference  standard. 

12  Expressed  mathematically,  the  foot-pounds  of  energy  ab- 
sorbed in  raising  the  flywheel  velocity  from  Fi  to  7i  = 

im  (Vi*  -  V,')  =  m(^^  +  ^')(Fx  -  V^)  =  2mV^  =  ATTo-  .  .[U 
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where   V©  =  (Vi  +  ^»)/2  =  reference  standard  for  uniform  rotation, 

i.e.,  synchronous  speed  as  measured 
by  the  average  crankpin  velocity  in 
ft.  per  sec. 
1^0  =  (Fi  —  Fi)/2  =  maximum  crankpin  velocity  change  as 
measured  with  respect  to  the  refer- 
ence standard  Fo 
2  vo/Fo  =  5o  =  coefficient  of  speed  fluctuation  as  deter- 
mined from  the  primary  crank-effort 
diagram 

'^  ^"{^  =  equivalent  units  of  wheel  mass  trans- 
ferred to  the  crankpin  radius  R 

Q 

2  -  p*  =  equivalent  moment  of  inertia  of  the 
crankshaft  weights,  g  being  gravity 
acceleration  at  32.2  ft.  per  sec.  per  sec. 
G  =  equivalent  rim  weight  of  wheel,  lb., 
which  is  equal  to  the  weight  of  the 
rim  plus  about  1/10  rim  weight  for 
arm  allowance,  plus  the  armature 
weight  as  transferred  to  the  center 
of  gravity  of  the  wheel  rim  p. 

13  It  will  be  seen  from  the  above  equation  that  the  fluctuating 
energy  ATFo  taken  up  or  given  out  by  the  wheel  is  directly  propor- 
tional to  the  factor  vq,  and  that  the  extent  to  which  any  uneven  crank 
effort  is  capable  of  inducing  such  a  velocity  increment  is  dependent 
upon  the  mass  and  initial  velocity  of  the  wheel. 

14  Assuming  a  reciprocating  engine  to  work  with  a  sinuous 
crank  effort,  the  phase  relation  between  the  velocity  change  and 
displacement  increment  which  it  imparts  to  the  wheel  is  shown  in 
Fig.  1.  The  common  abscissa  is  taken  on  a  time  basis  which  is 
proportional  to  the  crankpin  travel. 

16  The  upper  sine  curve  represents  the  variable  crank-effort 
force  drawn  about  the  base  line  XX,  which  ordinate  represents  the 
mean  turning  force  Pe  acting  normal  to  the  crankpin  radius.  The 
sectioned  area  =bATFo  denotes  the  fluctuating  energy  that  must  be 
successively  taken  up  and  ^ven  out  by  the  flywheel  parts  in  order 
to  equalize  the  sinuous  crank  effort. 

16  The  resulting  velocity  change  as  measured  at  the  crankpin 
is  indicated  by  the  sinuous  line  superimposed  upon  the  mean  or 
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synchronous  velocity  base  YY.  The  sequence  of  the  displacement 
increments  is  indicated  by  the  lower  sine  curve  plotted  with  respect 
to  the  base  line  ZZ,  which  represents  the  reference  position  assumed 
by  the  crankpin  when  rotating  at  the  uniform  S3mchronous  speed 

17  Restricting  the  interplay  of  the  fluctuating  energy  ATfo  to 
that  exchanged  during  any  one-stroke  period  of  the  engine,  the 
coefficient  of  energy  fluctuation  becomes  equal  to 

ATTo 


/C  = 


W, 


[21 


where 


h n^I ,(,,— ..^.tf  .jr„ 4 

Fio.  1    SiNTTOUS  Crank-Effobt  Diagrams 

K  =  coefficient  of  energy  fluctuation,  which  is  also  equal 
to  one-half  the  mean  ordinate  of  the  lobe  area 
ATTo  divided  by  mean  turning  effort  Pe 
ATFo  =  foot-pounds  of  fluctuating  energy  as  measured  by 
one-half  the  total  lobe  areas  enclosed  by  the  crank- 
effort  diagram  per  stroke 
TTo  =  P«  X  ir/2  =  foot-pounds  of  effective  work  done  per 
stroke,  i.e.,  mean  engine  turning  effort  Pe  multi- 
plied by  the  crankpin  path  during  one  stroke 
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Pc  =*  b.hp.  X  550/ Fo  =  average  crankpin  force  (in  lb.) 
acting  normal  to  the  crankpin  radius  72,  measured 
in  feet. 

HARMONIC-MOTION   FORMULA 

18  A  sinuous  crank  efik)rt,  as  measured  with  respect  to  the 
mean  axis  XX  of  Fig.  1,  sets  up  a  change  in  the  synchronous 
velocity  of  the  rotating-wheel  parts  within  the  limits  Vo  —  t^  and 
Fo*+  vo,  in  accordance  with  the  law  of  simple  harmonic  motion.  The 
principles  underlying  such  motion  are  easily  established  since  the 
average  ordinate  of  the  sine-lobe  area  ATTo  bears  a  simple  fixed 
relation  to  the  maximum  accelerating  force  P^} 

»  Starting  with  the  general  equation  for  accelerated  motion, 

00=-* [8| 

wliere 

oo  »  maximum  acceleration  acting  upon  the  mass  m  as  measured  in  ft.  per 

sec.  per  sec. 
Po  =  maximum  accelerating  force  in  pounds,  as  measured  at  the  middle  of 
the  sinuous  crank-effort  lobe. 
Since  the  average  ordinate  under  the  sectioned  sine  lobe  6W%  is  equal  to 
(2/ir)  Po,  the  maximum  velocity  increment  will  be 

f  0  =  -  oo^  J [4) 

where 

l\    s  time  equivalent  of  one-half  length  of  the  sine  lobe  as  measured  in  sec- 
onds, which  in  angular  measure  corresponds  to  x/2  radians. 
The  resulting  maximum  displacement  being  proportional  to  the  average 
velocity  change  multiplied  by  time,  it  follows  that 

«o  =  ^  t^  =  Q*  oo^' [6] 

where    «o  ™  maximum  linear  displacement  or  ampUtude  of  oscillation  (in  ft.) 
resulting  from  a  sinuous  velocity  change  whose  maximiun  is  t^. 
As  a  further  condition  for  simple  harmonic  motion,  the  maximiun  acceleration 
a«  must  be  directly  proportional  to  the  displacement  ^,  which  expressed  mathe- 
matically takes  the  convenient  form 

a«  =  i8o*«o [6] 

where    A*  =  specific  acceleration  oj  the  sinuous  crank  effort  at  imit  displacement, 
as  measured  with  respect  to  the  synchronous  reference  position 
ZZ  of  Fig.  1. 
For  the  critical  value  »o  =  1  ft.,  the  factor  oq  becomes  equal  to  fi^\  substitu- 
ting this  value  in  [6]  and  transposing,  the  following  relation  is  obtained,  which 
shows  that  the  time  period  for  harmonic  motion  is  independent  of  its  amplitude; 
thus, 

"  =  2/3.;       '-J.=     '•=* t7] 
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19  When  a  body  oscillates  harmonically,  the  characteristic 
relations  existing  between  the  acceleration,  velocity  and  displacement 
factors  are  definitely  fixed  by  the  basic  constant  fio  as  given  in  Equa- 
tion [8]. 

20  Applying  these  deductions  to  the  case  of  a  sinuous  crank- 
effort  diagram  for  a  single-cylinder  engine,  the  time  period  of  a 
complete  oscillation  is  that  required  for  one  stroke,  which  is  equal  to 

''-2isr- a; ^'J 

where    N  =  revolutions  per  minute. 

21  The  corresponding  basic  value  of  the  primary  crank-effort 
constant  fio  may  be  found  by  substituting  the  above  value  of  U  in 
Equation  [7];  thus, 

^  =  30^  =  '^-21^ 1101 

22  The  other  basic  values  required  to  characterize  the  harmonic 
wheel  motion  set  up  by  a  sinuous  crank  effort  when  making  a  complete 
oscillation  in  a  time  period  of  one  stroke  as  per  fk).  [9],  may  be  found 
by  substituting  in  Eq.  [1];  thus, 

'^-2mVo^^^ '"1 

where    Vo  =  2  rRN/QO  =  mean  crankpin  velocity  in  ft.  per  sec. 
Vo  =  maximum  velocity  increment  superimposed  upon  Vo 
8o  =>  corresponding  maximum  displacement  (in  ft.)  as  meas- 
ured from  the  synchronous  reference  position  ZZ. 

23  For  a  single-cylinder  engine  the  pitch  length  of  its  crank- 
effort  lobe,  I.e.,  the  space  passed  over  by  the  crankpin  in  the  time 
period  of  one-half  stroke,  is  equal  to  trVo/Po,  and  since  (2/ir)Po  repre- 
sents the  average  accelerating  force  acting  upon  the  crankpin  during 
this  period,  then 

AWo  =  ?Po(Fo£)  =  ^/^'  =  2mV^o 112] 

where  (j,  ^  and  U  are  the  respective  times  of  a  quarter,  half  and  complete  period 
of  harmonic  oscillation. 

It  will  be  seen  that  the  constant  (3o  converts  the  time  factor  into  angular  or 
X  measure.  It  also  fixes  other  important  characteristics  of  simple  haHknonic 
motion,  as  is  evident  from  the  following  substitution  in  Equation  [4] : 

'*=l"«fe)  =  l='»''° '«' 
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In  a  similar  manner  it  will  also  be  found  that 

^Wo^KWo  =  KPcVo^ [131 

Po 

24  For  a  single-cylinder  engine  the  maximum  velocity  incre- 
ment ji\)  may  be  found  in  terms  of  known  constants  by  substituting 
the  above  values  in  Eq.  [11];  thus, 

2irKP,Vo  ^      1      ^ttKPc 
'  2mVo' 


t,'^'Q3  5€efOM  stroke-- X t,  •  ^^^  OS  Stc  Oife  Sfnke  -   ] 


Fig.  2    Crank-Effobt  Piagrams  fob  Sinqle-Ctundbb  500-B.Hp. 
*  KoERTiNQ  Gas  Engine 

Cylinder  dimensions,  25  X  431  in.;  speed,  100  r.p.m.;  piston-rod  diameter,  6)  in.; 
wheel  weight  at  17)  ft.  outside  diameter,  24,000  lb.;  equivalent  mass  m  at 
crankpin,  12,000  units;  load  condition,  maximum 

25  From  the  above  it  also  follows  that 

Po  =  mfif?8o  =  tKPc [161 

26  For  a  twin-cylinder  engine  the  corresponding  equations  are 


Vo 


A)V 


I14a] 


Po'  =  m(A,')V [16a] 

where     /3b'  —  2  A)  when  the  crank-effort  diagram  is  such  that  all  the 
lobe-areas  are  substantially  alike 
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=  i  j8o  when  the  crank-eflfort  lobes  are  sufficiently  un- 
balanced as  to  require  evaluation  by  the  differential 
method  of  sine  approximation. 
27    Fig.  2  shows  that  the  average  results  obtained  graphically 
from  an  actual  single-cylinder  crank-efifort  diagram  can  readily  be 
evaluated  on  the  basis  of  the  sine-curve  approximation,  and  that 
the  resulting  average  velocity  and  displacement  increments  may  be 


CtnK'Qa  {DHttrtnitol  HtHto^ 


-QOOS 


90^              ifto'              m*" 
*"  *'*  w  *  ^^  ^^^'  ^"*  ^^ — 


Fig.  3 


Crank-Effort  Diagrams  for  Twin-Cylinder  ^  X  500-B.Hp. 
KoERTiNQ  Gas  Engine 


Cylinder  dimensions,  25  X  43i  in.;  wheel  weight  at  17 J  ft.  outside  diftmetcr, 
48,000  lb.;  equivalent  mass  m  at  crankpin,  24,000  unite;  load  conditions, 
maximum 

determined  with  a  fair  degree  of  accuracy  by  means  of  the  given 
equations.  This  figure  represents  a  crank-efifort  diagram  for  a 
single-cylinder  500-b.hp.  double-acting  Koerting  gas  engine  operating 
at  maximum  load.  The  specifications  are  given  in  detail  in  Fig.  2, 
the  wheel  in  this  case  being  exceptionally  light  at  about  50  lb.  per 
b.hp. 

28    A  corresponding  diagram  for  a  set  of  twin-cylinder  engines 
of  the  same  make  and  size  is  shown  in  Fig.  3.     In  both  diagrams  due 
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allowance  has  been  made  for  the  inertia  effect  of  the  reciprocating 
parts,  angularity  of  connecting  rod,  and  the  like. 

29  Referring  first  to  Fig.  2,  the  larger  sectioned  lobe  areas  in 
the  first  half  of  the  crank-effort  diagram  of  this  single-cylinder  engine 
are  due  mainly  to  the  difference  of  the  head-  and  crank-end  piston 
areas,  since  these  engines  operate  without  tail  rods. 

30  Taking  the  coefficient  of  energy  fluctuation  K  in  the  given 
formulas  as  proportional  to  the  arithmetical  average  value  of  the 
sectioned  lobe  areas  shown  in  Fig.  2,  the  comparative  results  in  Table 
1  are  obtained. 

31  The  calculated  sinuous  values  are  plotted  as  dotted  lines  in 
Fig.  2.  For  present  purposes  the  average  displacement  increment 
(2/ir)ao  is  of  importance  and  the  table  shows  its  estimated  value  to 
be  in  fair  agreement  with  the  graphical  result.    Should  a  closer 

TABLE  1    COMPARATIVE  DISPLACEMENT  VALUES  FOR  SINGLE  ENGINE 


Items  EstimaUd  by  Formula  Graphical  Dttarminations 


Pe 15,800  lb.  '   

3  21 

K. '.'.'. '.'//.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.v.'.'.  0.30  t    6!24'to  0.39 

Po 15,000  lb.  ,     10,000  to  27,000  lb. 

aWo 27,000  ft-lb.  20,400  to  33,200  f t-lb. 

(2/»)»o  (avg.  velocity) 0.038  ft.  per  sec.  0.041  ft.  per  sec. 

{2/w)8o  (avg.  displacement) . .  ,  0.0018  ft.  0.0021  ft. 


estimate  be  desired,  due  allowance  must  be  made  for  the  difference 
in  head-end  and  crank-end  piston  pressures. 

32  In  fact,  accurate  determinations  of  this  kind  require  that 
each  crank-effort  curve  be. carefully  inspected  for  best  mode  of 
treatment  by  sine-curve  approximation.  In  the  case  of  the  par- 
ticular twin-cylinder  diagrams  shown  in  Fig.  3,  the  four  large  head- 
end lobes  l3dng  in  the  left-hand  half  of  the  diagram  so  accentuate 
the  unbalanced  effect  of  the  crank-effort  forces  as  to  dominate  the 
time  period  of  the  resulting  velocity  and  displacement  curves.  The 
total  period  of  oscillation  is  thus  increased  to  one  revolution.  Under 
these  conditions  the  corresponding  coefficient  of  energy  fluctuation 
must  be  determined  by  the  differential  method,  \>y  which  the  equi- 
valent excess  lobe  area  of  Fig.  3  becomes  equal  to 

(A  +  C)  -  (B  +  i>)  =  A  W  =  (F  +  H)  -  (B  -h  (?) 

On  this  basis  the  coefficient  K'  for  the  twin  engine  becomes  equal  to 
0.12,  the  constant  Pq  having  a  value  of  ^  iSo  ==  0.105  N. 
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33  The  specifications  relating  to  the  twin-cylinder  engine  are 
given  in  the  diagram,  from  which  the  estimated  value  for  the  average 
displacement  (2/ir)«o'  is  found  to  be  0.00145  ft.,  as  compared  to 
0.0015  ft.  for  the  graphical  determination. 

34  In  case  the  crank-effort  diagram  of  a  twin-cylinder  engine  is 
such  that  all  the  lobe  areas  are  substantially  alike,  then  the  period 
of  oscillation  for  the  resulting  velocity  and  displacement  curves  will 
practically  coincide  with  that  of  the  primary  crank-effort  curve,  thus 
making  fin'  equal  to  2  jSo  instead  of  i  iSo  as  required  when  the  differ- 
ential method  of  sine  approximation  must  be  resorted  to. 

ARMATURE-DISPLACEBfENT  INCBEMENTS  FOR  SINGLE  NON-PARALLELED 

GENERATOR  UNITS 

35  It  is  to  be  borne  in  mind  that  the  harmonic-motion  formul® 
thus  far  deduced  apply  only  to  the  case  of  a  reciprocating  engine 
whose  sinuous  crank  effort  works  against  a  uniform  or  straight-line 
resistance  XX,  such  as  would  be  encountered  in  a  lineshaf t  drive  and 
the  like. 

36  The  resulting  relation  of  velocity  and  displacement  curves 
is  indicated  in  Fig.  1.  The  maximum  acceleration  Oo,  i.e.,  rate  of 
velocity  change,  is  measured  by  the  slope  of  line  B'S',  and  this  occurs 
at  a  point  directly  under  the  maximum  force  P^  According  to 
Equation  [8],  Oo  =  Po/m  =  /3o«^o,  hence  the  time  factor  fixing  the  dope 
R'S'  is  l//3o.  '  In  a  similar  manner  the  maximum  rate  of  displace- 
ment change  as  measured  by  the  slope  R"S"  becomes  equal  to 

8o/(l/fio)   =  Vo. 

37  These  simple  relations  may  be  materially  modified  when 
reciprocating  engines  are  used  to  drive  alternating-current  genera- 
tors, especially  those  connected  in  parallel.  In  that  event  the 
armature  oscillations  resulting  from  the  irregular  crank  effort  set  up 
a  periodic  cross-current  pull  which  is  capable  of  producing  a  cyclic 
variation  in  the  engine  load.  This  reactive  effect  is  dependent  upon 
the  characteristic  behavior  of  the  driven  a.c.  generator,  the  essential 
features  of  which  are  best  represented  graphically  by  means  of  vector 
diagrams  as  elucidated  in  the  Appendix. 

38  Touching  upon  the  principles  underlying  electric-power 
generation  by  mecms  of  an  alternator,  it  may  be  pointed  out  that 
such  a  generator  running  at  synchronous  speed  can  only  deliver 
current  to  the  bus  bars  when  the  armature  is  made  to  lead  with  respect 
to  the  neutral  position  assumed  by  the  armature  when  running  at 
no  load.    That  is  to  say,  the  appUcation  of  engine  power  forces  the 
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armature  ahead  of  this  neutral  phase  position  by  a  certain  angular- 
displacement  lead  such  that  it  wiU  still  be  numing  at  S3aichronous 
speed  but  out  of  phase  with  its  neutral  phase  position  by  an  angular- 
displacement  lead  +cto>  On  the  other  hand,  when  an  external 
resisting  force  causes  the  armature  to  lag  with  respect  to  the  neutral 
phase  position  by  an  angle  —  oo,  this  reverse  action  will  convert  the 
machine  into  a  S3aichronous  motor. 

39  As  explained  in  the  Appendix,  the  mean  angular-displace- 
ment lead  oo  is  dependent  upon  the  construction  characteristics  of 
the  alternator  and  serves 'as  a  measure  of  the  full-load  output  de- 
livered by  this  type  of  generator.  Assuming  the  driving  torque  and 
output  to  remain  constant,  then  the  uniformly  rotating  armature 
will  maintain  a  constant  lead  angle  oo  with  respect  to  its  neutral  or 
no-load  phase  position.  In  case,  however,  the  generator  is  driven 
by  a  reciprocating  engine,  its  irregular  crank  effort  will  cause  a  periodic 
shift  in  the  armature  displacement  equal  to  :h  Oxi  as  measured  with 
reference  to  the  mean  lead  angle  oo. 

40  Applying  these  deductions  to  the  case  of  a  single  alternating 
generator  driven  by  a  reciprocating  engine,  the  resulting  speed 
fluctuation  as  measured  by  the  coefficient  do  will  cause  the  armature 
lead  angle  to  vary  within  the  limits  ±  7  dooo.  This  periodic  shift 
in  the  armature  lead  angle  oo  serves  to  produce  a  corresponding 
change  in  the  generator  output.  Hence  the  effect  of  varying  the 
resistance  against  which  the  engine  has  to  work  may  be  embodied 
in  its  crank-effort  diagram  by  substituting  a  sinuous  curve  for  the 
straight  base  line  XX  of  Fig.  1.  As  shown  dotted,  the  phase  and 
period  of  this  new  resistance  curvefor  a  single -cylinder  imit  coincide 
with  those  of  its  primary  displacement  curve,  while  the  amplitude 
of  such  initial  armature  oscillation  may  be  fixed  at  ^  SoPet  as  plotted 
upon  the  reference  line  XX. 

41  When  working  with  respect  to  this  new  sinuous  base  line, 
the  sectioned  lobe  area  of  Fig.  1  increases  from  A  Wo  to  (1  +4  6o)ATro, 
which  naturally  involves  a  corresponding  increase  in  the  primary 
velocity  increment  Vo  and  the  displacement  «o.^  It  is  evident  that  the 
resulting  increment  in  armature  displacement  will,  in  turn,  react 
upon  the  crank-effort  force  in  a  manner  that  will  still  further  increase 
the  excess  lobe  areas  of  the  crank-effort  diagram.  An  infinite  series 
of  such  corrections  is  required  to  ascertain  the  ultimate  displace- 
ment of  the  armature.  The  final  angular-displacement  shift  is 
proportional  to  the  excess  lobe  area  measured  with  respect  to  the 
final  position  assumed  by  the  dotted  sinuous  base  line,  and  this  area 
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may  readily  be  found  by  means  of  the  following  expression  for  the 
sum  of  a  decreasing  geometrical  progression: 

AIFo'  =  ATF.|l+|  +  (|y+...(|)"| 

42    The  bracketed  sum  may  be  termed  the  "enlargement  factor" 
and  is  equal  to  1/[1  —  {do/2)],  or 

ATFo'  =  ATFo/— ^\  =  ATFofxAr) [W] 


(tzjY '"^-iv:^) 


43  The  enlargement  factor  tends  to  increase  the  coefficient  of 
energy  fluctuation  K  as  found  for  the  primary  crank-effort  diagram, 
but  since  the  ratio  of  tN)  to  V o  is  necessarily  small,  this  correction  is 
of  minor  consequence. 

44  Equation  [16]  is  identical  in  form  with  some  similar  formulae 
developed  in  the  leading  German  literature  relating  to  this  subject, 
notably  in  the  theories  advanced  by  Rosenberg.^  However,  atten- 
tion is  called  to  the  fact  that  in  the  present  treatment  Eq.  [16]  is 
intended  to  apply  only  to  the  case  of  a  single  alternating-current 
generator  connected  to  independent  bus  bars,  while  in  the  foreign 
references  this  same  equation  is  intended  to  cover  the  case  of  genera- 
tors running  in  parallel  on  the  assumption  that  the  cross-current 
puU  is  responsible  for  this  relatively  small  enlargement  factor. 

45  '  The  vector  diagrams  of  the  Appendix  show  that  it  is  unneces- 
sary to  resort  to  cross-current  pull  in  order  to  explain  this  minor 
displacement  increment,  since  a  single  alternator  armature  driven 
by  a  reciprocating  engine  is  subjected  to  change  in  phase  position 
which  in  itself  is  readily  capable  of  setting  up  the  relatively  small 
periodic  displacement  variation  required  to  satisfy  Eq.  [16]. 

46  The  author  is  therefore  led  to  conclude  that  the  basic  assump- 
tions as  to  cross-current  flow  made  in  the  cited  foreign  literature  are 
untenable,  a  view  that  is  substantiated  by  the  accompanying  experi- 
mental determinations,  which  show  a  far  larger  cross-current  flow  for 
paralleled  generators  than  is  indicated  by  any  of  the  equations  yet 
deduced. 

CUMULATIVB   DISPLACEMENT  EFFECTS   FOR  PARALLELED   GENE- 
RATOR UNITS 

47  Turning  now  to  the  electrical  conditions  under  which  alter- 
nators operate  in  parallel,  such  armatures  are  no  longer  locked  with 

^  Electrotechnische  Zeitschrift,  May  15,  1902.  See  also  S^itschnft  dea 
Vereinee  Deutscher  Ingenieure,  1904,  p.  793. 
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the  external  circuit  in  the  manner  of  a  single  generator;  instead,  the 
electrical  tie  assumes  characteristics  closely  analogous  to  those  of  a 
flexible  coupling  acting  between  the  two  paralleled  armature  shafts, 
all  of  which  is  rather  fully  set  forth  in  the  Appendix. 

48  The  flexible  nature  of  this  coupling  allows  one  of  the  paralleled 
armatures  to  lead  periodically  with  respect  to  its  mean  lead  angle  ao, 
provided  the  other  armature  simultaneously  lags  with  respect  to  its 
oo  by  an  approximately  equal  angular-displacement  shift  a«.  This 
diflference  in  armature  positions  sets  up  an  equalizing  or  cross-current 
flow  between  the  generators  whereby  the  lagging  armature  may 
momentarily  generate  less  power  than  its  mate  without  materially 
affecting  the  combined  output  delivered  to  the  common  bus  bars. 

49  The  cross-current  pull  is,  however,  capable  of  superimposing 
oscillations  of  considerable  magnitude  upon  the  rotating  armature. 
The  amplitude  of  such  oscillations  is  generally  much  larger  than  was 
found  to  be  the  case  for  the  single  generator  connected  to  independent 
bus  bars. 

50  It  will  now  be  shown  that  this  increment  of  displacement  is 
due  to  the  cumulative  action  which  results  in  paralleled  generators 
whenever  the  variable  generator  load,  as  fixed  by  the  periodic  cross- 
current pull,  is  combined  with  an  uneven  sinuous  crank  effort  having 
a  different  period. 

51  The  resultant  periodic  armature  oscillation  produced  by  the 
combined  action  of  two  such  forces,  i.e.,  excess  crank  effort  Po  and 
cross-current  pull  Pec,  is  likely  to  become  cumulative  when  the  period 
of  the  pull  Pec  bears  certain  critical  relations  to  the  period  of  the 
force  Po. 

52  As  given  by  Eq.  [A]  of  the  Appendix,  the  factor  Pee  as  taken 
in  terms  of  the  mean  crankpin  force  Pe  is  equal  to 

Pee      sin  a,  . 

vr   —  ~=~      '  cos  ao 
Pe       sm  ao 

53  Owing  to  the  relatively  small  angular  armature  displace- 
ments permissible  in  good  practice,  the  mathematical  treatment  of 
this  portion  of  the  discussion  may  be  much  simplified  by  substituting 
angular  measure  for  the  sine  values  of  the  lead  and  shift  angles 
oo  and  a„  and  by  further  assuming  that  the  value  of  cos  oo  in  the 
above  equation  may  be  taken  as  equal  to  unity  without  serious  error. 
On  the  basis  of  this  approximation,  Eq.  [A]  reads 

Pee  __ax  _  8x 

Pe  ao         $a 
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or 

^^El^F^rnfi,^ [17] 

where      a©  =  mean  angular-displacement  lead  of  the  armature  as 
measured  in  electrical  radians 
ax  =  angular-displacement  shift  of  the  armature  as  measured 
with  respect  to  the  mean  lead  position  oo 
.    Sa  =  ccoR  =  arc  length  in  feet,  corresponding  to  the  arma- 
ture-displacement lead  angle  oo  as  measured  at  the 
crankpin  circle 
St  =  azR  =  arc  length  in  feet,  corresponding  to  the  arma- 
ture-displacement shift  an^e  a,. 

54  In  the  above  equation  the  constant  F  represents  the  specific 
accelerating  force  (in  lb.)  of  the  cross-current  pull  when  the  linear 
displacement  «,  =  1  ft.,  as  measured  at  the  crankpin  circle.  Eq. 
[17]  further  shows  that  the  cross-current  pull  Pee  may  be  taken  as 
directly  proportional  to  the  linear  shift  s,  and  that  it  becomes  ap- 
proximately equal  to  the  mean  engine  turning  force  Pc  when  «,  =  «„. 
The  constant  fig  fixes  all  of  the  characteristic  relations  of  the  harmonic 
armature  movements  resulting  from  the  action  of  the  cross-current 
pull  except  that  of  the  amplitude  limit. 

55  Since  the  angles  oo  and  a,  are  measured  in  electrical  radians, 
Eq.  [17]  may  also  take  the  form 

m  tn    Roto 

where  jS,*  =  specific  acceleration  of  the  cross-current  pull  at 
s,  =  1  ft.  linear  armature  displacement  as  measured 
at  the  crankpin  circle 

—  =  generator   pole   pitch  as  measured   (in  ft.)   at  the 
crankpin  circle  =  t  electrical  radians  • 

n  =  number  of  pole  pairs  =  cycles  per  sec.  X  {60 /N), 

56  The  resulting  cross-current  pull  corresponding  to  a  given 
armature  shift  «,  is  dependent  upon  the  constructive  characteristics 
of  the  generator,  which  are  largely  fixed  by  the  value  of  ««.  Ac- 
cordingly, the  relation  of  the  basic  constants  iSo  to  /?,  may  also  be 
expected  to  be  dependent  upon  the  factor  »«.  For  single-cylinder 
engines  the  numerical  value  for  this  relation  may  be  arrived  at  as 
follows: 


Digitized  by  VjOOQIC 


LOUIS    ILLMER  821 

57  Transposing  Eq.  [14]  to  the  form 
and  dividing  by  Eq.  [18],  gives 

'      Rem 

58  When  jSo'  =  i  fio,  the  corresponding  equation  for  twin-cylinder 
engines  becomes  equal  to 

^  =  JlK'^A  =  0.105  iVv/-"?.^ [19al 

j8,       ▼  2       So  ^     n     Pc 

where      K'  =  coefficient  of  energy  fluctuation  as  determined  by  the 
differential  method 
$0  =  displacement  increment  as   found   from   the  crank 
effort  on  the  basis  of  t^   =  ir/fio  =  one  stroke. 

59  The  above  equations  fix  the  vital  relations  required  for 
cross-current  determinations  in  paralleled  generators;  they  show 
that  the  important  ratio  of  the  constants  fio/Px  is  independent  of  the 
coefficient  K,  and  secondly  that  this  ratio  is  largely  dependent  upon 
the  speed  factor  N. 

60  Since  the  value  of  the  primary  displacement  So  is  usually 
quite  small  in  comparison  with  ««,  the  period  of  oscillation  set  up 
by  the  cross-current  pull  when  acting  alone  is  a  relatively  long  one, 
being  equal  to 

'>-k '*" 

61  It  will  be  seen  that  the  paralleled  armatures  are  acted  upon 
by  two  distinct  periodic  forces,  i.e.,  ex(!ess  crank  effort  and  cross- 
current pull,  whose  time  periods  are  ir/fio  and  x//?,,  respectively. 
Each  of  these  forces  tends  to  set  up  independent  oscillations,  but 
they  combine  to  swing  the  armatures  in  a  resultant  period  which 
may  be  found  by  replacing  the  straight  resistance  line  XX  of  the 
crank-effort  diagram  by  a  sinuous  resistance  or  load  curve  having 
a  relatively  large  amplitude  equal  to  the  cross-current  pull  Pc«,  as 
indicated  in  Fig.  4. 

62  In  the  case  of  paralleled  generators  the  resultant  sectioned 
lobe  area  of  the  crank-effort  diagram  is  to  be  taken  with  respect 
to  the  resultant  sinuous  resistance  line  Pee,  since  this  area  fixes  the 
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period  and  generally  determines  the  character  of  the  final  armature 
movements. 

63  Mathematical  expressions  for  the  area  l3dng  between  any 
two  sine  curves  of  different  periods  and  amplitude  become  involved, 
and  hence  for  the  sake  of  simplicity  of  treatment  the  tentative 
assumption  will  first  be  made  that  the  cross-current  pull  will  continue 


J^  or  crosS' Current  Put 
I     o     Frimory  Crank  Effort 


ft,^ 


CRANK    EFFORT: Pcc=Poan<iao-*(%**fl5' 


"i-k 


^^  '  ^1"^  -  ntsuHnnt  ielociiy 

\ 
VELOCITY    INCREMENT 


,<)' 


■^-  •  Armature  in  Lag  fbsit/on  — ' 


-k— Armature  in  Lead  Pi?sttio/j 


DISPLACEMENT 


Fia.  4    Diagram  Showinq  Cumulative  Effect  of  Cbobs-Current 
Pull  fob  /8o/^,  >  7/2 

to  superimpose  cumulative  oscillations  upon  the  rotating  armature 
until  the  condition  of  indifferent  equilibrium  is  finally  reached  where 

Pec  =  Po. 

64  The  consideration  of  this  problem  may  be  further  simplified 
by  taking  into  account  only  the  two  limiting  conditions  as  to  time 
of  oscillation:  namely,  (1)  the  case  in  which  the  ratio  of  /So//3«  is  a 
relatively  large  one,  i.e.,  7/2  or  over,  by  which  assumption  the  period 
and  amplitude  of  the  cross-current  pull  is  made  to  dominate  and  fix 
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the  character  of  the  resnltmg  armature  movements  as  shown  in  Fig. 
4;  and  (2)  the  case  m  which  the  factors  /So  and  j9«  are  approximately 
equal,  the  effect  of  which  is  to  produce  a  series  of  comparatively 
rapid  armature  oscillations  whose  amplitude  rises  and  falls  periodi- 
cally in  accordance  with  the  sine  law,  as  indicated  in  Fig.  5. 

CASE  I       CXTMXTLATiyB  ARMATURE  DISPLACEMENTS  FOR   (fio/fig)  >  7/2 

65    Taking  up  the  first  of  these  cases  in  detail  and  referring  to 
Fig.  4,  the  average  velocity  change  produced  upon  the  armature 


j   h-imary  Cronk  tftbrf 


Crosit'Currenf  htff 


Fia.  5    DiAGBAM  Showing  Cxtmttlative  Effbct  of  Cross-Currknt 
Pull  fob  M^m  <  7/2 

and  wheel  parts  will  be  a  function  of  the  resultant  sectioned  area 
lying  between  the  crank-effort  and  the  sinuous  resistance  or  load 
curves.  For  the  condition  that  P«,  =  Po,  it  will  be  apparent  that 
the  total  area  under  one  of  the  cross-current  or  Pm  sine  lobes  as 
measured  with  respect  to  its  straight  base  line  XX  becomes  equal  to 
05o//5,)  ATTo,  i.e.,  equal  to  the  sum  of  all  the  A  Wo  lobe  areas  enclosed 
by  the  primary  crank-effort  curve  in  the  time  period  t//?,.  If  then 
such  a  cross-current  pull  were  acting  alone  upon  the  armature  parts, 
the  energy  absorbed  during  the  time  period  t/2/?,  would,  according 
to  Eq.  [4],  impart  a  maximum  velocity  change  equal  to  (fio/fim)  Vo. 
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This  value  serves  to  fix  the  amplitude  of  the  fundamental  velocity 
curve  shown  dotted  and  dashed  in  Fig.  4. 

66  The  cross-current  pull  when  acting  alone  may  be  expected 
to  set  up  armature  oscillations  closely  following  the  laws  of  simple 
harmonic  motion,  because  the  accelerating  force  Pec  is  approxi- 
mately proportional  to  the  displacement  shift  s^.  In  addition  to 
this  motion,  the  irregularity  of  the  crank  effort  sets  up  independ- 
ent sinuous  velocity  changes  of  smaller  magnitude  as  drawn  dotted 
upon  the  axis  YY^  which  superimposed  upon  the  fundamental 
curve  produce  the  resultant  velocity  shown  by  the  full-lined  curve 
of  Fig.  4.1 

67  According  to  Eq.  [22],  the  maximum  velocity  increment 
attained  by  the  armature  when  acted  upon  jointly  by  the  equal  excess 

*  The  equation  for  motion  of  this  character  takes  the  general  form 

V  =  wto^sin/J^pi  +  Vb8in((  -\- to) [SI] 

where       v  »  velocity  ordinate  for  the  resultant  wave  curve  at  any  time  I 

/Sb|  fia  =  respective  constants  converting  the  time  I  into  circular  or  r  measure 
(o  —  initial  time  shift  fixing  the  phase  relation  of  the  crank-effort  curve 
with  respect  to  that  of  the  cross-current  pull. 

When  to  =  ir/2  fi%,  the  second  factor  m  this  equation  becomes  equal  to  cos  fi^. 
In  case  the  ratio  ^/fin  should  equal  a  whole  number  plus*  a  fraction,  this  will  cause 
a  periodic  change  to  occur  in  the  value  of  ^  the  effect  of  which  is  to  introduce  a 
creeping  value  in  the  second  factor  of  the  equation.  However,  such  a  change 
has  but  a  negligible  effect  upon  the  average  armature-displacement  shift,  and 
for  present  purposes  to  may  be  set  equal  to  zero. 

Velocity  change,  as  shown  by  Ekjuation  [1],  is  a  direct  measure  of  energy 
fluctuation.  Accordingly,  the  sum  total  of  the  sectioned  area  of  the  crank- 
effort  curve  shown  in  Fig.  4  must  bear  the  same  relation  to  the  area  under  the 
fimdamental  Pee  sine  curve  as  measured  with  respect  to  the  base  line  XX  that 
the  area  imder  the  resulting  velocity  curve  (drawn  full-lined)  bears  to  its  funda- 
mental vo  sine  curve  (drawn  dotted  and  dashed)  when  measured  with  respect  to 
the  base  line  YY, 

This  relation  is  readily  found  in  the  case  of  the  velocity  curves  by  integrating 
Eq.  [21]  between  the  following  limits: 

Area  =  t^o^  £^^'  sinfid'dt-^vo  fj^^sinfiol  *  ^  =  2t^^  Q-  H-  i) 

Dividing  this  area  by  the  lobe  length  ir//8,  and  multiplying  the  resulting 
mean  velocity  by  ir/2,  we  have 


"G^O-»g('+l)- 


m 


where      Vx  =  maximum  change  in  velocity  attained  by  the  armature  at  the 
instant  when  the  displacement  shift  Sm  =  0. 
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crank-effort  and  cross-current-pull  forces,  will  be  [1  +  (fiz/fio)]  greater 
than  Vo  (fio/Pm),  which  latter  is  the  velocity  increment  that  the  cross- 
current pull  could  produce  when  acting  alone. 

68  The  corresponding  maximum  linear  armature-displacement 
shift  resulting  from  the  combined  action  of  the  cross-current  pull 
and  irregularity  of  crank  effort,  becomes  equal  to 

-s-(S'('+S '«> 

by  Eq.  [19]       =  irKsa  ( 1  +  ^]  for  a  single-cylinder  engine 

by  Eq.  [19a]     ~5-^'*«(l+^)  ^^^  ^  twin-cylinder  engine  when 

69  As  applied  to  the  crank-efifort  diagram,  the  above  deductions 
show  that  when  P«,  finally  reaches  the  limiting  value  of  Po,  by 
cumulative  action,  the  maximum  armature  velocity  increment  is  pro- 
portional to  all  of  the  energy  area  enclosed  by  the  fundamental  Pee 
sine  lobe,  i.e.,  Wo  (fio/Ps),  plus  one  of  the  primary  crank-eflfort  lobes 
A  Wo,  as  measured  with  respect  to  the  base  line  XX. 

70  Equation  [23]  fixes  the  actual  limiting  displacement  shift  Sg 
that  may  be  expected  when  two  paralleled  alternators  have  settled 
into  equilibrium  as  regards  the  interchange  of  cross-current  energy. 
The  above  deductions  were  based  upon  the  tentative  assumption 
that  the  cumulative  armature  oscillations  would  continue  until  the 
pull  Pee  became  equal  to  the  force  Pq.  Proof  that  the  armatures  do 
reach  a  state  of  indifferent  equilibrium  when  oscillating  under  this 
condition  is  presented  below.* 

'  EquatioQ  [20]  determines  the  time  period  of  the  harmonic  oscillation  result- 
ing from  the  cross-current  pull  when  actmg  alone.  This  period  is  independent 
of  the  amplitude  of  oscillation  so  long  as  the  specific  acceleration  F/m  as  defined 
by  Eki.  [17]  remains  constant.  Under  this  condition  the  armature,  after  being  re- 
leased from  any  given  displacement  position,  will  invariably  attain  a  certain  fixed 
velocity  increment  at  the  instant  of  crossing  its  central  position  for  which  a«  «  0. 
If  then  the  introduction  of  a  disturbing  force,  such  as  irregular  crank  effort,  acts 
in  combination  with  the  cross-current  pull,  this  will  effect  an  increase  in  both 
the  velocity  and  amplitude  of  the  original  oscillation  set  up  by  the  cross-current 
pull. 

The  degree  of  disturbance  introduced  by  the  excess  crank-effort  forces  is  de- 
pendent upon  the  net  sectioned  area  lying  between  these  two  periodic  curves  when 
plotted  upon  a  common  diagram  as  indicated  in  Fig.  4.  When  the  ratio  of  the 
cross-current  pull  Pce  to  the  excess  effort  Pe  is  lees  than  unity,  this  area  as  found 
by  a  series  of  graphical  determinations  may  be  taken  as  a  fimction  of  {peelP%Y) 
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71  As  deduced  from  Equation  [23],  the  corresponding  mean 
shift  angle  a,„  measured  with  respect  to  oo  becomes  approximately 
equal  to  I 

^-■-nm-'M-ht) '«■ 

This  angle  as„  is  fixed  by  the  average  ordinate  of  the  sectioned  area 
lying  between  the  crank  effort  and  the  sinuous  load  curve  as  indicated 
in  Fig.  4. 

72  The  correctness  of  the  above  deductiojjis  has  been  checked 
by  means  of  actual  cross-current  measurement  tests  conducted  upon 

accordingly,  the  resultant  velocity  increment  acquired  at  the  instant  of  passing 
the  central  position  may  be  expressed  approximately  as 

"■■-"li'+tfr:)! i"i 

where  pee  =  cross-current  pull  less  than  Pee-  Po- 

For  small  values  of  Pee/Pee  the  velocity  increment  Vgi  is  considerably  lu-ger 
than  would  be  set  up  were  the  cross-current  pull  Pee  acting  alone.  If  to  this  were 
added  the  velocity  increment  vo  produced  by  the  uneven  primary  crank  efTort 
when  acting  alone,  the  simi  of  these  two  velocities  would  still  not  exceed 

=-giF>S! t»' 

Comparing  the  bracketed  portions  of  Equations  [24]  and  [26],  the  numerical 
values  of  the  first  equation  exceed  those  of  the  second  for  all  values  of  Pec/P9 
less  than  imity.  It  appears,  therefore,  that  as  soon  as  the  uneven  crank  effort 
but  slightly  moves  any  one  of  the  paralleled  armatures  out  of  its  mean  angular 
position,  the  corresponding  periodic  load  change  produced  by  the  cross-current 
pull  will  modify  the  sectioned  area  of  the  combined  crank-efTort  diagram  so 
as  to  set  up  a  resultant  velocity  increment  which  is  larger  than  that  giv^  by 
Eq.  [25].  That  is  to  say,  immediately  after  two  alternators  have  been  thrown 
into  parallel,  the  primary  crank-effort  displacement  so  will  set  up  an  initial  cross- 
current pull  sufficiently  large  to  impart  to  the  armature  a  small  fundamental  Pee 
oscillation  in  a  period  ir//8».  Thereafter  the  resulting  velocity  increment  e^i  pro- 
duced by  the  combined  action  of  this  initial  sinuous  cross-current  pull  and  the 
irregular  crank  effort  will  continually  increase  by  cumulative  action  until  the 
mature  oscillations  finally  reach  an  amplitude  such  as  will  establish  the  critical 
relation  Pee  —  Pee  =  ^o. 

Should  the  pull  Pee  be  further  increased  with  respect  to  the  force  Po,  the 
velocity  increment  determined  by  Eq.  [24]  will  no  longer  exceed  that  of  Eq.  [26], 
from  which  it  may  be  concluded  that  the  interchange  of  cross-current  energy  will 
then  have  reached  a  state  of  indifferent  equilibrium.  There  being  no  further 
tendency  to  force  the  armatures  apart,  they  will  therefore  continue  to  oscillate 
in  the  prescribed  amplitude  limits  of  Pec  =  Po,  as  shown  in  Fig.  4. 

The  indifferent  state  of  equilibrium  finally  reached  by  the  oscillating  arma- 
tures is  such,  however,  that  any  disturbance  in  the  relations  of  the  external  force 
afi  may  be  due  to  improper  governor  action  and  the  like,  may  readily  cause  an 
increase  in  the  average  displacement  between  the  paralleled  armatures. 


Vg% 
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a  set  of  single-cylinder  500-b.hp.  Koerting  gas  engines  having  heavy 
flywheels  and  driving  three-phase  alternators  on  an  induction-motor 
load. 

73  The  crank-effort  diagram  for  these  engines  is  almost  identical 
with  that  given  in  Fig.  2,  and  while  the  load  was  somewhat  lighter, 
the  coefficient  of  energy  fluctuation  may  still  be  taken  at  its  former 
value  of  Jf  =  0.30.  The  comparative  results  attained,  with  these 
two  similar  units  running  at  a  practically  constant  load,  are  given 
in  Table  2. 

TABLE  2     COMPARATIVE  VALUES  FOR  SINGLEJ-CYLINDER  ENGINES  (^^,-6.4) 


SPECIFICATIONS 


Type  of  engine Double-acting  two^roke  Koerting 

gas-engine  without  tail  rod 

Cylinder  dimensions 25  x 431  in.;  speed,  100  r.p.m. 

Average  engine  load 425  b.hp.  (about) 

Piston-rod  diameter 6J  in. 

Weight  of  flywheel 73,000  lb.  at  18  ft.  O.  D. 

Total  mass  m 38,600  units  at  i2  =  1.8  ft. 

Coefficient  6% 1/660 

Pq  at  JS:  =  0.30 11,700  lb.  -  0.95  Pe 

Cos  ^  in  external  circuit 0.73  (about) 

Lead  angle  a» HJ"  (about)  =  0.255  elec.  radian 

n  at  25  cycles  per  sec 15  pole  pairs 

RESULTS 


Displacement  sq  by  £q.  [U] 0.00068  ft. 

/5,  by  Eq.  [19] 3.3  for  /9f  =  21 

Ratio  /9f  to  /5, 6.4 

Displacement  shift  s,  by  Eq.  [28].  48  Se  (about) 

Shift  angle  ox^M  ^q-  [26] 0.7  a» 

Ratio  Z  by  Eq.  [C] 1.08 

Do.,  by  test  measurement.  . . .  1.065 

Cross-ciurent  lec  by  Eq.  [B] 0.51  U 


74  This  table  substantiates  the  author's  contention  relative 
to  the  Rosenberg  theory,  since  it  shows  the  resulting  displacement 
shift  Sg  which  is  set  up  by  the  combined  action  of  the  cross-current 
pull  and  excess  crank-effort  force  to  be  about  48  times  as  large  as  the 
primary  displacement  80  produced  by  the  irregular  crank  effort  when 
acting  alone. 

75  The  relatively  small  difference  in  the  estimated  and  test 
value  of  Z  given  in  the  above  table  may  be  accounted  for  in  part  by 
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the  dampening  action  of  the  generator  pole  shoes.  On  the  basis  of 
the  above  results,  such  shoes  appear  to  be  effective  in  the  proportion 
of  (0.08  —  0.065) /0.08;  that  is,  in  the  present  case  the  shoes  appear 
to  reduce  the  amplitude  of  the  armature  oscillations  by  about  19 
per  cent. 

76  The  pulsations  recorded  by  the  ammeter  readings,  as  meas- 
ured from  maximum  to  maximum,  showed  35  to  38  beats  per  min. 
as  against  an  estimated  period  for  such  beats  of  2  ir//3c  »  1.9  sec.,  or 
about  32  beats  per  min. 

77  The  tested  units  were  nmning  on  a  fairly  constant  factory 
load  and  operated  well  in  parallel.  Accordingly,  it  may  be  concluded 
that  under  similar  conditions  the  angular-displacement  shift  o^ 
could  readily  be  increased  to  the  full  lead  angle  oo  as  a  limiting  value, 
without  encountering  any  serious  difficulty  from  excessive  cross- 
current flow,  or  otherwise. 

CASE  II      CUMULATIVE   DISPLACEMENTS  FOR    (jSo//?.)   <  7/2 

78  The  foregoing  formulae  for  the  displacement  shift  angle  a* 
were  based  upon  the  condition  that  the  ratio  jSb/iSs  shall  not  fall  below 
•the  critical  value  7/2.  At  this  juncture  the  time  periods  of  the 
crank-effort  and  of  the  generator-load  curves  become  more  nearly 
equal,  and  as  a  result  the  combined  or  resulting  sectioned  area  lying 
between  these  curves  assumes  an  essentially  different  character  from 
that  shown  in  Fig.  4.  The  armature  movements  which  take  place 
when  the  ratio  of  j^o/z^x  is  relatively  small  are  still  found  to  act  cumula- 
tively until  the  cross-current  pull  pce  reaches  its  critical  value  Pq,  but 
the  effect  produced  is  a  series  of  rather  rapid  armature  oscillations 
which  periodically  rise  and  fall  in  amplitude  as  indicated  in  Fig.  5. 
In  order  that  such  armature  movements  may  occur  without  giving 
up  energy  to  the  external  power  circuit,  one  of  the  paralleled  arma- 
tures must  lead  at  approximately  the  same  instant  that  its  mate  lags, 
in  the  manner  shown  respectively  by  the  full-  and  dotted-lined  oscilla- 
tions in  the  lower  crank-effort  diagram. 

79  The  equation  for  any  ordinate  P,  of  the  sectioned  area  lying 
in  the  upper  crank-effort  diagram  of  Fig.  5  takes  the  following  form: 

P,  =  Po  (sin/?;^  -f-  sin  jS(rf) [27] 

Combining  the  factors  of  this  equation  on  the  basis  of  the  trigono- 
metrical relation  for  the  sum  of  sine  values, 

P,  =  2  Po  (sin  ^  +  '^^  COS  ^!^'  t) [281 
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80  This  equation,  as  graphically  analyzed  in  the  lower  crank- 
eflfort  diagram,  shows  that  the  component  oscillations  as  fixed  by  the 
sine  factor  vibrate  cumulatively  within  the  limit  line  fixed  by  the 
cosine  factor.  The  time  period  of  the  component  oscillation  is 
determined  by  the  mean  value  of  fio  and  /3„  while  the  period  of  the 
limit  line  is  fixed  by  their  difference.  The  characteristics  of  the 
resulting  velocity  and  displacement  curves  will  be  identical  with 
those  of  the  equivalent  crank-effort  curve  shown  in  the  lower  diagram. 

81  As  indicated,  the  number  of  the  component  sine  lobes  enclosed 
within  a  half  cosine  lobe  length  is  proportional  to  the  respective 
period  of  the  cosine  and  sine  curves,  thus, 


ft)  "•   fe   _    1  ft)  +  fe  roQl 

2t      -2ffo-i8. ^^' 

82  The  number  of  component  lobes  will  therefore  be  equal  to 
unity  when  /So  =  3  /S,.  From  this  it  follows  that  the  mode  of  oscilla- 
tion indicated  in  Fig.  5  may  be  expected  to  occur  whenever  the  ratio 
of  ft)  to  jS,  is  less  than  3,  while  for  intermediate  values  Ijdng  between 
3  and  4  the  character  of  the  resulting  oscillations  is  only  vaguely 
defined. 

83  The  time  required  for  the  cumulative  oscillations  to  change 
from  minimum  to  maximum  amplitude  is  equal  to 

•"1^. I"! 

which  holds  good  for  all  values  of  ft>/i9«  less  than  3  and  greater  than 
unity.  The  maximum  velocity  increment  attained  by  the  wheel 
parts  due  to  the  accumulation  of  energy  cannot  at  any  time  exceed 
the  energy  equivalent  of  the  sectioned  area  as  fixed  by  the  largest 

one  of  the  sin       ^       lobes,  shown  in  Fig.  5.    The  corresponding 

maximum  acceleration  is  limited  to  2  Po/nif  and  since  the  resulting 
velocity  is  proportional  to  l/(j8o  +  ft.)  and  not  to  l/(ft)  —  fix)y  it  will 
be  seen  that  even  for  long  periods  that  accompany  small  differences 
of  ft)  and  fix  the  cumulative  energy  does  not  under  any  conditions 
tend  to  produce  an  infinite  armature  deflection.  This  point  is  brought 
out  because  Bonte,^  among  others,  has  advanced  contrary  views  as 
based  upon  the  Rosenberg  theory  previously  discussed. 

*  Zeitschrift  des  Vereines  Deutscher  Ingeniure,  Aug.  25,  1906,  p.  1365. 
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84  As  regards  the  value  of  the  maximum  to  the  average  accelera- 
tion for  values  of  ftj//?*  less  than  7/2,  this  may  be  deduced  from  the 
following  considerations:  The  area  of  the  sectioned  portion  of  Fig.  6 
included  within  all  of  the  component  sin  i(j8o  +  /3x)  lobes,  is  equal  to 
2/t  of  the  area  enclosed  by  the  limit  line  cos  i  (j8o  —  /3x),  hence  the 
mean  ordinate  of  all  the  sectioned  area  becomes  equal  to 

P..'-!$)'-2P..{If.)*- (311 

85  The  cumulative  force  acting  to  oscillate  the  armature  gradu- 
ally builds  up  until  it  reaches  a  value  of  2  Po,  which  maximum  force 
is  (t/2)*  larger  than  the  average  force.    The  constant  4/t  in  Eq.  [31] 

corresponds  to  the  factor  ( 1  +  ^)  of  Eq.  [26],  and  for  the  usual  range 

of  wheel  weights  this  factor  is  practically  equal  to  A/ir.  The  bracketed 
factor  reaches  this  critical  value  when  jSb  becomes  equal  to  3.6  ps-  It 
may  be  assumed,  therefore,  without  serious  discrepancy,  that  those 
equations  deduced  for  the  conditions  represented  by  Fig.  4  hold  true 
approxinaately  for  all  values  of  /3o  greater  than  (7/2) /S,,  while  the  latter 
equations  intended  to  apply  to  Fig.  5  hold  good  for  all  values  of  po 
less  than  (7/2)/?,. 

86  For  the  cumulative  oscillatory  movements  indicated  by  Fig.  5 
the  maximum  angular-displacement  shift  cannot  exceed 

,      2Po  2Po     8otn  ,^o, 

87  The  measured  cross-current  flow  is  determined  by  the  average 
armature-displacement  shift,  and  while  aj  for  Case  II  is  approxi- 
mately twice  as  large  as  a,  as  found  for  Case  I,  the  average  shift  is 
almost  identical  with  that  given  by  Eq.  [26],  as  is  evident  from  the 
following  relation: 

-■■'"^"(^'imt i'" 

88  The  deductions  embodied  in  the  last  two  equations  have 
been  checked  by  the  graphical  determinations  shown  in  Fig.  6,  as 
based  upon  the  assumed  specifications  noted  below.  These  curves 
were  kindly  worked  out  for  the  author  some  years  ago  by  Mr.  Erich 
C.  Rassbach.^  At  that  time  the  present  mathematical  basis  had  not 
yet  been  developed,  and  in  order  to  determine  the  probable  course 
of  the  resultant  armature  oscillations  for  small  values  of  Po/Px,  it 
became  necessary  to  resort  to  a  tedious  graphical  solution.    The 

»  Sibley  College  Thesis,  1906. 
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method  pursued  was  one  of  finding  the  successive  crank-effort, 
velocity,  and  displacement  curves  for  each  10-deg.  interval,  and  by 
continued  assumption  and  inspection  as  to  the  probable  course  of 
the  next  following  increment  of  these  curves  it  was  finally  possible 
to  obtain  the  desired  results.  The  comparative  figures  given  in 
Table  3  show  satisfactory  agreement. 


TABLE  8    COMPARATIVE  VALUES  FOR  TWIN  ENGINES  (^/^.-l.W) 


ASSUMED    SPECIFICATIONS 


Type  of  engine Twin-cylinder  double-acting  two- 
stroke  gas  engine  with  tail  rod 

Cylinder  dimensions 38  x  66  in.;  speed,  80  r.p.m. 

Piston-rod  diameter 10  in. 

Assumed  load 4000  b.hp.  —  max.  capacity 

113,0001b. 


Moment  of  inertia  of  wheel . 


32 


X9.65ft.« 


Total  mass  m 43,500  units  at  iJ  =»  2.75  ft. 

K*  by  diflferential  method 0.072 

Pf  from  crank-effort  curve 48,000  lb.  =  0.48  Pc 

Lead  angle  oq about  16J®  »  0.29  elec.  radian 

n 20  pole  pairs 

/3b' 0.106  iNT  -8.4 


RESULTS 


Caloulatod  by  Formula 


(2/t)  vo'  when  K'  =  0.072 0.02  ft.  per  sec. 

(2/t)  «o'  when  K'  -  0.072 i  0.0027  ft. 

/3,  by  Eq.  [19ft] 7.7  -  /3o7l.09 

ir/0S«'-/3,)byEq.  [80) I  4i  sec.  «  6  rev. 

Angle  a,'  by  Eq.  [82] 0.96«o 

Angle  oxj  by  £9.  [88] 0.37 ao 

Displacement  shift  «,' About  9  «•' 

2t/09o'  +/9») I  0.39  sec. 


Gimphioftl 
DeiarminatioiiB 


0.026  ft.  per  sec. 
0.0022  ft. 

about  5i  rev. 
About  0.8509 

About  8  «o' 
0.39  sec. 


89  The  method  used  as  a  basis  for  the  graphical  determinations 
of  Fig.  6  was  found  to  be  so  tedious  as  to  make  it  utterly  impracticable 
for  commercial  work.  The  present  mathematical  treatment  allows 
the  results  to  be  much  more  promptly  predetermined  and  offers  the 
additional  advantage  of  giving  an  oversight  as  to  the  effect  which 
any  contemplated  change  may  be  expected  to  produce. . 

90  The  principles  underlying  the  formulse  herein  developed 
may  also  be  used  in  solving  the  more  general  problems  relating  to 
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cumulative  oscillatory  movements,  such  as  are  involved  in  hunting 
rotary  converters  and  the  like. 

CONCLUSIONS 

91  On  the  basis  of  the  principles  enunciated  it  may  be  con- 
cluded that  when  two  alternators  are  thrown  into  parallel,  the  result- 
ing cross-current  flow,  as  measured  by  means  of  ammeters,  will  be 
largely  independent  of  the  wheel  weight  used,  except  in  so  far  as  this 
weight  may  influence  the  character  of  the  regulation  rendered  by  the 
governor. 

92  Th^  diflSculty  that  may  be  involved  in  the  use  of  a  light 
flywheel  resides  in  the  detrimental  secondary  effects  that  may  arise. 
When  the  ratio  of  M&*  Is  less  than  7/2,  as  is  likely  to  be  the  case  when 
using  a  light  wheel,  the  oscillatory  peak  movement  indicated  in  Fig.  5 
becomes  about  twice  as  large  would  be  produced  by  the  use  of  a  heavy 
wheel  operating  under  conditions  represented  by  Fig.  4.  This 
difference  in  maximum  angular-displacement  shift  may  become  so 
marked  that  the  armature  working  with  a  relatively  light  wheel  may 
be  thrown  far  over  into  the  negative  or  motor  position.  Such 
excessive  shift  in  the  armature  displacement  may  readily  create 
serious  electrical  disturbance,  for  should  the  angle  aj  plus  oq  at  any 
time  exceed  t/2  electrical  radians,  i.e.,  one-half  pole  pitch,  the  par- 
alleled generators  would  immediately  fall  out  of  step. 

93  The  best  results  in  parallel  operation  may,  therefore,  be 
expected  when  the  ratio  M^z  is  kept  as  high  as  6  or  possibly  8.  As 
is  evident  from  Ekis.  [19]  and  [19a],  this  condition  is  more  readily 
complied  with  in  the  smaller  short-stroke  engines  running  at  a 
relatively  high  speed.  However,  in  order  to  avoid  excessively  heavy 
wheels  for  the  long-stroke,  slow-speed  engines,  it  is  found  advisable 
to  keep  the  wheel  weight  in  a  constant  relation  to  the  engine  output. 

94  For  large  double-acting  four-stroke  gas  engines  driving  25-cycle 
alternators,  the  total  wheel  weight  when  running  at  approximately 
6000  ft.  per  min.  peripheral  speed  is  commonly  taken  at  about  the 
following  values: 

Single-cylinder  units:   about  100  lb.  per  b.hp.  on  producer-gas 

rating 
Twin-cylinder  units:    about  75  lb.  per  b.hp.  on  producer-gas 

rating. 

95  It  is  customary  to  increase  the  above  constants  by  about  25 
per  cent  for  60-cycle  operation,  in  which  case  the  wheel  generally 
assumes  very  massive  proportions  for  large  slow-speed  engines. 
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96  The  foregoing  deductions  do  not  take  into  account  any  bene- 
ficial effects  which  dampening  coils  and  like  devices  may  be  able  to 
exert  upon  the  cumulative  armature  oscillations.  The  purpose  of 
the  present  investigation  was  simply  to  find  the  most  favorable 
inherent  conditions  when  operating  without  compensating  adjuncts 
of  any  kind. 

The  formulae  given  are  further  conditioned  upon  identical  con- 
structive characteristics  for  all  the  paralleled  engine  and  generator 
units.  Any  important  difference  in  this  respect  may  involve  a  con- 
siderable increase  in  the  minimum  expected  cross-current  flow  as 
fixed  by  the  given  formulae. 

97  In  case  of  unequal  excitation  the  angular-displacement  lead 
angle  oo  will  not  be  the  same  in  both  paralleled  generators,  and  this 
naturally  involves  an  increased  cross-current  flow.  The  armatures 
may  also  be  subject  to  a  somewhat  similar  displacement  shift 
due  to  a  difference  in  the  regulation  characteristics  of  the  engine 
governors,  the  effects  of  which  may  become  especially  pronounced 
during  periods  of  sudden  load  change.  In  case  furnace-  or  producer- 
gas  enpnes  are  supplied  with  gas  that  is  subject  to  frequent  change 
in  heating  value,  this  also  may  seriously  affect  the  regulation  of  the 
engine  governor. 

98  Finally,  attention  is  called  to  the  need  of  properly  selecting 
the  coeflScient  of  speed  fluctuation  for  the  engine  governor.  The 
extent  to  which  the  primary  speed  coefficient  may  be  increased  by 
the  cumulative  displacements  arising  in  paralleled  engine  units  is 
indicated  by  the  ratio  of  «,/«o  as  given  in  Tables  2  and  3.  The 
governor  characteristics  should  be  such  that  this  increased  ''factor 
of  irregularity"  will  not  throw  the  governor  gear  into  resonant 
oscillation  with  the  cumulative  wheel  period. 

99  Such  a  tendency  may,  to  some  extent,  be  counteracted  by 
the  use  of  suitable  dampening  coils  for  the  generator  pole  pieces  or 
by  means  of  a  governor  dashpot  and  like  expedients,  but  should  the 
hunting  tendency  of  the  governor  still  persist,  this  may  set  up  periodic 
variations  in  the  engine's  steam  or  gas  supply.  In  case  such  action  is 
allowed  to  reach  considerable  proportions  it  throws  the  armatures 
into  oscillations  of  such  violence  as  to  make  it  difficult,  if  not  impossi- 
ble, to  keep  the  alternators  in  parallel. 

100  The  use  of  additional  wheel  weight  is  able  to  effect  an 
important  change  in  the  period  of  the  cumulative  wheel  swing,  and 
this,  in  turn,  may  make  it  far  easier  to  meet  the  governing  require- 
ments.   On  the  whole,  therefore,  it  may  be  concluded  that  owing 
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to  the  beneficial  secondary  effects  the  most  satisfactory  results  in  the 
parallel  operation  of  reciprocating-engine  units  are  to  be  attained  by 
the  use  of  reasonably  heavy  flywheels,  as  prescribed. 

101  The  author  desires  to  express  his  indebtedness  to  Prof. 
C.  D.  Albert,  of  Cornell  University,  for  reviewing  the  manuscript 
of  this  paper  and  for  the  helpful  criticisms  which  he  has  made. 


APPENDIX 

A.  C.  GENERATOR  VECTOR  DIAGRAMS 

102    Let    Ex  =  open-circuit  or  no-load  voltage  of  the  alternator,  i.e.,  the 
e.m.f.  induced  in  the  armature  coils  by  cutting  the  effec- 
tive magnetic  flux  set  up  by  the  d.c.  field  excitation 
ir  —  ohmic  drop  due  to  armature  resistance 
ix  —  inductive  drop  due  to  armature  reactance 
eo  =  combined  armature  drop  due  to  armature  impedance 
Et  =  resulting  full-load  armature  terminal  voltage,  this  being  the 
vector  di£ference  of  Eg  and  eo 
/  »  full-load  armature  current  per  phase. 


Fio.  7    Vector  Diagram  for  Singlb  A.C.  Generator 

103  The  characteristic  behavior  of  an  alternating-current  generator  may  be 
set  forth  by  the  aid  of  the  vector  diagram,  Fig.  7,  in  which  the  vector  lengths  may 
be  taken  to  represent  either  instantaneous  maximum  values  or  their  proportional 
mean  values  as  measured  by  an  a.c.  ammeter  or  voltmeter. 

104  As  a  standard  of  reference  for  time,  the  synchronous  speed  Vo  may  be 
chosen,  asRuming  this  to  represent  the  armature  as  rotating  uniformly  while  in 
its  open-circuit  or  neutral  position,  for  which  the  angular-lead  displacement  a^ 
is  equal  to  zero. 
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105  If  then  the  application  of  full-load  engine  power  forces  the  armature 
ahead,  it  will  still  be  nurning  in  imison  with  the  synchronous  speed  but  will  be 
shifted  out  of  phase  with  it  by  the  displacement  lead  angle  oq.  This  condition 
arises  when  the  external  generator  circuit  is  closed.  As  a  result,  the  full-load 
current  /o  flows  through  the  armature  and  this  sets  up  an  inductive  drop  equal  to 
the  pressure  vector  length  Cq,  as  shown  in  the  diagram,  Fig.  7. 

106  For  present  purposes  the  armature  resistance  drop  ir  may  be  taken  as 
negligible  in  comparison  with  the  inductive  drop  iz.  Accordingly,  the  alternating 
ciurent  in  the  armature  would  flow  in  approximate  quadrature  with  the  pressure 
vector  €o>  In  the  case  of  the  vector  triangle  OA^ot  the  current  /#  would,  th^e- 
fore,  lag  by  the  phase  angle  ^  as  measured  with  respect  to  the  terminal  voltage 

107  The  vector  lengths  E^^  E^n  and  e^  are  interdependent,  since  the  char- 
acteristic behavior  of  an  a.c.  generator  invariably  requires  the  respective  vector 
lengths  to  be  such  as  will  form  a  closed  triangular  diagram. 
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Fig.  8    Characteristic  Behavior  op  A.C.  Generator 


108  The  triangle  OAffin  of  Fig.  7  represents  conditions  for  a  fully  loaded 
generator  connected  to  a  non-inductive  external  circuit  for  which  the  power 
factor  cos  ^  ->  1,  while  the  triangle  OAoBo  represents  the  same  generator  working 
on  an  inductive  motor  load  having  a  power  factor  of  cos  ^  «  0.8.  Assuming  thjtt 
it  is  desired  to  maintain  a  constant  armature  current  /o,  i.e.,  that  the  vector  t% 
remains  constant,  then  the  diagram  shows  that  the  excitation  vector  Eg^  must 
be  increased  to  Exq  in  order  to  maintain  a  constant  terminal  voltage  E^  when 
changing  the  external  power  factor  from  cos  ^  —  1  to  cos  ^  »  0.8. 

109  On  the  other  hand,  should  an  alternator  have  its  excitation  set  at  E^, 
for  full  non-inductive  load,  and  if  then  the  external  power  factor  is  changed  to 
cos  ^  ==  0.8,  the  armature  current  drops  to  eb'  at  a  terminal  pressure  equal  to  Et\ 
as  indicated  in  the  diagram,  Fig.  7.  The  difference  E^  —  Exn  measures  the 
resulting  demagnetizing  effect  that  the  armature  exerts  upon  the  field  flux. 

110  The  diagram  further  affords  means  for  determining  the  output  of  the 
generator  with  change  in  the  lead  angle  o^.  If,  for  instance,  under  usual  condi- 
tions of  constant  excitation  J?a«  and  a  fixed  external  power  factor  ^  the  k»d 


Digitized  by  VjOOQIC 


LOUIS   ILLMER  837 

change  should  become  such  as  to  increase  the  angular-displacement  lead  to  2  oq, 
then  the  current  vector  would  be  enlarged  to  U"  while  the  terminal  pressure  drops 
to  Et'\  as  indicated  by  dotted-and-dashed  lines.  The  curves  plotted  as  Fig.  8 
have  been  derived  on  this  basis  and  they  show  the  manner  in  which  the  overload 
capacity  of  an  alternator  is  dependent  upon  the  lead  angle  a. 

111  The  area  enclosed  by  any  vector  diagram  is  proportional  to  the  electrical 
output  of  the  alternator,  as  is  apparent  from  the  following  relations  deduced  for 
the  triuigle  OAJS^  Fig.  7: 

Power  per  phase  =  EtJ^ cos^  ->J?fo^co6^  =  {E^ sin a»)  -~ 

where  C  «  constant  or  impedante  of  the  armature  circuit. 

112  As  regards  the  ratio  of  the  vector  lengths  ^m  to  e^  this  is  fixed  by  the 
armature  impedance.  Taking  U  to  represent  the  full-load  current  per  phase,  then 


Fig.  9    Vbctor  Dlioram  for  Two  A.C.  Generators  Prior 
TO  Parallelino 

e%  is  the  pressure  required  to  drive  this  current  through  the  armature.  Conversely, 
if  the  armature  were  standing  still  and  the  full-load  pressure  J^it  were  applied  at 
the  terminals,  then  the  resulting  current  flow  would  be  (Ett/eo)Io.  In  a  similar 
manner  the  short-circuit  current  flow,  which  is  determined  by  the  excitation 
vector  E^n,  becomes  equal  to  (EmtMU  ~  /«. 

113  This  important  constant  fixes  the  basic  angle  an  of  Fig.  7,  and  thus 
determines  the  characteristic  behavior  of  an  alternating-current  generator.  For 
usual  constructive  proportions  and  for  the  excitation  set  at  E^n  for  non-inductive 
fun  load,  the  ratio  /«//#  «  ^m/^o  may  be  taken  as  equal  to  approximately  3. 
Accordingly,  sin  on  =  0.33,  which  fixes  the  lead  angle  at«  at  about  19)  deg.  The 
relation  of  oq  to  om  for  a  change  in  the  phase  angle  ^  is  apparent  from  the  diagram. 

VECTOR  DIAGRAMS  APPLIED  TO  PARALLEL  RUNNING 

114  In  paralleled  units  the  mean  lead  angle  oo  of  the  two  armatures  is  still 
definitely  fixed  by  the  external  load  conditions,  and  the  mean  position  assumed  by 
the  current  vector  must  be  in  phase  with  the  external  phase  angle  ^.  The 
flexible  connection  between  paralleled  armatures  does,  however,  momentarily 
allow  one  of  the  armatures  to  shift  forward  by  an  angular  displacement  +«•  fts 
measured  with  respect  to  the  mean  lead  angle  at*,  provided  this  shift  is  compen- 
sated for  by  a  corresponding  backward  shift  —am  on  part  of  tde  other  armature. 


.  Digitized  by  VjOOQ IC 


838 


CR0B8-GURRBNT   PREDSTEBMINATIONS 


115  This  condition  is  represented  graphically  by  the  vector  diagram,  Fig.  9, 
in  which  the  two  oscillating  armatures  are  shown  as  being  shifted  out  ci 
their  mean  lead  position  oq  by  a  maximum  displacement  increment  dtoa, 
respectively. 

116  The  electrical  effect  of  paralleling  two  alternators  may  be  traced  most 
readily  by  first  considering  conditions  as  they  exist  just  prior  to  throwing  the 
generators  into  parallel.  On  this  supposition  the  vector  diagram,  Fig.  9,  may  be 
taken  to  represent  two  equally  excited  alternators  connected  to  independent 
external  circuits  but  each  working  with  the  same  power  factor  ^ 

117  Under  these  conditions  the  load  carried  by  the  leading  generator  will 
be  proportional  to  the  larger  triangle  OAiBi,  while  the  lesser  load  upon  the  lagging 
generator  will  correspond  to  the  smaller  triangle  OAA*  Using  the  respective 
armature-drop  vectors  as  a  measure  of  current  flow,  it  will  be  seen  that  prior  to 
parallel  connection  the  current  flowing  out  of  the  leading  armature  is  equal  to  // 
at  a  terminal  pressure  E%u  while  the  coyesponding  values  for  the  lagging  armature 
are  1%  and  Ea- 


smurM^tosaa 
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Fig.  10    Vbctor  Relations  for  Two  A.  C.  Generators  at  Instant 
OF  Paralleuno 

118  If  then  the  alternators  are  properly  synchronised  and  thrown  into  paral- 
lel, the  terminal  voltage  will  be  equalized  and  a  momentary  flow  of  wattless 
current  /«» will  be  set  up  through  the  local  series  connections  between  the  two 
armatures.  The  magnitude  of  this  synchronising  current  will  be  proportional 
to  the  initial  terminal  potential  difference  i  (En  —  En)  >■  e*-  As  a  further 
consequence  of  equalizing  the  terminal  voltages,  the  output  of  the  leading  gene- 
rator will  be  enlarged  in  proportion  to  the  rise  of  its  terminal  voltage,  while  the 
load  on  the  lagging  generator  will  be  correspondingly  reduced,  so  that  at  the 
instant  of  paralleling,  the  relative  loads  carried  are  directly  proportional  to  the 
values  of  sin  (a^  +  ctm)  and  sin  (au  —  a,),  respectively.    . 

119  By  virtue  of  the  governor  action  this  additional  load  put  upon  the 
leading  generator  will  immediately  cause  its  engine  speed  to  drop,  while  the  other 
engine  carrying  the  lesser  generator  load  will  have  its  speed  accelerated.    After 
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making  the  necessary  governor  adjustments,  each  of  the  generators  will  eventually 
assume  an  equal  share  of  the  load. 

120  The  division  of  the  load  will  to  some  extent  be  disturbed  by  the  arma- 
ture oscillations  which  the  irregular  crank  effort  is  capable  of  setting  up.  If  the 
armature  oscillations  should  at  any  time  become  sufficiently  large  to  again  shift 
the  armatures  out  of  their  mean  lead  position  by  a  maximum  angular  displace- 
ment of  -{-am  and  —amt  respectively,  then  at  the  instant  of  reaching  these  limiting 
shift  positions  it  is  evident  that  the  same  wattless  current  /«  will  again  be  made 
to  flow  in  quadrature  with  Em  and  its  magnitude  will  be  proportional  to  the  vector 
length  ew  =  AiAo'  "  A%'At. 

121  This  relation  is  brought  out  more  clearly  in  Fig.  10,  in  which  the  dotted 
current  vectors  are  drawn  in  their  true  quadrature  position  with  respect  to  the 


10'  20  '^'^''ar. 

Fio.  11    Relation  of  Crosb-Ctjbbbnt  Flow  to  Shift  Angle  <>« 


pressure  vectors.  In  this  figure  the  average  armature  displacement  :h  a^a*  ^  ^^^^^ 
to  fix  the  position  of  the  shifted  vectors,  as  this  determines  the  current  flow  as 
read  by  ammeter  measurements. 

122  After  the  alternators  have  been  connected  in  parallel,  the  current 
flowing  out  of  the  leading  armature  may  be  measured  by  the  vector  difference  of 
A%Ci  (i.e.,  /i'  of  Fig.  9)  and  the  wattless  current  /»,  which  form  a  resultant  equal 
to  /i.  The  corresponding  vector  difference  for  the  lagging  armature  is  1%.  The 
flow  of  wattless  current  shifts  the  two  current  vectors  /i  and  1%  into  the  phase 
relation  ^  and  ^,  respectively,  as  indicated  in  the  diagram. 

123  The  total  current  ddivered  to  the  external  circuit  by  the  two  alternators 
is  represented  by  the  combined  vector  length  Ao'Ce,  which  is  equal  to  2  Jo',  having 
the  average  or  external  phase  ^  with  respect  to  the  terminal  pressure  J^m. 

124  Fig.  10  further  shows  that  the  resultant  cross-current  flow  in  the  local 
series  connection  between  the  two  armatures  is  to  be  measured  by  the  vector 
difference  of  the  currents  /^  and  {1%   —  /#')>  which  is  equal  to  leci  as  indicated  in 
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the  case  of  the  leading  generator  by  the  small  dotted  trumgle  BiCiB^',  In  other 
words,  the  difference  in  the  phase  relation  of  the  current  vectors  /i  and  1%  will 
set  up  a  resultant  cross-current  between  the  two  paralleled  generators  equal  to 
the  vector  length  /«<-,  which  is  in  phase  with  the  excitation  vector  JS^n  and  has  a 
power  factor  equal  to  cos  oo  with  respect  to  the  terminal  pressure  ^lo.  Accordingly, 
the  cross-current  power  is  leJ^^  cos  ot^  which  work  measured  in  terms  of  diagram 
area  becomes  equal  to  J^co  (i^co  sin  a«^  cos  oo).  As  indicated  to  the  right  of  Fig. 
10,  the  cross-current  work  Lb  therefore  equal  to  the  tot-al  diagram  area  OB\A^ 
for  the  leading  generator,  minus  the  average  output  of  either  generator  as  meas- 
ured by  the  mean  area  Ao  —  OB^A%, 

125  The  average  generator  output  corresponding  to  the  area  A«  is  equal  to 
/o'J^fo'  cos  ^,  which  in  turn  is  proportional  to  the  mean  turning  force  Pe  acting 
normal  to  the  engine  crankpin.  Accordingly,  the  pull  Pee  exerted  by  the  cross- 
current puU  for  any  angular  armature-displacement  shift  ^  becomes  equal  to 

Pec       En!  /ee  cos  QtQ       SJn ax^  ^^„  ,., 

•  -n-  —  IP   f  T  f 7   =  "' COS  ao •.  lAJ 

.  Pe       Etn'IoQoaiffo       smoo  *   ' 

126  The  balanced  cross-current  pull  Pee  acts  in  the  manner  of  the  spring 
forces  in  the  analogous  flexible  coupling  and  tends  to  pull  the  armatures  into 
closer  synchronism. 

127  A  numerical  value  for  the  cross-current  flow  per  phase  may  be  found 
by  transposing  Eq.  [A],  thus: 

where    /,'  =  generator  short-circuit  current  per  phase  at  an  excitation  Eg$, 

128  The  above  equation  represents  the  minimimi  expected  cross-current 
flow  as  based  upon  the  assumption  of  equal  excitation  and  identical  constructive 
characteristics  for  both  of  the  paralleled  generators.  The  relation  between  let 
and  1%  is  plotted  in  the  upper  ciu^e  of  Fig.  11,  assuming  the  generator  character- 
istics to  be  such  that  /,  =  3  /o. 

129  Referring  again  to  the  diagram,  Fig.  10,  the  mean  shift  positions  of 
the  leading  and  the  lagging  armatures  are  respectively  indicated  by  the  vectors 
OBi  and  OBs,  while  OBo  represents  the  zero  or  reference  position  from  which  to 
measure  the  mean  angular  displacement  shift  ztax^^.  The  ammeter  reading 
in  any  one  of  armature  circuits  may,  therefore,  be  expected  to  pulsate  between 
the  limits  /i  and  /s,  which  are  equal  respectively  to  the  vector  sum  and  difference 
of  /#'  and  Ice*  The  current  vector  diagram  further  shows  that  the  corresponding 
ammeter  reading  in  the  external  or  line  circuit  will  vary  between  the  limits  2  /•' 
and  2  /o,  while  the  common  line  voltage  will  swing  between  Em'  and  E^,  their 
relation  being 

/o'      Eto' 

130  It  is  further  evident  that  the  arithmetical  siun  of  the  two  armature 
currents  which  the  generators  send  to  their  respective  switchboard  panels,  i.e., 
/i  and  /t,  will  always  be  greater  than  their  vector  sum  /o  +  W,  the  total  current 
delivered  to  the  external  circuit.  The  ratio  of  these  readings  as  taken  from  the 
diagram,  Fig.  10,  becomes  equal  to 

7  _  A  +/i       ei  +e>  rpi 

^0  +  io       Co  +  eo 
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131  As  stated,  the  vectors  in  Fig.  10  are  drawn  for  the  leading  and  lagging 
armature  in  their  respective*  average  shift  positions  :^cit„  as  deduced  from  the 
equations  previously  given.  This  mean  angular  shift  fixes  the  cross-current 
flow  Pee,  or  vice  versa,  the  factor  Z  of  Eq.  [C]  ^may  be  directly  determined  by 
current  measurement  and  the  cross-current  estimated  from  it.  The  factor  Z 
as  found  graphically  from  the  given  vector  diagrams  is  plotted  upon  an  at„  base 
in  the  lower  curve  of  Fig.  11. 

132  Finally,  it  may  be  pointed  out  that  should  the  sum  of  the  armature, 
displaoement  angles  a,  +  oq  at  any  time  exceed  t/2  electrical  radians,  or  one-half 
pole  pitch,  the  paralleled  generators  would  then  be  thrown  out  of  step.  Before 
reaching  this  limiting  shift  position  the  cross-current  flow  would  assume  prohibi- 
tive proportions.  As  indicated  by  the  dotted-and-dashed  vectors  OBi  and  OBt 
in  Fig.  10,  the  maximum  angular  displacement  shift  ax  may  exceed  a%  without 
throwing  the  generators  out  of  step,  but  at  such  periods  the  lagging  armature 
would  have  to  be  dragged  along  instead  of  serving  as  a  current  producer. 
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A  VOLUME  REGULATOR  FOR  BLAST- 
FURNACE ENGINES 

Bt  L.  C.  LoBwsNBTBm,  Wb8t  Ltnn,  Mass. 
Member  of  the  Society 

BlaU-fumace  operation  has  attained  a  high  degree  of  refinement  in  the  propor^ 
turning  df  the  variotu  materiale  composing  the  charge  —  <Ae  ore,  thefud  and  iheflux. 
The  weight  of  oxygen  —  introduced  as  atmospheric  air  —  per  charge  has,  however, 
untU  recently  been  suX^ect  to  much  uncertainty  due  primarily  to  the  difficulty  of  meas' 
uring  with  any  degree  of  accuracy  the  volume  of  air  ddvoered'  The  adjustment  of  the 
air  supply  to  the  furnace  was,  therrfore,  usually'made  only  when  the  operator  found 
evidence  that  the  furnace  was  badly  overblovm  or  underbUnon,  a  process  whtch  resulted 
in  a  moTe^or4ess  variable  product  and  certainly  in  a  reduction  in  the  possible  maximum 
output  of  the  furnace. 

With  the  advent  of  the  centrifugal  compressor  giving  a  perfectly  steady  air  blast, 
the  metering  of  the  air  supply  became  more  practical  and,  therrfore,  more  usual. 
With  perfectly  definite  and  uniform  charging  a  definite  and  uniform  weight  cf  air  per 
minute  is  desirable.  Constants-volume  governors  have  been  designed  on  two  principles, 
one  by  metering  the  air  by  means  of  a  venturi  meter  and  the  other  by  using  an  impact 
fioat.  The  venturi-meter  governing  has  been  improved  by  using  a  multiple  venturi 
meter  in  which  large  pressure  drop  can  be  obtained  in  the  throat  without  a  correspond' 
ing  loss  in  power.  This  difference  in  pressure  is  used  on  a  mercury  pot  whose  mo- 
tion  up  and  down  is  translated  to  the  governing  mechanism  of  the  driver  of  the  air 
compressor.  The  proper  setting  of  this  meter  is  accomplished  by  changing  the  ten- 
sion of  the  spring  untU  a  scalecaUbrated  in  cubic  feet  of  air  per  minute  shows  that  the 
desired  quantity  of  air  is  obtained. 

In  the  impact  float  method  the  air  is  taken  throttgh  a  conical  opening  in  which  is 
suspended  a  float,  this  float  moving  a  horizontal  beam  about  a  pivot.  The  horizontal 
beam  actuates  the  governing  mechanism  of  the  driver  of  the  air  compressor.  On  this 
horizontal  beam  is  a  sliding  weight  which  can  be  set  at  calibrated  marks  representing 
cubic  feet  of  free  air  per  minute.  With  the  weight  set  in  a  definite  position  a  cer- 
tain definite  quantity  of  air  is  obtained. 

In  both  of  these  methods,  however,  the  readings  on  the  calibrated  scale  are  only 
correct  when  the  initial  air  conditions  are  standard,  th&t  is,  are  similar  in  barometer, 
temperature  and  humidity  to  which  the  scale  has  been  calibrated.  Any  change  in 
either  the  temperature  of  the  inlet  air  or  in  the  atmospheric  barometer  or  in  the  hu- 
midity of  the  air,  changes  the  weight  of  the  air  metered,  and,  therefore,  its  oxygen 
content.    As  the  blast  furnace  requires  an  exact  weight  of  oxygen,  the  above  method 
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0/  holding  constarU  volume  is  liable,  in  extreme  cases ,  to  have  an  error  of  from  15 
to  20  per  cent. 

A  volume  corrector  is  herewith  presented  which  when  used  in  connection  with 
the  air-metering  device  wiU  correct  for  any  changes  in  either  temperaturSf  barometer 
and  humidity f  so  that  the  air  supplied  to  a  blast  furnace  tmll,  at  all  timeSf  under 
any  cUmospheric  conditions^  deliver  a  perfectly  definite  and  predetermined  toeigkt 
of  oxygen  to  the  blast  furnace.  This  volume  corrector  is  so  designed  that  it  requires 
only  one  setting  for  each  correction,  that  is,  one  setUng  for  any  initial  temperature, 
one  setting  for  any  existing  barometer  and  one  setting  for  humidity  as  usually  ob- 
tained  by  the  difference  of  readings  on  a  wet-  and  dry-buib  thermometer, 

rpHE  proper  regulation  of  the  quantity  of  air  supplied  to  a  blast 
furnace  deserves  careful  study,  the  results  aimed  at  being  a 
more  uniform  quality  of  product  and  a  greatest  output  per  furnace. 
The  latter  feature,  while  always  very  valuable,  assumes  espetial  im- 
portance during  these  war  times.  But,  before  considering  the 
problem  of  regulation,  it  might  be  well  to  state  in  very  simple  terms 
the  primary  function  of  a  blast  furnace. 

FUNCTIONS  OF  A  BLAST  FURNACE 

2  The  blast  furnace  is  primarily  an  apparatus  for  producing 
pig  iron;  but  incidentally  it  may  also  be  regarded  as  a  huge  gas 
producer.  The  materials  fed  to  it  are  the  iron  ore,  the  fuel  (coke), 
and  the  fluxes  (limestone),  which  are  charged  at  the  top  of  the  fur- 
nace or  throat;  and  the  air  blast,  which  is  blown  in  near  the  bottom 
of  the  furnace  at  the  tuyeres.  The  materials  discharged  from  the 
furnace  are  pig  iron  and  slag,  which  are  tapped  from  the  bottom  or 
crucible  of  the  furnace,  and  the  gases  and  dust,  which  pass  out  of  the 
top  of  the  furnace.  The  iron  ore  in  a  blast  furnace  is  deoxidized  or 
reduced,  for  which  purpose  the  furnace  is  charged  with  sufficient 
carbonaceous  fuel  to  do  two  things:  to  abstract  all  the  oxygen  from 
the  reducible  metallic  oxides  and  to  furnish  enough  heat  at  high 
enough  temperature  to  melt  down  to  superheated  Uquids  the  pig  iron 
and  slag,  —  combinations  of  irreducible  metallic  oxides,  —  that  are 
formed.  The  fuel  must  supply  the  reducing  energy  and  the  melting- 
down  or  smelting  requirements;  the  first  by  action  upon  the  metallic 
oxides  at  a  red  to  a  wljite  heat  and  abstracting  their  oxygen;  the 
second  by  being  burned  at  the  foot  of  the  furnace  by  the  hot-air 
blast,  and  there  generating  the  heat  and  higher  temperatures  neces- 
sary for  the  smelting  down  of  the  materials  already  reduced. 

3  In  a  secondary  way  the  blast  furnace  may  also  be  regarded  as 
a  huge  gas  producer,  nm  by  hot  forced  blast,  in  which  the  incombus- 
tible portions  of  the  contents  are  melted  down  (with  a  little  un- 
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burnt  carbon)  to  liquid  metal  and  slag,  and  are  run  out  beneath, 
while  the  gaseous  products  pass  upwards  through  50  to  100  ft.  of 
burden,  and  escape  above.  The  escaping  gases  are  primarily  of  the 
composition  of  producer  gas,  with  some  of  its  carbonous  oxide  changed 
to  CO2  by  the  oxygen  abstracted  from  the  burden;  with  some  CO2 
added  from  the  decomposition  of  the  carbonates  of  the  charge:  and 
with  the  usual  increment  of  moisture  from  the  charge  and  volatile 
matter  (if  any)  from  t§e  distillation  of  the  fuel.  Hence,  the  blast 
furnace  is  a  huge  gas  producer,  giving  a  rather  inferior  quality  of 
combustible  gas  in  large  quantities,  while  reducing  to  metal  and 
slag  the  burden  of  iron  ore  and  flux  (limestone)  which  is  put  in  with 
the  fuel.  In  fact,  the  unoxidized  and  combustible  ingredients  of  the 
escaping  gas  represent  a  large  part,  often  the  largest  part,  of  the  total 
calorific  power  of  the  fuel. 

AIR  REQUIREMENTS  IN   BLAST  FURNACES 

4  From  the  above  it  can  be  readily  seen  that  if  the  charging  of 
a  furnace  is  uniform  it  is  quite  essential  to  have  the  amount  of  air 
suppUed  to  the  furnace  also  uniform  in  quantity.  The  air  pressure 
required  for  forcing  the  air  through  the  furnace  varies  with  the  con- 
dition of  the  burden  or  charge.  If  the  particles  of  ore,  fuel,  and  lime- 
stone are  large,  that  is,  the  spaces  between  these  particles  ample,  there 
is  a  freer  passage  for  the  air  than  if  the  particles  of  ore,  fuel,  and  Ume- 
stone  are  small  and  closely  packed.  Under  certain  conditions  the 
furnace  may  require  a  pressure  of,  say,  10  to  15  lb.  to  force  a  certain 
quantity  of  air  through  it,  while  under  other  conditions,  when  the 
material  in  the  furnace  is  tightly  packed,  a  much  higher  pressure, 
sometimes  as  high  as  25  to  30  lb.,  is  required  to  force  through  the 
same  amount  of  air. 

AIR  COMPRESSORS  FOR  BLAST  FURNACES 

5  It  is  therefore  absolutely  necessary  that  the  air  compressor  be 
capable  of  adapting  itself  automatically  to  supply  a  predetermined 
weight  of  air,  corresponding  to  the  charge  in  the  furnace,  regardless  of 
the  resistance  encountered  up  to  a  certain  prescribed  maximum. 
Usually,  the  limiting  air  pressure  is  30  lb.,  as  this  is  the  maximum 
pressure  the  stack  itself  will  withstand  with  safety. 

6  The  expression  weight  of  air  is  used  advisedly,  because  the  blast 
furnace  reqiiires  a  definite  weight  of  oxygen  to  combine  with  the 
carbon  in  the  coke  charged  to  the  furnace.  In  general  practice  we 
refer  to  this  definite  weight  of  air  (or  oxygen)  as  a  "constant  volume 
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of  air,"  but  this  volume  must  have  reference  to  specific  conditions 
of  temperature,  barometer  and  humidity,  because  any  variation  of 
these  conditions  changes  the  weight  of  oxygen  contained  in  a  given 
volume.  The  standard  conditions  most  commonly  referred  to  are 
dry  air  at  60  d^.  fahr.  temperature  and  30  in.  barometer.  Air  imder 
these  specified  conditions  contains,  of  course,  a  perfectly  definite 
weight  of  oxygen  per  cubic  foot. 

RECIPROCATING   ENGINES   AND   BLOWERS 

7  Up  to  the  advent  of  the  centrifugal  compressor,  reciprocating 
compressors  were  chiefly  used  for  blast-furnace  work.  The  governor 
of  the  compressor  driver  was  set  to  maintain  a  speed  corresponding 
to  the  desired  quantity  of  air,  the  general  idea  being  that  each  stroke 
of  the  compressor  represented  a  practically  constant  quantity  of 
atmospheric  air  regardless  of  the  discharge  pressure.  A  little  reflec- 
tion will  show,  however,  that,  at  the  end  of  the  discharge  stroke,  the 
clearance  space  is  full  of  high-pressure  air,  which  must  expand  to 
atmospheric  pressure  on  the  return  stroke  before  fresh  air  from  the 
outside  can  be  admitted.  Now,  assuming  equal  temperatures,  the 
volume  of  a  given  weight  of  air  is  inversely  proportional  to  the  ab- 
solute pressure.  So  that  with  a  clearance  space  of,  say,  7  per  cent  and 
a  discharge  pressure  of,  say,  10  lb.  per  sq.  in.  gage  or  24.7  lb.  per  sq. 

24  7 
in.  absolute,  the  air  in  the  clearance  space  must  expand  rj~  X  7  or 

11.8  per  cent  of  the  cylinder  contents  before  fresh  air  can  be  ad- 
mitted into  the  cylinder  on  the  return  stroke  of  the  piston;  while 
with  a  discharge  pressure  of  30  lb.  gage  pr  44.7  lb.  absolute,  the  air 

44  7 
in  the  clearance  space  must  expand  to  rrr^  X  7  or  21.3  per  cent  of 

the  cylinder  contents  before  atmospheric  air  can  be  admitted.  The 
useful  travel  of  the  piston  is  therefore  reduced  from  88.2  per  cent  of 
the  cylinder  contents  to  only  78.7  per  cent.  Then  higher  pressures 
mean  higher  final  temperatures;  and  as  the  incoming  air  is  heated 
by  the  clearance-space  air  and  by  the  cylinder  walls,  a  smaller  weight 
of  atmospheric  air  is  admitted  for  a  given  travel  of  piston.  Finally, 
higher  pressures  result  in  greater  leakage  by  the  piston  rings  from  the 
high-pressure  to  the  low-pressure  end,  thus  further  lowering  the 
quantity  of  air  admitted.  These  various  influences  greatly  reduce 
the  volumetric  efficiency  of  a  reciprocating  compressor  when  operating 
at  a  constant  r.p.m.  against  increased  pressures. 

8  The  r.p.m.  of  the  reciprocating  compressor  being  thus  but  a 
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poor  guide  as  to  the  weight  of  air  supplied,  it  was  left  to  the  judgment 
of  the  blast-furnace  operator  as  to  whether  or  not  the  furnace  was 
receiving  the  proper  amount  of  air.  If  in  his  opinion  the  furnace 
was  receiving  too  little  air,  that  is,  if  it  was  underblown  due  to 
the  charge  in  the  furnace  ofiFering  more  resistance  to  air  flow  than 
previously,  he  would  call  for  a  higher  speed  of  the  reciprocating  com- 
pressor. Speeding  up  the  driver  would  then  furnish  a  somewhat 
greater  quantity  of  air  at  the  higher  pressure.  If,  however,  the  blast 
furnace  was  overblown,  the  reciprocating  compressor  was  slowed 
down,  and  the  quantity  of  air  furnished  was  reduced.  This  method 
of  operating,  however,  necessitated  a  decided  change  of  condition 
in  the  furnace  before  the  furnace  operator  knew  that  the  air  supply 
to  the  furnace  was  not  correct,  and  in  many  cases  the  furnace  got  into 
a  very  poor  condition  before  the  operator  changed  the  air  supply  and 
improved  conditions. 

9  With  the  gradual  introduction  of  greater  refinements  in  deter- 
mining the  quantities  and  the  chemical  composition  of  the  ore,  fuel 
and  flux  entering  each  charge  in  the  blast  furnace,  the  uncertainty  in 
the  quantity  of  air  supplied  began  to  stand  out  more  and  more  as  the 
weakest  link  in  the  chain.  There  was  not  only  the  need  for  a  reliable 
method  for  measuring  the  quantity  of  air,  but  engineers  were  asking 
for  apparatus  which,  while  metering  the  air,  would  also  automatically 
maintain  constant  any  desired  quantity,  regardless  of  the  furnace 
conditions.  Before  entering,  however,  into  a  discussion  of  the  com- 
mercial methods  fop  regulating  the  supply  of  air  to  a  blast  furnace, 
it  may  be  advisable  to  review  briefly  the  underlying  theory  and  the 
more  usual  methods  of  measuring  air  in  general. 

THEORY  AND   FORMULAE   FOR  FLOW   OF  GASES 

10  If  a  gas,  such  as  air,  is  allowed  to  flow  from  a  region  of 
higher  pressure  to  one  of  lower  pressure,  the  velocity  attained  by  the 
gas  is  a  definite  function  of  the  difference  of  pressures  of  the  two 
regions.     Expressed  mathematically, 

-<'r ™ 

where 

V  =  spouting  velocity  in  ft.  per  sec. 

g  =  acceleration  of  gravity,  32.16  ft.  per  sec.  per  sec. 
Pi  =  initial  (high  region)  pressure  in  lb.  per  sq^'ft. 
Pj  =  final  (low  region)  pressure  in  lb.  per  sq.  ft. 

7  =  local  density  of  gas  in  lb.  per  cu.  ft. 
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For  an  incompressible  fluid,  in  which  y  is  independent  of  the 
pressure,  the  above  equation  becoQies 


V*  =  2g 


Pi-Pt 


.[la] 


11  If  the  flow  takes  place  adiabatically,  that  is,  so  that  the  heat 
changes  taking  place  in  the  gas  during  the  flow  are  due  wholly  to  the 
pressure  changes  in  the  gas  and  to  no  other  cause  whatever,  then 


Pi        P« 


7/ 


^j/1 


.[lb] 


where  K  is  the  ratio  of  the  specific  heat  at  constant  pressure  to  the 
specific  heat  at  constant  volume  for  the  particular  gas.  Equation 
[1]  thus  becomes: 


"-'A^-f-ffif) 


(2] 


12  If  this  spouting  velocity  takes  place  through  an  orifice  of 
A  sq.  ft.  having  a  velocity  coeflBcient/  (determined  experimentally), 
the  discharge  W  in  lb.  per  sec.  is: 


or 


or 


W^fAtyt 


W=fA2J  2g 


W 


-M.sA^^Al(F:f-(Fr. 


.[3] 


ft 
Pi 


13    For  Eq.  [3]  two  cases  must  be  distinguished:   First,  when 
is  above  a  certain  critical  value  (about  0.53  for  air  and  0.58  for 


steam),  in  which  case  the  flow  depends  both  on  Pi  and  on  Pj  as  per 

P 
Eq.  [3];  and  secondly,  when  ^  is  below  the  critical  value,  in  which 

case  the  flow  is  independent  of  the  actual  value  of  P*  but  is  deter- 
mined by  a  pressure  Pe  which  automatically  establishes  itself  in  the 
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throat  (real  or  virtual)  of  the  discharging  orifice  or  nozzle.    Pe  is 
given  by  the  relation 

K 

Pi 


■y        /     2     \if-i 

^r\-K^)    i^J 

which,  substituted  in  Eq.  [3]  gives: 


W-,A..,.^„j^^h 


W'IA.^ig^P..r, [uy 

where  At  is  the  area  of  the  throat  or  least  section. 

14  For  practical  computation  work,  the  weight  of  the  gas  is 
expressed  not  in  pounds  but  in  cubic  feet  per  second,  at  certain 
standard  conditions  (usually  14.70  lb.  per  sq.  in.  absolute  and  60 
deg.  fahr.),  and  the  exponential  quantities 

2  JCjfl 

K 


m  -  m 


dte  each  expanded  in  a  series  of  terms.    £k)s.  [3]  and  [3b]  are  then 
written  respectively  as 

and  /  1JZ 

n      t         3.97      /     K     /     2_\«-'  ,.  , 

where 

Q  =  cu.  ft.  of  standard  gas  per  sec. 
a  =  area  of  orifice  in  sq.  in. 

Ti  =  initial  (high-pressure  region)  temperature  in.  deg.  fahr.,  abs. 
Pi  =  initial  pressure  in  lb.  per  sq.  in.,  abs. 
pt  ==  final  pressure  in  lb.  per  sq.  in.,  abs. 

7o  =  density  at  14.70  lb.  per  sq.  in.  and  60  deg.  fahr.  in  lb.  per 
cu.  ft. 

15    For  air  [4]  and  [4a]  become  respectively 

Q~fa^^Vpt(p,  -  p,)  -  0.0665  (p,  -  p,)' [61 

and           ^      .      6.98  ,_  , 

Q  -/api  -^ [Bo] 
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IG    The  velocity  of  the  air  can  at  any  point  in  the  path  be  easily 

reconverted  into  a  pressure  which  is  equal  to  the  diiTerence  of  pressure 
producing  this  velocity  and  is  therefore  proportional  to  the  yV^  al  the 
particular  point.  This  pressure  is  usually  measured  by  a  column 
of  water  or  of  mercury;  or,  if  it  is  too  large^  it  is  measured  directly 
in  lb.  per  sq,  in.  The  use  of  a  pressuit?  gagCj  however,  is  not  recora- 
mended>  as  such  ^ages  are  usually  inaccurate  in  spite  of  frequent 
ualibrat  ions.  It  h  much  preferable  to  use  a  dead-weight  gage  arrange- 
lueut  as  shown  in  Fig<i.  la.  and  \b.     The  pi|>e  or  tubing  brought  from 


Vui.  la    UsUAi.  Type  or  IJkao-Wejght  PHisssuttK  Cao* 


the  point  wheit)  pressure  is  to  be  measui'ed  (in  an  air  or  stwam  maiiir 
fur  instance)  ia  connected  to  piiie  .4  which  leads  into  a  chamber  filled 
with  oil  up  to  the  level  B-B\  A  piston  P  (usually  baviEig  an  areji 
of  i  sq.  in.)  fits  snugly  into  a  tube  C  and  carries  a  disk  D.  Weights 
W  are  placed  on  D  until  the  air  or  steam  pressure  ia  correctly  balanced , 
which  is  shown  by  the  disk  floating  easily.  To  ttisure  against  stiokingi 
the  disk  is  constantly  rotated,  and  to  insure  against  having  the  piston 
lifted  entirely  out  of  the  tube,  collar  E  is  provided^  which  prevents 
lifting  the  disk  higher  than  the  yoke  above  the  collar.    The  photo- 
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graph  of  a  similar  dead-weight  tester  shows  the  older  method  of 
design.  In  the  old  design  the  pressure  was  adhaitted  by  a  pipe  shown 
extending  horizontally  from  a  vertical  tube.  The  latter  is  filled  with 
oil.  The  weights,  disk,  piston,  and  tube  are  similar  in  design  as 
shown  in  Fig.  16.  The  diflSculty  with  the  old  design  as  shown  in 
the  photograph  is  that  water  of  condensation  quickly  fills  the  oil 
reservoir,  drives  the  oil  out  by  leakage  and  finally  leaves  nothing  but 
water  in  place  of  oil.     In  the  new  design  shown  in  Fig.  lb,  if  there  is 


0 


Fig.  lb    Improved  Type  of  Dead-Weight  Pressure  Gage 

any  water  introduced  to  pipe  A,  it  will  settle  into  the  bottom  of  the 
reservoir  and  can  be  drained  out  through  the  cock  G.  The  reason 
the  inlet  pipe  A  in  Fig.  16  and  the  horizontal  inlet  pipe  shown  in  the 
photograph  are  carried  up  to  the  level  as  indicated  is  to  insure  that  the 
pressure  measured  is  considered  from  the  level  B-B'  which  is  the 
level  of  the  oil  under  pressure.  This  is  important  when  measuring 
small  amounts  of  pressure,  as  a  difference  in  the  height  of  the  location 
of  the  dead-weight  gage  adds  or  subtracts  such  distance  from  the 
small  pressure  to  be  recorded. 
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COMMERCIAL  METHODS  FOR  MEASURING  AIR 

17  The  commercial  methods  for  measuring  air  most  commonly 
employed  are:  (1)  The  Receiver  Method,  (2)  The  Orifice  Method, 
(3)  The  Pitot  Tube,  (4)  The  Venturi  Meter,  and  (5)  The  Impact  Float 
Method.  Of  these  the  first  two  methods  waste  the  air  they  pass,  and 
are  therefore  suitable  only  for  temporary  testing  purposes.  The  other 
methods  allow  the  air  to  pass  to  destination,  and  may  therefore  be 
left  continuously  in  the  system. 

RECEIVER  METHOD 

18  In  the  Receiver  Method,  the  compressed  air  is  passed  into  a 
closed  system  consisting  of  a  tank  and  piping  of  known  dimensions 
and  full  originally  of  air  of  atmospheric  pressure  and  temperature, 


Fig.    2      GA80Bi£T£R 
Can  be  used  as  a  receiver  for  metering  air 

which  conditions  are  taken  as  standard.  After  the  compressed  air 
has  been  flowing  into  the  system  for  a  sufficiently  long  period,  say, 
half  an  hour  or  an  hour,  the  pressure  and  the  temperature  are  again 
observed.  If  the  cubic  contents  of  the  system  is  V  cu.  ft.  and  the 
standard  or  original  absolute  pressure  and  absolute  temperature 
are  Po  and  To  respectively,  and  the  final  conditions  are  P  and  jP,  the 

PT 
final  volume  in  the  system  referred  to  standard  condition  is  V  -5-^ 


cu.  ft.,  and  the  inflow  is  V 


(?r-') 


CU.  ft.  of  standard  air. 
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'  19  A  tank  as  shown  in  Fig.  2  (similar  to  a  large  gas  container) 
may  also  be  used.  The  entering  air  raises  the  bell  against  gravity 
and  atmospheric  pressure,  so  that  the  pressure  of  the  air  in  the  tank 
is  perfectly  definite;  and  the  volume  can  be  read  off  directly  from  the 
rise  of  the  bell  after  sufficient  time  has  been  allowed  for  the  air  to 
come  down  to  atmospheric  temperature. 

20  The  chief  advantage  of  this  method  is  that  the  measurement 
of  the  air  is  definite  and  is  entirely  independent  of  any  coefficients. 
Its  principal  use  is  in  connection  with  the  calibration  of  orifices  and 
the  determination  of  the  volumetric  efficiency  of  very  small  recipro- 
cating compressors.  Evidently  the  measurement  of  the  flow  from 
a  blast-fimiace  compressor  would  require  a  receiver  system  of  entirely 
unwieldly  and  impractical  dimensions. 

ORIFICE   METHOD 

21  In  the  Orifice  Method  the  compressed  air  is  allowed  to  dis- 
charge into  the  atmosphere  through  an  orifice  of  known  area  and 
known  velocity  coefficient.    The  temperature  Ti  is  measured  by 


Fig.  3    Standard  Orifice 

Proper  proporiiona  are  given,  and  for  orifice  diameters  of  one-half  to  one-third  of  the  diameter 
of  the  air^liaoharfe  piping,  coefficient  of  floir  is  very  nearly  0.99 

means  of  a  bare  thermometer  inserted  through  the  wall  of  pipe 
immediately  preceding  the  orifice  without  well  or  casing  of  any  kind. 
The  type  of  orifice  ordinarily  used  is  the  kind  for  which  Equation 
[6]  applies;  that  is,  an  orifice  which  is  correct  for  a  final  pressure  above 
the  critical  pressure.  Such  an  orifice  is  theoretically  wholly  conver- 
gent, and  it  may  stop  with  the  smallest  section  attained.  Practi- 
cally, however,  it  is  desirable  to  attach  a  parallel  section  of  appreci- 
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able  length  to  the  end  of  the  orifice,  as  shown  in  Fig.  3,  to  guide  the 
air  in  parallel  straight  lines  and  thereby  insure  that  the  jet  of  air  has 
the  same  diameter  as  the  orifice  end;  in  other  words,  that  there  is 
no  vena  contrada  effect  at  the  exit  end  of  the  orifice. 

22  While  the  pressures  pi  and  p2  may,  of  course,  be  observed 
independently,  it  is  preferable  to  observe  the  pressure  drop  pi— pi 
by  means  of  an  impact  tube  connected  to  an  ordinary  U-tube  as 
shown  in  Fig.  4a.  The  impact  tube  is  held  in  the  center  of  the  jet 
at  a  distance  from  the  plane  of  the  orifice  equal  to  about  i  of  the  ori- 
fice diameter.    The  diflference  of  level  in  the  U-tube  is  a  correct 


TH^RMOMETEff 

Fig.  4a    Impact  Tube  Mounted  on  Standard  OiuncE 

measure  of  the  velocity  head  of  the  jet,  since  the  static  pressure  of  the 
jet  is  atmospheric.  In  other  words,  the  full  discharge  pressure,  if 
so  desired,  may  be  converted  into  velocity  energy  at  the  orifice  end 
and  then  reconverted  by  the  impact  tube  into  the  original  pressure. 
The  readings  of  the  impact  tube  can,  therefore,  be  made  as  large  as 
desired;  and  even  when  measuring  air  flow/rom  a  compressor  deliver- 
ing a  very  low  pressure,  good  readings  on  a  water  U-tube  can  be  ob- 
tained. Fig.  46  shows  the  orifice  in  Fig.  4a  mounted  on  a  length  of 
air-discharge  piping  for  test  purposes.  During  a  compressor  test, 
power  readings  are  generally  taken  for  a  large  nimiber  of  loads  and 
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quick  and  accurate  readings  on  the  impact  U-tube  by  the  use  of  the 
ordinary  yardstick  or  rule  are  difficult,  especially  if  the  mercury 
or  water  colunm  is  oscillating  somewhat. 

23    For  such  cases  the  use  of  the  U-tube  illustrated  in  Figs.  5 


Fia.  46    Orificb  with  Impact 
Tube! 


Fio.  5    Imphoved  Type  of 

U-TUBE» 


'Shown  mounted  on  air-discharge  pipe  as  uaed  in  teet. 

*  The  steel  scale  with  proper  pointers  can  be  set  at  the  fluid  levels  and  distance  between  pointers 
read  directly  on  steel  scale.     Especially  convenient  for  measuring  slightly  oscillating  fluid  levels. 

and  6  is  strongly  recommended.  On  the  four-grooved  board  the  U- 
tube  is  supported  in  the  two  outer  grooves  and  two  properly  shaped 
metal  pointers  slide  easily  in  the  inner  grooves.     To  one  of  these 
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poinlers  a  graduated  Jiteel  scale  is  attached,  the  zero  on  the  scale 
starting  at  the  pointer^  so  that  this  pointer  is  used  for  the  lower  level 
on  the  U-tube,  The  steel  seale  is  kept  taut  by  being  eouQterweighted 
over  a  roller  at  the  top  of  the  board.  The  other  pointer  passing 
across  the  steel  ^cale  is  set  for  the  upper  level,  and  thereby  reads  on 
tlie  scale  the  difference  in  levels.  By  the  use  of  this  apparatus  the 
observer  i-  enabled  to  set  the  pointers  at  their  respective  levels  at  any 
time  previous  to  the  stated  time  for  taking  readings  and  he  can  keep 


Fiii,  0     Enlarged  View  or  Scale  and  Pointeiis  for  U-Tubb 

IN  Fiii.  5 

these  pointers  set  continuously  at  the  lower  and  upper  levels  on  the 
U-tube.  As  soon  as  any  rkange  of  these  levels  occui-s  the  observer 
can  instantly  make  a  corresponding  change  of  the  pointers.  This 
leaves  him  free  at  the  intitant  of  takmg  the  readings  to  observe  simply 
if  the  pointers  arc  in ^li eating  eorrnrtly  the  lower  and  upper  levels  of 
the  ll*tube,  or  their  mean  levc^ls  if  the  lifiuid  in  the  U-tube  is  oscil- 
lating. He  can  then  read  the  length  between  the  two  pointers  at 
his  leisure.    This  is  a  groat  <leal  more  convenient  than  having  to  set 
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at  the  instant  the  reading  must  be  taken,  one  end  of  the  measuring 
stick  at  the  lower  level  of  the  U-tube,  and  quickly  catch  the  reading 
of  the  upper  level  on  this  scale. 

24  An  observer  manipulating  a  long  measuring  stick  close  up  to 
the  U-tube  cannot  possibly  observe  both  the  lower  and  upper  levels 
quickly  and  take  a  reliable  numerical  reading;  whereas  with  the 
device  described  above  he  can  stand  away  from  the  instrument  and 
take  an  instantaneous  check  by  observing  if  both  pointers  stand 
correctly  at  the  proper  levels.  .Instead  of  a  continuous  glass  U-tube, 
which  is  rather  expensive  and  easily  liable  to  hfeak  in  transportation 
and  by  jars,  it  is  preferable  to  make  the  lower  connecting  piece  of 
iron  pipe  to  which  the  straight  glass  lengths  are  joined  by  rubber 
tubes. 

25  The  Orifice  Method  can  be  used  for  measuring  the  very 
smallest  as  well  as  the  very  largest  volumes  of  air  occurring  in  prac- 
tice. The  velocity  coeflScient/  for  well-shaped  orifices  such  as  shown 
in  Fig.  3  when  of  4  in.  throat  diameter  (Dj)  and  over  may  safely  be 
taken  as  0.99. 

26  Next  to  the  Receiver  Method,  the  Orifice  Method  is  the  most 
certain  and  the  most  reliable  method  for  measuring  air,  and  it  is 
therefore  generally  recommended  as  the  standard  for  the  calibration 
of  other  air-measuring  methods.  A  uniform  rate  of  flow,  however,  is 
presupposed,  as  a  pulsating  flow,  such  as  comies  from  reciprocating 
or  positive-pressure  compressors,  cannot  be  measured  reliably  by  any 
method  which  depends  on  a  7F*  observation  unless  the  discharge 
piping  is  of  an  extreme  length,  sufficient  to  dampen  out  all  pulsations. 

PITOT-TXTBE  METHOD 

27  The  Pitot  Tube  shown  in  Fig.  7  is  used  for  measuring  the 
velocity  head  in  a  transmission  pipe.  Essentially  it  consists  of  two 
tubes,  one  of  which,  A,  passes  straight  into  the  service  pipe  to  measure 
the  static  pressure,  while  the  other  tube,  B,  is  made  to  point  upstream- 
to  measure  the  sum  of  the  static  pressure  plus  the  velocity  head.  The 
combination  of  these  two  tubes  gives  the  velocity  head  alone  as  shown 
on  the  middle  U-tube  C  in  Fig.  7.  Equation  [51  applies,  /  being 
practically  unity,  a  being  the  pipe  area,  p2  the  static  pressure,  and 
Pi  "Pi  the  differential  reading.  Since,  to  keep  down  friction  losses, 
the  velocity  in  the  transmission  pipe  is  usually  very  low,  various 
artifices,  such  as  an  inclined  tube,  have  to  be  resorted  to,  to  get  a 
rehable  reading  of  pi  —  pt.  Also,  the  measurement  of  static  pressure, 
unless  special  precautions  are  taken,  is  subject  to  serious  error. 
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A  good  de^l  of  work  has  beeo  done  in  deviaing  an  instrument  to  read 
correctly  and  not  be  subject  to  the  common  errors  so  often  occasioned 
by  improper  installation  of  the  pitot  tubes.  This  has  been  reported 
from  time  to  time  before  The  American  Society  of  Mechanical  En- 
gineers. 


>\V.V^^\\V 


DffrecrmN 
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Fm.  7    PrroT  Tubk,  Eleuentary  FoaM 

28    Fig,  8  illustrates  a  commercial  Bow  meter  on  the  pitot^tubc 

principle  embodying  the  latest  ideas  on  the  subject.    For  instance^ 
the  reading  pi  —  p^  is  magnified  as  shown  (Uagrammatically  in  Fig.  9 


Fir*.  8     Nozzle  Pluo  or  Alr-FivOW  Metes  with  Leading  akd 
Trailinu  Openings 

by  having  the  f*tatic  leg  of  the  U-tube  point  downstream,  so  that  the 
drag  of  the  gas  or  fluid  over  the  trailing  opening  lowers  the  pressure 
in  that  leg  and  tht^reby  increasa*?  the  differential  reading  in  the  U-tubc 
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corresponding  to  the  given  velocity.  Ako  the  impact  pressure  and 
the  static  pressure  are  obtained  more  accurately  by  means  of  a  nozzle 
plug  as  shown  in  Fig.  8  inserted  in  the  service  pipe.  The  single 
leading  and  the  single  trailing  opening  shown  in  Fig.  9  are  here 
replaced  by  a  leading  set  of  openings  extending  approximately  across 
the  diameter  of  the  pipe,  while  the  trailing  set  of  openings  is  located 

Trailing  Opening  r^      j^,cct 

J  r    .^   J       ^r^Qirechon  of  Flow 

Y]|||iuii.......*4r-V     •    ■■••""""■niDHnuunm^ 


Ira iUrtg  Pipe 


7? 


Leading  Opening 
Leading  Pipe 

U'Tube 
^Hercury 


Fig.  9    DiaqrabiIMatic  Illustration  of  Nozzus  Plug  as  used  in 
Flow  Meter  of  Fig.  8 

midway  between  the  ends  of  the  tube  at  the  center  of  the  pipe  diame- 
ter, and  faces  in  the  direction  of  the  flow.  The  introduction  of  the 
nozzle  plug  in  the  pipe  line  causes  no  appreciable  drop  in  the  pressure 
even  at  very  high  rates  of  flow. 

VENTURI  MBTHOD 

29  The  Ventmi  Meter  shown  diagranunatically  in  Fig.  10  con- 
sists essentially  of  a  direct  and  a  reversed  nozzle  placed  throat  to 
throat,  making  a  common  throat.  In  general,  two  U-tubes  B  and 
D  or  the  equivalent,  are  necessary,  one  to  give  the  static  pressure  B 
in  the  throat  and  the  other  to  give  the  pressure  drop  D  from  the  main 
pipe,  or  high-pressure  region,  to  the  throat.  It  will  be  noticed  that 
the  impact  tube  A  points  upstream,  so  as  to  include  whatever  velocity 
head  may  exist  in  the  main  pipe.  After  the  air  passes  the  throat,  the 
pressure  rises  again  to  nearly,  but  not  quite,  its  original  value.  This 
may  be  demonstrated  by  the  use  of  impact  tube  C,  pointing  upstream, 
in  the  pipe  beyond  the  throat.  U-tube  F  communicating  with  both 
impact  tubes  A  and  C  will  give  directly  the  pressure  loss  caused  by 
the  insertion  of  the  ventmi  meter  into  the  system. 

30  The  direct  nozzle  should  be  short  and  well  rounded,  while  the 
reversed  nozzle  should  be  well  tapered  with  a  half  angle  of  about 
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4  deg.  The  inside  of  the  meter  must  be  smoothly  finished,  and 
particular  care  must  be  taken  at  the  entrance  of  the  U-tube  into  the 
throat  of  the  meter  to  avoid  all  burrs  and  roughness.  Also  the  im- 
pact tube  in  the  main  pipe  should  be  small  to  avoid  any  eddies  and 
disturbances  due  to  the  introduction  of  the  impact  tube. 


Fia.  10    Vbnturi  Meter 

Readings  on  U-tubes  B  and  D  and  of  the  barometer  are 


31  The  quantity  of  air  may  be  computed  by  Eq.  [6],  As  the 
U-tubes  are  generally  used  with  merciuy,  it  is  convenient  to  write 
EJq.  [6]  in  the  following  form: 

Q  =  423 /a  ^  VP,  (P,  -  P,)  -  0.0665  (P,  -  P,y [6] 

where 

Q  =  cu.  ft.  of  standard  air  (14.70  barom.  and  60  deg.  fahr.)  per 

min. 
Ti  =  absolute  temperature  in  main  pipe  in  deg.  fahr. 
/  =  velocity  coefficient  of  throat,  usually  between  0.95  and  0.99 
a  =  area  of  throat  in  square  inches 
Pi  =  absolute  initial  (high)  pressure  in  inches  Hg 
Pf  =  absolute  pressure  in  throat  in  inches  Hg 
Pi— Pi  =  pressure  drop. 

32  In  designing  a  venturi  meter  for  a  particular  case,  the  area 
a  is  so  chosen  that  the  value  of  Pi  —  Pj  for  the  quantity  of  air  most 
commonly  used  should  be  large  enough  to  be  read  conveniently 


Digitized  by  VjOOQIC 


L.   C.   LOEWBNSTBIN  861 

and  with  reasonable  accuracy  and  yet  not  so  large  as  to  cause  an 
excessive  pressure  drop  and  power  loss  in  the  meter. 

33  It  is  preferable  to  measure  the  air  before  it  is  compressed, 
so  that  Pi  and  Ti  are  the  atmospheric  pressure  and  absolute  atmos- 
pheric temperature,  respectively.  A  single  U-tube  Uke  U-tube  B 
in  Fig.  10  is  then  sufficient.  The  actual  pressure  Pi  must  be  ob- 
tained from  the  existing  barometer  and  then  Pi  can  be  computed 
from  the  reading  Pi  —  Pt  on  the  U-tube. 

34  The  U-tube  can  also  be  caUbrated  in  cubic  feet  of  air  per 
minute  instead  of  indicating  only  inches  of  mercury  pressure.  When 
so  caUbrated  it  can  only  refer  to  some  standard  or  average  con- 
dition of  air,  and  any  change  in  temperature,  barometer  or  humidity 
will  affect  the  correct  reading  on  such  a  caUbrated  scale. 


IMPACT  FLOAT  METHOD 

35  The  Impact  Float  Method  described  previously  in  a  paper 
by  Mr.  R.  H.  Rice  before  this  Society  and  iUustrated  in  Fig.  11  con- 
sists in  allowing  the  air  to  be  metered  to  impinge  on  a  float  F,  usuaUy  in 
the  form  of  a  disk,  suspended  verticaUy  in  a  cone.  The  air  enters 
the  smaU  end  of  the  cone  and  its  velocity  is  steadily  reduced  as  it 
passes  up  toward  the  larger  end  of  the  cone.  The  force  tending  to 
lift  the  float,  and  whatever  is  attached  to  it,  against  gravity  consists 
partly  of  the  direct  impact  of  a  part  of  the  air  against  the  float,  and 
partly  of  the  pressure  drop  caused  by  the  passage  of  the  air  through 
the  annulus  between  the  float  and  the  cone  in  a  sort  of  vena  corUrada. 
As  the  float  rises  in  the  cone,  this  force  is  reduced  by  the  lowered 
velocity  of  the  air,  so  that  the  position  of  the  float  in  the  cone  is  a 
function  of  the  quantity  of  air  passing  through  the  cone. 

36  It  is  desirable,  however,  for  reasons  which  will  appear  later 
in  connection  with  air  regulation,  to  confine  the  position  of  the  float 
within  narrow  Umits,  regardless  of  the  quantity  of  air.  This  is 
accomplished  as  shown  in  Fig.  11  by  connecting  the  float  to  a  hori- 
zontal lever  or  beam  B,  the  force  on  the  float  being  balanced  by 
a  sUding  weight  TT,  which  can  be  moved  to  any  part  of  the  beam. 
The  beam  is  so  graduated  that  the  position  of  the  sUding  weight 
on  it  gives  directly  the  volume  of  the  air  entering  the  cone. 

37  The  impact  on  the  float  or  the  momentimi  of  the  air  is 
evidently  mV,  where  m  is  the  mass  of  air  impinging  on  the  float  per 
second  and  V  is  its  velocity.  Since  for  a  constant  cross-section,  m 
is  proportional  to  7F,  where  7  is  density  of  the  air,  the  impact  on 
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the  float  is  proportional  to  yV^  or  to  — .    Similarly,  the  pressure  drop 
through  the  annulus  around  the  float  is  y  jr-,  where  V  is  now  the 

velocity  in  the  annulus,  and  is  therefore  also  proportional  to  — 

38-  When  the  air  flows  through  the  annulus  between  the  float 
and  cone  a  vena  contrcuia  obtains  whose  area  varies  with  each  volume 
of  air  flowing.    On  account  of  this,  formute  for  the  float  force  or 


Fig.  11     Impact  Float 
Air  meter 

reaction  based  on  purely  mathematical  deductions  require  -modi- 
fication based  on  experimiental  results.  The  slope  of  the  cone  and 
the  ratio  of  float  diameter  to  cone  diameter  and  also  the  average 
velocity  of  the  air  through  the  cone  influence  the  value  of  this  float 
force.  For  long  cones  having  a  slope  of  about  one  inch  in  five  inches 
and  with  floats  having  areas  between  50  per  cent  and  95  per  cent  of 
the  annulus  area  and  using  average  velocities  through  the  cone  under 
100  ft.  per  sec,  the  following  formula  found  experimentally  will 

hold:  _  /I 

F  =  9xlO-^Q^y/^ [7] 
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in  which 

F  =  total  force  of  float  in  lb. 
Q  =  cu.  ft.  of  air  per  min. 
7  =  density  of  the  air  in  lb.  per  cu.  ft. 
A  =  float  area  in  sq.  ft. 
a  =  annulus  area  in  sq.  ft. 

39  The  upward  moment  of  the  force  F  about  the  fulcrum  of  the 
beam  (Fig.  11)  is  counterbalanced  partly  by  the  downward  moment 
of  the  weight  of  the  float  and  partly  by  the  moment  of  the  sliding 
weight,  which  is  downward  but  may  be  upward  for  small  volumes  of 
air.  In  any  case,  however,  the  system  may  be  reduced  to  one  having 
a  weightless  float  and  beam,  so  that  the  upward  moment  of  the  float 
force  F  is  balanced  by  the  downward  moment  of  the  sliding  weight 
W.    Since  both  the  weight  W  and  the  lever  arm  of  F  are  fixed,  the 

AH 
lever  arm  of  W  must  be  always  proportional  to  the  force  F,  or  to  — , 

in  which  M  is  Q  referred  to  standard  conditions  of  barometer,  tem- 
perature and  himiidity,  and  therefore  represents  a  definite  weight 
of  air. 

40  In  other  words,  the  beam  must  have  a  quadratic  scale ;  that  is, 
the  longitudinal  distance  of  the  sliding  weight  from  the  zero  on  the 
beam  is  four  times  as  great  for  20,000  cu.  ft.  and  nine  times  as  great 
for  30,000  cu.  ft.  as  it  is  for  10,000  cu.  ft.  The  graduations  on  the 
beam  are  made  correct  for  the  average  atmospheric  conditions  of 
the  air  at  the  place  where  the  instrument  is  to  be  used. 

41  In  metering  the  air  all  that  is  necessary  after  the  beam  is 
calibrated  is  to  move  the  sliding  weight  W  along  the  beam  until  the 
beam  is  level,  exactly  as  in  the  case  of  the  beam  on  a  pair  of  beam 
scales.  The  pointer  on  the  weight  W  then  indicates  the  amount  of 
air  flowing. 

•     CONSTANT-VOLUME  GOVERNINQ 

42  Of  the  above-mentioned  methods  of  measuring  air  in  general, 
only  the  last  two,  the  Venturi  Meter  and  the  Impact  Float,  are 
commercially  used  for  regulating  the  supply  of  air  to  blast  furnaces. 
With  the  advent  of  the  centrifugal  compressor  a  blowing  apparatus 
became  available  which  could  be  very  nicely  regulated  in  respect  to 
holding  any  constant  volume  of  air  supply  to  the  furnace.  The 
centrifugal  compressor  delivers  an  absolutely  steady  stream  of  air 
without  any  pulsations  whatever  and  the  pressure  delivered  by  such 
a  unit  varies  closely  with  the  square  of  its  speed.     Hence,  any  volume 
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regulation  of  air  need  only  influence  the  speed  of  the  driver  of  the 
centrifugal  compressor.  Up  to  a  very  short  time  ago  all  vo'ume  regu- 
lation for  centrifugal  compressors  was  based  upon  a  calibrated  scale 
for  some  standard  condition  of  air,  usually  assumed  as  dry  air  at  the 
average  temperature  and  barometer  existing  at  the  location  of  the 
set.  We  again  emphasize  here  the  fact  that  constant-volume  govern- 
ing is  referred  to,  whereas  the  object  desired  is  to  introduce  a  constant 
weight  of  oxygen  into  the  furnace. 

43  The  governing  of  a  centrifugal  compressor,  in  order  to  hold 
constant  volume,  requires  the  use,  first,  of  a  meter  for  measuring  the 
volume  of  air  flow.  The  necessary  qualifications  of  such  a  meter, 
taking  into  consideration  the  large  quantities  of  air  used  in  blast- 
furnace operation,  are:  (1)  It  must  not  waste  any  of  the  air  it  meters; 
(2)  the  power  consumed  in  the  metering  and  governing  processes 
must  be  small,  which  makes  it  necessary  that  the  friction  losses  of 
air  flow  through  the  meter  be  small;  (3)  the  governor  must  be  sensi- 
tive so  that  a  small  change  in  the  quantity  of  air  supplied  will  be  suf- 
ficient to  actuate  the  governor. 

THE  BiULTIPLE  VENTURI  BfBTER 

44  An  ordinary  venturi  meter  in  which  the  entire  quantity  of 
air  flowing  must  be  drawn  through  a  suflSciently  small  throat  to  give 
a  suitable  drop  of  pressure  would  involve  considerable  power  loss. 
To  reduce  this  power  loss  a  multiple  venturi  has  been  devised,  con- 
sisting of  a  number  of  concentric  Venturis.  Referring  to  Fig.  12, 
which  shows  a  multiple  venturi,  a  very  small  part  of  the  total  air  flow 
passes  through  the  small  or  inner  venturi.  At  the  throat  of  this 
small  venturi  the  largest  pressure  drop  is  obtained.  A  larger  quan- 
tity of  air  flows  around  the  inner  venturi  and  through  the  second 
venturi,  but  the  bulk  of  the  air  flow  is  around  the  second  and  through 
the  third  or  outer  venturi. 

45  Consider  a  flow  of  45,000  cu.  ft.  of  standard  air  per  minute 
through  the  triple  venturi  shown  in  Fig.  12,  the  air  flowing  from  right 
to  left  as  indicated.  The  air  at  inlet  to  the  venturi  is  assumed  to  be 
at  practically  atmospheric  pressure  and  temperature.  By  the  use 
of  Equation  [6]  and  by  assuming  a  probable  velocity  coefficient  /  = 
0.95  for  the  inner  ventiui  and  /  =  0.85  for  the  two  outer  Venturis, 
we  can  show  that  the  following  conditions  obtain.  Through  the 
inner  venturi  175.8  cu.  ft.  of  standard  air  flows.  The  pressure  at 
the  throat  is  22.65  in.  Hg,  representing  a  drop  of  pressure  of  7.28  in. 
Hg.    About  1777  cu.  ft.  of  standard  air  per  minute  flows  through 
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the  middle  venturi.  The  drop  of  pressure  from  atmosphere  (29.93 
in.  Hg)  to  the  throat  of  this  venturi  is  0.73  in.  Hg.  All  the  remain- 
ing air  (43,047  cu.  ft.)  passes  through  the  outer  or  third  venturi,  and 
the  drop  of  pressiu^  from  atmosphere  to  the  throat  of  this  venturi  is 
0.69  in.  Hg. 

46  The  loss  of  power  in  metering  the  air  through  this  triple 
venturi,  when  passing  45,000  cu.  ft.  of  standard  air  per  minute,  can 
be  determined  from  the  loss  of  pressure  between  that  existing  at  the 
entrance  to  each  venturi  and  the  pressure  existing  at  the  exit  or 
discharge  end  of  each  venturi,  taking  into  account  the  volume  of 
standard  air  passing  through  each.  This  gives  a  loss  of  power  of 
0.18  hp.  for  the  sjnaller  or  inner  venturi,  1.06  hp.  for  the  middle 
venturi  and  31.38  hp.  for  the  outer  or  largest  venturi,  making  a 
total  power  loss  through  the  entire  triple  venturi  of  32.62  hp. 

47  The  largest  drop  of  pressure  in  this  triple  venturi  meter 
occurs  in  the  throat  of  the  inner  or  smallest  ventm-i.  With  a  flow 
of  45,000  cu.  ft.  of  standard  air  per  minute,  the  calculated  drop  is 
7.28  in.  Hg  (3.57  lb.  per  sq.  in.)  pressure.  With  air  entering  the 
meter  from  atmosphere  the  throat  pressure  will  be  negative  (suc- 
tion). With  var3dng  flow  of  air  through  the  venturi  the  suction  at 
the  throat  of  the  inner  venturi  will  also  vary;  and  this  varying  suc- 
tion can  be  used  for  governing  the  driver  of  a  centrifugal  compre^or 
so  as  to  hold  a  definite  ** constant  volume*^  of  air  flow  per  minute. 

THE  VENTURI  METER   CONSTANT-VOLUME  GOVERNOR 

48  Fig.  13  shows  in  a  somewhat  diagrammatical  manner  a  means 
for  accomplishing  this.  The  pipe  leading  from  the  throat  of  the 
inner  venturi  meter  is  connected  to  part  A  representing  a  mercury- 
sealed  pressure  bell,  or  mercury  pot.  Suction  pressure  at  the  venturi 
throat  is  established  in  the  space  B  between  the  stationary  part  of 
the  pot  and  the  upper  and  movable  bell.  Variations  of  pressure 
in  B  cause  this  bell  to  move  up  or  down.  The  suction  pressure  is 
sealed  from  atmosphere  by  a  column  of  mercury  surrounding  the 
long  sheet-steel  skirt  or  extension  of  the  bell.  There  is  sufficient 
clearance  space  between  this  sheet-steel  skirt  and  the  inner  and  outer 
shell  surrounding  it  to  prevent  any  frictional  contact.  The  move- 
ment of  the  bell  in  the  mercury  pot  is  transmitted  through  the  links 
C,  D,  and  E  to  the  steam-valve  control  to  the  turbine,  thereby  open- 
ing and  closing  the  number  of  valves  admitting  steam  to  the  turbine. 
An  adjustable  spring  F  can  be  set  so  as  to  counterbalance  the  pull  of 
the  bell  for  any  desired  volume  of  air.    Handwheels  G  are  used  for 
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setting  the  spring  tension,  as  can  be  readily  understood  from  the 
figure.  •  Dashpot  H  dampens  out  the  oscillations  of  this  gear. 

49  The  method  of  setting  for  regulation  is  as  follows:  Having 
determined  exactly  the  number  of  cubic  feet  of  standard  air  desired 
per  minute,  the  operator  turns  the  handwheel  0  and  observes  the 
height  of  the  registering  mercury  column  also  attached  to  the  pipe 
leading  from  the  throat  of  the  inner  venturi.  This  mercury  column 
is  not  only  inscribed  in  inches  of  mercury,  but  is  also  calibrated  in  cubic 


FlO.   13      CJONSTANT-VOLUMB  GOVERNOR  rOR  VbNTURI   MeTBR 
Uses  a  mercury  pot  subjected  to  the  pressure  of  the  throat  of  the  venturi  meter  showo  io 
Fig.  12  and  with  adjustments  so  that  it  can  hold  any  desired  volume  as  indicated  on  a  calibrated 
mercury  tube  shown  in  Fic>  14 

feet  of  air  per  minute,  as  shown  in  Fig.  14.^  When  the  mercury 
column  registers  the  desired  number  of  cubic  feet  of  standard  air 
per  minute,  handwheel  G  is  locked.  Any  change  in  air  flow  through 
the  venturi  will  change  the  suction  in  the  pipe  leading  from  the  throat 
of  the  inner  venturi  to  the  mercury  pot  shown  in  Fig.  13  and  also  to 
the  gage  in  Fig.  14.  A  change  of  suction  on  the  mercury  pot,  however, 
influences  the  governing  mechanism  so  as  to  increase  the  steam  ad- 

*  For  Figs.  12,  13  and  14  the  author  is  indebted  to  the  Southwark  Foundry 
and  Machine  Company. 
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mission  to  the  turbine  when  the  suction  decreases,  or  decrease  the 
steam  admission  to  the  turbine  when  the  suction  increases.  By  this 
means  constant-volume  governing  is  obtained.  Increasing  the  steam 
admission  to  the  turbine  speeds  up  the  unit,  thereby  increasing  the 
discharge  pressure  of  the  compressor,  and  vice  versa.  Ekiuilibrium 
must  be  established  between  the  spring  tension  set  by  handwheel 


Si 

I 


-%^ 


S^  = 


—Ti ffBffnMi,  fifiUKirr 


Fio.  14    U-TuBE  AND  Quantity  Scale  for  Venturi  Meter 

Used  with  a  venturi  meter  m  shown  in  Fig.  12  and  with  a  oonstant-volume  goreraor  as  shown 

in  Fig.  13 

G  and  the  pressure  in  the  confined  space  in  the  mercury  pot  before 
the  governing  mechanism  comes  to  rest. 

50  The  caUbration  of  mercury  column  indicating  number  of 
cubic  feet  of  air  per  minute  refers  to  standard  air,  that  is,  air  of  the 
average  temperature  and  barometer  and  humidity  for  which  the  unit 
has  been  caUbrated.  Fig.  14  shows  a  caUbrated  scale  for  a  normal 
capacity  of  25,000  cu.  ft.  of  air  per  min.,  whereas  Fig.  12  shows  a 
multiple  venturi  of  a  much  greater  normal  capacity,  probably  40,900 
cu.  ft.  per  min. 
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THE   IMPACT   FLOAT   CONSTANT-VOLUME  GOVERNOR 

51  The  second  method  for  regulatmg  turbo-compressors  for 
blast-furnace  work  involves  the  use  of  the  impact  float  which  was 
originally  conceived  as  part  of  the  means  for  constant-volume  govern- 
ing. Fig.  11  shows  the  impact  float  suspended  in  a  conical  pipe  and 
attached  to  a  beam  cahbrated  in  cubic  feet  of  air  per  minute.  If 
this  beam  were  attached  by  linkages  to  the  governing  mechanism 
of  the  driver  of  a  centrifugal  compressor  it  could  be  made  to  take 
care  of  its  governing. 

52  Fig.  15  shows  such  a  constant-volume  governor.  Float  F 
is  suspended  by  a  vertical  rod  from  beam  B.  The  float  is  made  so 
it  can  be  heated  with  a  small  amount  of  compressed  air  introduced 
through  the  hollow  suspension  rod  *S  so  as  to  prevent  moisture  from 
condensing  and  freezing  upon  the  float  in  winter.  The  beam  is 
fulcnmied  at  A  and  is  balanced  by  counterweight  C  and  movable 
sUding  weight  W,  Dashpot  D  prevents  too  rapid  movements  or 
osciUations.  Handwheel  H  on  one  end  of  the  beam  moves  the  sUding 
weight  W  longitudinally  along  the  beam  by  means  of  a  threaded  shaft 
and  nut.  The  sUding  weight  can  thus  be  set  at  any  definite  position 
indicating  the  desired  volume  of  ^ir  per  minute.  Any  movement  of 
the  beam  is  transmitted  through  linkages  Af ,  N,  0  and  T  to  a  con- 
trolling pilot  valve  V  which  will  admit  steam  or  oil  under  pressure 
to  either  one  or  the  other  side  of  a  piston  P.  This  piston  is  con- 
nected directly  to  a  nest  of  controUing  valves  which  admit  steam  to 
separate  groups  of  turbine  nozzles.  The  turbine  governor  G  is  used 
as  a  speed-limiting  device,  so  arranged  that  when  the  turbine  reaches 
a  speed  corresponding  to  that  at  which  the  compressor  would  deUver 
the  maximum  permissible  pressure  (for  blast-furnace  work  usually 
30  lb.  per  sq.  in.  gage),  it  moves  hnkages  L,  K,  and  N  and  thereby 
influences  the  governing  pilot  valve  from  opening  more  valves  for 
steam  admission.  In  other  words,  at  this  speed  it  takes  the  control 
of  the  turbine  out  of  the  hands  of  the  constant-volume  governor. 

53  The  important  feature  of  this  method  of  constant-volmne 
governing  is  the  very  small  pressure  drop  involved  by  the  air  pass- 
ing through  the  conical  pipe  of  the  meter.  The  area  of  the  float  is 
so  large  that  a  very  low  velocity  of  air  and  an  extremely  small  pressure 
difference  on  the  two  sides  of  the  float  is  suflScient  to  afford  all  the 
force  necessary  to  move  the  entire  governing  mechanism.  This 
fact  also  makes  the  governor  sensitive  to  the  smallest  variation  in 
the  quantity  of  air  passing  through  the  compressor. 
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54  The  force  exerted  upon  the  impact  float  when  used  as  a 
constant-volume  governor  can  be  determined  from  Equation  [7]  pre- 
viously given. 

H 


Fig.  15    Volume  Corrector 

Shown  mounted  on  the  beam  of  a  constant-volume  governor 


55    It  has  been  found  advisable  to  make  the  area  of  such  a  float 

equal  to 

_„0i»     1 

.18) 


A=im^     ' 


Q  Vp«7 
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in  which 

A  —  area  of  float  in  sq.  ft. 

Q  =  correct  quantity  of  cu.  ft.  of  standard  air  per  minute  for 

a  definite  position  of  sliding  weight 
Oi  =  Q  +  g 

q  =  smaflest  change  of  volume  in  cu.  ft.  of  air  per  min.  de- 
sired to  produce  an  effect  governing 
7  =  density  of  air  in  lb.  per  cu.  ft. 

p  =  mean  effective  pressure  in  lb,  per  sq.  in.  for  which  the 
compressor  has  been  designed. 

56  It  will  be  noticed  that  the  smaUer  the  value  of  g,  the  more 
sensitive  will  be  the  governing  and  the  smaller  will  be  the  force 
available  for  governing  pmpoilses.  If  g  is  taken  reasonably  large  the 
governing  forces  become  greater  but  the  constant-volume  governor 
will  be  less  sensitive.  In  other  words,  g  is  a  measure  of  the  per 
cent  of  the  regulation  desired. 

57  When  the  float  is  in  proper  position  for  the  compressor  to 
deliver  its  normal  rating  of  air  against  the  normal  pressure,  the 
annulus  area  between  the  float  and  the  cone  may  be  found  from  the 
following  equation: 

a  =  0.0017  e  V^ [9] 

in  which 

a  =  annulus  area  in  sq.  ft. 
^  Q  =  the  normal  rating  of  the  compressor  in  cu.ft.  of  air  per  min. 
Pm  =  the  mean  effective  pressure  corresponding  to  the  normal 
pressure  rating  in  lb.  per  sq.  in. 

7  =  density  of  air  in  lb.  per  cu.  ft. 

58  It  is  advisable  to  make  the  inlet  pipe  diameter  for  supplying 
atmospheric  air  to  the  constant-volume  governor  and  hence  to  the 
compressor  of  such  diameter  as  to  limit  the  velocity  of  air  to  approxi- 
mately 30  ft.  per  sec.  The  constant-volume-govemor  cone  should 
extend  into  an  inlet  box  which  would  admit  air  with  imiform  dis- 
tribution into  the  cone.  It  is  therefore  advisable  to  have  the  inlet 
box  as  large  as  possible. 

59  Table  1  gives  an  idea  of  the  float  forces  and  float  areas  em- 
ployed in  practice,  the  float  force  having  been  measured  experimentally 
in  each  case. 
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TABLE  1    FLOAT  AREAS  AND  FORCES  USED  IN  IMPACT  FLOAT  METHOD 


Normal  ratine  of 

unit,  ou.  ft.  of 

standard  air  per 

min. 

Quantity  of  air 

deliverad.  cu.  ft. 

per  min. 

Float  area, 
sq.ft. 

Float  foroe. 
lb. 

50.000 

45.000                                   7.43 

168 

40.000 

*®'^                                   A  «7 
35.000                                   •^^ 

167 
128 

30.000 

30.000 
25.000 

4.00 

171 
118 

20.000 

22,500 
20.000 
18300 

8.14 

112 
80 
75 

INACCURACIES  OF  CONSTANT-VOLUME  GOVERNORS 

60  Both  the  venturi  meter  and  the  impact  float  methods  of 
constant-volume  governing  appUed  to  centrifugal  compressors  have 
resulted  in  improving  the  regulation  of  blast  furnaces.  Unfor- 
tunately, this  means  of  regulating  cannot  be  applied  to  any  other 
type  of  air-compressing  machinery  because  all  other  known  types  of 
compressors  do  not  produce  an  absolutely  steady  flow  of  air.  The 
advent  of  constant-volume  governing  has  eliminated  the  only  re- 
maining guesswork  heretofore  employed  in  regulating  the  air  supply 
to  a  blast  furnace.  With  careful  analysis  of  the  iron  ore  and  coke 
charged  to  the  furnace  and  a  careful  weighing  of  them  as  they  are 
charged,  the  amount  of  oxygen  necessary  for  combustion  of  the  coke 
and  reduction  of  the  iron  ore  is  accurately  and  easily  determined. 
It  is  then  only  necessary  in  the  venturi  method  to  adjust  the  governing 
mechanism  so  that  the  indicating  mercury  column  shows  the  desired 
quantity  of  atmospheric  air  per  mipute;  or,  in  the  impact  float 
method,  merely  to  set  the  sliding  weight  on  the  governing  beam  to 
the  indicated  quantity  of  atmospheric  air  desired.  In  the  latter 
case  the  weight  can  be  set  immediately  and  the  governor  will  auto- 
matically establish  the  proper  air  flow,  whereas,  in  the  former  case 
adjustment  must  be  made  slowly  until  the  desired  air  flow  is  obtained. 
In  both  cases,  however,  if  the  atmospheric  conditions  of  the  inlet 
air  change  from  the  so-called  standard  or  average  conditions  for 
which  the  governors  were  calibrated,  the  actual  quantity  of  air 
deUvered,  or  more  correctly,  the  actual  weight  of  oxygen  sent  to  the 
blast  furnace,  will  vary.     This  variation  may  be  considerable. 
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61  For  instance,  if  the  standard  air  conditions  are  taken  as  dry 
air  at  60  deg.  fahr.  and  29  in.  Hg  and  the  governor  is  calibrated 
for  these  conditions,  it  is  possible  to  conceive  a  summer  condition  of 
100  deg.  fahr.  with  a  barometer  of  26  in.  and  fully  saturated  air 
(as  on  a  rainy  and  stormy  day).  There  is  14  per  cent  less  oxygen 
per  cubic  foot  of  air  under  these  conditions  than  under  standard 
conditions.    In  winter,  atmospheric  air  may  be  at  0  deg.  fahr., 

•  the  air  perfectly  dry  and  a  barometer  of  30  in.  Hg.  A  cubic  foot  of 
this  air  will  contain  8  per  cent  more  oxygen  than  the  standard  air. 
It  is,  therefore,  perfectly  possible  to  supply  from  8  per  cent  too 
much  oxygen  to  14  per  cent  too  Uttle  oxygen  to  the  blast  furnace, 
if  regulation  is  dependent  on  constant-volume-govemor  settings  of 
standard  or  average  conditions  of  atmospheric  air. 

THE   VOLUME    CORRECTOR 

62  The  main  object  of  this  paper  is  to  describe  a  new  instrument 
named  a  volmne  corrector  which  can  be  applied  tp  the  sliding  weight 
and  calibrated  scale  of  an  impact-float  constant-volume  governor  for 
correcting  this  governor  when  handUng  air  of  any  temperature,  ba- 
rometer or  humidity.  An  instrument  similar  in  principle  and  some- 
what similar  in  construction  can  also  be  applied  to  the  indicating 
mercury  column  of  the  venturi  meter  so  as  to  obtain  proper  volume 
correction. 

63  The  volume  corrector  apphed  to  the  impact-float  constant- 
volume  governor  is  shown  in  Fig.  15.  The  scale  beam  B,  instead  of 
having  vertical  calibration  lines  for  standard  conditions  of  air,  has 
sloping  constant-voliune  lines  engraved  upon  it.  The  volume  cor- 
rector proper  is  mounted  on  the  front  of  the  sliding  weight  W.  Fig. 
16  is  a  photographic  view  of  a  part  of  this  scale  beam  with  volume 
corrector  mounted  on  the  sliding  weight;  and  Fig.  17  is  the  same  with 
the  hinged  door  of  the  volume  corrector  open,  as  is  the  case  when  the 
instnunent  is  to  be  set. 

64  Fig.  18  shows  a  little  more  clearly  the  arrangement  of  this 
instrument.  There  are  three  milled  heads,  A,  B,  and  C,  provided 
for  adjusting  pointers  indicating  barometer,  temperature  and  hu- 
midity. All  that  is  required  of  the  operator  is  to  set  these  pointers 
correctly.  After  obtaining  the  actual  barometer  reading  from  a 
standard  barometer,  and  the  actual  temperature  of  the  incoming  air, 
and  observing  the  existing  hiunidity — which  is  usually  done  by  noting 
the  temperature  difference  between  a  wet-  and  dry-bulb  thermometer, 
pointer  a  is  set  at  the  proper  barometric  reading,  pointer  6  at  the 
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Fig.  16    Photographic  View  of  the  Volume  Corrector 

Front  door  of  casing  closed 


'  • 

i 

^B 

^I^^^^B.      w-jy- 

b 

Fig.  17    Photographic  View  of  Volume  Corrector 
Front  door  of  eaong  opened 
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proper  temperature  reading,  and  pointer  c  moved  so  as  to  intersect 
the  curve  corresponding  to  the  observed  temperature  difference  be- 
tween the  wet-  and  dry-bulb  thermometers. 

65  The  movement  of  each  of  these  pointers  influences  the  final 
position  of  the  main  pointer  P.  This  main  pointer  moves  in  a  ver- 
tical direction  with  respect  to  the  scale  on  the  beam.  After  the  vol- 
ume corrector  is  properly  set,  the  sliding  weight  to  which  the  volume 
corrector  is  permanently  attached  is  moved  horizontally  along  the 


Fig.  18    View  of  Volume  Corrector  Showing  Details 

beam  until  the  main  pointer  P  intersects  the  sloping  Une  on  the  gradu- 
ated scale  designating  the  proper  volume  of  standard  air  required. 
When  so  set  the  sUding  weight  is  in  the  proper  position.  This  per- 
mits corrections  to  be  made  for  variation  in  temperature,  barometer 
and  humidity  so  that  a  constant  weight  of  oxygen  is  supplied  no 
matter  what  the  conditions  of  the  atmospheric  air.  Having  de- 
termined that  the  blast  furnace  requires  a  definite  volume  of  standard 
air  (dry  air  at  60  deg.  fahr.  and  29  in.  Hg),  the  governor  with  cor- 
rected setting  of  the  sliding  weight  will  deliver  the  proper  amount  of 
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actual  air  which  would  contain  the  same  weight  of  oxygen  as  would  be 
contained  in  the  required  quantity  of  standard  air. 

66  The  amount  of  oxygen  in  dry  air  varies  directly  as  the  den- 
sity of  the  air.  The  density  of  air  is  directly  proportional  to  the 
barometric   pressure   and   inversely   proportional   to  the   absolute 

temperature.     Expressed  symbolicaUy,  7  oc  ^-    As  the  float  force  is 

JJf2 

proportional  to  — ,  a  change  in  density  7  with  the  governor  set  to 

maintain  a  constant  weight  M  of  air  per  second  will  cause  the 
governor  to^hange  the  speed  of  the  compressor  until  a  new  weight 

Ml  is  delivered,  such  that  the  new  value  of is  the  same  as  the 

7i 
Af2 
original  value  of  — .     Expressed  symbolically,  for  a  given  setting 

of  the  sliding  weight,  M*  oc  7,  or  M  oc  V7  oc  y  ^.     For  moist  air  the 

barometer  no  longer  represents  'the  pressure  of  the  air  itself,  for  part 
of  the  barometric  pressure  is  due  to  the  vapor  pressure  in  the  air. 
This  vapor  pressure  must  therefore  be  subtracted  from  the  observed 
barometric  pressure  in  order  to  get  the  net  air  pressure  to  be  used  in 
computing  the  air  density  and  hence  the  weight  of  oxygen  per  cu.  ft.  of 
air.  For  saturated  air  (a  relative  hiunidity  of  100  per  cent)  the  vapor 
pressing  can  be  read  directly  from  steam  tables  for  the  observed 
atmospheric  temperature.  If  the  air  is  not  quite  saturated,  the 
relative  humidity,  or  the  percentage  of  the  possible  maximum  of 
moisture  in  the  air,  can  be  determined  in  a  niunber  of  ways;  usually, 
from  a  dry-  and  wet-bulb  thermometer  arrangement.  The  vapor 
pressing  for  a  given  temperature  is  proportional  to  the  relative 
humidity,  and  this  must  then  be  subtracted  from  the  observed 
barometric  pressure  in  computing  the  air  density. 

67  The  graduated  scale  on  the  beam  of  the  constant  volume 
governor  was  designed  by  taking  a  horizontal  base  line  such  as  was 
shown  in  Figs.  15,  16  and  17,  and  shown  schematically  in  Fig.  19  as 
AA\  and  placing  thereon  the  proper  calibration  for  standard  air 
(dry,  60  deg.  fahr.,  29  in.  Hg).  The  zero  on  this  line  gives  the 
position  of  the  sliding  weight  when  the  constant-volume  governor 
beam  is  in  equilibrium  and  no  air  is  flowing.  The  point  B  (Fig.  19) 
represents  the  position  of  the  sliding  weight  for  10,000  cu.  ft.  flow; 
and  point  C  its  position  for  20,000  cu.  ft.  flow,  etc.  The  distance 
AC  is  made  equal  to  four  times  AB.  Similarly  the  distance  AZ>, 
where  D  represents  the  30,000  cu.  ft.  point,  is  made  equal  to  nine 
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times  AB.  With  respect  to  temperature,  the  graduations  on  A  A' 
hold  good  so  long  as  the  prevailing  atmospheric  temperature  is 
520  deg.  fahr.  absolute.  When  the  prevailing  temperature  is 
other  than  520  deg.  fahr.  absolute,  the  relations  of  the  distances 
AB^  AC,  AD  to  each  other  remain  unchanged;  but  they  must  all  be 
multiplied  or  foreshortened  by  the  same  ratio.  This  is  accomplished 
in  the  following  manner: 

68  Referring  to  Fig.  19,  let  the  line  OAB'  be  perpendicular  to 
Ihe  base  line  AA';  and  let  OA  represent  to  some  scale  520  deg.  fahr. 
absolute,  and  OB'  represent  2080  deg.  fahr.  absolute  to  the  same  scale, 
so  that  OB'  =  4  0A.     Draw  B'C  parallel  to  A  A'  and  CC  parallel 


Fig.  19    Diagram  Illustrating  Construction  of  Scales  on  Volume 

Corrector 

to  OB'.  Also  prolong  the  straight  line  OB  until  it  intersects  the  line 
B'C  in  the  point  P  (not  shown).  The  triangles  OAB  and  OB'P  being 
similar,  B'P  :AB  ::0B'  :0A;  or  B'P  =  4  AB.  But  B'C  =  AC 
=  4  AB.  Therefore  B'P  =  B'C;  or  P  coincides  with  C.  In  other 
words,  the  intersection  C  of  the  line  CC  with  B*C'  is  a  point  on  the 
straight  line  OB. 

69  Now  in  actual  operation  when  the  governor  is  set  to  deliver 
20,000  cu.  ft.  of  standard  air  per  minute  for  a  temperature  of  520 
deg.  fahr.  and  should  the  actual  temperature  be  four  times  as  high,  or 
2080  deg.  fahr.  absolute,  the  governor  will,  as  explained  before,  with 
the  same  setting  of  the  sliding  weight,  regulate  for  only  10,000  cu. 
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ft.  of  standard  air  per  minute,  because  the  density  of  the  air  at  2080 
deg.  fahr.  absolute  is  one-fourth  of  that  at  520  deg.  fahr.  absolute. 
The  pointer  of  the  sliding  weight  must  under  those  conditions  then 
read  10,000  cu.  ft.  without  the  sliding  weight  itself  being  disturbed 
in  any  way.  In  the  volume  corrector  this  would  be  accomplishe(^  by 
pushing  up  the  final  pointer  along  a  uniform  temperature  scale  until 
it  reads  2080  deg.  fahr.  absolute,  because  the  pointer  traveling  up- 
ward would  then,  as  proved  above,  just  intersect  the  10,000  cu.  ft. 
line  OBC  It  will  be  noticed  that  all  the  sloping  lines  representing 
definite  volumes  of  air  per  minute  meet  at  0.  This  would  represent 
the  point  of  absolute  zero  if  the  same  temperature  scale  was  carried 
down  on  the  prolongation  of  the  line  AB.  From  the  above  it  can  be 
seen  that  if  the  volume  corrector  be  made  to  carry  a  temperature 
scale  with  the  same  distances  as  employed  in  the  engraving  of  the 
scale  on  the  beam,  and  the  main  pointer  P  of  the  volume  corrector  be 
made  to  move  vertically  up  and  down  the  proper  distance  to  this 
scale,  the  sliding  weight  can  be  set  for  any  observed  temperature  of 
atmospheric  air  so  as  to  deliver  the  proper  volume  of  air  containing 
the  same  weight  of  oxygen  as  is  contained  in  the  previously  calculated 
necessary  volume  of  air  of  standard  conditions. 

70  Further  consideration  will  show  that  as  far  as  the  density 

or  the  square  of  the  volume  is  concerned,  doubling  the  absolute 

temperatiure  is  equivalent  to  halving  the  barometer.     In  other  words, 

any  barometric  change  can  be  expressed  by  an  equivalent  temperature 

change.    For  instance,  if  29  in.  Hg  is  taken  as  the  standard  barometer 

and  60  deg.  fahr.  (520  deg.  absolute)  as  the  standard  temperature, 

a  change  to  28  in.  barometer,  the  temperature  remaining  at  60  deg. 

29  X  520 
fahr.,  is  equivalent  to  a  change  to  a  temperature  of ^ or 

538.6  deg.  fahr.  absolute  (78.6  deg.  fahr.)  with  the  barometer  re- 
maining at  29  in.  Hg.  The  distance  on  the  barometer  scale  from  29 
in.  to  28  in.  must  therefore  equal  the  distance  *from  60  deg.  fahr.  to 
78.6  deg.  fahr.  on  the  thermometer  scale,  whereas  the  correction 
necessary  from  29  in.  Hg  to  25  in.  Hg  barometer  is  equivalent  to 

a  change  to  a  temperature  of  — ^_ —  or  603.2  deg.  fahr.  absolute 

(143.2  deg.  fahr.)  with  the  barometer  remaining  at  29  in.  Hg.  The 
distance  on  the  barometer  scale  from  29  in.  to  25  in.  must  therefore 
equal  the  distance  from  60  deg.  fahr.  to  143.2  deg.  fahr. 

71  The  barometric  scale  constructed  on  the  above  principle  for 
the  volume  corrector  is  evidently  a  reverse  and  reciprocal  (that  is, 
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non-uniform)  scale.  For  constructional  reasons,  and  chiefly  to  take 
care  of  humidity  corrections  explained  later,  it  is  desirable  to  have 
this  scale  uniform  without  affecting  in  any  way  the  acciu*acy  of  the 
instrument.    This  is  accomplished  in  the  following  manner. 

72  Referring  to  Fig.  20,  which  gives  a  view  of  the  volume 
corrector  shown  in  Fig.  18  but  with  some  of  the. front  cover  plate 
removed,  A,  B  and  C  are  the  pins  to  which  the  milled  heads  A,  B 
and  C  of  Fig.  18  are  attached.  The  main  pointer  in  Fig.  18  is  moved 
up  and  down  in  a  vertical  slot  by  mean^  of  pin  p  in  Fig.  20.     When  the 


Fig.  20    Sectional  View  op  Volume  Cohrectok 

operator  moves  milled  head  A  so  that  pointer  a  indicates  the  ba- 
rometer reading,  gearwheel  D  (Fig.  20)  rotates  about  pin  A  because 
it  is  meshed  into  a  rack  E  which  remains  stationary.  Motion  is 
given  to  pin  p  (which  is  held  in  a  vertical  slot)  by  the  slot  S  in  gear- 
wheel D:  This  slot  is  in  the  form  oiF  a  cam  and  so  designed  that  pin 
p,  and  therefore  the  main  pointer  P,  moves  the  proper  distance 
verticaUy.  The  main  pointer  will  move  a  less  distance  vertically 
when  barometer  pointer  moves  from  32  in.  to  31  in.  than  it  will 
when  moving  from  31  in.  to  30  in.,  and  loss  from  31  in.  to  30  in.  than 
it  will  from  30  in.  to  29  in.     Therefore,  although  the  barometer 
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scale  over  which  pointer  A  moves  has  uniform  divisions,  the  actual 
vertical  distance  through  which  the  main  pointer  P  moves  is  non- 
uniform and  follows  a  reciprocal  scale. 

73  The  setting  of  temperature  is  accomplished  through  milled 
head  B  which  is  attached  to  a  plate  movable  vertically  between  gibs 
GG  and  which  carries  With  it  the  rack  E,  gearwheel  D,  and  pin  p  with 
main  pointer  P.  Moving  B  up  and  down  does  not  revolve  gearwheel 
D  at  all  (that  is,  does  not  disturb  the  barometer  setting),  but  simply 
moves  main  pointer  P  over  a  temperature  scale  shown  in  Fig.  18. 
Pointer  6  is  set  opposite  the  proper  temperature  reading. 

74  The  corrections  for  humidity  in  the  volume  corrector  are 
based  upon  the  following  considerations:  The  barometric-pressure 
reading  as  usually  observed  is  equal  to  the  sum  of  the  air  pressive 
plus  the  Vapor  pressure.  If  the  air  is  saturated,  that  is,  if  it  contains 
all  the  water  vapor  it  is  capable  of  holding  without  precipitation  at 
the  particular  temperature,  the  value  of  the  vapor  pressure  at  the 
given  temperature  can  be  ascertained  experimentally  or  taken  from 
the  steam  tables.  If  the  degree  of  saturation  or  the  relative  humidity 
is,  say,  only  20  per  cent  or  50  per  cent,  then  the  vapor  pressing  as 
determined  experimentally  must  be  multiplied  by  0.20  or  0.50  as  the 
case  may  be. 

75  The  most  usual  method  of  ascertaining  the  relative  humidity 
of  the  air  is  by  means  of  a  wet-  and  dry-bulb  thermometer  arrange- 
ment. In  its  simplest  form  it  consists  of  two  similar  thermometers, 
the  bulb  of  one  of  which  is  covered  by  a  wet  piece  of  sponge.  If  the 
air  is  fully  saturated  no  evaporation  into  it  can  take  place  and  the 
two  thermometers  record  the  same  temperature.  When  the  air  is  only 
partly  saturated,  the  evaporation  from  the  wet  bulb  lowers  the  ther- 
mometer reading;  so  that  the  difference  in  the  readings  of  the  wet 
and  dry  thermometers  can  be  taken  as  a  measure  of  the  relative 
humidity  of  the  air.  For  any  combination  of  relative  humidity 
and  atmospheric  temperature  the  vapor  pressure  is  a  definite  quantity. 
This  vapor  pressure  must  be  subtracted  from  the  observed  barometer 
reading  in  order  to  give  the  net  or  correct  air  pressure  to  be  used  on 
the  barometer  scale  above  described;  since  it  is  the  density  (and 
therefore  the  actual  pressure)  of  the  air  alone  that  is  of  importance, 
and  not  the  density  of  the  mixture  of  air  and  water  vapor. 

76  It  is  important  to  note  that  the  humidity  correction  in 
pounds  per  square  inch  or  in  inches  of  mercury  is  independent  of  the 
actual  barometer  reading,  and  depends  only  on  the  atmospheric 
temperature  and  on  the  difference  between  the  wet-  and  dry-bulb 
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thermometer  readings  (relative  humidity).  The  hmnidity  correction 
can  therefore  be  made  mechanically  if  the  pointer  P  on  the  sliding 
weight  is  given  an  additional  correction  or  movement  which  would 
be  the  equivalent  amount  of  a  certain  subtraction  of  pressure  on  the 
barometric  scale  equal  to  the  correction  for  the  pressure  due  to 
vapor.  It  is  for  this  reason  that  it  is  preferable  to  make  the  divisions 
on  the  barometric  scale  uniform,  so  that,  for  instance,  a  half-inch 
mercury  correction  would  require  the  same  movement  no  matter 
at  what  reading  the  barometer  scale  happened  to  be  set.  As  will 
be  shown  later,  the  volume  corrector  accomplishes  this,  therefore  no 
matter  where  the  barometer  pointer  a  is  set,  the  humidity  correction 
moves  the  main  pointer  P  on  the  sliding  weight  the  proper  amount. 
It  will  also  be  noticed  that  the  humidity  is  a  function  of  the  atmos- 
pheric temperature,  that  is,  when  the  temperature  is  high  the  water 
vapor  in  the  saturated  air  is  higher  than  when  the  temperature  is 
low.  In  the  volmne  corrector  the  setting  of  the  temperature  pointer 
h  on  the  temperatm«  scale  automatically  sets  the  hmnidity  pointer 
c  to  the  correct  temperature  also. 

•  77  Referring  to  Fig.  18,  the  correction  for  humidity  is  made  by 
loosening  milled  head  C  and  swinging  pointer  c  until  it  intersects 
or  indicates  the  proper  amount  of  difference  in  reading  between  the 
wet-  and  dry-bulb  thermometer.  The  movement  of  the  long  arm 
carrying  pointer  c  about  the  center  of  milled  head  C  moves  pin  / 
attached  to  a  plate  canying  gearwheel  D,  but  does  not  move  rack 
E,  Moving  gearwheel  D  vertically  up  or  down  rotates  D  because 
E  is  stationary  and  thereby  moves  the  main  pointer  P  similarly,  as 
heretofore  described. 

ACCURATE  CONSTANT-VOLUME  GOVERNING 

78  The  volume  corrector  therefore  is  an  instrument  which  can 
be  set  by  an  operator  at  the  existing  barometer,  temperature  and 
humidity  of  the  atpiospheric  air  and  when  so  set.  will  permit  the 
setting  of  the  shding  weight  on  the  scale  beam  in  a  position  so  that 
the  constant-volume  governor  will  hold  or  deliver  the  correct  volume 
of  air  which  would  contain  the  same  weight  of  oxygen  as  would  be 
contained  in  a  certain  predetermined  and  desired  volume  of  standard 
air. 

79  This  means  that  the  blast-furnace  operator,  knowing  the 
chemical  compositions  of  the  coke  and  iron  ore  and  the  amounts 
charged  to  the  furnace  in  a  stated  period  of  time,  can  determine  the 
exact  volume  of  standard  air  (dry,  60  deg.  fahr.,  29  in.  Hg)  which 
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will  contain  the  proper  amount  of  oxygen  necessary  for  joombustion 
of  the  coke  and  reduction  of  the  iron  ore  in  the  blast  furnace.  He 
need  not  perform  any  mathematical  calculations  as  to  how  much  more 
or  how  much  less  air  must  be  supplied  when  the  atmospheric  condi- 
tions are  not  those  considered  standard  in  order  to  be  siu*e  the  blast 
furnace  is  receiving  at  all  times  its  exact  and  necessary  weight  of 
oxygen. 

80  The  volume  corrector  needs  resetting  every  time  the  oper- 
ator notices  any  change  in  the  barometer,  temperature  or  difference 
between  the  wet-  and  dry-bulb  thermometer  reading  in  order  to  be 
sure  of  securing  the  most  efficient  regulation.  The  air  conditions, 
however,  do  not  vary  rapidly  and  the  practice  of  inserting  in  an 
engine-room  log  every  half  hour  the  steam  pressure,  r.p.m.,  vacuum 
and  other  information  can  easily  be  extended,  to  include  readings 
of  the  barometer,  thermometer  and  wet-  and  dry-bulb  instrument. 
Even  with  the  front  cover  of  the  volume  corrector  closed,  transparent 
places  are  provided  which  will  permit  any  one  checking  or  observing 
these  settings.  The  need  of  a  volume  corrector  is  apparent  from  the 
fact  that  it  is  possible  to  have  a  variation  of  weight  of  oxygen  delivered 
to  a  furnace  of  5  to  10  per  cent  ordinarily  and  in  extreme  cases  as 
high  as  20  per  cent  as  a  result  of  variations  in  atmosphericiair  con- 
ditions, especially  as  between  winter  and  summer.  The  gains  in 
quality  and  quantity  of  output  of  a  blast  furnace  obtained  even 
by  the  former  methods  of  constant-volmne  governing  without  vol- 
ume corrections  will  be  still  further  improved  by  the  use  of  constant- 
volume  governing  with  proper  volume  corrections. 

DISCUSSION 

C.  p.  Crissey  (written).  In  addition  to  the  methods  mentioned 
in  Par.  17,  it  is  also  perfectly  commercial  and  good  practice  to  test 
turbo-blowers  by  means  of  a  nozzle  placed  at  the  inlet.  This  method 
makes  it  unnecessary  to  disarrange  the  discharge  piping  or  waste  the 
air. 

Referring  to  the  author's  remarks  on  the  orifice  method  of  mea- 
surement in  Par.  21,  I  do  not  know  of  any  objection  to  attachiiig  a 
parallel  section  at  the  end  of  the  orifice.  On  the  other  hand,  experi- 
ence does  not  show  this  to  be  necessary  when  the  nozzle  is  properly 
shaped.  The  impression  should  not  be  gained  that  nozzles  without 
the  straight  portion  are  inferior  in  accuracy  or  in  any  other  respect. 

A  very  ingenious  device  fo  allow  for  changes  of  temperature, 
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barometer  and  humidity  is  described,  but  it  is  not  automatic.  The 
question  at  once  arises  why  a  set  of  tables  or  charts  could  not  be 
used  giving  equivalent  settings  for  the  sliding  weights.  Any  mecha- 
nism is  liable  to  errors  and  disarrangement,  and  until  something 
automatic  is  developed  I  believe  that  tables  and  charts  will  be  more 
satisfactory  than  the  device  described. 

R.  J.  Wysor*  (written).  The  author  assumes  that  a  constant 
weight  of  air  should  be  deUvered  to  the  furnace  imder  all  conditions, 
whereas,  from  an  operating  standpoint,  it  is  frequently  found  ad- 
visable to  change  this  weight  for  different  furnace  conditions,  beyond 
that  corresponding  to  var3dng  atmospheric  conditions.  Again,  the 
author  takes  no  cognizance  of  leakage  after  the  blast  has  left  the 
blower,  that  is,  through  the  cold-blast  main,  stoves,  hot-blast  main 
and  bustle  pipe,  with  the  niunerous  valves,  seams  and  joints,  offer- 
ing opportunity  for  loss  of  air.  This  loss  in  different  plants  varies 
from  probably  a  minimum  of  5  per  cent  to  a  possible  mftyiTniim  of 
25  per  cent.  And  at  each  furnace  it  is  a  widely  variant  quantity  due . 
to  changes  in  pressure  and  temperature  of  the  blast,  atmospheric 
conditions,  state  of  repair  of  the  system,  etc.  In  other  words, 
no  matter  how  accurate  the  governing  device  may  be,  there  is  still 
considerable  diflSculty  in  delivering  a  fixed  weight  of  oxygen  to  the 
furnace  per  unit  time. 

Linn  Helander  said  that  the  clearance  space  of  7  per  cent  used 
by  the  author  was  rather  high,  and  that  3  per  cent  was  more  usual; 
also  that  the  variation  in  air  pressure  of  from  10  lb.  to  30  lb.  seemed 
large  for  a  blowing  engine  for  which  operating  conditions  have  been 
estabUshed. 

Again,  as  to  the  author's  correction  of  clearance  for  determining 
volumetric  efficiency,  it  is  necessary  to  subtract  the  clearance  volume 
from  the  corrected  voliune,  which  would  be  7  per  cent  from  the  11.8 
per  cent  mentioned  in  Par.  7,  making  the  corrected  loss  in  efficiency 
4.8  per  cent.  This  must  be  done  as  the  voliunetric  efficiency  is  the 
ratio  of  the  piston  displacement  after  atmospheric  pressure  is  reached 
to  the  total  piston  displacement,  and  the  difference  between  these  two 
displacements  does  not  include  the  clearance  volume. 

The  Author.    In  reply  to  Mr.  Crissey,  I  would  say  that  a  nozzle 
without  a  straight  portion  can  be  used,  but  in  that  case  there  is  no 
*  Supt.,  Blast  Furnace  Department,  Bethlehem  Steel  Co.,  South  Bethlehem, 
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way  of  telling  whether  the  jet  as  it  leaves  the  nozzle  covers  the  en- 
tire exit  area. 

In  regard  to  using  tables  or  charts  for  setting  the  sliding  weights, 
I  would  say  that  there  are  three  variables  and  an  infinite  number  of 
combinations.  The  barometer  can  be  set  for  each  0.1  in.  of  varia- 
tion. Similarly  there  are  an  infinite  number  of  variations  of  tem- 
perature and  humidity,  and  any  one  who  has  attempted  to  get  up 
a  set  of  tables  or  a  set  of  curves  would  realize  how  difficult  it  is 
and  how  volimiinous  it  would  be,  and  secondly,  how  much  easier 
it  would  be  to  use  the  instnunent  by  the  three  settings,  and  auto- 
matically get  the  proper  reading,  than  to  go  over  a  set  of  tables  and 
probably  make  a  mistake.  Also,  the  superintendent  in  walking 
through  a  blast-furnace  plant  can  easily  check  up  the  three  settings 
made  by  the  operators  and  see  that  the  barometer,  temf>erature  and 
humidity  settings  are  correctly  made.  He  cannot  do  that  as  readily 
if  he  has  a  set  of  tables  to  check. 

In  reply  to  Mr.  Helander  I  would  say  that  the  statement  made  in 
» the  paper  in  reference  to  volumetric  displacement  is  correct,  because 
the  clearance  space  between  the  cylinder  head  and  the  piston  is  not 
the  entire  clearance  space.  It  includes  all  the  clearance  spaces 
down  to  the  valves,  and  it  is  known  that  the  volimietric  efficiencies 
of  blowing  engines  are'  seldom  above  85  per  cent  in  practice.  The 
statement  that  a  blowing  engine  can  go  from  10  lb.  pressure  to  30  lb. 
pressure  deals  with  extremes  that  do  not  ordinarily  occur,  but  distinct 
cases  are  known  where  a  blowing  engine  normally  operating  at  12  to 
15  lb.  went  all  the  way  up  to  30  lb.  when  the  furnace  tightened  up. 

In  reply  to  Mr.  Wysor,  we  contend  that  the  oM  method  of  chang- 
ing the  air  supply  to  a  blast  furnace  to  allow  for  different  furnace 
conditions  is  exactly  what  a  volume  governor  should  correct.  This 
is  why  a  constant- volume  governor  increases  the  furnace  output. 
It  keeps  the  furnace  condition  uniform.  If  the  quality  of  ore  or 
coke  changes,  then  the  governor  setting  is  changed  accordingly.  No 
governor  can  take  care  of  air  leaks  in  the  piping,  and  good  furnace 
blowing  requires  airtight  cold-blast  mains,  etc.  A  decided  gain  has 
been  obtained  by  taking  care  of  this  in  blast-furnace  installations. 

The  proof  of  the  entire  matter  is  that  where  proper  constant- 
volume  governing  has  been  installed  there  has  been  a  decided  im- 
provement in  the  quality  and  quantity  of  the  blast-furnace  output 
with  the  added  advantage  of  a  much  easier  means  of  handling  the 
blast  furnace.  The  proper  volume  of  air  for  blowing  is  not  left  to  be 
determined  by  the  hit-or-miss  method  of  the  blast-furnace  operator. 
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EXPENSES   AND   COSTS 

By  H.  L.  Gantt,  New  York,  N.  Y. 
Member  of  the  Society 

Mr.  GanU  daimB  thai  there  are  in  every  manufaduring  enterprise  expinses  which 
do  not  contribute  either  direcUy  or  indirectly  to  the  production  of  goode.  He  daims 
that  mch  expenses  should  not  be  considered  as  a  part  of  the  legitimate  cost  of  the  goods, 
but  should  be  kept  in  a  separate  account, 

Hefurlher  claims  that  the  expenses  in  this  account  should  he  classified  according 
to  their  various  cattses^  and  that  strenuous  efforts  should  be  made  to  eliminate  these 
causes  and  thertby  reduce  this  nonr^productive  expense. 

This  is  particularly  important  in  time  of  war,  when  we  need  all  of  our  energy 
for  productive  purposes. 

INTRODUCTION 

'T^HE  irresistible  logic  of  events  is  making  so  clear  the  truth  which 
is  presented  in  my  paper  that  it  seems  hardly  worth  while  to 
emphasize  the  subject  at  all.  Not  only  is  it  true  that  preventable 
wastes  and  inefficiencies  will  not  be  accepted  as  a  legitimate  part  of 
the  cost  of  an  article,  but  it  is  also  true  that  we  may  in  the  near 
future  be  compelled,  on  account  of  the  shortage  of  material  and  labor, 
to  deny  to  manufacturers  material  and  labor  unless  they  use  them 
both  efficiently. 

With  a  shortage  of  coal,  for  instance,  it  is  almost  sure  that  the 
Priority  Board  will  in  the  near  future  give  preference  to  those  plants 
which  use  their  coal  efficiently,  and  it  is  entirely  within  the  bounds 
of  possibility  that  those  who  are  very  wasteful  in  the  use  of  coal  may 
be  denied  the  use  of  it  entirely  in  favor  of  those  who  make  better  use 
of  it. 

We  thus  see  that  when  labor  and  material  are  the  limiting  factors 
which  determine  not  only  our  immediate  welfare  but  our  ultimate 
destiny  as  a  nation,  the  question  of  efficiency  in  their  use  becomes  a 
matter  of  most  important  public  concern. 
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Under  these  conditions  the  absolute  necessity  for  an  accounting 
system  which  lays  bare  the  preventable  wastes  becomes  evident  to 
all,  and  the  methods  of  the  past  which  fail  to  do  this  will  soon  become 
as  obsolete  as  a  dodo. 

TN  determining  the  cost  of  a  manufactured  article,   should  we 
include  all  the  expense  incurred  while  that  article  is  being 
manufactured,  or  should  we  include  only  those  expenses  which  con- 
tribute to  its  production? 

2  It  does  not  require  any  knowledge  of  cost  accounting,  book- 
keeping, or  other  oflSce  art  to  enable  the  practical  man  to  say  that 
costs  should  include  only  those  expenses  needed  to  produce  the 
article  in  question,  and  that  those  people  who  insist  on  including  in 
their  costs  expenses  which  do  not  contribute  to  the  production  of  the 
article  are  simply  trying  to  recover  from  the  public  through  a  higher 
selling  price  the  expenses  which  they  incur  through  ineflBciency  and 
waste. 

3  All  cost  figures  may  be  divided  into  three  parts: 
a  The  expense  for  material 

b  The  expense  for  labor 

c  The  overhead  expense,  or  **bul*den." 

4  There  is  no  great  difficulty  about  getting  the  expense  for 
material  and  the  expense  for  labor,  and  most  concerns  get  these 
elements  quite  accurately,  but  there  is  a  great  variety  of  opinion  as 
to  what  the  "burden"  charge  on  any  particular  work  should  be. 
This  overhead  or  "burden"  may  be  divided  into  two  parts: 

a  That  which  is  incurred  through  simple  ownership  or  rental 
of  the  plant  and  keeping  it  ready  for  operation 

b  That  which  is  incurred  by  operating  the  plant,  exclusive  of 
direct  labor  and  material. 

5  Analyzing  further  the  meaning  of  the  term  "burden,"  we  see 
that  the  first  part  is  made  up  of  ownership  or  rental  of  a  number  of 
machines  or  work  benches,  properly  housed.  The  second  part 
consists  of  the  expense  of  operating  the  various  machines,  which 
consists  of  power,  oil,  waste,  repairs,  etc. 

6  Inasmuch  as  the  rental  which  we  should  pay  for  the  plant  is 
made  up  of  the  rental  of  the  individual  machines  and  work  spaces,  we 
must  be  able  to  determine  the  proper  rental  for  each  of  these  in  order 
to  form  an  intelligent  idea  of  the  proper  rental  for  the  whole  plant. 
In  the  same  way  we  can  determine  the  amount  of  supervision,  power, 
oil,  and  waste  needed  to  run  these  machines  individually. 
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7  Working  along  these  lines,  we  are  able  to  determine  for  each 
machine  in  the  factory  both  an  idle-  s^nd  an  operating-expense  rate. 

8  Any  article  manufactured  on  a  machine  should  undoubtedly 
bear  the  operating-expense  rate  for  the  time  during  which  the  machine 
was  operated  on  it. 

9  The  expense  of  maintaining  the  machine  in  idleness  during 
the  time  it  was  not  operated  cannot  legitimately  be  charged  to  the 
work  done  while  it  was  operated,  and  should  be  put  into  another 
account. 

10  We  thus  see  that  every  plant  has  two  kinds  of  burden: 

a  That  which  produces  goods  and  which  can  legitimately  be 

charged  to  the  cost  of  those  goods,  and 
b  That  which  produces  nothing,  and  must  be  put  into  some 

other  account. 

11  In  the  past  it  has  been  too  much  the  fashion  to  put  these  two 
kinds  into  one  account  and  make  the  product  bear  both.  This  has 
led  to  so  much  confusion  and  is  so  evidently  wrong  that  it  is  not 
worth  discussion. 

12  On  the  other  hand,  a  careful  consideration  of  the  expense 
incurred  while  the  plant  is  idle  leads  to  very  fruitful  results:  first, 
through  an  attempt  to  find  out  why  the  plant  is  idle,  and  then  through 
an  attempt  to  eliminate  the  causes  of  idleness,  which  are  lack  of  work, 
lack  of  help,  lack  of  material,  repairs,  etc. 

13  Without  gomg  into  the  details  of  those  subjects,  it  may  be 
readily  appreciated  what  advantage  will  be  derived  from  a  careful 
study  of  each  of  these  causes. 

14  This  general  view  of  the  cost  question  leads  to  a  further 
simplification  of  the  problem  which  is  worthy  of  careful  consideration. 

15  First,  the  expense  of  owning  and  maintaining  a  certain 
machine  in  idleness  properly  equipped  for  efficient  operation  should 
be  substantially  the  same  in  any  part  of  the  country  where  the 
machine  could  be  bought  at  substantially  the  same  price. 

16  Second,  the  amount  of  power,  oil,  waste,  and  repairs,  and  even 
supervision,  of  a  certain  machine  should  be  substantially  the  same  in 
any  part  of  the  country,  if  it  were  engaged  upon  substantially  the 
same  kind  of  work. 

17  Following  these  lines  of  thought,  we  readily  see  that  a 
standardization  of  cost  methods  and  of  costs  is  possible,  which  was 
unsuspected  a  few  years  ago. 

18  While  the  writer  and  those  with  whom  he  has  been  associated 
have  done  quite  a  good  deal  of  work  on  these  Unes,  and  while  the 
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results  have  been  satisfactory  to  a  degree  that  was  entirely  iinantici- 
pated,  he  does  not  yet  feel  that  the  matter  has  been  developed  to  such 
a  degree  as  to  warrant  detailed  publication.  The  fact,  however,  that 
the  Federal  Government  has  placed  so  many  contracts  on  a  ''cost 
plus"  basis,  leads  him  to  set  forth  these  ideas,  which  are  the  only 
ones  which  seem  to  him  to  give  promise  of  avoiding  %m  almost  in- 
tolerable situation  resulting  from  a  complication  of  interests  which 
is  bound  to  arise  in  the  near  future. 

19  It  seems  to  the  writer  that  much  of  the  confusion  on  the 
subject  of  costs  in  the  past  has  been  due  to  a  misconception  of  the 
subject.  The  intimate  relation  between  production  and  costs  has 
not  been  sufficiently  recognized,  and  the  accountant  has  looked  upon 
costs  as  a  bookkeeping  proposition,  whereas  in  truth  costs  are  much 
more  closely  connected  with  engineering  and  production  than  with 
bookkeeping  and  accounting. 

20  If  the  engineer  will  recognize  this  fact  and  insist  that  money 
spent  without  any  corresponding  production  must  be  kept  separate 
from  that  which  was  productive,  either  directly  or  indirectly,  many 
of  the  apparent  contradictions  with  which  we  are  so  frequently  faced 
Mrill  be  eliminated. 

21  As  soon  as  we  establish  these  methods,  the  following  question 
is  immediately  put  to  us  by  the  accountant  and  financier,  "What  are 
we  going  to  do  with  this  expense  of  idleness?''  they  having  never 
before  realized  that  it  cost  something  to  be  idle. 

22  My  frank  answer  to  thai)  is  that  I  do  not  know.  Moreover^ 
I  don't  care,  provided  they  do  not  charge  it  to  me  in  the  products 
which  I  buy  from  them.  My  recommendation,  however,  would  be 
that  they  see  how  they  can  eliminate  such  expense  by  proper  mana- 
gerial methods. 

23  I  am  perfectly  aware  that  it  is  extremely  difficult  to  eliminate 
all  of  such  expense,  but  I  am  also  aware  of  the  fact  that  it  is  extremely 
easy  to  eliminate  a  large  proportion  of  it.  The  solution  of  this  prob- 
lem is  one  of  the  economic  questions  which  the  war  will  shortly  force 
to  om*  attention,  and  I  insist  that  it  is  primarily  a  question  to  be 
solved  by  engineers  rather  than  by  financiers. 
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DISCUSSION 

Frederick  A.  Alden  (written).  One  of  the  most  vital  causes  of 
idleness  of  machinery  is  likely  to  be  the  fact  that  one  machine  may 
be  adapted  for  but  one  or  a  few  operations,  while  if  a  more  universal 
type  of  machine  had  been  purchased  other  operations  might  be  per- 
formed on  it.  In  advising  upon  the  exploitation  of  a  new  manufac- 
ture, I  have  always  maintained  that  unless, such  manufacture  was  of 
a  major  type,  it  would  be  one  which  would  cause  idleness  at  times  due 
to  lack  of  demand  for  the  finished  article,  as  most  articles  have  a 
variable  demand.  Hence,  that  imless  a  variety  of  articles  could  be 
manufactured  upon  the  same  machine  with  a  slightly  different  setting, 
the  manufacture  of  the  article  in  question  would  not  be  a  paying 
proposition.  Many  companies  make  but  one  or  a  few  lines  of  goods 
or  fabrications,  and  in  consequence  always  have  certain  machinery 
idle  at  times.  One  remedy  for  this  idleness  would  be  the  manufac- 
ture of  aukiliary  products  or  by-products. 

Again,  I  have  found  upon  inspection  that  many  factories  have 
machinery  and  stock  idle  which  has  ceased  to  be  useful  through 
breakage  and  wearing  out  of  the  former  and  no  demand  for  the  latter. 
I  feel  strongly  that  anything  which  cannot  be  used  within  a  reason- 
ably short  time  should  be  sold,  if  salable,  junked  if  not  salable,  and  if 
neither  of  the  above  is  possible,  converted  into  fuel  or  disposed  of 
as  rubbish.  There  is  too  great  a  tendency  to  hold  on  to  machinery 
and  material  hoping  that  it  may  be  used  some  day.  Considering  the 
cost  of  such  holding,  which  is  the  cost  of  idleness,  including  storage 
costs,  use  of  valuable  space,  further  depreciation,  and  loss  of  interest 
on  investment,  a  rapid  and  early  conversion  into  available  cash  should 
always  be  the  rule,  based  upon  immediate  possibilities  ^  stated. 

Major  Frank  B.  Gilbreth  commended  the  paper  in  unstinted 
terms  and  said  that  the  average  cost  accountant,  if  let  alone,  would 
sprinkle  certain  costs  over  the  entire  account  so  that  he  could 
go  to  the  management,  particularly  to  the  financial  management, 
and  boast  of  the  fact  that  he  had  but  a  trifling  amount  remaining 
undistributed  somewhere.  That  might  be  a  proof  of  great  merit 
among  cost  accountants,  that  they  had  distributed  and  redistributed 
cost  items,  but  the  more  they  were  distributed  and  redistributed 
improperly,  the  more  the  self-deception. 

Major  Gilbreth  then  described  an  improved  arrangement  of 
bulletin  board  that  would  make  possible  a  quick  judgment  on  this 
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matter,  by  means  of  which  the  head  of  a  sales  department  with  a 
single  glance  could  tell  which  of  a  certain  bank  of  machines  that  had 
been  brought  together  on  account  of  their  mnemonic  classification 
were  going  to  run  out  of  work,  and  could  then  go  out  and  telephone 
to  neighboring  shops  for  immediate  work,  if  necessary,  and  take  on 
jobs  which  would  keep  down  the  idle  time,  as  Mr.  Gantt  had  pointed 
out.  The  board  also  showed  the  names  of  those  men  handling 
machines  who  had  been  proved  to  be  the  most  efficient  on  them,  which 
seemed  to  definitely  help  out  the  emplojrment  department  in  "eveniz- 
ing"  the  necessary  shifts  that  had  to  be  made  among  the  machines. 
The  board  which  Major  Gilbreth  described  was  designed,  he  said, 
to  show  just  the  things  that  Mr.  Gantt's  paper  had  brought  out. 

Henry  Hess  disagreed  with  the  author  that  the  matter  under 
discussion  was  primarily  a  question  to  be  solved  by  engineers  rather 
than  by  financiers.  There  was  a  time  in  the  history  of  industries,  he 
said,  when  there  was  a  sharp  line  of  cleavage  between  the  shop,  the 
so-called  production  end,  and  the  office,  usually  termed  the  non- 
productive division,  each  managed  by  specialists*  That  was  the 
heyday  of  the  engineer  and*producer,  and  the  financier,  as  separate 
persons.  If  that  period  had  not  actually  passed,  it  certainly  was 
passing,  find  it  was  rather  imfortunate  that  the  author  should  ap- 
parently reaffirm  this  imfortunate  division. 

There  should  be  no  consideration  of  an  important  question  of  cost 
of  production  by  the  engineer  as  an  engineer  or  by  the  financier  as  a 
financier.  Any  such  question  must  be  considered  by  both.  The 
broad  statement  was  made  that  certain  expenses  due  to  relative 
inefficiency  of  production  were  not  part  of  the  legitimate  cost  of 
goods.  There  alwa)rs  would  be  and  must  be  some  not  absolutely 
necessary  costs,  the  amoimt  varying  with  relative  efficiency  of  busi- 
ness management  in  a  given  business,  and  those  costs  must  be  and 
would  be  passed  on  to  the  consimier.  An  increase  caused  by  an 
undue  amount  of  such  costs  would  simply  lead  to  a  refusal  on  the 
part  of  the  purchaser  to  buy  the  goods,  and  therefore  the  consumer 
thus  automaticaUy  appUed  the  necessary  corrective. 

So  far  as  Mr.  Gantt's  suggestion  involved  a  careful  subdivision 
of  costs,  it  was  wholly  admirable,  provided  that  each  subdivision 
of  this  kind  was  for  the  purpose  of  its  careful  scanning  with  a 
view  to  its  reduction.  It  was  this  reduction  that  was  of  importance, 
regardless  of  the  allocation  of  any  element  of  cost  to  any  group  of 
accounts. 
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Adolph  L.  De  Leeuw,  referring  to  the  statement  in  Par.  4  that 
there  is  no  great  difficulty  about  getting  the  expense  for  material  and 
the  expense  for  labor,  asked  if,  say,  30,000  tons  of  pig  iron  were 
bought  at  $14  a  ton,  and  a  year  later  20,000  tons  were  left,  and  the 
price  of  pig  iron  had  gone  up  to  $58  a  ton,  what  was  the  expense  of 
the  material?  If  it  was  said  that  the  material  should  be  charged  at 
$14  a  ton,  well  and  good;  but  if  the  30,000  tons  gave  out,  and  30,000 
tons  were  purchased  at  $58  per  ton,  on  the  expectation  that  it  would 
go  up  to  $80  in  the  near  future,  but  instead  the  price  went  down 
again  to  $14  a  ton,  then  what  would  be  the  price  of  the  material? 
$58?  But  who  would  buy  the  product  on  the  basis  of  $58  for  pig 
iron? 

There  was  no  question  about  the  advisabiUty  or  the  desh-abiUty 
of  keeping  a  plant  working,  but  in  the  plant  with  which  he  was  con- 
nected there  were  large  portions  of  the  buildings  devoted  entirely  to 
special  operations,  and  each  machine  used  was  good  for  one  operation 
and  one  piece  only  and  for  nothing  else.  Furthermore,  even  if  they 
did  not  increase  the  capacity,  and  should  run  the  shop  50  hours  a 
week,  they  all  knew  there  were  168  hours  in  the  week.  Was  this 
machinery  idle  for  the  other  118  hours?  If  it  was  not  and  the  shop 
ran  overtime,  then  was  it  idle  or  negatively  idle? 

A.  L.  WiLLiSTON  said  that  most  manufacturers  he  had  come  in 
contact  with  seemed  to  regard  overhead  as  one  of  those  mysterious 
things  that  could  not  be  analyzed,  —  that  it  was  necessarily  a  con- 
stant. It  was  not  a  constant,  and  Mr.  Gantt  had  called  attention  to 
one  of  the. variables  that  affected  it.  A  very  large  percentage  of  all 
the  confusion  in  the  matter  of  accounting  had  been  due  to  the  fact 
that  we  were  in  the  habit  of  expressing  costs  in  figures  and  we  had 
been  confused  in  thinking  that  costs  which  were  expressed  in  figures 
were  a  constant.  There  was  hardly  a  single  item  of  cost  in  any 
manufacturing  operation  that  was  a  constant,  and  we  should  get  into 
the  habit  of  thinking  of  these  things  as  variables,  studying  tlie  laws 
of  their  variation,  instead  of  thinking  of  them  as  constants  and  trying 
to  memorize  those  constants. 


Walter  N.  Polakov  thought  that  the  points  raised  by  previous 
discussers  were  relatively  imimportant  compared  with  the  big  ques- 
tion :  If  it  costs  us  something  to  do  nothing,  why  should  society  at  large 
pay  for  our  inefficiency  and  for  our  idleness?    In  England  and  France 
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and  Italy  the  slogan  was,  "The  idle  hand  assists  the  enemy,"  and  we 
might  equally  well  say  that  the  idle  machine  assisted  the  enemy, 
because  the  fact  was  that  if  we  left  our  machinery  idle  or  inoperative 
the  results  were  the  same  as  those  due  to  the  sinking  of  our  ships, 
the  blowing  up  of  munition  factories  or  the  burning  of  grain 
elevators. 

His  work  in  the  public-utility  and  power-plant  field,  he  said,  had 
been  such  as  to  make  him  believe  the  idleness  question  was  just  as 
important,  if  not  more  so,  in  that  particular  branch  of  industry  as 
in  others.  Mr.  Polakov  then  had  projected  on  the  screen  a  chart 
representing  averages  obtained  from  some  seventeen  power  plants 
and  showing  that  but  half  the  capacity  was  utilized  on  the  average 
daily  run. 

Carl  G.  Barth  called  atteption  to  the  fact  that  twenty-five  years 
ago  Frederick  W.  Taylor  had  covered  everything  that  had  been 
brought  up  by  the  previous  speakers,  and  that  he  had  done  as  much 
for  accounting  as  he  had  in  the  management  of  the  plant  and  in  other 
details.  It  was  his  hope  that  he  could  eventually  give  the  world  the 
benefit  of  what  Mr.  Taylor  did. 

Mr.  Barth  said  he  considered  that  the  first  essential  of  a  cost 
system  was  that  it  in  some  way  or  other  accounted  for  every  penny 
spent,  whereas  most  concerns  simply  use  an  inherited  or  appropriated 
burden  factor.  Thus  his  way  of  introducing  a  cost  system  in  a  plant 
consists  in  first  establishing  interlocking  costs  in  the  simplest  way 
possible,  namely,  by  distributing  a  thoroughly  analyzed  burden  on 
labor  only,  regardless  of  departments.  After  running  this  way  for 
a  short  time  he  takes  the  first  steps  toward  ultimate  refinement  by 
departmentalizing  the  burden,  but  still  distributing  both  the  general 
part  of  the  burden  and  the  departmental  burdens  on  labor,  each 
department  thus  having  a  burden  factor  of  its  own,  which  is  the  sum 
of  the  ''general  labor  burden"  and  its  own  "local  labor  burden." 
Finally  he  makes  the  ultimate  refinement  as  practised  by  Dr.  Taylor, 
of  distributing  the  local  burden  of  each  department,  increased  by  a 
share  of  the  total  burden  of  all  supporting  or  auxiliary  departments, 
through  the  machine  and  other  work-place  hours  of  each  department, 
retaining  the  labor  distribution  of  the  general  office  and  administra- 
tive burden. 

The  expense  of  idleness,  which  Mr.  Gantt  stated  he  did  not  know 
how  to  dispose  of,  Mr.  Barth  said  automatically  found  its  way  to  the 
profit  and  loss  account. 
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H.  M.  Wilcox  said  that  in  the  standardization  and  wage-payment 
systems  which  had  been  developed,  attention  had  been  concentrated 
almost  entirely  on  productive  labor. 

He  could  say  from  personal  experience  that  a  very  complete 
analysis  of  idle-machine  time  had  shown  the  Winchester  Repeating 
Arms  Company  where  it  could  eliminate  a  great  deal  of  lost  time,  and 
in  a  great  numy  instances  they  had  been  able  to  establish  standards 
and  definite  forms  of  wage  payment  other  than  day  pay  to  compen- 
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Fig.  1     Rblation  Between  Machine  Acnvrrr  and  Total  Shop 

Factor 

(48  hours  per  week  >-  100  per  cent  activity) 
Curve  A:~PlotteJ  from  monthly  reports  of  May,  June  and  July.  1917. 

Curve  B:  —  Geometric  equilateral  hyperbola  of  equation  xy  *  100,  where  z  *  per  cent  machine 
activity  and  y  -  shop  factor. 

Curve  C:  —  Theoretical  equilateral  hyperbola  of  equation  xy  —  80. 

sate  their  so-called  non-productive  workers  for  what  they  had  done 
in  limiting  the  idle  time  of  equipment  tod  organization. 

As  to  the  effect  of  idle-machine  time  on  cost,  from  their  present 
data,  covering  six  or  eight  months,  they  had  plotted  the  curve  shown 
in  Fig.  1,  and  had  found  that  the  average  curve  drawn  through  all 
the  points,  amounting  to  several  hundred,  was  an  equilateral  hyper- 
bola. The  shop  factor  was  taken  as  the  burden  earned  by  the  ma- 
chinery at  machinery-hour  rates  divided  by  the  actual  burden  charged 
against  the  various  shops.  The  first  5  per  cent  of  idleness,  it  would 
seem,  had  little  eflfect  on  the  cost;   the  next  10  per  cent  had  more. 
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and  the  more  inactive  the  machinery  became  the  more  rapid  the 
losses  were.  In  the  reconstruction  period  after  the  war  this  question 
of  idle-machine  time  would  be  one  of  very  vital  importance. 

The  Author,  in  closing,  said  he  had  suggested  the  year  before 
that  the  expense  of  idleness  might  be  put  in  profit  and  loss,  as  men- 
tioned by  Mr.  Barth.  He  did  not  care  whether  this  was  done  or  not. 
If  one  man  put  it  on  profit  and  loss  and  the  other  put  it  on  his  product 
and  based  his  selling  price  on  the  cost  of  his  product  and  the  other 
did  not,  the  one  who  did  not  would  not  sell  his  goods  in  competition 
with  the  other  man,  and  then  he  would  have  more  of  his  plant  idle 
and  more  of  this  item  to  consider. 

Two  years  ago.  a  man  had  told  him  the  cost  on  a  certain  article 
was  30  cents  a  dozen  and  that  they  could  be  bought  for  26  cents  a 
dozen,  and  had  asked  him  whether  to  buy  them  or  make  them.  The 
cost  consisted  of  8  cents  a  dozen  for  material,  10  cents  for  labor  and 
12  cents  for  overhead,  and  the  plant  was  running  one-third  full.  On 
being  told  that  the  overhead  if  the  plant  ran  full  would  be  about  5 
cents  a  dozen,  he  had  said  to  the  man  that  if  the  plant  was  run  full 
the  cost  would  be  23  cents  instead  of  30.  A  competitor  running  full 
time  would  have  less  cost  and  so  would  sell  where  he  could  not, 
making  the  man's  cost  go  up  more  because  he  would  have  still  more 
idle  time. 

Mr.  Hess  had  been  more  fortunate  than  he  in  the  fact  that  the 
financiers  had  not  interfered  with  the  operation  of  his  plant.  His 
experience  was  that  as  soon  as  the  engineer  began  to  show  the  plant 
was  being  interfered  with  by  the  financier  who  did  not  know  anything 
about  manufacturing,  then  the  trouble  began. 

If  we  could  show  those  expenses  attributable  to  management  and 
mismanagement,  and  show  where  they  belonged  instead  of  placing 
them  on  the  workmen,  we  could  soon  make  the  salesmen  and  the  finan- 
ciers sit  up  and  take  notice.  It  had  been  done  in  a  number  of  cases, 
and  no  one  who  was  using  this  method  would  think  of  giving  it  up. 

So  high  an  authority  as  the  Chief  Constructor  of  the  United 
States  Navy,  referring  to  the  author's  paper  presented  at  the  1916 
Annual  Meeting  on  this  general  subject,  had  said  that  it  was  the  only 
system  he  knew  anything  about  which  would  do  justice  to  the  arsenals 
and  the  navy  yards. 

In  regard  to  Mr.  De  Leeuw's  questions,  no  general  answer  could 
be  made.  There  were  some  present  who  had  been  wrestling  with 
these  questions  for  the  past  two  years,  and  they  were  satisfied 
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with  the  answers  they  had  reached.  The  answer  would  not  be  the 
same  in  diflferent  plants.  He  would  not  think  of  a  set  of  rules  to 
go  by,  for  rules  without  fundamental  principles  were  as  misleading 
as  they  could  be.  If  we  got  the  fundamental  principles  right  and 
could  not  work  out  rules,  we  were  on.  the  wrong  job.  If  we  worked 
out  the  fundamental  principles  and  could  not  apply  them,  we  must 
get  something  to  help  us.  In  the  past  we  had  tried  to  nm  things 
according  to  precedent  and  by  rules;  and  we  had  reached  the  end  of 
it.  The  old  business  schemes  did  not  work  any  longer.  It  was 
necessary  for  us  to  eliminate  waste  and  expense,  and  not  cover  them 
in  the  product  and  give  them  to  the  public  to  digest.  If  we  attempted 
to  digest  them  we  should  be  beaten  by  Germany. 
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BY-PRODUCT   COKE   AND   COKING 
OPERATIONS 

By  C.  J.  Ramsburg  »  and  F.  W.  Sperr,  Jr.,*  PrrrsBURaH,  Pa. 
Non-Members 

AJter  discussing  the  notable  events  in  the  history  of  by-product  coke  making  in 
the  United  States  since  the  introduction  of  the  process  in  1906,  the  atUhors  give  a  brief 
account  of  the  generally  accepted  theory  upon  which  the  latter  is  based.  They  then 
take  up  the  suitjecte  of  shape  and  structurCt  and  present  a  standard  method  which 
they  have  devised  for  the  grading  of  coke  according  to  its  cell  structure.  Photographs 
are  induded  which  show  the  structure  of  cokes  thai  have  given  successful  results  in 
blast  furnaces  and  foundries  in  various  parts  of  the  country.  The  combustion  of 
coke  in  the  blast  furnace  is  then  considered  unth  reference  to  the  size  and  grade  of  the 
fud,  and  the  paper  condudes  with  a  description  of  methods  employed  in  eliminating 
sponge  and  in  overcoming  too  great  density  in  cell  structure. 

/^N  January  1,  1915,  there  were  in  operation  6438  by-product 
^^  recovery  ovens  of  various  sizes  in  the  United  States  and  Canada, 
having  a  capacity  to  carbonize  24,000,000  tons  of  coal  per  annum, 
and  to  produce  therefrom  approximately  18,800,000  tons  of  coke. 
Despite  the  fact  that  in  the  interim  practically  five  hundred  ovens 
have  been  discarded,  on  January  1',  1918,  there  will  be  in  operation, 
if  present  contracts  are  completed,  9900  ovens,  having  a  capacity  to 
carbonize  47,400,000  tons  per  annum,  giving  a  coke  production  of 
35,000,000  tons.  In  this  three-year  period  by-product  coke  produc- 
tion will  have  practically  doubled,  and  there  will  have  been  as  much 
gain  in  capacity  as  in  the  previous  twenty  years. 

2  The  cause  of  this- rapid  increase  has  not  been  a  desire  to  take 
advantage  of  the  inflated  prices  for  by-products  due  to  war  condi- 
tions, but  a  financial  condition  favoring  large  inv&tments  brought 
about  by  the  war,  and  making  it  possible  to  carry  forward  plans 
made  previously. 

^  Second  Vice-President,  The  H.  Kopi>ers  Company. 
*  Chief  Chemist,  The  H.  Kopi>ers  Company. 


Presented  at  the  Annual  Meeting,  December  1917,  of  The  American  Society 
OF  Mechanical  Enqinbers.    Contributed  by  the  Philadelphia  Section. 
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3  The  moat  impressive  fact  is  the  conservation  of  our  coal  supply 
brought  about  by  the  introduction  of  modem  methods.  It  may  be 
of  interest  to  make  a  few  calculations  simply  from  the  standpoint  of 
Juel  values;  and  to  put  the  matter  on  the  most  conservative  basis 
possible,  let  us  figure  such  values  in  terms  of  coal. 

4  Table  1  shows  a  total  fuel  saving  of  825  lb.  of  coal  per  ton  of 
furnace  coke.  The  fuel  value  of  the  gas  is  put  as  against  raw  cod, 
B.t.u.  for  B.t.u.    There  is  a  further  saving  in  the  blast  furnace  of 

TABLE  1  BY-PRODUCT  YIELDS  FROM  CX)AL  SUQH  AS  IS  NOW  USED  TO  MAKE 
FIRST-CLASS  BY-PRODUCT  COKE  IN  THE  MIDDLE  STATES  DISTRICT.  PER 
TON  OF  COKE  MADE 


85  PkR  CbNT  HlOH-VOLATILB.  15  PkR  CbNT  LOW-VOLATIUI 


Fuel- value  equivalent, 
Ib.ofooal 


r  Surplut  Oaa.    9000 cu.ft.,6S0  B.t.u.  per  cu 
Used  M  fuel. 


"1 


To  make  I  Ion  of  furnace  Coke, 
14  to  l£  tont  Coal  are  Re- 
quired. "( 

By  heekite  coking,  tke  h$-proiuct9 
wastei  have  ttfuel  value  equtva- 
lent  to  etS  lb.  of  coal. 


Tar.  It  gaUona.  Used  to  make  creosote  oil. 
pitch,  lampblack,  various  oils  and  dye 
materials. 

Ammonium  Sulpkate.  SS  W.  (or,  in  form  of 
25  per  cent  ammonia  liquor,  S3  lb.).  Used 
for  fertiliser,  for  refrigeration,  and  for 
nitric  acid  and  other  chemical  manufac- 
tures. 

BenMoU  (as  light  oil).  4^  goUont.  Used  for 
explosive  bases,  motor  fuel,  dye-material 
bases,  phenol  and  other  chemical  manu- 
facture, and  as  a  solvent  and  cleanser. 


350 


133 


{Nofuelequivatent) 


42 


iCokeBreeu.    ISO  lb.    Used  as  fuel.  100 

Total 625 

Add  coal  equivalent  wasted  in  beehive  oven 200 

Total  economy  <A  by-product  oven  per  ton  eoke 825 

200  lb.  of  coke  per  ton  of  beehive  coke  formerly  used.  Figured  back 
on  a  coal  basis,  these  200  lb.  of  coke  represent  2824^  lb.  of  coal  at  the 
beehive  oven,  so  that  the  total  saving  amounts  to  approximately 
1100  lb.  of  coal  1—  0.55  ton  —  for  each  ton  of  by-product  coke  made 
in  the  modem  plant.  Since  the  ovens  added  from  January  1,  1915, 
to  1918  will  produce  practically  16,200,000  tons  of  coke  per  annum,  it 
follows  that  they  will  save  annually  the  fuel  equivalent  of  9,000,000 
tons  of  coal. 

5  Looking  backward  over  the  years  consumed  in  bringing  the 
coke  oven  to  its  present  stage  of  development  in  America,  there 
are  some  events  which  stand  out  preeminently.    The  first  of  these 
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dates  back  to  1906.  In  that  year  the  United  States  Steel  Corporation 
was  brought  face  to  face  with  the  necessity  of  formulating  a  definite 
policy  as  to  its  coke  supply,  and  appointed  a  committee  to  study 
beehive  coking  and  by-product  coking  and  to  make  a  recommendation 
to  the  company.  The  advice  of  this  committee  was  quickly  acted 
upon  by  the  corporation  in  the  decision  to  build  a  by-product  oven 
plant  at  JoUet,  111.,  in  connection  with  the  blast  furnace  and  steel 
plant  of  the  Illinois  Steel  Company,  and  to  build  that  type  of  oven 
which  they  had  found  to  give  the  most  efficient  results  in  European 
countries. 

6  The  success  of  this  Joliet  plant  was  so  immediate  that  the 
corporation  without  delay  proceeded  with  the  construction  of  addi- 
tional plants  of  the  same  type,  including  the  largest  by-product  coke 
plant  in  the  world. at  Gary,  Ind.,  consisting  of  560  Koppers  ovens,, 
and  a  plant  of  approximately  the  same  size  as  the  Joliet  plant  (280 
ovens)  at  Ensley,  Ala.,  for  the  Tennessee  Coal,  Iron,  and  Railroad 
Company. 

7  The  second  event  was  the  selection  of  silica  material  for  one 
of  the  oven  batteries  at  Joliet.  The  value  of  the  silica  in  this  con- 
nection is  due  to  four  characteristics: 

a  The  conductivity  at  high  temperatures  is^  superior  to  that 
of  clay  brick 

b  The  fusing  or  softening  temperature  is  much  higher  than 
that  of  fireclay 

c  The  action  under  heat  may  be  calculated  with  scientific 
exactness,  due  to  its  practically  constant  composition 

d  The  expansion  and  contraction  of  siUca  material  between 
2000  and  2600  deg.  fahr.  is  practically  negligible,  so  that 
when  the  material  has  once  been  heated  to  within  this 
temperature  range  (under  which  condition  the  coking 
operations  are  conducted)  no  further  appreciable  move- 
ment takes  place. 

8  The  third  event  was  the  realization  that  with  muform  heat 
distribution  in  the  ovens  and  with  the  use  of  silica  material  much 
higher  heats  and  consequent  higher  coking  velocities  could  be  em- 
ployed, and,  further,  that,  with  the  lower  coking  periods,  higher 
volatile  coals  could  be  used,  with  increased  yields  of  by-products  and 
equally  satisfactory  coke. 

9  The  result  can  be  demonstrated  by  the  fact  that  the  Joliet 
plant  of  the  United  States  Steel  Corporation,  put  into  operation  in 
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1908,  was  originally  planned  to  use  from  70  to  80  per  cent  of  low- 
volatile  coal,  and  the  coking  time  was  figured  at  24  hours.  A  coke 
plant  of  640  ovens,  now  building  at  Clairton,  Pa.,  near  Pittsburgh, 
is  so  designed  that  it  may  be  operated  on  15  hours'  coking  time  and 
is  expected  to  use  100  per  cent  high-volatile  coal.  Even  if  this  does 
not  make  quite  as  high-grade  furnace  coke  as  the  coke  at  Joliet,  its 
use  will  work  out  on  broad  lines  to  better  purpose,  and  time  will  tell 
where  the  comparison  Ues  after  opportunity  has  been  given  the  fur- 
nace operators  to  adjust  themselves  to  the  new  type  of  coke.  The 
effect  on  the  products  can  best  be  shown  by  reference  to  Table  2. 


TABLE  2    YIELDS  OF  BY-PRODUCTS  PER  TON  OF  COKE 


• 

Coal  mixture  A 
80  per  cent  low- volatile 
20  per  cent  high-yolatile 

Coal  Mixture  B 

100  per  cent  big b- 

volatile 

Tar 

6.5  gal. 
23.31b. 
7600  cu  ft. 
500 
3,750,000 

2.6  gal. 

13.5  gal 
38.01b. 

AmmoDium  sulphate 

'***urplu8  gftfl  (deWnzol»?5ed) 

10,000  cu.  ft. 

B.t.u.  per  cu.  ft.  gas 

560 

Total  B.t.u.  in  surplus  gas 

5,600,000 

Light  oil  (benzols) 

5.4  gal. 

10  A  comparison  in  value  of  by-products  on  a  basis  of  normal 
values  shows  a  credit  per  ton  of  furnace  coke  of  approximately  $1.25 
in  favor  of  the  high-volatile  coal. 

11  The  fourth  event  was  an  awakening  to  the  fact  that,  while 
an  increase  in  the  cubical  content  of  an  oven  tends  to  a  reduction  in 
plant  cost  and  in  operating  labor  due  to  handling  larger  units,  a 
decrease  in  oven  width  would  more  than  offset  this  unit-size  advan- 
tage because  of  absolutely  different  conditions. 

12  The  reason  for  this  becomes  apparent  with  an  understanding 
of  the  factors  involved.  Increased  length  of  oven  gives  increased 
cubical  content,  and  the  ultimate  economic  length  depends  upon  the 
mechanical  and  structural  limits.  Of  increased  height  the  same  may 
be  said,  except  that  this  involves  questions  of  time  of  contact  of 
volatile  products  and  speed  of  their  flow  which  modify  the  advantage 
and  which  are  yet  to  be  finally  worked  out. 

13  Increased  oven  width  involves  an  entirely  different  considera- 
tion. Practically  all  the  heat  supplied  for  the  coking  of  the  coal  mass 
flows  from  the  two  walls  toward  the  center.  This  flow  of  heat 
depends  to  a  large  extent  on  the  resistance  and  temperature,  and 
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in  the  coke  ovei^tfae  average  rate  of  coking  depends,  of  course, 'on  the 
rate  of  heat  penetration.  For  example,  it  becomes  apparent  at  once, 
in  a  comparison  between  a  16-in.  oven  and  a  20-in.  oven,  that  the 
following  is  true: 

a  With  the  same  tempei-ature  of  wall  the  average  velocity  of 

coking  in  the  20-in.  oven  will  be  less  than  in  the  16-in. 

oven,  and  the  time  required  to  coke  the  20-in.  oven  will 

be  more  than  proportionally  greater  than  the  16-in.  oven 

b  To  coke  the  20;in.  oven  in  the  same  time  as  the  16-in.  oven, 

the  wall  temperature  must  be  increased  very  markedly 
c  To  coke  the  coal  in  the  two  ovens  at  the  same  average  rate, 
the  wall  of  the  wider  oven  must  be  considerably  hotter 
than  that  oFthe  narrower  one 
d  With  the  same  waU.,t^inper(Uur^9t  more  coke  can  be  made 

per  day  in  the  narrower  oven  than  in  the  wide  one 
le  To  make  the  same  amount  of  coke  per  day,  the  wall  tem- 
^        perature  in  the  16-in.  oven  wobld  be  lower. 

14  •  Four  points  are  of  great  value  in  this  connection: 

a  Overcoked  material  is  of  less  value  in  a  furnace  than  a 
greener  coke 

6  The  wider  the  oven  the  more  overcoked  the  outside  layers 
will  be  and  the  Larger  the  proportion  of  overcoked  mate- 
rial for  a  given  output 

c  The  production  of  by-products  is  enhanced  by  reducing  the 
wall  temperatures 

d  The  nfe  of  oven  brickwork  is  increased  by  being  operated  at 
lower  temperatures. 

15  The  result  of  this  reasoning  was  the  decision,  in  1914,  to 
reduce  the  width  of  oven  from  19J  in.,  the  average  then  being  built,  to 
18J  in.    Plants  of  the  reduced  width  are  now  in  operation  as  follows: 

Ovna 

Toledo  Furnace  Company 94 

Youngstown  Sheet  and  Tube  Ck)mpany 204 

United  Furnace  Company 47 

River  Furnace  Company 204 

16  There  is  no  doubt  among  those  who  have  been  acquainted 
with  the  wider  ovens  that  the  narrower  oven  has  the  following 
distinct  advantages: 

a  Less  sponge  in  the  coke 

b  Better  coke  from  the  sarhe  coal  '  .    . . 
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Figs.  1-3    Diagram  of  thb  Coking  Pbocbss 
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c  As  good  coke  from  higher  volatile  mixtures 
d  Higher  yields  of  tar,  ammonia,  and  benzols 
e  Low  temperatures  for  the  same  coking  velocity. 

17  The  fifth  event  in  coke-oven  development  is  the  universal 
recovery  of  benzols.  The  war  furnished  the  primary  inducement 
to  developing  this  phase  of  the  industry;  but  the  fact  that  the 
material  might  be  disposed  of  advantageously  for  motor  fuel  after 
the  demand  for  explosives  would  cease  had  an  important  bearing  in 
stabilizing  the  large  investments  demanded. 

18  Previous  to  the  war  comparatively  few  plants  were  equipped 
for  benzol  recovery;  in  fact,  outside  the  plants  of  the  S^met  Solvay 
Company,  operated  for  their  own  account,  there  was  ccfmparatively 
little  benzol  extracted,  and  this  was  used,  for  the  most  part,  in 
enriching  illuminating  gas.  Today  practically  every  coke-oven  plant 
in  America  has  installed  this  recovery,  and  the  production  in  1917 
will  be  in  excess  of  40,000,000  gal.,  rated  as  Ught  oil,  if  con^ued  at 
the  present  rate. 

19  While  the  removal  of  benzol  reduces  the  heat  units  in  the 
gasi  the  loss  in  this  manner  is  a  very  small  factor,  and  the  return  to 
be  secured  from  the  sale  of  this  product  is  likely  to  be  greater  than 
that  secured  from  the  recovery  of  tar. 

20  One  feature  of  the  benzol  credit  as  related  to  motor  fuel  is 
the  smallness  of  the  quantity  compared  with  gasoUne  production, 
and,  since  benzol  and  gasoline  are  miscible,  the  utility  of  benzol  will 
be  enhanced  by  increasing  the  quantities  available. 

21  EJxperiments  recently  conducted  by  a  large  oil  company  on 
its  trucks  and  passenger  automobiles  proved  that  not  only  is  benzol 
more  valuable  than  gasoline  as  a  motor  fuel  when  used  straight,  but 
its  effective  value  is  increased  by  being  mixed  with  gasoUne.  While 
these  experiments  are  not  complete,  nevertheless  they  indicate  that 
a  mixture  of  equal  parts  of  gasoline  and  benzol  gives  a  value  over 
16  per  cent  greater  than  that  of  straight  gasoline,  which  shows  32  per 
cent  increased  value  for  the  benzol  half.  In  1917  there  will  be 
produced  in  this  country  over  1,000,000,000  gal.  of  gasoline,  so,  while 
the  value  of  benzol  is  stabiUzed,  for  this  reason  it  cannot  be  a  very 
great  factor  in  the  motor-fuel  situation.  Every  means  should  be 
taken  not  only  to  secure  additional  quantities  from  a  standpoint  of 
preparedness,  but  from  a  standpoint  of  motor-fuel  supply. 

22  In  connection  with  the  value  of  benzol  as  a  motor  fuel  there 
is  an  interesting  fact  which  may  in  the  future  have  a  very  marked 
influence.    In  many  quarters  alcohol  is  looked  upon_as_the  ultimate 
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fuel,  but  it  cannot  be  employed  except  with  less  efficiency  and  with 
greater  difficulties,  due  to  its  high  oxygen  content.  Conunerci&l 
alcohol  and  gasoline  are*  not  miscible.  Alcohol  and  benzol  are  mis- 
cible  and  make  a  most  efficient  fuel,  and,  further,  after  the  addition  of 
benzol  to  alcohol  the  mixture  will  carry  quite  a  high  proportion  of  gaso- 
line.   The  future  may  see  benzol  as  the  tie  between  gasoline  and 


Fia.  4    Coke  in  By-Pboduct  Oven  Just  Ajtbb  Rbmoving  Door 

alcohol,  permitting  a  piecing-out  of  the  gasoline  supply  and  an  in- 
troduction of  alcohol  as  a  commercial  motor  fuel. 

23  Taking  up  in  somewhat  more  detail  the  study  of  by-product 
coke  and  its  use  in  blast  furnaces,  the  phenomenal  grcrwih  of  the  by- 
product industry  has  stimulated  a  renewed  /intecesjt:  in  the  main 
product.    This  interest  is  due,  first,  to  the  recent  revolutionising 
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of  ideas  regarding  the  relative  values  of  by-product  and  beehive  coke. 
The  tardy  recognition  of  the  fact  that  by-product  coke  of  a  fairly 
wide  range  of  origin,  when  proi^rly  used  in  the  blast  furnace,  gives 
results  not  merely  as  good  as,  but  much  superior  to,  those  obtained 
from  beehive  coke,  was  accompanied  by  a  realization  that  the  limit 
of  efficiency  had  by  no  means  been  reached;  that  Grtlner's  "ideal 
performance" — ^long  the  ne  plus  ultra  of  blast-furnace  men  —  was 
actually  being  surpassed  by  many  blast  fumaces,  and  that  much 
regarding  the  question  of  coke  economy  still  remained  to  be  learned. 
In  the  renewed  study  of  the  subject  that  this  reaUzation  is  just  be- 
ginning to  stimulate,  we  have  the  inestimable  advantage  that  the 
by-product  coke  plants  are  being  located  in  proximity  to,  and  usually 
under  the  same  management  as,  the  blast  fimiaces  that  they  are 
intended  to  supply,  instead  of  at  the  coal  mines  as  was  the  case  with 
the  beehive  ovens.  Thus  the  blast-fmnace  operator  knows  better 
the  sources  of  the  material  that  he  has  to  use  and  the  conditions  under 
which  it  was  produced,  while  the  coke-plant  operator  can  more  in- 
teUigently  regulate  the  performance  of  his  ovens  and  the  quality  of 
his  product,  according  to  the  requirements  of  the  furnace.  Above 
all,  the  combination  and  cooperation  of  the  two  plants  result  in  a 
regularity  of  performance  that  is  perhaps  more  to  be  desired  than  any 
specific  quaUty  of  material.  It  is  to  be  hoped  that  this  oodperation 
may  soon  be  extended  to  the  foundry  and  other  industries  using  coke 
as  fuel. 

24  It  will  assist  in  following  the  few  descriptive  studies  of  coke 
that  we  have  to  present,  to  give  a  brief  account  of  the  generally 
accepted  theory  of  the  coking  process.  The  development  of  this 
theory  is  due  to  several  German  investigators,  notably  Muck,^  Hil- 
genstock,'  Rau,'  and  Simmersbach,^  and  it  has  received  such  abund- 
ant confirmation  from  every  practical  standpoint  that  there  can  be 
no  question  of  its  soundness. 

25  Let  Fig.  1  represent  a  section  across  a  by-product  coke  oven 
immediately  after  the  charge  of  coal  is  introduced.  The  layer  of 
coal  next  to  each  wall  A  and  B  is  very  rapidly  heated.  A  compli- 
cated process  of  destructive  distillation  begins,  and  at  a  temperature 
of  about  375  to  400  deg.  cent,  the  layer  becomes  soft  and  pasty.  The 
pasty  mass  is  for  a  while  in  a  state  of  violent  ebuUition,  due  to  the 

1  Chemie  der  Steinkohle. 

>  Journal  fOr  Gasbdeuchtung,  vol.  45,  (1902),  p.  617. 

>  Stahl  und  Eisen,  1910,  p.  1240. 

*  Gnmdlagen  der  Kokschemie,  Berlin,  Julius  Springer,  1914. 
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rapid  expulsion  of  its  volatile  matter,  and  then  rapidly  solidifies, 
the  indurated  residue  retaining  the  vesicular  form  and  structure  of 
the  pasty,  foaming  stage. 

26  The  adjacent  layer  toward  the  interior  has  in  the  meantime 
reached  the  pasty  stage,  the  fusion  being  assisted  by  the  penetration 
of  some  of  the  soft  material  forced  over  from  the  outer  layer.  The 
gases  and  vapors  follow  always  the  line  of  least  resistance  and  pass 
through  the  porous  outer  layer  and  up  along  the  wall  of  the  oven 
instead  of  forcing  their  way  through  the  viscous  inner  portion  of  the 
fused  layer,  and  then  through  the  mass  of  coal.  In  passing  through 
the  highly  heated  porous  layer,  the  hydrocarbons  undergo  a  partial 
secondary  decomposition,  depositing  part  of  their  carbon  on  the  cel- 
lular surfaces  just  formed,  thus  building  up  and  strengthening  the 
coke.  The  coking  process  is  thus  to  be  conceived  as  involving  the 
formation  of  a  fused  zone,  and  the  gradual  advance  of  this  zone 
toward  the  center  of  the  oven,  the  evolved  gases  and  vapors  depositing 
part  of  their  carbon  in  the  vesicular  mass  left  as  the  zone  progresses. 
The  condition  of  the  material  in  the  oven  when  the  coking  has  fairiy 
well  advanced  may  be  represented  by  Fig.  2:  c  is  the  portion  already 
coked,  d  is  the  fused  zone  merging  into  an  adjacent  zone  e,  which,  be- 
ing in  a  state  of  incipient  fusion,  is  more  viscous;  /  is  the  uncoked  coal. 

27  The  actual  thickness  of  the  fused  zone  is  probably  not  over 
^  in.  The  drop  of  temperatiu*e  across  this  narrow  zone  is  very  great, 
and  the  interior  of  the  oven  remains  comparatively  cool,  even  at  an 
advanced  stage  in  the  coking  process.  Simmersbach's  experiments  ^ 
on  a  Koppers  oven  of  500  mm.  (19|  in.)  mean  width,  operating  on 
29  hours'  coking  time  with  a  final  maximum  temperatiu*e  of  1120  deg. 
cent.,  showed  that  the  temperature  in  the  middle  of  the  oven,  1  meter 
above  the  floor,  remained  about  10  deg.  cent,  for  2.5  hours  after 
charging;  then  rose  to  100  deg.  cent.,  and  remained  at  this  tempera- 
ture until  13  hours  after  charging.  At  20  hours  the  temperature  was 
only  410  deg.  cent. 

28  The  rate  of  advance  of  the  two  zones  toward  the  center  of 
the  oven  depends  principally  upon  the  temperature  of  the  walls  A 
and  B.  In  present  practice,  with  ovens  18  in.  wide  and  wall  tern- 
peratures  about  1000  deg.  cent.,  the  average  rate  is  about  |  in.  per 
hour.  The  initial  rate  is,  however,  much  more  rapid  than  this,  and 
decreases  as  the  center  of  the  oven  is  approached. 

29  As  the  coking  progresses,  cracks  or  joints  develop  perpen- 
dicular to  the  walls  of  the  oven,  thus  determining  the  blocks  of  coke 

1  Stahl  und  Eisen,  June  14,  1014,  p.  954. 
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'  as  they  are  eventually  formed  when  the  oven  is  discharged.    These 
cracks  form  avenues  of  escape  for  a  large  percentage  of  the  gases, 


Fia.  5    Blasi^Fubnacb  Coke,  Atlantic  District 


FiQ.  6    Typical  By-Product  Coke 

hence  the  amount  of  deposited  carbon  is  greater  in  proportion  on  the 
surfaces  of  the  blocks  than  in  the  interior.     Eventually  the  two  zones 


Digitized  by  VjOOQIC 


908  ..         ...  BY-PRo».UCT;CQlur ::;.::  .«  .♦ 

merge  at  the  center  of  the  oven  (KglS^vftbd,'  with>ijliec,pra<54ifeaBy« 
complete  expu|siOncof  the  last.oKthe/.iK)kttiie( :Q)artter>/itfaa  edking 
process  is  finished.  There  is  alwa3rs  a  distinct  parting  in  the  center 
of  the  oven,  so  that  the  length  of  the  blocks  is  equivalent  to  about 
half  the  width  of  the  oven.  Fig.  4  shows  a  view  of  the  coke  as  it 
appears  whei;i  the  door  of  the  oven  is  removed.  Most  of  the  coke 
immediately  adjacent  to  the  walls  of  the  oven  is  covered  with  a  skin 
of  carbonized  pitch.  The  true  form  of  the  blocks  may  be  seen  in  a 
few  places  where  this  has  been  broken  away. 

30  Fig.  5  shows  a  view  of  a  typical  coke.  In  this  figure  the 
individual  blocks  may  be  seen  distinctly.  A  few  characteristic 
blocks  are  shown  in  Fig.  6.  The  three  smaller  pieces  in  this  figure 
are  cross-sections.  The  end  of  the  block  (Fig.  7)  originally  adjacent 
to  the  wall  of  the  oven  may  always  be  distinguished  by  its  cauliflower- 
like appearance  and  dense  layers  of  deposited  carbon.  We  shall 
design&te  it  as  the  wall  end  and  shall  call  the  other  extremity  the 
center  end,  for  want  of  better  terms.  The  structure  of  the  coke 
toward  the  center  end  is  always  more  open,  and  occasionally  is  some- 
what spongy. 

31  The  shape  of  ti^  ^fike  iHiquift^/oh^^terjyQtie,  depending  upon 
the  coal  from  which  it  is  produced,  and  also,  to  a  considerable  extent, 
upon  the  method  of  heat  treatment.  The  coke-oven  man  classes  his 
product  as  either  blocky  or  jingery,  coke  of  the  former  character  being 
preferred.  Some  typically  fingery  coke  is  shown  in  Fig.  8.  As  a 
rule,  the  coke  from  coals  of  over  30  per  cent  volatile  matter  is  apt  to 
have  a  fingery  tendency  —  and  this  becomes  highly  pronounced  if 
the  coal  has  a  high  oxygen  content.  By  coking  such  coals  very 
slowly  at  temperatures  somewhat  lower  than  used  in  ordinary  prac- 
trce,  the  fingery  tendency  may  be  disguised  or  in  many  cases  entirely 
eliminated.  By  disguising  it,  we  mean  that  the  product  will  actually 
appear  to  form  large,  massive  blocks^  but  these  blocks,  if  closely 
examined,  will  be  found  actually  to  be  bundles  of  slender  pieces 
more  or  less  firmly  cemented  together.  However,  if  the  heat  treat- 
ment be  very  carefully  regulated  dming  the  coking  process  —  espe- 
cially in  ovens  designed  and  adapted  to  this  particular  type  of  coal 
—  genuine,  firm,  blocky  coke  may  be  made  from"  many  coals  usually 
regarded  as  producing  only  the  fingery  variety. 

32  The  size  of  the  blocks  is  affected  to  a  certain  extent  by 
almost  all  the  conditions  pertaining  to  the  manufacture  of  coke. 
The  length  is,  of  course,  dependent  upon  the  width  of  the  oven,  the 
average  being,  on  accoimt  of  shrinkage,  a  little  less  than  half  the 
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width  of  the  oven.    The  blocks  from  the  top  of  the  oven  are  usually 
(especially  with  high-volatile  coals)  shorter  than  those  from  the 


Fio.  7    Wall  End  or  a  Block  of  Coke 


Fig.  8    Fingbry  Coke  and  Sponge  (Colorado  Coal) 

bottom.    Overcoking  and  high  temperatures  tend  to  produce  small- 
sized  coke. 
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33  Coming  now  to  an  examination  of  the  natural  surfaces  of 
the  blocks,  we  may,  in  the  first  place,  disregard  the  color  as  being 
relatively  unimportant.  It  depends  largely  upon  the  method  of 
quenching,  and,  to  some  extent,  on  the  quality  of  the  water  used,  the 
use  of  large  amounts  of  water  causing  a  dark  color,  while  with  the 
ca  eful  use  of  a  minimum  quantity  of  water  a  light  gray  color  can 
always  be  preserved.     The  majority  of  cokes  produced  from  the 


Fig.  9    Cross-Sections  of  Coke  Showing  Surfaces  Toward  Centkk 

(At  marked  distances  from  wall) 

standard  coking  coals  rich  in  hydrocarbons  and  low  in  oxygen  have 
close-textured,  even  surfaces,  with  possibly  a  few  narrow,  transverse 
zones  of  sUghtly  larger  cell  openings  interspersed  between  the  two 
extremities.  Many  cokes  from  coals  of  the  Connellsville  (Pa.)  type 
show  the  same  silvery,  glossy  skin  that  used  to  be  so  much  prized  in 
beehive  coke.  This  is  probably  indicative  of  a  very  heavy  deposit 
of  carbon,  especially  favored  by  slow  and  uniform  evolution  of  a  very 
rich  gas. 
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34  Other  cokes  fully  equal  in  value  to  the  above  are  character- 
ized by  a  peculiar  shaggy  appearancei  as  if  they  were  covered  with 
blotches  of  dark  moss.  This  appearance  is  usually  found  in  cokes 
produced  from  mixtures  of  eastern  coking  coals  with  the  somewhat 
more  highly  oxygenated  coals  of  the  central  field.  Oddly  enough, 
both  types  of  coal  usually  make  smooth  coke  if  carbonized  separately. 

35  Certain  cokes  present  transverse  pebbly  seams  —  usually 
not  more  than  two  or  three.    These  seams  are  very  narrow  and 
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Fig.  10    Cross-Sbctions  of  Coke  Showing  Surfaces  Facing  Toward 

Wall 
(At  marked  distances  from  wall) 

quite  coherent,  and  may  be  shown  to  be  composed  of  small  globules 
.of  quite  pure  carbon,  with  no  apparent  cellular  structure.  This 
phenomenon  again  appears  to  be  characteristic  of  the  more  highly 
oxygenated  coals. 

36  The  surfaces  always  show  more  or  less  transverse  and  longi« 
tudinal  cracks,  significantly  at  right  angles  —  either  parallel  or 
perpendicular  to  the  wall  of  the  oven.  Naturally  these  are  an 
element  of  weakness,  and  their  presence  to  an  excessive  degree  is 
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one  of  the  surest  "first-hand"  indications  of  an  inferior  grade  of  coke 
that  we  have.  The  amount  of  fracturing  can  be  controlled  to  a 
surprising  extent  by  proper  methods  of  heat  treatment. 

37  By  breaking  a  piece  of  coke  and  examining  the  fresh  surfaces 
we  find  revealed  the  cellular  structure  that  is  characteristic  of  all 
cokes  and  which  cannot  be  seen  in  its  true  development  simply  by 
inspecting  the  dense  natural  surfaces.  No  definition  of  coke  is 
complete  that  does  not  take  this  cellular  structure  into  account. 

38  The  usual  way  —  and  the  easiest  —  to  examine  the  cell 
structure  is  to  break  a  piece  of  coke  crosswise  and  note  the  appear- 
ance of  the  fresh  surfaces.  Great  care  must,  however,  be  taken,  in 
comparing  one  coke  with  another  by  this  method,  to  break  the  pieces 
at  approximately  the  same  distance  from  the  wall  end,  since  the  cells 
are  likely  to  increase  considerably  in  size  from  the  wall  to  the  center. 
Oddly  enough,  in  many  cokes  there  is  a  characteristic  difference  in  the 
two  surfaces  of  a  break.  No  matter  where  the  piece  is  fractured,  the 
surface  on  the  wall  side  has  always  a  granular  appearance,  with  a 
steel-gray  luster  and  well-defined  cell  openings.  The  opposite  surface 
(i.e.,  looking  toward  the  center  of  the  oven)  has  a  characteristic 
graphitic  luster,  with  the  cell  openings  flatter  and  possibly  not  so 
sharply  defined. 

39  Although  this  difference  is  rather  hard  to  depict  photo- 
graphically in  a  satisfactory  manner,  we  have  attempted  to  do  so  in 
Figs.  9  and  10,  which  will  also  show  the  variation  of  the  sizes  of  cells . 
from  wall  and  to  center.  The  sections  have  been  made  with  a  iV-iii- 
emery  wheel  at  2,  4,  and  6  in.  from  the  wall  end  of  one  block  of  coke. 
(This  is  a  standard  blast-furnace  coke  made  from  a  mixture  of  West 
Virginia  and  Pennsylvania  coals,  and  is  the  same  as  shown  in  Fig.  13.) 

40  For  any  accurate  comparison  of  the  cell  structiure  of  differ- 
ent cokes  we  prefer  to  make  longitudinal  sections  with  a  thin  emery 
wheel  —  such  sections  as  are  shown  in  Figs,  12  to  17.  If  this  is  done, 
the  danger  of  confusing  sections  made  at  different  distances  from  the 
wall  will  be  largely  eliminated.  It  must  be  mentioned  that  breaking 
a  piece  of  coke  longitudinally  so  as  to  reveal  the  real  cell  structure  is  a 
decidedly  difficult  matter.  Almost  always  the  break  will  be  found  to 
be  made  along  the  plane  of  a  natural  longitudinal  fracture,  and  the 
exposed  surfaces  will  be  found  to  be  covered  with  deposited  carbon. 

41  Great  importance  has  been  attributed  to  the  cell  structure 
of  coke  by  all  authorities  on  the  subject,  and  especially  by  blast- 
fiurnace  operators,  and  yet  the  subject  is  very  poorly  defined  and  no 
standards  of  comparison  have  been  estabUshed.    We  have  recently 
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begun  the  use  of  a  simple  system,  analogous  to  the  scale  of  hardness 
used  in  the  study  of  metals,  which  we  hope  may  come  into  general 


Fia.  11    Standards  for  Gaqinq  Cell  Structure 

(No.  1  at  bottom;  No.  4  at  top) 

favor.    At  present  we  employ  a  set  of  four  standards,  shown  in  Fig. 
11.    These  are  all  longitudinal  sections,  cut  from  blocks  of  typically 
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different  cokes.    The  sections  are  the  same  length,  and  each  is  cut 
beginning  IJ  in.  from  the  wall  end.     The  sections  are  numbered  1  to 


Fia.  12    Coke  prom  Elkhorn  Coal,  wrra  35  Per  Cent  Pocahontas 


Fig.  13    Coke  from  Mixture  op  Pennsylvania  and  West  Virginia  Coals 

4  in  order  of  increasing  cell  size.  With  such  a  set  of  standards  it  is 
easy  to  grade  any  coke  according  to  its  cell  structure,  and  the  grading 
will  convey  a  much  more  definite  idea  than  the  loose  terms  of  "dense," 
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** close,"  "rather  close,"  "fairly  open,"  "medium,"  etc.,  hitherto 
used. 


.  -iiiX.^^ 
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FiQ.  14    Coke  from  Alabama  Coals 


Fig.  15    Coke  from  Kentucky  Coal,  with  15  Per  Cent  PocahontjIb 

42    In  addition  to  grading  cokes  according  to  size  of  cells,  we 
may  also  classify  them  as  regular  or  irregular  in  cell  structure.    The 
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standards  would  all  be  considered  as 'regular  in  structure.  This  does 
not  mean  at  all  that  the  cells  are  of  the  same  size,  but  their  general 
arrangement  gives  an  easily  perceived  impression  of  regularity. 
What  we  mean  by  irregular  structure  is  illustrated  by  the  sections 
shown  in  Fig.  12.  This  sort  of  coke  has  alternate  patches  of  close 
and  open  texture,  and  is  frequently  produced  by  the  more  highly 
oxygenated  class  of  coking  coals,  as  well  as  by  mixtures  of  coals 
having  decidedly  different  characteristics. 

43  It  might  possibly  be  thought  now  that  an  interesting  table 
could  be  prepared  grading  the  cell  structure  of  cokes  produced  from 
various  typical  coals.  Such  a  table  would  be  well-nigh  valueless  unless 
the  data  were  carefully  qualified  by  details  regarding  preliminary 
treatment  of  each  coal,  dimensions  of  ovens,  temperatures,  coking 
time,  and  several  other  factors,  each  of  which  plays  a  part  in  the 
development  of  cell  structure.  It  may  be  more  profitable  to  show  a 
few  sections  of  different  cokes  that  have  given  successful  results  in 
blast-furnace  and  foundry  practice  in  various  parts  of  the  country. 
Figs.  12  to  17,  inclusive,  illustrate  some  specimens  carefully  selected 
to  be  as  representative  as  possible. 

44  Sometimes  too  much  reliance  is  placed  in  the  determination 
of  the  specific  gravity  and  porosity  of  coke.  Figures  as  to  porosity 
or  the  percentage  of  cell  space  in  the  total  volume  of  coke  are  almost 
valueless  unless  supplemented  by  an*  examination  of  the  actual  size 
of  cells  and  thickness  of  cell  walls.  A  coke  of  close  texture  and  thin 
walls  may  have  the  same  percentage  of  cell  space  as  one  having  large 
cells  and  relatively  thick  walls.  As  John  Fulton^  the  pioneer  in- 
vestigator of  coke,  said,  34  years  ago:  "Mere  cellular  space  .  .  . 
cannot  be  used  as  an  element  in  the  practical  determination  of  the 
value  of  cokes  for  blast-furnace  use.  Furnace  gases  cannot  act  on 
cell  spaces;  Ihey  can  only  act  on  exposed  surfaces."  It  is  the  cell 
walls  and  surfaces  that  are  the  most  important.  Cell  space  and 
porosity,  which  is  the  measure  of  it,  are  merely  incidental. 

45  Table  3,  which  gives  the  specific  gravities  and  porosities  of 
coke  specimens,  will  show  that  there  is  really  no  relation  between  cell 
structure  and  porosity. 

46  For  ordinary  purposes  in  grading  cell  structure  magnifica- 
tion is  imnecessary.  Photographic  enlargement  gives  some  interest- 
ing information  as  to  the  character  of  the  cell  walls.  Figs.  18,  19,  20 
and  21  show  portions  of  standards  Nos.  1,  2,  3,  and  4,  respectively, 
each  enlarged  10  times.    There  is  considerable  apparent  irregularity 

1  Bull.  Am.  Inst.  Min.  Eng.,  October.  1883. 
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of  cell  diameter,  due  to  the  fact  that  the  cells  are  cut  m  different 
planes,  but  the  comparison  of  the  four  types  of  coke  is  fairly  good. 
•  47  In  passing  from  this  subject  of  the  examination  of  coke  sec- 
tions we  would  take  occasion  to  point  out  the  interesting  field  open 
here  for  the  application  of  petrographic  methods  to  an  exhaustive 
investigation  of  the  material.  The  actual  chemical  and  physical 
state  of  the  carbon  produced  from  various  coals  under  various  condi- 
tions is  an  important  matter  from  a  practical  standpoint.  Differ- 
ences in  the  true  specific  gravity  of  coke  are  frequently  found  that 
cannot  be  explained  by  variation  in  the  content  of  inorganic  matter. 
The  actual  condition  of  this  inorganic  matter  after  carbonization,  the 
amoimt  of  reduction  of  the  various  oxides,  the  possible  effect  of  the 

TABLE  3    SPECIFIC  GRAVmES  AND  POROSFTIES  OF  COKE  SPECIMENS 


Cell  grading 

Figure 

Apparent 
specific  gravity 

True 
ttpecifio  gravity 

Porosity 

1     (Standard) 

11 

1  097 

1.917 

42.8 

1 

0  924 
0.974 

2.006 
1.891 

53.7 

1.5 

12 

48.5 

2     (SUndard) 

1  007 

2028 

50.4 

2 

1.138 

1.948 

41.6 

2  5 

0.857 
1.071 

1.979 
1.831 

56.7 

3     (SUndard) 

41.6 

3 

1.053 

1.917 

45.1 

3 

.     0  854 

1.862 

54.1. 

4     (Standard) 

0.943 

1.988 

52.6 

4 

0.943 

1.988 

52.6 

4 

•    0.917 

1.921 

52.3 

finely  disseminated  mineral  matter  in  strengthening  or  weakening 
the  cell  walls  are  all  very  important.  Inorganic  matter  does  not 
necessarily  constitute  an  element  of  weakness.  Large  particles, 
especially  if  segregated,  are  injurious,  but  finely  divided  mineral 
matter  may  actually  strengthen  the  cell  walls.  High-ash  cokes  are 
frequently  stronger  than  low-ash  cokes  from  the  same  kind  of  coal. 
Some  experiments  in  washing  and  coking  coals  of  moderate  ash 
content  have  shown  that  where  the  original  coal  gave  a  strong  coke, 
the  washed  coal  gave  a  weaker  coke,  the  difference  being  undoubtedly 
due,  to  some  extent,  to  the  removal  of  some  of  the  mineral  matter, 
although  the  high  moisture  content  of  the  washed  coal  might  have 
had  some  effect.  Simmersbach  gives  some  evidence  to  show  that 
iron  present  in  combination  with  carbon  and  silicon,  and  silicon 
present  as  a  silicon  carbide,  may  be  the  cause  of  the  remarkable 
hardness  of  some  coke. 
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48  Studies  of  this  character  will,  however,  be  largely  of  academic 
interest  unless  correlated  with  studies  of  the  behavior  of  different 
types  of  coke  in  the  blast  furnace  and  in  other  types  of  apparatus  !n 
which  the  material  is  used.  Let  us  choose  the  blast  furnace  for  con- 
sideration here  on  account  of  its  tremendous  industrial  importance. 

49  There  is  at  present  some  disagreement  among  blast-furnace 
men  as  to  the  exact  function  of  the  coke  in  the  most  efficient  and 
economical  reduction  of  iron  ore.  The  majority  probably  still  accept 
Grliner's  theory  of  ideal  working,  viz.  (as  stated  by  Richards*),  "All 
the  carbon  burnt  in  the  furnace  should  first  be  oxidized  at  the  tuyeres 
to  CO,  and  all  reduction  of  oxides  above  the  tuyeres  should  be  caused 
by  CO,  which  thus  becomes  COi."  It  is  well  known  that  the  reduc- 
tion of  iron  oxide  by  carbon  monoxide  is  the  most  efficient  from  the 
standpoint  of  heat  economy.  Richards,  however,  has  pointed  out 
that  the  direct  reduction  of  iron  oxide  by  carbon  is  three  times  as 
efficient  from  the  standpoint  of  carbon  required  as  the  indirect 
reduction,  and  says: 

The  ordinary  furnace  produces  at  the  tuyeres,  in  order  to  get  heat  enough  to 
melt  down  the  charges,  more  CO  gas  than  is  needed  to  abstract  all  the  oxygen 
from  the  charges;  under  these  conditions  it  is  uneconomical  to  oxidize  any  carbcm 
at  all  above  the  tuyeres.  The  exceptional  furnace,  because  of  pure  ores,  smaU 
amount  of  slag,  pure  fuel,  high  temperature  of  blast,  or  dry  blast,  gives  heat 
enough  at  the  tuyeres  to  melt  down  the  charges  without  producing  enough  GO 
gas  to  reduce  all  the  charges;  under  these  conditions,  more  or  less  reduction  is 
effected  by  solid  carbon  and  with  the  greatest  economy  in  quantity  of  carbon 
required  in  the  furnace. 

50  About  a  year  ago  H.  P.  Howland  prepared  an  interesting 
paper  ,^  entitled  Calculations  With  Reference  to  the  Use  of  Carbon  in 
Modem  American  Blast  Furnaces,  caUing  attention  to  the  fact  that 
many  furnaces  are  actually  operating  with  higher  economy  of  coke 
than  would  be  calculated  from  Griiner's  theory;  in  fact,  his  calcula- 
tions on  the  performance  of  26  furnaces  seem  to  show  that  what 
Richards  regarded  as  the  exceptional  furnace  is  the  rule  rather  than 
the  exception  in  modern  practice. 

51  Howland's  tabulation  of  data  on  these  26  furnaces  is  so 
interesting  and  pertinent  to  the  subject  that  a  portion  of  it  is  repro- 
duced in  Table  4. 

52  Note  incidentally  the  performance  of  the  once-despised  by- 
product coke  in  modem  practice.    Of  the  19  fumaces  using  less  than 

*  Metallurgical  and  Chemical  Calculations,  p.  248. 
«  Bull.  Am.  Inst.  Min.  Eng.,  March  1916,  p.  627. 
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a  ton  of  coke  per  ton  of  pig  iron,  13  are  biuiiing  by-product  coke  and 
6  beehive  coke. 

53    Rowland  calculates  that  all  the  furnaces  burning  less  than 
1350  lb.  of  carbon  at  the  tuyeres  are  not  making  enough  CO  to  reduce 


TABLE  4    PART  OP  HOWLANDS 

DATA  ON  AMERICAN  BLAST  FURNACES 

Pur- 

Pounds 

Tons 

Carbon 

Kind  of 
method 
of  manu- 
facture 

Coke 
operation 

Total 
charged 

Gasi- 

Gaai. 

Percent 

Percent 

DAM 

No. 

ookoper 
ton  iron 

ironpor 
day 

inooke. 
percent 

fied  in 
furnace 

fiedat 

total 
carbon 

gasified 
carbon 

1 

2.615 

301 

86.3 

BH 

Stonega 

2.254 

2110 

1868 

82.8 

2 

2.551 

^72 

84.4 

BP 

Sblvay 

2.153 

2049 

1751 

81.4 

86.6 

S 

2.472 

482 

86.1 

BH 

Conn. 

2.128 

1996 

1728 

81.2 

86.8 

4 

2.247 

450 

87.1 

BH 

Conn. 

1.957 

1846 

1605 

82.0 

87.0 

5 

2.198 

499 

86.9 

BH 

Conn. 

1.908 

1810 

1494 

78.7 

82.6 

6 

2.123 

541 

88.3 

BH 

Conn. 

1.875 

1764 

1498 

79.8 

84.9 

7 

2.115 

300 

84.3 

BP 

Solvay 

1.782 

1683 

1427 

80.1 

84.8 

8 

1.996 

490 

86.3 

BP 

Koppers 

1.722 

1611 

1298 

75.4 

80.6 

9 

1.936 

376 

85.7 

BP 

SolTay 

1.659 

1557 

1305 

78.8 

83.7 

10 

1.905 

393 

88.7 

BP 

Solvay 

1.690 

1575 

1252 

74.1 

79.5 

11 

1.901 

51Z 

85.5 

BP 

Koppers 

1.625 

1524 

1280 

78.8 

84.1 

12 

1.863 

504 

86.6 

BP 

Koppeni 

1.614 

1513 

1230 

76.2 

81.3 

13 

1.780 

426 

84.9 

BP 

Koppers 

1.511 

1414 

1124 

74.4 

79.5 

14 

1.742 

503 

84.6 

BP 

Koppers 

1.474 

1382 

1133 

76.9 

82.0 

15 

1.716 

543 

87.1 

BH 

Benham 

1.494 

1396 

1194 

80.0 

87.0 

10 

1.715 

585 

846 

BP 

Koppers 

1.451 

1357 

1114 

76.6 

82.2 

17 

1.702 

543 

87.5 

BP 

Keepers 

1.490 

1388 

1130 

75.9 

81.5 

18 

1.699 

572 

87.0 

BP 

Kof^MTB 

1.479 

1387 

1155 

78.2 

83.4 

19 

1.673 

580 

88.6 

BH 

Benham 

1.482 

1384 

1182 

79.9 

85.0 

20 

1.668 

590 

88.3 

BH 

Benham 

1.464 

1366 

1182 

80.8 

86.5 

21 

1.636 

442 

89.5 

BP 

Koppers 

1.463 

1369 

1124 

76.8 

82.1 

22 

1.635 

593 

88.5 

BH 

Benham 

1.447 

1349 

1124 

77.7 

83.4 

23 

1.624 

592 

87.3 

BH 

Benham 

1.417 

1317 

1118 

79.0 

85.0 

24 

1.623 

457 

89.6 

BP 

Koppers 

1.454 

1360 

1090 

75.0 

80.2 

26 

1.589 

608 

88.3 

BH 

Benham 

1.403 

1307 

1100 

78.5 

84.2 

26 

1.584 

466 

89.2 

BP 

Koppers 

1.413 

1324 

1057 

74.8 

79.9 

Nora.  —  BH  »■  Beehive.    BP  »  By-product.    Conn.  >■  Connellsville. 

all  the  Fe20  and  hence  some  of  the  latter  must  be  reduced  directly  by 
carbon.    He  concludes: 

It  seems  clear,  therefore,  that  in  low-coke  furnaces  one  of  the  most  important 
(if  not  the  most  important)  fimctions  of  the  carbon  burned  at  the  tuyeres  is  to 
produce  heat  to  enable  the  carrying  on  of  the  direct  reduction,  rather  than  to 
produce  CO  for  indirect  reduction. 

On  this  basis,  it  becomes  very  essential  that  our  carbon  shall  bum  instan- 
taneously to  CO  in  order  that  the  resulting  heat  may  be  localized  where  needed. 
This  should  not  be  a  question  of  seconds,  but  of  a  fraction  of  a  second.  If  our 
carbon  is  of  such  a  nature  that  this  burning  to  CO  is  a  comparatively  long  process, 
more  of  it  Will  be  required  than  of  the  quick-burning  carbon  in  order  to  obtain 
the  same  concentration  of  heat  at  the  desired  point. 

We  would,  therefore,  say  that  the  most  desirable  thing  about  a  coke  is  that 
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quality  in  the  carbon  which  will  allow  of  its  being  instanU^leo)lsly  {burned  to  CO 
and  thus  result  in  the  maximum  concentration  of  heat  where  nei^cied. 


Fia.  16    Coke  prom  Pittsburgh  Coal,  with  20  Per  Cent  Pocahontas 


Fia.  17    Coke  from  Pittsburgh  Coal,  with  40  Per  Cent  Pocahomtab 

54    W.  H.  Blauvelt,  in  a  discussion  of  Rowland's  paper,*  says: 
In  studying  the  combustion  of  coke  in  the  furnace,  it  is  clear  that  the  pro- 
duction of  the  maximum  quantity  of  heat  is  not  of  the  first  importance  in  blast- 

>  Bull.  Am.  Inst.  Min.  £ng.,  October  1916. 
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finmaoe  operation,  or  in  the  utilisation  of  the  fuel  charged  into  the  furnace.    To 
my  mind,  the  production  of  a  high  thermal  head  at  the  tuyeres  is  of  the  first 


Fia.  18    Standard  No.  1  Enlarged  10  Diameters 


^Ssra^^B 


Fia.  19    Standard  No.  2  Enlarged  10  Dl/u^bterb 

importance,  and  the  best  coke  is  that  which  reaches  the  tuyeres  in  proper  condi- 
tion to  produce  the  highest  temperature  at  the  tuyeres,  and  in  just  sufficient 
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quantity  to  do  the  amount  of  work  required  there  under  the  conditions  produced 
by  this  maximum  temperature.  The  combustion  of  a  much  larg^  amount  of 
fuel  at  the  tuyeres,  imder  conditions  that  will  fall  short  of  producing  the  highest 
possible  temperature,  cannot  produce  as  good  results,  either  in  fuel  economy  or 
output.  .  .  .  Nothing  is  more  fatal  to  obtaining  the  highest  temperature  than  an 
excess  of  combustion.  In  the  blast  furnace  an  excess  of  air  dilutes  and  cools  the 
products  of  combustion,  reducing  the  maximum  thermal  head  at  the  tuyeres,  and 
the  larger  v^olume  carries  the  high  temperature  sone  too  high  in  the  furnace.  .  .  • 
It  will  probably  be  generally  admitted  that  furnace  coke  should  be  of  nearly 
uniform  size,  and  many  furnace  managers  are  eliminating  all  coke  below  }  in.  and 
above  4  or  4|  in.;  also,  that  the  best  coke  is  that  which  is  sufficiently  strong  to 
resist  imdue  abrasion  and  crumbling  by  attrition  with  the  stock,  and  of  an  open 
porous  structure  that  wiD  permit  the  most  rapid  combustion  when  it  reaches  the 
tuyeres.  Many  large  users  agree  that  the  coke  should  never  be  overcoked 
beyond  the  point  of  producing  a  sufficiently  strong  structure,  as  overcoking 
quickly  reduces  the  combustibility. 

If  GrQner's  ideal  gives  the  best  furnace  operation,  we  should  want  a  coke  that 
is  resistant  to  the  oxygen  in  the  ore  but  easily  combustible  at  the  tuyeres,  which 
is  a  contradiction  of  qualities.  If  my  argument  is  correct,  that  the  furnace  man 
wants  the  greatest  thermal  head  at  the  tuyeres  rather  than  the  production  of  the 
greatest  quantity  of  heat  in  the  furnace  as  a  whole,  then  he  is  willing  to  sacrifice 
some  coke  by  solution  in  the  oxidising  gases  in  the  upper  part  of  the  furnace, 
provided  he  can  obtain  a  sufficient  quantity  of  coke  at  the  tuyeres,  of  a  quality 
that  will  permit  rapid  combustion  with  the  minimum  amoimt  of  air,  thereby 
giving  him  the  maximum  thermal  head.  ■ 

55  The  desirability  of  the  condition  which  Blauvelt  aptly  tenns 
a  high  thermal  head  in  the  zone  of  the  tuyeres  will  be  readily  granted 
even  by  those  who  adhere  to  Giiiner's  theory.  This  condition  should 
be  attained  even  at  a  sacrifice  of  some  carbon  by  solution  loss  (COj  + 
C  =  2C0),  and  we  are  of  the  opinion  that  the  importance  of  this 
solution  loss  is  frequently  over-estimated.  Most  laboratory  experi- 
ments made  to  determine  the  loss  undergone  by  different  cokes  have 
been  of  Uttle  value,  because  they  have  been  mostly  made  with  pul- 
verized samples,  so  that  their  original  physical  condition  has  been 
greatly  altered. 

56  We  have  lately  tested  the  resistance  of  a  number  of  cokes 
to  the  action  of  COj  at  temperatures  of  800  and  900  deg.,  and  find 
the  loss  of  coke  pulverized  to  40  mesh  to  be  very  much  greater  than 
the  same  coke  prepared  in  small  test  pieces,  f  in.  by  i  in.  by  IJ  in., 
so  as  to  retain  the  original  structure. 

57  As  furnace  conditions  are  better  understood,  the  possibiUty 
of  the  use  of  coke  of  a  wider  instead  of  a  more  restricted  range  of 
quality  will  become  better  recognized,  with  the  express  limitation 
that  the  supply  for  each  furnace  must  always  be  absolutely  imiform 
in  quahty.    This  requirement  of  uniformity  cannot  be  too  strongly 
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emphasized,  and  it  is  almost  equally  necessary  for  the  proper  opera- 
tion of  the  coke  plant  as  the  blast  furnace;  but  this  does  not  mean 
that  there  is  one  standard  grade  of  coke  to  which  all  plants  should 
conform  so  far  as  possible.  As  a  matter  of  fact,  the  range  of  cokes 
that  successfully  qualify  in  practical  operation  is  continually  being 
extended,  through  necessity  of  one  sort  or  another,  with  Uttle  general 
realization  of  the  fact.  In  Figs.  12  to  17  we  have  already  shown  the 
cell  structure  of  some  cokes  that  are  giving  good  results  in  different 
American  blast  furnaces,  and  the  difference  is  fairly  remarkable. 

58  However,  for  each  kind  of  coke  there  is  evidently  some  limit- 
ing size  for  efficient  service,  i.e.,  just  large  enough  to  offer  such  a 
minimum  surface  of  attack  for  COs  that  the  loss  on  this  accoimt  is 
negligible,  and  small  enough  so  that  complete  combustion  may  be 
effected  in  a  minimum  of  time  at  the  tuyeres.  Hardness  of  body  is 
usually  —  though  possibly  not  necessarily  —  proportional  to  the 
resistance  of  a  given  coke  to  oxidation  by  CO2  or  oxygen.  The 
harder  grades  of  coke  should  be  used  in  smaller  sizes  —  and  this  is  a 
compensation  automatically  provided  to  some  extent  by  the  operation 
of  the  by-product  oven.  Similarly,  cokes  of  close  cell  structure  are 
more  resistant  to  oxidation,  but  this  may  be  offset  to  a  large  extent 
by  softness.  The  coke  of  more  open  cell  structure  will  probably 
require  less  rigid  attention  to  sizing  than  the  denser  coke.  The 
important  thing  is  to  determine  the  practical  limits  of  these  elements 
of  siz^,  hardness,  and  cell  structure.  It  may  be  found  that  a  coke 
of  such  structure  as  No.  1  of  our  scale  may  be  unsuitable,  no  matter 
what  may  be  its  size  or  softness;  but  this  ought  to  be  proved  by 
actual  test  and  not  taken  for  granted. 

59  These  considerations  are  of  the  utmost  importance  and 
encouragement  to  the  coke-oven  man^  because,  with  a  reasonable 
choice  of  coal,  his  control  over  the  quality  of  his  coke  is  almost 
unlimited,  and,  even  with  a  very  restricted  soiu-ce  of  supply,  the 
possibilities  of  conforming  to  the  desired  standard  by  proper  oven 
construction  and  regulation  are  still  remarkably  great.  We  propose 
to  conclude  this  paper  by  showing  two  or  three  examples  of  what  can 
be  accomplished  in  the  way  of  control  of  this  sort. 

60  One  proposition  that  frequently  presents  itself  is  that  of 
eliminating  sponge.  Sponge  is  a  characteristic  honeycombed  mass 
formed  in  the  center  of  rich  volatile  matter.  It  seems  to  be  caused 
by  an  excess  of  pitchy  material  moving  along  with  the  fused  zone  in 
the  coking  process,  and  finally  accumulating  in  the  center  of  the  oven, 
where  it  is  eventually  gasified,  with  the  production  of  this  light 
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porous  material.    Sometimes  this  sponge  is  foimd  in  loose,  detached 
masses  scattered  all  over  the  coke  as  it  lies  on  the  wharf  after  quench- 


FiG.  20    Standard  No.  3  Enlarged  10  Diambters 
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Fig.  21    Standard  No.  4  Enlarged  10  Diameters 

ingf  or,  again,  it  may  be  foimd  adhering  very  closely  to  the  ends  of 
the  pieces  of  coke,  and  sometimes  blending,  without  any  clear  line 
of  demarcation,  into  the  body  of  the  coke  itself. 
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6X     Although  the  amount  of  this  sponge  often  appears  to  be  very 
large,  it  is  so  Jt>ulky  that  its  actual  percentage  by  weight  is  small.     In 


Fia.  22    Coke  from  Straight  High- Volatile  Coal,  Showing  Sponge 


Fig.  23    Cokb  from  Same  Coal  as  Fig.  22,  with  20  Per  Cent 
Pocahontas 

one  case  1  where  the. amount  of  sponge  seemed  to  be  very  large  it  was 
actually  ifound  that;  it.jamoun ted  to  1.65  per  cent  of  the  total  coke. 
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Small  amounts  of  sponge  probably  do  no  harm,  most  of  the  material 
being  soon  broken  up  in  the  operations  of  handling  the  coke,  but  the 


FiQ.  25    Coke  from  Same  Coal  as  Fig.  24,  Properly  Made 

presence  of  the  material  undoubtedly  occasions  a  certain  loss  of 
carbon,  and  so  we  usually  try  to  get  rid  of  it.    The  customar>' 
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remedy  —  and  one  that  always  works  —  is  to  mix  with  the  high- 
volatile  coal  sufficient  low-volatile  coal,  which  has  the  effect  of  absorb- 
ing the  excess  of  bitmninous  material  and  eliminating  the  conditions 
of  sponge  formation.  Pocahontas  coal  is  the  standard  low-volatile 
coal  that  is  employed  by  many  of  om*  plants.  It  is  to  be  noted  that 
different  coals  require  considerably  different  percentages  of  Poca- 


FiG.  26    Same  Coal  Mixtxjre  CJoked  at  Different  Plants  Under  Dif- 
ferent Conditions 

hontas  coal  to  completely  eUminate  the  sponge.  Fig.  22  shows  a 
coke  from  immixed  high-volatile  coal  (about  34  per  cent  volatile 
matter).  A  large  amount  of  sponge  is  readily  apparent.  Fig.  23 
shows  the  coal  from  a  mixture  containing  80  per  cent  of  this  same  coal 
with  20  per  cent  of  Pocahontas.  The  sponge  is  entirely  eliminated 
and  the  structure  of  the  coke  improved. 
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62  Frequently  it  is  too  expensive  a  proiKir^ition  to  buy  low- 
volatile  coal  for  the  sake  of  eliminating  a  little  sponge,  and  sometime; 
the  loW'Volatile  coal  may  be  altogether  inaccessible  for  practical 
purposes*  This  does  not^  however,  leave  us  at  the  end  of  our  resources. 
By  proper  methods  of  control,  sponge  may  be  eliminated  from  a 
wide  variety  of  coals  that  produce  it  under  ordinary  conditions.  If 
the  oven  is  correctly  designed  and  proportioned,  and  the  t^mperatvirc 

^  and  coking  time  carefully  regulated^  very  satisfactory  results  may  be 
obtained  without  the  necesisity  of  making  a  special  coal  mixture. 
Fig,  24  shows  the  coke  from  one  coal  which  was  made  in  a  type  of  oven 
unsuitfid  to  it^  and  coked  at  unfavorable  temperatures.  Fig.  25 
shows  coke  made  from  the  same  coal  under  proper  conditions.  The 
sponge  has  been  entirely  eliminated* 

63  Occasionally  one  of  the  most  difficult  problems  t-o  be  over- 
come is  that  of  too  great  density  of  cell  structure.  Here,  again,  we 
can  approach  the  problem  in  two  ways;  one,  by  mixing  in  one  or 
more  other  coats  that  have  a  tendency  to  the  production  of  a  more 
open  cell  struct  me,  and  the  other  way  by  suitable  preliminary  pre- 
paration of  the  coal,  careful  heat  control|  and  special  design  of  the 
oven.  Fig.  26  shows  coke  made  from  the  same  coal  mixtm-e  coked 
at  different  plants  under  different  conditions.  The  dense  coke  shown 
in  the  lower  part  of  the  figure  was  greatly  improved  upon  when  thir 
nature  of  the  coal  was  better  understood,  and  the  ejccellent  product 
shown  in  the  upper  part  of  the  figure  was  then  made  when  the  coal 
was  treated  in  the  right  kind  of  ovens  and  under  proper  conditions. 

64  To  insure  the  best  rei5iilts  a  special  study  must  Im  made  of 
each  kind  of  coal  it  is  proposed  to  use,  and  it  would  bt^  wcll^  in  M 
cnses  where  a  new  plant  is  contemplated,  t<i  make  this  study  previous* 
to  designing  the  plant,  becaus^e  the  results  may  sugge^st,  some  tiec*^,'^ 

,  sary  changes  in  design  that  would  not  otherwise  be  foreseen. 
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By  a.  Lbwi9  Jenkins,  Cincinnati,  O. 
Member  of  the  Society 

The  author  dUctuses  the  six  possible  hypotheses  upon  which  a  formula  for 
comtnned  normal  and  shearing  stresses  may  be  based^  namely^  the  maximum  ap- 
parent and  the  maximum  true  or  equivalent  stresses  in  tension,  compression  and 
shear.  His  conclusion  is  that  the  equivalent  stresses  are  a  refinement  over  the 
apparent  stresses,  and  he  finds  that  both  theoretical  and  experimental  results  show 
them  to  be  the  more  accurate. 

Equivalentrstress  formulce  for  tensile,  compressive  and  shear  stresses  are  given 
in  the  paper,  and  their  uses  are  indicated  (1)  with  respect  to  the  value  found  for  the 
ratio  of  the  unit  tensile  and  shearing  stresses  at  the  yield  point,  and  (2)  with  respect 
to  the  nature  of  the  failure  of  the  material. 

The  design  of  shafts  svi^ected  to  bending  and  twisting  is  dealt  with  at  length 
and  fonmdos  are  recommended  for  use  with  hard  or  brittle  materials,  such  as  cast 
iron  or  hard  steel,  and  with  soft  or  diuUile  materials,  such  as  very  mild  steels. 

TN  the  past  few  years  much  has  been  written  regarding  the  appli- 
cations  of  the  formulje  for  combined  stresses.  The  discussions 
consist  of  theoretical  and  experimental  analyses  of  the  stress  re- 
lations resulting  from  complex  loadings  which  produce  more  than 
one  kind  of  simple  stress,  such  as  combined  shear  and  tension; 
and  most  of  these  are  endeavors  to  prove  that  the  designer  should 
base  his  calculations  on  the  maximum  existing  shear  stress  regard- 
less of  the  relative  strengths  of  the  materials  in  tension,  compression 
and  shear. 

2  This  popularity  and  stimulated  interest  in  the  subject  of 
combined  stresses  was  induced  by  Guest,  who  in  1900  published 
the  results  of  his  tests  on  the  strengths  of  soft  steel,  copper  and 
brass  tubing  when  subjected  to  bending  and  twisting.  The  main 
conclusion  drawn  from  the  results  of  these  experiments  was  that 
they  were  in  accordance  with  the  previously  established  fact  that 
soft  steel  and  most  ductile  materials  are  weaker  in  shear  than  in 

tension.     Recently  several  writers  have  extensively  advocated  the 
—  ^ 
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use  of  the  maximum-shearHstress  hypothesis  until  they  have  reached 
the  limit  of  having  suggested  its  appUcation  in  the  design  of  cast- 
iron  members!  One  of  the  most  recent  handbooks  for  designers 
gives  only  Guest's  formula  for  the  design  of  shafting  subjected 
to  combined  bending  and  twisting,  without  mentioning  the  fact 
that  it  is  absurd  to  use  it  for  anything  but  a  soft,  ductile  material. 

3  There  are  six  possible  hypotheses  upon  which  a  formula  for 
combined  normal  and  shearing  stresses  may  be  based,  namely, 
the  maximum  apparent  and  the  maximum  true  or  equivalent 
stresses  in  tension,  compression  and  shear.  Of  these  only  the 
maximum  apparent  stresses  in  tension  and  shear  and  the  equiva- 
lent tensile  stress  have  been  generally  proposed  for  the  design  of 
shafts.  Guest's  formula  is  evidently  not  based  on  the  apparent 
maximum  shear  stress  as  some  writers  have  assumed. 


APPARENT  AND   EQUIVALENT  STRESSES  DUE  TO  LOADS  THAT 
PRODUCE  SIMPLE  TENSION  AND   COMPRESSION  DIRECTLY 

4  Apparent  Stresses  in  Normal  and  Oblique  Planes,  The 'bar 
shown  in  Fig.  1  is  subjected  to  a  compressive  load  TF,  and  the 
simple  compressive  unit  stress  on  the  section  EB  is  C  =  WfAy 
where  A  is  the  area  of  the  cross-section  through  EB. 

5  The  area  of  the  cross-section  through  DF,  inclined  at  an 
angle  0  with  EBj  is  i4./cos  G\  and  the  force  normal  to  the  plane 
DF  is  TT  cos  G;  hence  the  apparent  compressive  unit  stress  acting 
normal  to  DF  is 

^,      TTcosG      TTcos'G      ^      ,^ 

C  =  -r-, >s  = A =  C  cos*  G 

A/cosG  A 

6  The  component  of  W  acting  parallel  to  DF  is  WsinG; 
hence  the  apparent  tangential  or  shear  unit  stress  along  DF  is 

^,  ^  WsinG  ^  TFsinGx  cosG  ^  Csin20 
A/coaG  A  2 

7  The  value  of  S'  is  a  maximum  when  (?  =  45  d^.,  which 
means  that  the  maximum  apparent  shear  stress  is  along  the  plane 
making  45  deg.  with  the  direction  of  the  load  and  is  equal  to 

^'-hL »i 

This  indicates  that  the  shear  stress  in  a  cast-iron  cube  is  roughly 
equal  to  half  the  compressive  stress  when  failure  occurs. 
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8  The  bar  shown  in  Fig.  2  is  subjected  to  two  compressive 
loads  Wi  and  Wt  acting  at  right  angles.  Denoting  the  simple 
compressive  miit  stresses  by  Ci  and  Cj  respectively,  the  apparent 
compressive  unit  stress  on  the  plane  DF  is  equal  to 

C  =  CiC0s«6  +  Cjsin'G [2] 

and  the  apparent  unit  shear  stress  on  DF  is 


which  is  a  maximum  when  ff  =  45  deg.  and  equal  to 
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Fig.  1    Bar  Subjected  to 
Compressive  Load 


Fig.  2    Bar  Subjected  to  Two 
Compressive  Loads 


9  If  Wi  and  Wt  weye  reversed,  they  would  produce  tension 
instead  of  compression,  and  the  apparent  tensile  unit  stress  on  DF 
would  be 

r'  =  Tx  cos*  (?  +  Ti  sin«  6 

where    Ti  =  Wi/Ai    and    Tt  =  Wt/At.    The   maximum   apparent 
shearing  unit  stress  is  a  maximum  when  G  ="  45  deg.  and  is  equal  to 

IQ  If  Wi  produced  direct  compression  and  Wt  direct  tension, 
the  apparent  imit  stresses  would  be 

C  =  Cicos»(?- r,sm2(? 
r  =  Tisin^G-CiCOs^O 

and  the  maximum  apparent  shearing  stress  is 

s'  =  HCi  +  r,) 

11  It  is  seen  from  Equation  [2]  that  the  greatest  apparent 
compressive  unit  stress  for  the  loading  shown  in  Fig.  2  is  either 
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C\  =  Wi/Ai  or  Cj  =  Wi/Atj  depending  upon  the  relative  values 
of  the  loads  and  respective  areas,  the  compressive  stress  normal 
to  Wi  being  independent  of  the  load  Wt  or  the  unit  stress  Ct. 

12  EquivcderU  Stresses  in  Normal  and  Oblique  Planes.  The  above 
method  of  determining  the  effect  of  combined  stresses  emplo3r8  the 
ordinary  methods  of  statics,  and  the  results  are  known  as  apparent 
stresses.  The  method  is  based  on  the  conception  that  imit  stress  is 
an  internal  resisting  force  acting  on  a  unit  area,  and  is  found  by 
dividing  the  load  by  the  area. 

13  A  better  conception  of  stress  assumes  that  it  is  that  prop- 
erty of  a  material  which  resists  deformation  of  strain,  and  its  in- 
tensity is  measured  by  the  product  Es,  where  E  is  the  modulus 
of  elasticity  and  s  the  unit  strain  or  deformation  produced  in  a 
unit  of  length. 
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Fio.  3    Deformation  op 
LoADBD  Bar 


Fig.  4    Direct  CkjMPRESSivE 
Unft  Strain  on  Bar 


14  In  Fig.  3  the  load  W  deforms  the  bar  of  unit  area  an 
amount  equal  to  D  and  the  unit  deformation  in  the  direction  of 
W  is  s  =  D/L,  where  L  is  the  length  of  the  bar,  and  the  unit  com- 
pressive stress  is  C  =  Es. 

15  Although  there  is  a  slight  decrease  in  the  volume  in  this 
case,  due  to  the  load  W,  the  lateral  dimension,  which  is  equal  to 
unity,  is  increased  an  amount  equal  to  F.  The  ratio  F/(D/L) 
=  F/s  =  y  for  a  unit  block  is  a  constant  for  a  given  material  and 
is  known  as  Poisson's  ratio  of  lateral  contraction.  For  any  siae  block 
having  a  lateral  dimension  in  the  direction  of  F  equal  to  L',  then 
y  =  (F/LO  ^  (D/L). 

16  In  Fig.  4,  Wi  produces  a  direct  compressive  unit  strain  in 
its  direction  equal  to  »i  =  Ci/E  and  a  lateral  unit  strain  (extension) 
equal  to  Siy. 
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17  The  total  unit  stram  in  the  direction  of  PTi  is 

Ci     Cu/ 

18  The  equivalent  stress,  or  the  single  simple  stress  that  will 
produce  an  equivalent  strain  in  the  direction  of  Wi  equal  to  that 
actually  produced  in  that  direction  by  the  combined  action  of  Wi 
and  Wty  is  C«j.    Hence 

E      E       E 
and  Ce.  =  Ci  -  dg. 

19  Similarly,  the  equivalent  stress  in  the  direction  of  Wt  is 

C^^Ct-  Ciy. 

20  The  equivalent  compressive  stress  on  the  section  DF  is 

Ce  =  Ce,  cos«  0  +  Ca,sin«  0 


Fig.  6    Loads  in  Three  Directions 
and  the  maximum  equivalent  shear  stress  is 

1  +  2/ 


{Cx-C^). 


.[4] 


21  In  general,  the  equivalent  normal  stresses  (compression  and 
tension)  produced  by  simple  compressive  and  tensile  stresses  acting 
in  three  directions  perpendicular  to  one  another,  as  shown  in  Fig. 
5,  are,  when  all  are  tension, 

r^  =  Ti  -  T^y  -  Tty 
T^==T2-  Tiy  -  Tzy 
T^  =  Tt-  Tiy  -  T^ 
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If  any  of  the  stresses  should  be  compressioQ  instead  of  tension, 
its  sign  in  the  above  equations  should  be  changed. 

22  The  equivalent  shearing  stresses  are: 

S,  ^HTe,  -  r^  in  the  plane  of  Si  and  Si 

S.  =  l  (Ta,  -  r^  in  the  plane  of  St  and  S9,  fete. 

MAXIMUM  APPAKENT  AND  EQUIVALENT  STRESSES  DUE  TO 
COMBINED  NORMAL  AND  SHEAR  STRESSES 

23  In  machine  construction  many  parts  are  required  to  resist 
both  a  single  normal  stress  (tension  or  compression)  and  a  simple 
shear  stress.  Cases  where  a  machme  element  is  subjected  to  more 
than  one  normal  stress,  together  with  one  or  more  shear  stresses, 
are  quite  rare;  but  there  are  many  examples  of  a  single  normal 
stress  being  combined  with  a  single  shear  stress,  as  in  shafts  being 
subjected  to  bending  and  twisting,  propeller  shafts,  webs  of  beams, 
girders  and  machine  frames,  lathe  beds,  planer  and  boring-mill 
rails,  spindles  of  millmg  machmes,  drilling  machmes  and  saws, 
bolts,  screws  for  transmitting  power,  and  numerous  other  machine 
parts. 

24  Let  the  rectangle  in  Fig.  6  represent  a  small  elementary 
area  subjected  to  both  a  simple  tensile  stress  T  and  a  simple  shear 
stress  Sf  such  as  exists  on  the  tension  side  of  a  shaft  subjected  to 
bending  and  twisting  or  in  the  web  of  a  beam  subjected  to  bending. 
On  the  compression  side  of  a  shaft  or  beam  the  normal  stress  is 
compression,  or  negative,  and  is  denoted  by  C  as  shown  in  Fig.  7. 

25  The  normal  stresses  T  and  C  may  be  produced  by  loads 
causing  tension,  compression  or  by  any  of  their  combinations,  and 
the  shear  stress  S  may  be  produced  by  torsion  or  any  other  shearing 
action,  such  as  vertical  and  horizontal  shear  in  beams. 

26  There  are  two  wajrs  in  which  the  combined  effect  of  these 
simple  stresses  may  be  expressed,  namely, 

a  By  employing  the  ordinary  methods  of  statics,  in  which 

case  the  results  are  known  as  apparent  stresses 
b  By  applying  the  elastic  theory,  which  states  that  the  stress 
depends  entirely  upon  the  deformation  or  strain  in  the 
body.    The  results  of  this  method,  which  is  merely  a 
refinement  of  the  other,  are  called  equivalent  stresses. 
The  derivation  of  the  formula  for  finding  these  stresses  may  be 
found  in  most  textbooks  on  the  strength  of  materials. 

27  Maximum   Apparent  Normal   Stresses.    By   resolving   the 


Digitized  by  VjOOQIC 


.A.   LEWIS  JENKINS 


935 


stress^  T,  C  and  S  perpendicular  and  parallel  to  any  line  such  as 
AB  in  Fig.  6,  the  apparent  shear  stress  along  AB  and  the  apparent 
compressive  stress  perpendicular  to  it  may  be  found.  Similarly, 
the  tensile  stress  on  FD  may  be  found.  When  tan  2  (?  =  -  2  S/T, 
the  normal  stresses  are  a  maximum,  which  gives  for  the  maximum 
apparent  tensile  stress 

r  =  I + i  V4s»"  +1^ [61 

and  for  the  maximupi  apparent  compressive  stress  acting  at  right 

angles  to  it  T      i     . 

C'  =  l-iV4SM^ [61 


Similarly,  in  Fig.  7  the  maximum  apparent  tensile  stress  is 

r'=|-iV4S«  +  C« 

and  the  maximum  apparent  compressive  stress  is 


C'  =  ^  +  ^V4S«  +  C». 


.[71 
.[8] 


Fig.  6    Small  Elbmbntart  Area      Fig.  7    Normal  Stress  on  Com- 
IN  Simple  Tension  and  Shear  prbssivb  SroE  ' 

28  From  these  equations  it  is  seen  that  if  a  body  is  subjected 
to  both  ^  simple  tension  and  a  simple  shear  stress,  the  maximum 
apparent  tensUe  stress  is  greater  than  the  maximum  apparent  com- 
pressive stress  by  an  amount  equal  to 

r  -  c  =  V4s»  +  r* 

29  In  the  case  of  a  circular  shaft  subjected  to  bending  and 
twisting,  the  stresses  due  to  bending  are  T  on  the  tension  side  and 
C  on  the  compression  side,  and  since  these  are  numerically  equal, 
the  values  of  T'  and  C  are  also  equal. 

30  Rankine  held  that  the  yielding  of  a  material  subjected  to 
combined  stresses  depends  entirely  upon  the  maximum  apparent 
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normal  stress,  and  is  independent  of  the  apparent  shear  an4  other 
stresses  which  may  act  at  right  angles  to  it.  He  also  made  no 
distinction  as  to  the  relative  strengths  of  material  in  simple  tension, 
compression  and  shear. 

31  Maximum  Apparent  Shear  Stress.  The  apparent  shear 
stress  acting  along  AB  in  Fig.  6  becomes  a  maximum  when 
cot  G  =  2  S/T  and  is  equal  to 

s'  =  i  vr^~+r [9] 

and  for  Fig.  7  

S'  =  -  J  a/4  S«  +  C« [10] 

32  These  formulffi  have  recently  become  popular  on  account 
of  some  writers  having  suggested  their  use  in  preference  to  any 
others,  and  by  so  doing  they  have  made  the  same  claims  for  them 
as  Rankine  made  for  the  maximum-normal-stress  formulae,  and 
again  the  relative  strength  of  the  material  has  been  neglected. 

33  Maximum  Equivalent  Normal  Stresses.  Any  point  on  the 
surface  of  an  area  subjected  to  the  simple  stresses  T  and  S  is  acted 
upon  by  an  apparent  tensile  and  an  apparent  compressive  stress 
having  directions  at  right  angles  to  each  other.  In  the  planes  of 
maximum  stress  these  stresses  become  T'  and  C  and  they  produce 
a  deformation  or  strain  equal  to 

r  _  Cy 
E       E 

The  equivalent  stress,  namely,  that  single  tensile  stress  which 
would  produce  a  deformation  equal  to  that  actually  produced  by 
r  and  C,  is 

r.  =  r  -  c'y 

and  the  equivalent  compressive  stress  is 

C.  =  C  -  Ty 
By  substituting  the  values  of  T'  and  C, 

Te  =  — 2  ~  r  +  ^-^  V4S2  +  r [HI 


and 


C.  =  -j^T  -  "^  V4S»  +  r* [121 

34    In  Fig.  7  the  equivalent  tensile  stress  is 

T.  =  ^-^C  - ^^  V452  +  C' [13] 
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and  the  equivalent  compressive  stress  is 

C.  =  --^^C+^^V4S»  +  C2 [14l 

35  It  should  be  noted  that  according  to  Equation  [11],  Te  = 
(1  +  y)  S  when  7  =  0;  and  T.^T  when  S  =  0. 

36  The  theory  that  these  equations  should  be  applied  to  prob- 
lems in  combined  stresses  is  due  to  Saint  Venant,  and  is  based  on 
the  assumption  that  the  yield  point  of  a  material  does  not  depend 
upon  the  apparent  stress  or  stresses  in  any  given  direction,  but 
upon  the  deformation  or  strain.  It  is  sometimes  known  as  the 
"maximum-strain  theory."  This  theory  also  neglects  the  relative 
strengths  of  the  material. 

37  Equivalent  Shear  Stress.    The  equivalent  shear  stress  is 

and  by  substituting  for  the  case  shown  in  Fig.  6, 

S.  =  ^-±^  V4S»  +  r« [161 

and  for  Fig.  7,  

S.  =  -  -^-^  V^S'  +  CP [16 1 

38  •  In  Equation  [16]  it  should  be  noted  that  S.  =  (1  +  y)S 
when  r  =  0;  and  S,  =  ^—  '^  when  S  =  0. 

39  The  quantity  I  +y  is  the  ratio  of  the  modulus  of  elasticity 
in  tension  to  the  modulus  of  elasticity  in  shear  (modulus  of  rigidity). 
This  indicates  that  the  true  stress  in  a  circular  shaft  subjected  to 
a  torsional  moment  Mt  is 

5.1Mi(l  +  y) 


S.= 


Z)» 


and  the  true  shear  produced  by  a  direct  or  purely  tension  or  com- 
pression load  is 

S,  =  ^^-j^  T  instead  of  i  T,  and 

C,  =  ii-±l^  instead  of  ic. 

40  Although  these  formute  are  given  in  Merriman's  Mechanics 
of  Materials  in  the  form  S«  =  ^  ^  *  ,  they  have  not  been  men- 
tioned in  the  numerous  discussions  on  combined  stresses  occurring 
in  engineering  periodicals. 
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RELATIVE  STRENQTHS  OP  MATERIALS 

41  Hard  or  brittle  steels  and  cast  iron  fail  in  tension  when 
subjected  to  torsional  load  or  a  tension  load^  and  in  shear  when 
subjected  to  compression.  Soft  steels  and  other  ductile  materials 
fail  in  shear  when  subjected  to  either  a  tension  or  compression  load 
or  a  torsional  moment. 

42  A  hard-steel  or  cast-iron  beam  of  T  cross-section  will  fail 
in  tension  even  though  the  flange  is  on  the  tension  side.  It  is  prac- 
tically impossible  to  design  a  cast-iron  beam  that  will  fail  on  the 
compression  side,  and  if  the  facilities  for  testing  the  strengths  of 
materials  were  limited  to  a  bending  test,  not  even  a  conception 
of  the  compression  resistance  of  cast  iron  could  be  determined. 
Neither  can  the  shearing  strength  of  a  rectangular  or  a  round  bar 
made  of  brittle  steel  be  determined  from  a  bending  test,  for  the 
simple  reason  that  the  tensile  stress  reaches  the  ultimate  strength 
of  the  material  before  either  the  compressive  or  shear  stresses  be- 
come ultimate. 

43  A  torsion  test  of  a  round  bar  is  extensively  used  in  deter- 
mining the  shearing  strengths  of  materials  because  pure  torsion 
produces  a  shear  stress  that  is  greater  than  the  normal  stresses. 
The  apparent  normal  and  equivalent  stresses  produced  are  at  least 
equal  to  the  shear  stress,  and  if  the  material  is  strongei;  in  shear 
than  in  tension  it  will  fail  in  tension  along  a  heUcal  surface  making 
an  angle  of  about  45  deg.  with  the  surface  of  the  bar.  Such  a  test 
is  by  no  means  a  measure  of  the  shearing  strength  of  a  brittle 
material  such  as  cast  iron. 

44  When  a  highly  finished  soft-steel  bar  is  subjected  to  tension, 
a  series  of  lines  inclined  to  the  axis  at  about  45  deg.  are  readily 
noticeable  after  the  elastic  limit  has  been  reached.  These  are 
known  as  "Ldder's  lines,"  and  are  in  the  direction  of  the  maximum 
shear  stress.  They  indicate  that  the  elastic  shearing  resistance 
and  not  the  elastic  tensile  stress  determines  the  3rield  point.  Soft- 
steel  bars  actually  fail  in  shear  with  a  cup-shaped  fracture  that  is 
somewhat  modified  by  the  flow  of  the  metal  during  contraction. 

45  It  is  known  that  brittle  materials  do  not  suffer  an  appre- 
ciable lateral  contraction  before  failing  in  tension.  They  are 
stronger  in  shear  than  in  tension,  and  the  yield  point  of  a  hardened- 
steel  bar  almost  coincides  with  the  ultimate  strength,  it  being  elastic 
under  almost  any  load  within  its  ultimate  strength.  These  facts 
suggest  that  the  yield  point  and  elastic  limit  might  be  wholly  de- 
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pendent  upon  the  shear  and  not  upon  the  tension-  or  compression- 
resisting  properties  of  the  material.  In  the  light  of  the  present 
knowledge  of  the  effect  of  hardening  steels,  it  is  entirely  possible 
that  the  actual  ultimate  tensile  stress  is  not  increased  by  hardening 
and  the  apparent  increase  in  tensile  strength  is  caused  by  the  in- 
creased shearing  resistance  due  to  the  treatment.   ^ 

46  In  view  of  these  facts,  it  seems  quite  probable  that  the 
tension  test  of  a  soft-steel  bar  does  not  reveal  its  true  tensile 
strength,  yield  point  or  elastic  limit  with  any  greater  d^ree  of 
accuracy  than  a  torsion  test  reveals  the  shearing  strength  of  hard 
steel  or  cast  iron.  It  would  be  very  interesting  to  know  the  tensile 
strength  of  a  bar  loaded  in  such  a  way  as  to  eliminate  the  shearing 
stresses  and  thereby  forcing  its  failure  to  occur  in  tension. 

47  The  term  compressive  strength  is  merely  used  to  denote  the 
unit  compressive  stress  in  a  body  subjected  to  a  compressive  load 
when  the  shearing  stresses  and  friction  can  no  longer  resist  rupture. 

48  It  is  easy  to  see  that  a  bar  may  be  ruptured  in  tension  by 
the  fractured  siu^aces  separating  normally  or  in  shear  by  the  frac- 
tured smfaces  sUding  upon  each  other,  producing  tangential  sepa- 
ration; but  in  the  case  of  a  short  bar  of  metal  or  stone  subjected 
to  compression,  the  direct  effect  of  the  load  is  to  press  the  material 
together  instead  of  producing  separation. 

49  Very  soft  materials,  when  subjected  to  compression,  flow 
laterally  and  do  not  separate;  whereas  brittle  materials  fail  in 
shear  before  they  will  flow,  and  some  steels  develop  cracks  parallel 
to  the  direction  of  the  load  after  the  material  has  suffered  con- 
siderable lateral  extension,  showing  that  the  separation  is  caused 
by  tension.  It  is  difficult  to  acquire  an  abstract  conception  of 
ultimate  compressive  strength,  and  no  means  are  available  by 
wliich  even  the  elastic  compressive  strength  may  be  shown  to  be 
dependent  upon  any  property  other  than  the  elastic  strength  in 
shear. 

SELECTION  OF  FORMULA   FOR  A  GIVEN  MATERIAL  AND  LOADING 

50  A  body  subjected  to  a  complex  loading  will  fail  when  the 
(Stress  in  any  direction  at  any  point  reaches  the  ultimate  resistance 
of  the  material  in  that  direction  at  that  point. 

51  Conceive  of  a  chain  consisting  of  three  or  more  elements 
of  special  design  —  one  link  so  designed  that  the  maximum  stress 
is  tension,  another  in  which  the  compressive  stress  is  much  higher 
than  the  tension  or  shear,  and  the  third  element  having  its  mini- 
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mum  resistance  in  shear.  The  links  are  so  proportioned  that  a 
load  on  tl^e  chain  will  produce  a  tension,  compression  and  shear 
stress  in  the  respective  links  that  is  numerically  the  same  for  all. 
How  would  the  chain  fail?  If  made  of  cast  iron  it  would  fail  in 
tension,  if  of  glass  it  would  fail  in  compression,  and  if  of  soft  steel  it 
would  fail  in  shear.  It  is  obviously  absurd  to  say  that  such  a  chain 
constructed  of  hard  steel  or  cast  iron  would  fail  in  shear;  yet  that 
is  in  accord  with  the  idea  that  some  discussions  on  combined  stresses 
were  intended  to  convey. 

52  According  to  Hancock,  the  numerical  values  of  the  stress 
at  the  yield  point  and  at  the  elastic  limit  are  practically  equal. 
It  has  also  been  observed  that  a  material  usually  fails  idtimately 
in  the  same  manner  in  which  it  first  yields;  hence  the  yield  points 
or  elastic  strengths  of  a  material  may  be  used  as  a  criterion  of  its 
relative  ultimate  strengths. 

53  Let  Q  =  yield  point  in  shear 

P  =  yield  point  in  tension 

F,  =  factor  of  safety  in  shear  =  Q/Se 

Ft  =  factor  of  safety  in  tension  =  P/T, 

In  order  to  have  equal  factors  of  safety  against  yielding  in  tension 
and  shear. 

Ft  =  F,  and  ^  =  1 

Substituting  the  values  given  above  for  Ft  and  F„ 

P/T.      . 

Q/S. 

whence 

p    T.        (1-1/)  r/g         ^ 

54  If  the  right-hand  side  of  this  equation  is  greater  than  the 
left  the  factor  of  safety  in  tension  is  less  than  the  factor  of  safety 
in  shear  and  yielding  will  occur  first  in  tension;  which  shows  that 
the  equivalent-normal-stress  formida  should  be  used.  If  the  left- 
hand  member  is  the  greater,  yielding  will  occur  first  in  shear,  show- 
ing that  the  formula  for  equivalent  shear  stress  should  be  used. 

55  If  the  value  for  Q  is  obtained  by  a  torsion  test  it  is  more 
accurate  to  use 

p  _  r>  _  (1 "  y)  T/s  , 

Q-S:~V4+-2-/S^+'+^ ''*' 
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56  These  formula  are  for  determining  whether  a  body  made 
of  a  given  material  and  subjected  to  a  given  shear  and  a  given 
tensile  stress  is  weaker  in  shear  than  in  tension  and  enable  the 
designer  to  select  the  proper  formula.  Similar  formute  may  be 
written  for  compression  and  shear  or  compression  and  tension. 

FORMULA   FOR  THE   DESIGN  OF  SHAFTS  SUBJECTED  TO   BENDING 

AND  TWISTING 

57  Let  Mb  =  external  bending  moment 

Mt   =  external  twisting  moment 

Mbt  =  equivalent  bending  moment  which  would   pro- 
duce the  same  normal  stress  as  Mb  and  Mt 
Mte  =  the  equivalent  twisting  moment  that  would  pro- 
duce the  same  shear  stress  as  Mb  and  Mt 
I  =  rectangular  moment  of  inertia 
J  =  polar  moment  of  inertia 

c  =  distance  from  the  neutral  axis  to  the  extreme 
fiber  or  radius  of  a  round  shaft 
Zi  =  rectangular  modulus  of  section,  I/c;    for  round 

section  =  D^/10.2 
Zt  =  polar  modulus  of  section,  J/c  =  2  I/c  =  D'/S.l 

for  round  section 
D  =  diameter  of  shaft 
P  =  unit  tensile  stress  at  yield  point 
Q  =  imit  shearing  stress  at  yield  point 
T  =  working  stress  in  tension 
S  =  working  stress  in  shear. 
Then 

Mb  =  TI/c    and    Mt  =  SJ/c 

58  Maximum-Normdl'Stresa  Theory,  According  to  the  maxi- 
mum-normal-stress theory  the  stress  producing  yielding  is 

r  =  |  +  iV4SH=^ [19] 

By  multiplying  this  equation  through  by  J/c  and  remembering 
that  J/c  =  2 1/Cf  it  becomes 

ri/c  =  Ti/2  c  +  i  y/s'jyc^  +  THy^ 

By  substitution,  the  equivalent  bending  moment  is 

Mu  =  i  (Mfc  +  \/Mb^  +  Mt^) [20] 
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and  consequently  the  stress  is 

r  =  ^(M6  +  VM7+lf70 1211 

The  form  frequently  given  in  textbooks  is  due  to  Rankine,  who 
wrote  it  in  terms  of  the  equivalent  twisting  moment,  namely, 

Ml.  =  Mfc  +  VM6*  +  Mt\ [221 

from  which  the  shearing  stress  is 

S'  =  ^  (Mt+VMiH^M?) [231 

which  is  the  same  value  as  given  for  the  tensile  stress  above.  This 
is  due  to  the  substitution  of  Af i,  for  T'J/c  in  the  derivation  of  the 
latter  formula.  If  the  tensile  stress  at  the  yield  point  due  to  bend- 
ing is  the  same  as  shearing  stress  at  the  yield  point  due  to  torsion, 
T"  might  be  substituted  for  S';  but  as  a  matter  of  fact,  the  ratio 
P/Q  is  not  unity.  The  requirement  for  equal  factors  of  safety 
in  shear  and  in  tension  was  found  to  be  7"  =  PS'/Q.  Hence, 
Rankine's  equation  should  be  written 

Mu  ^^{M,+  VMV+Mi') [241 

for  the  general  case. 

59  Maximum'Strain  or  Miudmum-Equivaknt-Normal'Stress 
Theory.  According  to  Saint  Venant's  theory  the  stress  producing 
yielding  is 

T.  =  ^p^  T  +  ^^^^  ViW+fi [26] 

By  the  same  method  used  in  the  preceding  case  it  is  found  that 

M^  =  ^^M,+  ^^^VW+M? [26] 

and  ' 

Mu  =  I  [(1  -  y)  Mk  +  (1  +  y)  VM^+M,^ [27] 

60  The  formula  used  by  French  engineers  is 

Mu  =  0.375 M6  +  0.625  VW+M? [281 

and  was  derived  by  Grashof,  who  used  0.25  for  the  value  of  y. 

61  The  formula  due  to  Bach  and  much  used  in  Grermany  is 

Mfce  =  0.35  M6  +  0.65  Vm7~+M? [291 

the  value  of  y  being  taken  equal  to  0.3. 


Digitized  by  VjOOQIC 


A.  LBWI8  JENKINS  943 

62  Maximum'Apparent-Shear^treas  Theory.  It  has  been  shown 
that  the  maximum  apparent  shear  stress  is 

s'  =  i  \/4  s«Tr« [80] 

By  multiplying  through  by  J/c  and  substituting,  it  is  found  that 

Mu  -  VJJ4V  +  M? [31] 

and  P     / 

Mu^~Q  VMirr  Mi« [32 1 

63  EguivalerU-^hear'Sireas  Theory.  From  the  equation  for 
equivalent  shear  stress 

S.  =  ^^  -  VAS'  +  T^ , [33] 

The  equivalent  twisting  and  bending  moments  are 

Mu  =  (1  +  y)  VW+ld?  ...:.. [341 

^  3/6.  =  ^  (1  + 1/)  Vm7 +Af,2 [36] 

64  Maximum  Compressive  Strength.  The  fact  that  practically 
all  materials  used  in  machme  construction  are  equally  as  strong 
or  stronger  in  compression  than  in  shear  or  tension  eliminates  the 
compressive  strength  as  a  criterion  in  design.  Glass  has  the  dis- 
tinction of  having  a  greater  resistance  in  tension  than  in  compression, 
and  if  its  physical  properties  were  definitely  known  it  is  quite 
probable  that  the  maximum-compressivenstress  theory  would  be 
found  applicable. 

65  Ouesfs  Formula.  The  formula  deduced  by  Guest  from  his 
experimients  is  written  

Mu  =  y^Mj+M? [36 1 

whereas  the  maximum  apparent  shear  stress  gives 
Mu  =  VM^'+M? 

In  order  to  determine  the  diameter  of  shaft  the  former  is  equated 
with  rD»/10.2  and  the  latter  with  SZ>»/5.1,  which  causes  Guest's 
formula  to  give  a  stress  twice  that  of  the  maximum-apparent-shear- 
stress  formula. 

66  The  expression  given  by  Guest  could  be  obtained  from 
Equation  [32]  if  P/Q  =  2,  or  from  Equation  [36]  when 

By  assuming  y  =  0.3  this  expression  reduces  to  P/Q  =  1.54. 

Digitized  by  VjOOQIC 


944 


COMBINED  STRESSES 


67  Guest  did  not  give  the  values  of  PjQ  and  y  for  the  materials 
used  in  his  experiments.  The  values  of  P/Q  given  by  Hancock^ 
are  as  follows: 


Material 


P/Q 


St«el  tubing 

Nickel  Bte»l 

Mild  carboD  steel 
Steel  (Sooble).... 

Carbon  steel 

Rivet  steel 

Nickel  steel 

Steel  tubing 

Steel  tubing , 

Steel  tubing 


21,000 
76,500 
47.000 
04,000 
55.500 
38.900 
50.000 
17.000 
28.000 
20.000 


10,500 
38.000 
30.500 
20,170 
24,400 
23,400 
85.000 
11.500 
16.000 
12.000 


2.000 
2013 
1.546 
2.214 
1.454 
1.662 
1.555 
1.478 
1.750 
1.666 


68  It  is  seen  from  the  results  in  this  table  that  the  value  of 
PjQ,  =  1.54  corresponds  to  that  given  for  mild  carbon  steel;  and 
the  values  foi  steel  tubing,  the  material  used  by  Guest,  vary  from 
1.47  to  2.00.  These  results  apparently  favor  the  two  shearing- 
stress  theories  about  equally  well;  but  by  accepting  the  elastic 
theory  it  is  preferable  to  assume  that  the  value  1.54  is  the  proper 
one  to  use,  which  means  that  the  equivalentnshear-stress  theory 
is  the  more  accurate  of  the  two  and  should  be  used  for  soft  or  ductile 
materials.  There  is  nothing  in  Guest's  results  to  show  which  of 
these  theories  he  used.  His  formula  is  empirical  and  the  data  on 
the  elastic  Umits  and  ratios  of  lateral  contraction  are  lacking. 

69  Selection  of  Formula.  For  the  design  of  shafts  made  of 
hard  or  brittle  material,  such  as  cast  iron  or  hard  steel,  the  Grashof 
formula 

m^^^  +  ^VWTm? 

should  be  used. 

70  For  the  design  of  shafts  made  of  soft  or  ductile  materials, 
such  as  very  mild  steels,  the  equivalent-shear-stress  formula 

Mu  =  (1  +  2/)  VM6^  +  Mt^  =  1.3  VmTTM? 

should  be  used. 

71  .  When  the  equation 

P 
Q 


{l-y)Mt 


(l  +  y)VM,'  +  Mt' 

>  Proceedings  A.S.T.M.,  vol.  viii,  1908. 


+  1 
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is  satisfied,  both  of  the  above  equations  give  the  same  result  and 
either  may  be  used.  When  the  right-hwid  side  of  the  equation 
is  the  greater,  use  the  equivalent-normal-stress  formula,  and  when 
less  use  the  equivalent-shear-stress  formula. 


CONCLUSION 

72  The  equivalent  stresses  are  a  refinement  over  the  apparent 
stresses,  and  both  theoretical  and  experimental  results  show  that 
the  former  are  the  more  accurate.  The  equivalent-stress  formulsB 
are  written  as  follows: 

Equivalent  tensile  stresses  are 

Equivalent  compressive  stresses  are 
Z  It 

Equivalent  shear  stresses  are 

73  The  tensile-stress  formula  should  be  used  when  P/Q  is  less, 
and  the  shear-stress  formulae  should  be  used  when  P/Q  is  greater, 
than  (l~y)r_ 

74  If  the  material  fails  in  torsion  with  a  helical-shaped  fracture, 
the  equivalent-normal-stress  formula  should  be  used,  and  if  in 
torsion  it  fails  in  a  plane  perpendicular  to  the  axis,  the  equivalent- 
shear-stress  formula  should  be  used. 

75  If  a  material  fails  in  tension  with  a  decided  cupnshaped 
fracture,  the  equivalent-shear-stress  formula  should  be  used;  whereas 
failure  perpendicular  to  the  axis  of  the  tension  specimen  indicates 
that  the  equivalent-normal-stress  formula  is  preferable. 
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DISCUSSION 

Frank  E.  Sanborn  (written).  In  Par.  58  the  author  gives 
Equation  [20]  and  from  it  Equation  [21]: 

r  =  |J  (M6  +  VW+^U') 

This  equation,  written  with  the  external  moment  equal  to  the  in- 
ternal moments  and  with  no  cancellation  of  numerical  values,  is  of 
the  form  ' 

^32^  =  *  (Mt  +  VMt'  +  Mi^) [A] 

This  value  T"  is  a  tension  value  and  has  been  derived  as  such  from 
Fig.  6.    Also  Equation  [23]  may  be  rewritten  in  the  form 

'^^  =  Mt+VMt'  +  Mi' [B] 

Now  the  only  numerical  difference  between  Ek^uations  [A]  and 
[B]  is  in  the  factor  2  in  the  denominator.  The  results  are  bound  to 
be  the  same  as  long  as  the  numerical  value  of  S'  is  the  same  as  T. 
But  putting  S'  to  represent  a  sliear  value  is  merely  an  artifice,  as  the 
proper  value  is  tension. 

The  first  part  of  Equation  [A]  is  in  the  ordinary  form  of  the  re- 
sistance to  bending  of  a  round-sectioned  piece;  the  moment  of  inertia 
is  for  rectangular  coordinates.  So  it  is  merely  a  convenience  to 
represent  the  right-hand  member  of  the  equation  by  a  simple  ex- 
pression, as  in  Equation  [20];  then 

^-Mu [C] 

The  first  part  of  Ek^uation  [B]  is  in  the  form  of  the  remstance  to 
torsion  of  a  circular-sectioned  piece,  as  a  letter  S',  denoting  shear, 
has  been  wrongfully  employed:  the  moment  of  inertia  is  for  polar 
coordinates.  So  it  is  convenient  to  use  a  simple  term  for  the  right- 
hand  member,  as  shown  in  Equation  [22].    Then 

-jg-=  Mu [DJ 

Of  course  the  results  will  be  the  same*  if  the  same  numerical  value 
is  used  for  S'  as  for  T  in  their  respective  equations.  But  why  is  it 
necessary  or  advisable  to  try  to  introduce  a  letter  representing  shear 
S*  into  a  formula  which  has  been  derived  from  tension  stress  Tt 
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Nothing  is  gained  and  only  confusion  is  likely  to  arise.  It  would  be 
better  to  drop  entirely  Ek|uations  [22],  [23]  and  [24],  with  the  ac- 
companying reading  matter.  Ek|uation  [21]  is  all  that  is  necessary 
here. 

Referring  to  Par.  62,  the  maximum  apparent  shear  stress,  as 
derived  from  Fig.  6,  is  found  in  Equation  [80] : 

By  putting  in  the  values  for  S  and  T,  using  a  round-sectioned 
piece,  and  equating  the  internal  resistance  moments  to  the  external 
moment,  this  equation  becomes: 

^'^  =  y/m  +  M^  =  Mt. [E] 

Compare  this  with  Ekjuation  [31].  The  first  member  rightfully  in- 
volves shear^  contains  the  polar  moments  of  inertia  and  may  be 
conveniently  made  equal  to  the  simple  expression  Af  u- 

It  is  not  necessary  to  try  to  bring  in  here  Equation  [32]  which 
involves  Afk..    The  steps  omitted  by' the  author  would  then  read: 

^  =  i  VWi?  +  Mt'^M^ [F] 

This  artificially  puts  a  tension  value  T'  in  the  place  of  a  shear  value 
S'.  As  long  as  the  same  numerical  value  is  assigned  to  each,  the 
results  will  be  the  same  from  both  Equations  [E]  and  [F].  But 
nothing  is  gained  here  either.  It  would  be  well  to  leave  Equation 
[32]  out  of  the  paragraph. 

In  Par.  17  the  author  has  shown  that  if  all  four  faces  have  com- 
pressive forces  upon  them,  the  strain  is  represented  by 

Ci       CtV       Ce, 
and  when  the  forces  upon  the  faces  are  all  tension,  Par.  21, 

In  each  of  these  cases  the  strain  involves  the  difference. 

In  Par.  33  he  is  apparently  referring  to  a  case  where  the  forces 
become  tension  on  two  opposite  faces  and  compression  on  the  two 
opposite  faces  at  right  angles  to  the  former.  In  this  case  also  he  has 
the  strain  and  so  the  stress  involve  the  difference. 

Strain  =  ^-^^ [G] 
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Will  he  kindly  use  a  figure  of  reference,  akin  to  Fig.  4,  and  show 
clearly  how  he  gets  this  expression,  Equation  [G]? 

In  Par.  8  the  author  has  shown  that,  with  two  sets  of  compression 
loads  acting,  the  maximum  apparent  unit  shear  stress  is  equal  to 

S'  =  i(Ci-C2) 

and  in  Par.  9  that,  for  two  sets  of  tension  forces,  it  would  be 

s'  =  H^i  -  ro 

In  Par.  20,  for  two  sets  of  compression  loads  the  maximum  equiva- 
lent shear  stress  is 

Se  =  ^  (C«j  —  Ce,) 

In  each  of  these  cases  the  difference  is  involved.  Now  in  Par.  37 
evidently  the  forces  referred  to  are  the  apparent  tensile  force  T'  and 
the  apparent  compression  force  C  at  right  angles  to  the  former.  The 
statement  as  made  for  this  case  is 

Se=^h(Te-Ce) *. JH| 

In  this  case  also  the  difference  is  used. 

Will  the  author  kindly  add  to  his  paper  the  derivation  of  this 
expression,  Equation  [H]?  Referring  to  Pars.  69  and  70,  y  is  used  as 
0.25  in  one  formula  and  0.3  in  the  other.     Is  there  any  reason  for  this? 

The  Author.  Professor  Sanborn's  first  question  refers  to  Equa- 
tions [22],  [23]  and  [24],  and  he  suggests  that  these  be  dropped.  His 
question  is  answered  in  Par.  58.  I  quite  agree  that  Ek^uations  [22], 
[23]  and  [24]  should  not  be  used  in  preference  to  those  recommended 
in  Pars.  69  and  70;  but  the  fact  that  Equations  [22]  and  [23]  are 
given  in  many  of  our  textbooks  on  the  strength  of  materials  and 
machine  design  justifies  their  introduction  into  this  discussion. 
EJquation  [24]  is  the  corrected  form  for  Equation  [22],  and  from  the 
standpoint  of  the  designer  is  the  better  of  the  two.  It  should  be 
noted  that  the  designer  is  more  concerned  with  the  strength  than  the 
stress  of  a  member,  and  the  above  correction  restrains  him  from  ig- 
noring the  weaker  resistance  of  the  material. 

Equation  [E]  is  identical  with  Equation  [31].  Equation  [F]  is 
not  only  absurd  for  the  reasons  given  by  him,  but  is  subject  to  the 
same  objections  as  Equation  [22].  Equation  [31]  meets  his  objection 
to  his  own  Equation  [F],  in  that  it  holds  true  in  so  far  as  the  factor 
of  safety  is  concerned. 
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In  Ek^uation  [6],  C  will  always  be  negative.  In  Par.  33  the  com- 
pression stress  C  is  negative  and  T'  is  positive.    Hence 

and 

Te  =  r  -  C'y 

This  permits  of  the  substitution  of  T  and  C  given  in  Equations  [6] 
and  [6]  without  changing  the  sign  of  C.     It  is  obvious  that  the  total 

strain  is  the  arithmetic  sum  of  -^  and    „  ,  and  by  combining  the 

equations  as  they  are  written  the  desired  arithmetic  sunmiation  is 
effected.  When  T'  acts  horizontally  and  C  vertically  the  strains 
would  be  represented  as  in  Fig.  4  by  having  both  dotted  vertical  lines 
to  the  right  of  the  full  line  and  both  dotted  horizontal  Unes  above  the 
full  line  representing  the  base. 

The  method  used  in  Par.  33  was  also  used  in  Par.  37  in  arriving 
at  EJquations  [16]  and  [16].  Equation  [H]  is  referred  to  in  Par.  40, 
where  it  is  stated  that  it  is  given  in  Merriman's  Mechanics  of  Materi- 
als; it  may  be  found  on  p.  365  of  the  tenth  edition. 

Poisson's  ratio  is  less  for  cast  iron  and  hard  steel  than  for  soft 
steel  and  copper.  Merriman  gives  \  for  cast  iron  and  \  for  steel. 
Hence,  0.25  was  used  for  hard  materials  and  0.3  for  soft  materials 
in  Pars.  69  and  70. 

Particular  attention  is  called  to  the  allowable  working  values  of 
T  and  S.  For  hard  materials  the  value  of  T  is  based  on  the  elastic 
strength  in  tension  and  for  soft  materials  the  value  of  S  is  based  on 
the  elastic  strength  of  shear;  for  very  soft  materials  such  as  steel 
tubing,  T/S  may  be  greater  than  2  for  equal  factors  of  safety,  in 
which  case  the  equivalent-shear-stress  formulsB  give  a  46  per  cent 
greater  equivalent  bending  moment  and  a  14  per  cent  greater  di- 
ameter than  the  Grashof  formula  when  Mb  =  Mt-  The  most  reli- 
able data  for  determining  the  allowable  working  stresses  are  obtained 
by  testing  hard  materials  in  tension  and  soft  materials  in  torsion. 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


No.  1621 

THE  TRUMBLE   REFINING   PROCESS 

By  N.  W.  Thompson,  San  Francisco,  Cal. 
Member  of  the  Society 

Disadvantages  of  the  method  of  distilling  oils  by  filling  a  q/lindrical  still  with 
the  crude  oU  and  boUing  off  the  lighter  distillateSf  then  the  next  heavier,  and  so  on, 
are:  an  expensive  instaUaiion  to  build  and  maintain,  low  heat  transfer,  considerable 
rctdiation  losses,  etc. 

The  Trumble  distilling  apparatus  is  a  departure  from  this  method.  The  essen^ 
tial  part  of  the  apparatus  is  a  vertical  evaporating  chamber,  in  which  are  arranged 
a  number  of  umbrellc^haped  ** spreader  hoods,"  Heat  is  applied  to  the  chamber 
from  the  outside  by  any  convenient  method,  and  oU  fed  into  the  top  of  the  chamber 
flaws  down  over  the  hoods  in  a  thin  film,  strikes  against  the  interior  waU  of  the  chamber 
and  flews  down.  The  vapor  evolved  passes  up  through  a  centrally  disposed  take-^ff 
pipe  into  a  separator. 

The  paper  embodies  a  description  of  an  actual  plant  employing  the  system. 

The  chief  advantage  claimed  for  the  system  is  the  conservation  of  heat.  It  is 
stated  that  the  plant  described  is  doing  on  1.1  per  cent  of  the  crude  oil  run  through  as 
fuel  mare  work  than  large  oil  refineries  operating  today  using  as  fuel  4  per  cent  of  the 
crude  oil, 

rpHE  first  step  in  the  refining  of  oils  is  to  obtain  the  different 
fractions  or  distillates  of  the  crude  oil.  Some  of  these  are  ready 
marketable  products  and  others  need  treatment.  '  To  obtain  these 
distillates  it  is  n^essary  to  distill  or  boil  them  over  in  a  still  and  sepa- 
rate them  according  to  boiUng  points. 

OLD  METHOD   OP  OBTAINING    DISTILLATES 

2  The  old  method  was  to  fill  a  cylindrical  still  with  the  crude 
oil  and  boil  off  the  lighter  distillates,  then  the  next  heavier,  and  so 
on.  After  being  condensed  these  distillates  were  run  through  a 
steam  still  and  the  still  kept  to  a  certain  temperature  until  all  of  the 
Ughter  fraction  or  first  cut  was  obtained,  then  the  temperature  was 
raised  for  the  next  fraction,  and  so  on. 

Presented  at  the  Annual  Meeting,  December  1917,  of  The  American  Society 
or  Mbchanical  Enginbebs.    Contributed  by  the  San  Francisco  Section. 
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3  A  large  number  of  the  refineries  at  the  present  time  continue 
this  system,  and  others  put  a  number  of  crude  stills  in  series  and 
run  them  continuously;  that  is,  the  residuum  or  bottoms  of  the 
first  still  run  to  the  second  still  where  they  are  heated  to  a  higher  tem- 
perature, and  so  on  to  the  last  still,  from  which  the  residuum  flows 
to  a  cooler  and  then  to  the  tank.    This  residuum  is  generally  fuel  oil. 

4  In  these  stills  there  is  a  large  volume  of  oil  over  the  fires  and 
also  an  expensive  installation  to  build  and  maintain.  There  can  be 
no  seams  in  the  bottom  of  the  stills  necessitating  very  large  plates, 
and  it  is  necessary  to  have  perforated  steam  pipes  in  the  bottoms  to 
agitate  the  oil  so  as  to  keep  the  bottoms  from  burning,  etc. 

5  Large  surfaces  are  necessary  when  the  heating  is  done  in  this 
way.  There  is  low  heat  transfer  on  account  of  slow  velocities  and 
the  low  specific  heat  of  the  Uquid,  and  about  one-third  of  the  surface 
of  the  still  cannot  be  heated  and  must  be  highly  insulated  to  avoid 
excessive  radiation.  However,  the  radiation  losses  are  considerable 
even  in  the  best  settings. 

TRUMBLE   DISTILLING   APPARATUS 

6  The  Trumble  distilling  apparatus  is  quite  a  departure  from 
that  used  in  the  method  described  and  has  proved  very  successful 
in  the  plants  where  it  has  been  installed.  The  principal  parts  of  the 
apparatus  are  shown  in  Figs.  1,  2  and  3. 

7  In  Fig.  1  is  shown  a  Trumble  evaporator,  to  which  in  this  case 
is  connected  an  evaporator  column.  The  evaporator  consists  of  a 
closed  cylindrical  metal  shell,  vertically  disposed,  to  which  heat  Ls 
applied  from  the  outside  in  any  convenient  manner,  ^,  for  example, 
by  flue  gases  or  by  vapors  from  another  evaporator. 

8  Inside  the  evaporating  chamber  is  arranged  a  central  vertical 
pipe  having  umbrella-shaped  devices  attached  thereto  at  intervals, 
which  are  called  "spreader  hckxis, "  so  that  oil  fed  to  the  apex  of  these 
hoods  will  flow  down  over  their  sides  in  a  thin  film  after  the  analogy 
of  rain  flowing  down  the  outside  of  an  umbrella.  The  lower  edges 
of  these  hoods  are  at  a  little  distance  from  the  sides  of  the  wall  of  the 
evaporating  chamber,  and  in  operation  the  oil  flows  down  and  over 
the  hood  and  strikes  against  the  interior  wall  of  the  evaporating 
chamber  and  flows  down  the  wall  in  a  thin  continuous  film. 

9  In  case  any  of  the  oil  should  not  strike  against  the  wall  in  the 
evaporating  chamber,  but  should  drop  off  the  edge  of  the  hood  and 
fall  vertically;  or  in  case  there  should  be  a  tendency  to  bubbling  or 
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foaming  on  the  wall  of  the  evaporating  chamber  whereby  a  portion 
of  the  oil  may  be  thrown  back  toward  the  center  of  the  evaporating 
chamber,  such  oil  will  be  caught  by  the  next  spreader  hood  and  will 
flow  down  the  surface  thereof,  thereby  insuring  an  ultimate  spreading 
of  the  oil  on  the  wall  of  the  evaporating  chamber. 


Evaporator  Column 


Evapora+or 
Fig.  1     Evaporator  and  Evaporator  Column 

10  The  oil  to  be  operated  on  is  fed  through  a  supply  pipe  to  the 
top  of  the  evaporating  chamber  and  discharges  downward  on  the 
apex  of  the  uppermost  hood.  The  oil  then  flows  down  this  hood  in 
a  thin  stream  and  is  delivered  against  the  interior  wall  of  the  evapo- 
rating chamber  as  herein  above  described. 
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11  The  centrally  arranged  vapor  take-off  pipe  in  the  evaporating 
chamber,  to  which  the  spreader  hoods  are  attached,  is  provided  with 
perforations  underneath  each  of  the  hoods,  and  through  these  p^- 
forations  the  vapors  pass  from  the  evaporating  chamber  into  the 
vapor  take-off  pipe.  Located  in  this  vapor  take-off  pipe  are  lateral 
branch  pipes,  and  these  branches  extend  through  the  wall  of  the 
evaporating  chamber  to  the  outside  of  the  apparatus. 


\ 


Section  X-X 
Fig.  2    Sbparator 

12  Fig.  2  shows  the  construction  of  the  separator.  This  is 
a  re-run  still  for  distillates  from  bottoms  of  dephlegmators,  or  from 
any  other  source,  if  these  need  fractionating.  The  distillate  flows 
into  compartment  (1)  over  a  number  of  pipes  through  which  a  heating 
medium  is  passed,  either  residuum  or  vapors  as  the  case  may  be,  and 
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then  passes  through  an  opening  at  end  of  compartment  (1)  into  com- 
partment (2)  and  back  through  compartment  (3)  and  so  on,  leaving 
at  end  of  compartment  (6).  The  vapors  evolved  in  compartments 
(1),  (2)  and  (3)  pass  through  openings  into  vapor  compartment 
B  and  out  through  opening  bi  to  condenser,  etc. 

13  The  manifolds  on  the  ends  of  the  separators  are  provided 
with  covers  having  stufling  boxes  thrpugh  which  valves  are  operated 
to  regulate  the  flow  through  tubes  in  each  compartment,  thereby 
controlling  the  heat  in  these  compartments. 


Fig.  3    General  Arranqement  of  Plant 
DESCRIPTION   OF  PLANT   EMPLOYING   TRUMBLE   SYSTEM 

14  The  illustrations,  Figs.  3  to  6  inclusive,  are  from  photo- 
graphs taken  during  the  construction  of  a  plant  employing  the 
Trumble  system.  Fig.  3  gives  a  general  view.  In  the  foreground, 
at  the  left,  is  the  pipe  heater,  and  located  in  the  brick  stack  at  the 
left  is  the  evaporator.  In  the  distance  are  the  dephlegmators,  in 
the  foreground  the  separators  and  the  vertical  condensers  for  the 
vapors  from  the  separators.  Under  the  arches  are  the  coolers  for 
the  distillates.    The  pipe  lines  in  the  trench  are  the  distillate  lines 
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from  the  condensers  and  coolers  carrying  the  cooled  products  to 
the  receiving  boxes.  The  arrangement  of  these  receiving  boxes  is 
shown  in  Fig.  4.  Behind  the  boxes  are  dewatering  traps  for  sepa- 
rating the  water  from  the  distillates.  Fig.  5  shows  the  dephlegma- 
tors  with  the  heAt  exchangers  underneath.  Fig.  6  shows  the  oper- 
ating valves  for  the  distillates  from  the  dephlegmators.  These 
valves  as  well  as  all  operating  yalves  are  handled  from  one  platform. 
15  All  plants  are  designed  to  meet  the  conditions  under  which 
they  are  to  be  used,  but  they  are  very  flexible  and  are  able  to  take 


Fig.  4    Arrangement  of  Receiving  Boxes 

care  of  a  very  wide  range  of  conditions  by  controlling  the  heat  of 
the  furnace  and  the  velocity  of  the  oil  which  runs  through  it.  It  will 
be  impossible  to  go  into  the  many  different  arrangements  of  plant 
design,  but  the  following  will  make  clear  the  running  of  a  typical 
and  successful  plant. 

FLOW  OF  OIL  THROUGH  PLANT 

16  The  flow  of  the  crude  oil  through  the  plant  is  indicated  by 
the  flow  sheet  in  Fig.  7.  The  oil  enters  through  a  6-in.  Une  and  is 
used  as  a  coohng  medium  in  the  six  coolers  shown.    These  coolers 
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are  of  the  horizontal  tubular  type,  30  in.  in  diameter,  with  sixty- 
two  2-in.  by  18-ft.  tubes.  The  oil  enters  at  the  bottom  and  passes 
through  the  tubes,  making  four  passes,  and  comes  out  at  the  top  and 
goes  into  a  header  through  which  it  passes  into  the  four  heat  ex- 
changers or  coolers  for  the  residuum. 

17  These  heat  exchangers  are  48  in.  in  diameter  and  have  178 
2-in.  by  18-ft.  tubes.  The  crude  oil  enters  the  first  heat  exchanger 
at  the  bottom  and  passes  through  the  tubes,  making  six  passes,  and 
out  at  the  top  into  the  bottom  of  the  next  exchanger,  and  so  on, 
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Fig.  5    Dephlegicatobs  wrrn  Heat  EbccHANGERS  Underneath 

to  the  heater  pipes,  where  it  is  split  in  two,  each  half  passing  in  series 
through  seventy-two  18i-ft.  lengths  of  4-in.  pipe,  flowing  back  and 
forth  and  upward  at  all  times,  and  then  into  the  top  of  the  evapora- 
tor, where  it  flows  down  the  sides  in  a  thin  film. 

18  The  oil  in  passing  through  the  heater  pipes  and  evaporator 
is  heated  by  the  flue  gases.  The  vapors  evolved  are  separated  in 
the  evaporator  and  taken  care  of  later.  The  oil  is  maintained  at  a 
constant  level  in  the  bottom  of  the  evaporator  and  runs  out  of  the 
bottom  of  it  as  residuum.  A  perforated  steam  coil  is  placed  in  the 
bottom  of  the  evaporator  under  the  liquid  and  superheated  steam 
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is  passed  through  it  in  order  to  drive  off  any  of  the  lighter  distillates 
which  may  drop  back  from  the  vapors.  However,  very  little  steam 
is  necessary  in  this  case  as  the  heat  losses  are  supplied  by  the  flue  gases. 
19  After  leaving  the  evaporator  the  residuum  is  used  as  a 
heating  medium  for  redistilling  the  distillates  passing  through  sepa- 
rators, {knd  then  flows  through  the  heat  exchangers  counter-current 
to  the  crude  oil.  The  residuum  enters  the  first  heat  exchanger  at 
the  top  and  makes  two  passes  aroimd  the  tubes  and  out  at  the  bottom, 
then  into  top  of  the  second  exchanger  and  so  on  through  the  five 


Fig.  6    Operating  Valvbs  for  Distillatbb  from  Dsphlegmators 

heat  exchangers  and  through  a  standpipe,  which  is  vented  and  which 
controls  the  head  of  residuum  in  the  bottom  of  the  evaporator,  and 
then  to  the  storage  tanks. 

20  Having  followed  the  course  of  the  crude  oil  through  the  ap- 
paratus, showing  the  separation  of  it  into  vapors  and  residuum,  it 
remains  to  dispose  of  the  vapors  shown  on  the  flow  chart  in  Fig.  8. 
The  vapors  from  the  central  vapor  column  of  the  evaporator  are 
taken  out  through  a  shell  and  connected  into  a  header.  The  vapors 
pass  from  this  header  through  an  oil  catcher  similar  to  a  steam 
separator,  the  condensate  passing  out  of  the  bottom  of  it  into  the 
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bottom  of  the  evaporator.  They  then  pass  through  six  large  dephleg- 
mators  in  series,  flowing  into  the  bottom  of  each  and  out  at  the  top. 
In  each  dephlegmator  a  partial  condensing  of  the  vapor  takes  place, 
thus  forming  a  liquid  in  the  bottom  of  that  particular  dephlegmator. 
From  some  of  the  dephlegmators  this  condensed  liquid  is  a  ready 
product  —  from  others  it  is  just  between  two  different  products. 
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Fig.  7    Crude  Oil  and  Restouum  System 

21  A  system  of  water  circulation  is  used  as  a  cooling  medium 
for  the  vapors  from  the  dephlegmators  and  separators.  The  vapors 
are  cooled  in  vertical  tubular  condensers  and  about  twenty  barrels 
of  water  are  required  per  barrel  of  distillate  cooled.  Superheated 
steam  is  used  in  the  bottom  of  the  evaporators,  separators  and  de- 
phlegmators as  an  agitator  to  relieve  the  lower-boiling-point  fractions 
from  the  bottoms.  About  30  lb.  of  steam  are  used  to  each  barrel  of 
distillate  produced. 
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INSTALLATIONS  OP  THE  SYSTEM 


22  The  company  for  whom  this  plant  was  installed  has  two 
Trmnble  plants  in  operation,  —  the  No.  2  plant,  above,  and  the 
No.  1  plant.  The  No.  1  plant  differs  from  the  No.  2  plant  in  that 
an  evaporator  colmnn  is  used  with  the  evaporator  and  two  fractions 
of  vapors  are  given  off.  These  vapors  are  used  as  a  heating  medium 
in  separators  and  are  then  condensed  and  run  back  to  the  separators 
and  fractionated  in  same.  When  this  plant  was  first  started  the 
fractionating  of  the  distillates  was  not  close  enough  for  ready  products 
and  some  of  the  products  had  to  be  re-run.  After  a  few  experiments 
small  dephlegmators  were  installed  on  the  vapor  lines  from  the 
separators,  and  from  that  time  on  there  has  been  no  occasion  to  re- 
run any  of  the  distillates. 

23  With  these  two  Trumble  plants  in  operation  continuously 
for  eight  months,  the  company  has  averaged  a  run  of  16,000  bbl.  of 
crude  oil  per  day  of  24  hours  through  both  plants,  30  per  cent  of  this 
crude  oil  being  vaporized  and  fractionated  into  readily  marketable 
•distillate  products.  During  this  time  1.1  per  cent  of  the  total  amount 
of  crude  oil  ruQ  was  used  as  fuel  to  do  this  work,  and  the  refining 
losses  were  0.75  per  cent  of  the  total  amount  of  crude  oil  run. 

24  Five  men  are  required  for  operating  the  two  plants  per  shift, 
i.e.,  one  head  stillman  over  both  plants,  one  stillman  at  each  plant, 
one  fireman  for  both  plants,  and  one  receiving-house  man  for  both 
plants. 

25  The  Trumble  system  has  been  successful  from  the  very  first 
instaUation.  The  Santa  F6  Railroad  Company  has  used  the  system 
in  the  Midway  oil  fields  with  success.  The  first  expansion  or 
evaporating  chamber  used  for  this  installation  was  made  by  joining 
two  old  boilers  together,  end  to  end,  while  the  rest  of  the  apparatus 
was  either  made  in  the  shops  of  the  company,  in  the  field  or  was 
picked  up  on  the  property.  This  plant,  composed  of  remnants,  so 
to  speak,  worked  from  the  very  start  and  uninterruptedly  for  several 
years  —  in  fact,  up  to  the  time  the  Santa  F6  made  a  trade  of  the 
oil  on  their  grounds  for  a  heavier  oil  delivered  at  Mojave,  a  division 
point  on  their  main  lines. 

26  There  was  no  demand  for  perfect  separation  of  the  distillates 
at  this  plant,  but  a  rough  refining  was  done.  *  Two  products  were 
made  from  the  tops,  one  being  53  deg.,  while  the  oth?r  was  fiom  that 
point  down  to  about  stove  distillate.  The  53-deg.  cut  was  water- 
white  and  was  generally  used  in  automobile  engines  by  the  Santa 


Digitized  by  VjOOQIC 


962  TKUMBLE   REFINING   PROCESS 

F6  on  their  Midway  property.    The  distillates  produced  sold  at 
profitable  figures  and  were  much  sought  after. 

27  One  o(  the  main  benefits  claimed  to  be  secured  by  the  use 
of  this  form  of  still  is  that  the  oil  while  being  heated  or  when  giving 
off  its  vapors  is  never  exposed  to  any  action  tending  to  "crack" 
or  break  down  the  molecular  structure.  As  proof  of  this,  it  is  par- 
ticularly pointed  out  that  one  can  never  detect  any  odor  of  marsh 
gas  around  a  plant  of  this  kind,  which  is  so  apparent  in  all  other  forms 
of  oil-distilling  plants. 

28  This  absence  of  "cracking*'  and  resultant  freeing  of  carbon 
led  up  to  the  adoption  of  the  process  in  making  asphaltum  for  all 
purposes,  but  more  especially  that  used  in  road  work.  The  first  plant 
of  this  kind  was  installed  for  the  John  R.  Ott  Company  and  pro- 
duced oils  for  road  work  which  secured  much  better  prices  than  other 
refineries  were  able  to  secure,  for  the  reason  that  the  oils  had  greater 
viscosity,  toughness  and  lasting  qualities  owing  to  the  complete 
absence  of  free  carbon,  which,  as  every  engineer  knows,  causes  the 
asphaltum  to  break,  or  what  is  commonly  termed,  to  "short."  The 
Ott  Company  was  afterwards  disposed  of  to  a  company  owning  wells 
producing  heavy  oils  in  the  Santa  Maria  fields,  and  a  larger  plant 
was  erected  there;  and  it  is  quite  safe  to  say  that  a  large  percentage 
of  the  roadways  of  California  are  now  either  coated  with  or  contain 
asphaltum  treated  in  this  plant. 

29  Another  instance  of  the  successful  use  of  this  system  for 
manufacturing  asphaltum  is  the  Warner  Quinlay  Asphalt  Company, 
which  has  its  refinery  at  Warner,  New  Jersey.  This  plant  has  been 
making  a  high-grade  asphaltum  for  a  number  of  years  by  this  process 
with  uninterrupted  success.  Their  goods  have  found  favor  in  the 
markets  on  account  of  their  ability  to  produce  any  quantity  of  any 
grade  having  the  same  penetration,  a  thing  impossible  to  obtain 
where  the  individual  still  and  batch  method  is  followed.  It  is  only 
necessary  with  the  Trumble  process  to  raise  and  maintain  the  re- 
quired degree  of  temperature,  and  the  product  therefrom  will  be 
absolutely  uniform,  no  matter  whether  it  is  one  hundred  tons  or  one 
hundred  thousand  tons.  Again,  when  a  different  penetration  is 
required,  the  flow  of  oil  may  be  either  hastened  or  retarded,  and  the 
desired  product  derived.  The  same  results  are  secured  by  regulation 
of  fires. 

30  For  iastance,  a  certain  number  of  tons  of  a  certain  grade  of 
asphaltum  may  be  called  for.  The  stillman  regulates  flow  of  oil  or 
fires  to  produce  the  desired  results.    When  the  required  amount  has 
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been  produced  he  simply  makes  his  changes  in  oil  flow  or  fire  regula- 
tion to  produce  the  asphaltum  of  any  other  desired  specification. 
No  cooling  down  of  stills  or  cleaning  out  is  required. 

31  The  oil  in  passing  through  the  entire  apparatus  is  not  sub- 
jected to  the  direct  heat  for  any  great  period  of  time  and  at  no  time 
is  it  in  a  quiescent  condition,  which  generally  tends  to  burn  or  coke 
it,  thus  leaving  coke  on  the  iron,  which,  if  not  removed,  soon  causes 
the  burning  out  of  the  still. 

ECONOMY  OP  THE  SYSTEM 

32  At  the  present  time  the  necessity  for  conserving  the  fuel 
oil  and  labor  around  an  oil  refinery  is  imperative.  The  whole  sub- 
ject is  a  matter  of  heat  units  and  their  proper  conservation. 

33  In* the  Trumble  system  the  products  to.be  re-run  in  the 
separators  are  condensed  but  not  cooled,  thereby  saving  heat.  The 
oil  is  in  a  very  thin  film  on  the  shell  of  the  evaporator  and  is  being 
heated  in  its  downward  flow.  The  vapors  being  evolved  have  a  free 
relief  and  have  no  opportunity  of  dropping  back  into  the  residuum. 

34  There  is  considerable  work  for  the  mechanical  engineer  in 
the  conservation  of  heat  units  around  an  oil  refinery  and  in  most  all 
branches  of  the  oil  industry.  There  are  large  refineries  operating 
today  and  using  four  to  five  himdred  per  cent  more  fuel  than  is  neces- 
sary to  do  the  work.  It  is  possible  to  save,  by  proper  distribution 
of  the  heat  available  around  the  oil  refineries  in  the  United  States, 
at  least  2  per  cent  of  the  total  crude  oil' put  through  these  refineries. 
There  are  large  oil  refineries  operating  today  that  are  using  as  fuel 
4  per  cent  of  the  crude  oil  run  through  them  to  do  less  work  than  the 
plant  described  is  doing  on  1.1  per  cent  of  the  crude  oil  run  through 
as  fuel,  and  the  losses  due  to  non-condensable  gases,  etc.,  are  2  per 
cent  against  0.75  per  cent. 
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THE  SUBMARINE 

Bt  C.   H.  Bedbll,^  Groton,  Conn. 
Non-Member 

After  a  few  hrirf  hiBtoncal  notes  on  early  hand-propeUed  eubmarinee,  the 
author  deearibea  HoUand*8  firet  practical  «ti6martne,  a  construction  made  possible 
by  employing  the  gasoline  engincj  storage  batteries  and  electric  motors  —  aU  then  in 
process  of  development.  He  then  deals  with  the  constrtAclionf  equipment  and  oper- 
ation of  the  U,  8.  Submarine  Af-1,  a  boat  200  ft.  in  lengthy  discussing  such  topics 
as  the  periscope,  Diesel  submarine  engines^  diving,  balancing,  the  rescue  of  men 
from  a  sunken  submarine,  etc.  Incidentally,  several  misconceptions  under  which 
the  atUhor  of  Twenty  Thousand  Leagues  Under  the  Sea  labored,  are  pointed  out, 

T>ECENT  events  have  forcibly  brought  to  the  attention  of  the 
entire  world  the  ^capabilities  of  the  little  boat  known  as  the 
submarine.  All  the  characteristics  of  these  boats  are  fascinating: 
to  the  engineer  on  account  of  the  many  unique  problems  that  have 
to  be  solved;  to  all  of  us  on  account  of  the  many  dramatic  possi- 
bilities in  connection  with  submarine  navigation.  Since  these 
dramatic  possibilities  are  so  great  in  number,  it  is  surprising  that 
our  popular  fiction  writers  have  not  made  more  extended  use  of 
the  submarine.  Probably  this  neglect  of  such  a  promising  field 
has  beep  due  to  lack  of  the  necessary  engineering  knowledge  to 
handle  the  subject  properly.  We  have,  however,  one  book  on  the 
submarine  in  the  field  of  fiction  that  is  well  written  and  full  of 
interesting  scientific  and  engineering  material.  This  book  is  Jules 
Verne's  Twenty  Thousand  Leagues  Under  the  Sea.  I  read  it  as 
a  boy,  when  it  was  first  published  in  about  1874,  and  was  fasci- 
nated by  the  picture  it  gave  of  life  beneath  the  wave,  not  imagining 
that  it  would  ever  be  my  privilege  to  journey  thus  in  those  depths 
of  which  we  know  so  little.  A  short  time  ago  I  reread  the  book, 
and  was  again  fascinated  by  it,  because  it  gave  me  a  chance  to  see 
how  closely  we  have  lived  up  to  that  imaginary  picture  of  Jules 
Verne. 

^  Electrical  Engineer,  Electric  Boat  Co. 

Presented  at  the  Annual  Meeting,  December  1917,  of  The  American 
Society  or  Mechanical  Engineers.    Contributed  by  the  New  York  Section. 
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2  As  far  as  the  handling  of  a  submarine  is  concerned,  whether 
under  way,  on  the  surface  or  submerged,  or  at  rest  on  the  surface, 
poised  at  any  depth  or  resting  on  the  bottom,  the  boats  of  the 
present  day  are  as  perfect  as  the  NatUUus  of  Jules  Verne.  We 
may  even,  if  we  so  desire,  make  our  boat  so  that,  when  it  is  at  rest 
submerged,  a  man  with  a  diving  hehnet,  and  entirely  disconnected 
from  the  submarine  or  the  surface,  may  pass  from  it  into  the  sea 
and  explore  the  ocean  floor  for  an  hour  or  more,  as  Captain  Nemo 
of  the  Ncmtilus  did.  That  such  construction  is  not  used  is  due 
to  the  fact  that  there  seems  to  be  no  material  need  for  such  opera- 
tions. The  NaviiluB  was  driven  by  electricity.  We  also  use  elec- 
tricity when  nmning  submerged,  but  we  obtain  our  electricity  from 
storage  batteries,  while  Captain  Nemo  obtained  his  in  some  mys- 
terious way  from  the  sea  itself.  The  great  difference  between 
fiction  and  reality  in  this  case  is  that  the  Nautilus  was  able  to  go 
aroimd  the  world  with  one  supply  of  energy,  while  we  are  obliged 
to  come  to  the  surface  after  one  or  two  hundred  miles  for  the 
purpose  of  recharging  our  storage  batteries. 

3  The  men  on  the  NaiUilus  are  supposed-  to  have  been  able  to 
see  objects  at  distances  up  to  one-half  or  three-quarters  of  a  mile 
by  the  light  of  the  sun  or  by  powerful  electric  lamps.  While  we 
at  this  time  probably  have  more  powerfid  electric  lamps,  it  is  im- 
possible for  us  to  see  any  great  distance  through  watqr,  no  matter 
what  method  of  lighting  is  used.  This  is  true,  at  least,  along  our 
shores  as  far  out  as  the  Gulf  Stream.  An  enormous  amount  of 
sediment  is  continually  being  poured  into  the  sea  by  our  rivers 
and  streams,  and  in  addition  the  endless  wash  of  the  waves  on  our 
sandy  shores  constantly  tends  to  maintain  the  turbidity  of  the 
water.  I  have  frequently  looked  through  the  periscope  of  a  sub- 
marine when  resting  on  the  bottom  at  a  depth  of  50  ft.  The  second 
periscope,  some  five  or  six  feet  away,  could  easily  be  seen,  but  the 
bow  of  the  boat,  75  ft.  away,  could  not  be  seen.  The  suspended 
matter  in  the  water  acts  exactly  as  does  fog  in  the  air  in  preventing 
distant  vision.  On  account  of  this  fact,  all  running  when  totally 
submerged  must  be  by  distance  run,  obtained  by  known  speed 
and  time.  Of  course,  in  certain  waters  the  limit  of  vision  may 
be  materially  increased,  as,  for  example,  among  the  islands  of  the 
West  Indies  or  off  the  coast  of  Southern  Califomia,  yet  even  in 
such  waters  it  is  not  probable  that  one  could  see  more  than  100  or 
200  ft.,  and  such  a  distance  is  not  sufficient  for  purposes  of  navi- 
gation.   Thus  at  one  stroke  we  take  away  the  greatest  factor  that 
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gives  such  a  charm  to  Verne's  work  —  the  major  portion  of  the 
control  of  the  submarine  must  be  by  vision  above  the  waves. 

4  Another  point  interesting  to  consider  is  that  of  the  pressure 
per  square  inch  at  different  depths,  for  in  this  connection  Jules 
Verne  materially  slipped  up  in  his  calculations.  He  tells  about 
Captain  Nemo  forcing  his  boat  to  depths  of  6000  or  7000  ft.,  not 
reiJizing  that  pressures  increase  nearly  half  a  pound  per  square 
inch  for  each  added  foot  of  depth.  At  6000  ft.  the  pressure  is  nearly 
3000  lb.  per  sq.  in.,  and  the  Navlilus,  as  described  in  Verne's  work, 
would  not  have  stood  any  such  pressure.  An  iUustration  in  the 
book  shows  a  man  seated  before  a  large  plate-glass  window,  and 
another  man  swimming  in  the  water  outside.  This  window  must 
have  had  an  area  of  at  least  25  sq.  ft.,  and  at  a  depth  of  200  ft. 
it  would  have  to  sustain  a  pressure  of  about  100  lb.  per  sq.  in.,  or 
175  tons  on  the  window.  At  6000  ft.  the  total  pressure  would  be 
5250  tons.  Certainly  no  glass  made  of  the  form  illustrated  could 
sustain  such  a  load.    However,  it  makes  a  very  pretty  picture. 

5  Another  point  shows  Verne's  misunderstanding.  He  states 
that  they  had  to  use  all  the  enormous  power  of  her  engines  to  force 
the  boat  down  against  the  great  water  pressure;  the  greater  the 
pressure,  the  greater  power  it  took.  This  is  not  according  to  fact, 
for  if  a  body  is  once  made  heavier  than  sea  water  and  starts  to  sink, 
it  will  continue  until  the  bottom  is  reached,  if  the  salt  in  the  sea 
water  remains  a  constant  percentage,  a  condition  which  practically 
exists  in  the  open  sea. 

6  The  question  is  frequently  raised  in  our  newspapers  whether 
a  ship  simk  by  collision  or  the  like  will  sink  to  the  bottom  or  go 
a  certain  distance  and  then  remain  poised.  The  question  was 
raised  at  the  time  the  Titanic  was  sunk.  The  solution  of  the 
question  rests  upon  the  compressibility  of  the  material  of  the  ship 
as  compared  with  that  of  water.  If  the  latter  is  greater  than  the 
former,  and  the  depth  is  great  enough,  a  point  would  be  reached 
where  the  water  would  be  as  dense  as  the  material  of  the  ship,  and 
there  the  ship  would  remain  poised. 

7  For  the  purpose  of  calculation,  let  us  take  the  extreme  case 
of  a  solid  steel  ball  dropped  overboard  in  the  open  sea.  Now, 
in  general,  we  say  that  water  is  incompressible.  This  statement 
arose  in  comparing  the  compressibility  of  water  with  that  of  a  gas, 
such  as  steam.  When  an  engineer  allows  water  to  get  from  his 
boiler  into  his  engine  cylinder,  and  the  piston  striking  this  water 
on  the  return  stroke  drives  off  the  cylinder  head,  he  says  the  water 
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is  incompressible.  As  compared  to  a  gas  it  is  incompressible,  but 
as  compared  to  steel  it  is  compressible;  indeed,  it  is  more  compres- 
sible than  steel.  Therefore,  our  steel  ball  as  it  descends  into  the 
sea  and  is  compressed  has  water  around  it  that  is  being  compressed 
at  a  more  rapid  rate  under  the  increase  of  pressure  than  the  steel. 
If  the  depth,  and  therefore  th^  pressure,  is  great  enough,  a  point 
will  be  reached  where  the  water  will  be  as  dense  as  the  steel,  and 
at  that  poiilt  the  ball  will  remain  suspended.  A  calculation  based 
on  the  compressibility  of  steel  and  water  shows  that  the  required 
depth  is  about  100  miles.  As  the  sea  is  only  some  five  or  six  miles 
deep,  it  is  evident  that  our  steel  ball  will  go  to  the  bottom. 

8  Now  let  us  take  the  case  of  the  ship  that  has  been  sunk. 
When  she  starts  to  go  down  she  is  heavier  than  the  water  around 
her.  The  ship,  as  a  whole,  is  far  more  compressible  than  the  steel 
of  our  ball,  and  will  get  relatively  heavier  as  she  descends,  that  is, 
will  sink  faster  and  faster  until  the  bottom  is  reached. 

9  Returning  now  to  the  submarine,  where  we  have  a  hull  that 
is  perfectly  watertight.  Since  this  hull  is  composed  of  circular 
frames  on  which  is  mounted  the  hull  plating,  its  compressibility 
is  far  greater  than  that  of  our  steel  ball;  indeed,  than  that  of  water. 
In  consequence,  if  a  submarine  is  so  trimmed  down  that  she  is  even 
slightly  heavier  than  water,  she  will  sink  to  the  bottom.  This 
has  been  conclusively  proved  in  connection  with  our  tests  of  sub- 
marines at  200  ft.  Every  submarine  for  the  U.  S.  Grovemment 
must  be  taken  down  to  this  depth  and  kept  there  for  ten  minutes. 
In  making  this  test,  it  is  the  custom  first  to  anchor  the  boat  where 
the  depth  of  the  water  is  right,  then  trim  the  boat  by  admitting 
water  into  her  tanks,  trimming  her  down  until  she  has  only  a  few 
hundred  pounds'  buoyancy,  then  hauling  in  on  the  anchor  rope. 
This  operation  draws  the  boat  down  untfl  the  desired  depth  is 
reached.  In  one  or  two  cases,  in  the  trimming-down  operation, 
but  a  small  amount  of  reserved  buoyancy  was  given  the  boat,  and 
as  the  boat  descended  and  became  compressed  this  reserved  buoy- 
ancy was  lost  and  the  boat  went  the  rest  of  the  way  to  the  bottom. 

10  From  the  above  it  will  be  readily  seen  that  Verne's  state- 
ment that  it  took  all  the  power  of  the  engines  of  the  NautUus  to 
drive  her  into  those  great  depths  is  not  correct.  There  is  one 
exception  to  the  general  statement  that  a  body  starting  to  sink 
will  go  to  the  bottom,  and  this  is  where  the  water  is  stratified,  when 
large  quantities  of  fresh  water  from  rivers  come  in  contact  with  the 
salt  sea  water.    Such  a  condition  exists  in  the  St.  Lawrence.    Re- 
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cently  in  making  the  200-f t.  depth  test  in  those  waters  it  was  found 
necessary  to  add  5000  lb.  to  the  water  in  the  tanks  after  the  boat 
had  started  to  sink  in  order  to  get  her  down  to  200  ft.  This  was 
due  to  the  fact  that  the  fresh  water  from  the  river  was  over  the 
heavier  salt  sea  water. 

THE   SUBMARINB  IN   HISTORY 

11  The  history  of  the  submarine  extends  over  quite  a  period 
of  time,  as  there  is  a  record  of  such  a  boat  having  been  built  about 
the  year  1624.  During  the  next  150  years  the  subject  was  fre- 
quently considered  by  marine  engineers,  but  no  construction  was 
undertaken.  At  the  time  of  our  Revolutionary  War  the  interest 
in  the  subject  was  transferred  from  Europe  to  this  country,  due 
to  the  fact  that  a  small  submarine  had  been  built  by  David  Bushnell, 
of  Connecticut.  This  boat  was  only  large  enough  for  one  man 
and  shaped  like  a  flattened  egg,  with  its  major  axis  vertical.  It 
was  fitted  with  tanks  and  pumps,  anchor  operated  from  the  inside 
of  the  boat,  screw  propeller  in  the  front  of  the  boat,  another  screw 
propeller  at  the  top  with  its  axis  vertical,  rudder  and  torpedo  at 
the  stem,  and  at  the  top  of  the  boat  a  screw  operated  from  within 
the  boat.  It  is  evident  that  this  screw  was  intended  to  be  worked 
into  the  planking  of  a  ship  at  anchor.  The  torpedo  was  fastened 
to  the  screw  by  a  line,  and  when  the  submarine  was  moved  away 
the  torpedo  remained  with  the  screw.  The  separating  of  the  torpedo 
from  the  submarine  started  a  clock,  which  in  a  certain  time  would 
explode  the  torpedo. 

12  Bushnell  had  to  educate  the  public  on  two  points  in  con- 
nection with  his  boat,  the  exploding  of  gunpowder  under  water 
and  the  use  of  the  screw  propeller.  The  propeller  had  been  in- 
vented a  short  time  before  by  another  man,  but  evidently  Bushnell's 
boat  was  the  first  on  which  it  was  used.  During  the  Revolutionary 
War  a  chance  at  last  came  to  make  use  of  the  boat,  against  a 
British  war  ship  anchored  oflf  Governors  Island.  Unfortimately, 
the  man  who  had  been  conducting  the  operations  of  the  boat  was 
sick  at  the  time  and  another  had  to  take  his  place.  Floating  down 
with  the  tide  in  the  late  hours  of  the  night,  the  submarine  was 
maneuvered  until  she  came  under  the  war  ship.  The  operator  in 
attempting  to  force  the  screw  into  the  planking  of  the  ship  failed 
on  account  of  striking  metal  fittings.  Before  he  could  relocate 
his  boat  the  tide  carried  him  away  and  he  had  to  give  up  the 
attempt. 
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13  Two  other  attempts  were  made  against  British  ships 
anchored  in  the  Hudson,  but  these  also  failed  on  account  of  the 
strong  tide.    If  the  anchor  of  the  submarine  had  been  used  until  the 

^torpedo  was  attached  to  the  ship,  the  attempt  would  have  been 
successful.  Public  opinion  did  not  support  Bushnell  in  his  work, 
and  therefore  nothing  further  was  done. 

14  The  next  submarine  of  interest  is  that  of  Robert  Fulton, 
who  launched  the  Nautilus  in  the  Seine  in  1801.  He  conducted 
many  experiments  with  this  boat,  but  not  getting  the  necessary 
financial  support  in  France,  took  the  boat  over  to  England.  There 
he  created  quite  a  furor,  and  many  experiments  were  conducted, 
even  going  so  far  as  to  the  blowing  up  of  an  old  hulk  provided  for 
the  purpose.  The  people  did  not  consider  the  time  ripe  for  that 
method  of  warfare,  and  Fulton  again  failed  to  get  support.  He 
then  came  over  to  this  country  and  succeeded  in  obtaining  a  grant 
of  $50,000  from  Congress  for  the  conducting  of  experiments.  It 
is  understood  that  it  was  Fulton's  submarine  that  was  to  make 
an  attack  on  a  British  prison  ship  off  New  London,  but  the  com- 
mander of  the  prison  ship  hid  behind  his  prisoners  and  obtained 
the  influence  of  their  friends  on  shore  to  prevent  the  attack.  The 
work  with  Fulton's  submarine  was  discontinued,  as  again  it  seemed 
that  popular  opinion  was  not  ready  for  the  use  of  such  ships. 

15  The  credit  for  the  first  actual  service  of  a  submarine  in 
time  of  war  will  have  to  be  given  to  a  boat  built  by  Wilhelm  Bauer, 
a  Bavarian,  who  built  one  such  boat  for  Glermany  and  one  for 
Russia.  The  boat  built  for  Gtermany  succeeded  in  breaking  up 
the  blockade  of  the  Danish  fleet  off  Kiel.  Later,  this  boat  was 
sunk,  due  to  the  collapse  of  her  hull  from  excessive  water  pressure, 
the  crew  luckily  escaping.  A  few  years  ago  the  boat  was  located 
during  certain  dredging  operations,  was  raised,  and  is  now  on 
exhibition  in  Berlin. 

16  During  our  Civil  War  the  South  became  quite  interested 
in  the  submarine,  and  several  of  the  boats,  called  "Davids,"  were 
built.  These,  as  were  the  earlier  boats,  were  all  operated  by  man 
power,  eight  men  being  used  to  drive  the  propeller.  Many  acci- 
dents were  experienced  during  the  experiments  on  these  boats  and 
several  crews  were  lost.  These  accidents,  however,  did  not  occur 
when  the  boats  were  operating  submerged  but  when  on  the  surface. 
The  small  conning  tower  used  was  very  low,  and  waves  from  passing 
steamers  and  the  like  washed  over  it,  causing  the  boat  to  sink. 
New  crews  were  quickly  found  and  experiments  continued.    At 
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last  a  chance  to  use  the  boat  came,  and  an  attack  was  made  on 
the  U.  S.  frigate  HousaUmic,  anchored  off  Charieston.  The  attack 
was  made  at  night,  and  therefore  the  boat  was  operated  on  the 
surface  only.  A  spar  torpedo  was  used,  as  at  that  time  the  auto- 
mobile torpedo  had  not  been  developed.  It  is  reported  that  an 
oflScer  on  the  deck  of  the  Housatonic  saw  the  submarine  ap?)roach- 
ing  the  ship,  but  thought  it  was  a  plank  floating  with  the  tide. 
This  idea  was  quickly  dispelled,  for  after  a  terrific  explosion  the 
men  who  had  been  on  deck  found  themselves  in  the  water.  The 
Housatonic  was  sunk,  and  carried  down  with  her  the  submarine 
and  all  her  brave  crew.  It  is  probable  that  the  smaller  boat  was 
sucked  into  the  hole  in  the  larger  ship,  and  held  there  by  the  water 
pres8iu*e. 

PRESENT-DAY   SUBMARINES 

17  During  the  following  twenty-five  years  many  submarines 
were  designed  and  a  few  built.  None  of  these,  however,  proved 
to  be  successful.  I  am  going,  therefore,  to  jiunp  to  the  time  of 
John  P.  Holland,  and  describe  the  submarine  of  the  present  day. 
Holland  was  an  Irishman  who  came  to  this  country  just  before  the 
Civil  War,  a  man  of  but  very  little  education  but  of  bright  mind. 
He  was  much  interested  in  the  fight  between  the  Monitor  and  the 
Merrimac,  and  soon  conmienced  to  consider  submarine  work.  At 
last  he  succeeded  in  getting  support  for  his  experiments  and  built 
two  or  three  small  submarines.  His  idea  being  to  build  a  boat 
that  would  sink  the  British  Navy,  his  trend  of  mind  is  shown  by 
the  name  he  gave  one  of  his  boats,  the  Finian  Ram.  His  first  boats 
did  not  amount  to  much,  but  he  acquired  a  great  deal  of  experience, 
discovered  what  to  do  and  what  to  avoid,  and  was  then  in  shape 
to  attempt  more  extended  work.  It  was  at  this  time  that  he  joined 
forces  with  the  Electric  Boat  Company,  and  the  Holland  was  their 
first  product. 

18  Mr.  Holland  started  his  work  at  just  the  right  time,  for 
the  internal-combustion  gasoline  engine  giving  large  power  with  small 
space  and  weight  had  just  been  developed  and  large  storage  bat- 
teries with  corresponding  electric  motors  were  to  be  had.  Without 
this  material  it  is  safe  to  say  the  submarine  would  still  be  in  an 
experimental  form. 

19  The  general  arrangement  of  the  modern  submarine  follows 
very  closely  the  design  given  in  sketch  form  in  Fig.  1.  The  hull 
proper  is  cigar-shaped,  since  this  form  is  best  suited  to  withstand 
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the  pressure  of  submergence.  Above  the  main  hull  is  a  narrow 
superstructure  extending  from  the  bow  nearly  to  the  stem.  This 
superstructure  may  be  watertight,  but  in  general  is  open  to  the 
sea.  It  serves  to  house  certain  external  fittings,  and  forms  a  deck 
for  the  use  of  the  crew.  At  the  bow  just  within  the  bow  casting 
is  the  bow  cap,  covering  the  outer  ends  of  four  torpedo  tubes;  two 
openings  are  made  through  this  bow  cap,  and  by  rotating  the  cap 
the  openings  may  be  placed  in  line  with  the  different  torpedo  tubes. 
These  tubes  at  the  inboard  end  are  fitted  with  doors,  so  that  after 
the  tubes  have  had  the  water  drained  into  the  trimming  tank  which 
surrounds  them,  the  doors  may  be  opened  for  the  admission  of 
spare  torpedoes.  Immediately  abaft  the  tubes  is  space  for  spare 
torpedoes,  and  below  the  deck,  tanks  for  fuel.  In  the  design  shown 
the  galley  is  also  located  in  this  compartment.  In  the  central  part 
of  the  boat  is  the  main  operating  compartment,  in  which  are  the 
levers  that  control  the  main  ballast,  auxiliary  ballast,  and  adjusting 
tanks,  steering  and  diving  wheels,  control  of  all* high-pressure  air 
linesj  periscope  and  connection  to  the  conning  tower.  In  the  two 
compartments  ahead  and  abaft  the  central  operating  compartment 
are  placed  the  two  sections  of  the  storage  battery,  these  batteries 
being  large  enough  to  supply  current  to  the  main  motors  and  drive 
the  boat  for  one  hour  at  llj  knots,  or  at  low  speed  to  give  her  a 
radius  of  about  100  miles.  Around  the  storage  battery  are  the 
main  ballast  tanks. 

20  It  is  in  connection  with  the  ballast  tanks  of  a  submarine 
that  Mr.  Holland  showed  his  genius,  and  no  submarine  can  be 
considered  a  success  that  does  not  follow  the  lines  of  tank  construc- 
tion that  he  prescribed.  In  all  the  earher  submarines  the  tanks 
were  constructed  without  subdivision  and  large  enough  to  take  the 
maximiun  amount  of  water  that  might  be  required,  and  therefore 
were  almost  never  totally  filled.  In  consequence,  as  the  angle  of 
the  boat  changed,  the  water  was  free  to  flow  from  one  end  of  the 
tank  to  the  other,  making  it  almost  impossible  to  keep  the  boat 
properly  trinmied.  Holland,  reaUzing  the  condition,  made  it  a  rule 
that  the  main  ballast  tanks  should  be  of  such  a  capacity  that  when 
entirely  filled  the  boat  would  be  brought  to  the  awash  condition 
only,  and  that  the  final  adjusting  of  the  buoyancy  of  the  boat  must 
be  made  by  the  use  of  a  small  tank  which  would  have  but  a  small 
free-water  surface  if  not  entirely  filled.  The  main  ballast  tanks 
are  therefore  entirely  empty  or  completely  filled.  Abaft  the  storage- 
battery  compartment  are  the  engines,  main  motors,  pumps,  air 
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compressors,  and  at  the  stern  are  the  after-trimming  tank,  twin- 
screw  propellers  and  the  steering  and  diving  rudders..  The  conning 
tower  is  placed  over  the  central  operating  compartment  and  in  the 
sketch  shown  is  fitted  with  one  of  the  periscopes  Steering  is  done 
by  means  of  an  electric  motor  controlled  by  push  buttons. 

21  The  operation  of  a  boat  submerged  is  quite  different  from 
one  on  the  surface.  On  the  surface  if  a  man  walks  from  amidships 
to  the  bow,  the  bow  will  be  depressed,  displacing  a  greater  amount 


Fig.  2    U.  S.  Submarine  HoUand 

of  water,  and  therefore  able  to  sustain  the  increased  weight.  When 
the  boat  is  submerged  no  change  of  displacement  can  occur,  and 
consequently  such  shifting  of  weight  will  cause  the  boat  to  take  a 
greater  angle.  A  boat  submerged  may  be  likeneji  to  a  pendulum 
having  a  length  equal  to  the  distance  between  the  center  of  buoy- 
ancy of  the  boat  and  its  center  of  gravity,  generally  a  distance  of 
about  sixteen  inches,  and  the  weight  of  the  pendulum  being  the 
weight  of  the  boat,  say  500  tons.  A  weight  moved  from  amidships 
to  one  end  of  the  boat  would  produce  a  leverage  to  swing  this  pendu- 
lum from  the  vertical,  in  other  words,  to  cause  the  boat  to  take 
an  angle  by  the  bow  or  stern.  As  a  submarine  when  submerged 
will  go  the  way  she  is  pointed,  it  will  readily  be  seen  that  change 
of  angle  will  cause  her  to  change  her  depth.  The  man  at  the  diving 
wheel  not  only  has  his  wheel  and  depth  gage  before  him,  but  also 
a  clinometer,  a  sort  of  level  by  which  he  can  tell  the  exact  angle 
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of  the  ship  and  therefore  tell  whether  the  boat  will  change  her  depth 
or  not  as  she  goes  along.  As  a  matter  of  fact,  the  boat  is  swinging 
up  or  down  most  of  the  time,  and  it  is  the  duty  of  the  man  at  the 
diving  ^heel  to  check  these  motions  and  control  the  boat  so  that 
she  will  remain  at  the  depth  desired.  It  is  a  duty  requiring  constant 
attention,  and  the  man  at  the  diving  wheel  can  perform  no  other 
duty.  In  the  small  boats  first  built  great  care  was  exercised  that 
there  should  be  no  shifting  of  weight  when  the  boat  was  running 


Fig.  3    U.  S.  Submarine  M-1 

submerged.  In  the  large  boats  as  now  built  the  weight  of  a  man 
is  such  a  small  percentage  of  the  total  weight  that  the  ordinary 
movements  of  the  cre^  may  be  counteracted  by  the  man  at  the 
diving  wheel. 

EQUIPMENT   OF   SUBMARINES 

22  From  the  Holland  (see  Fig.  2),  having  a  length  of  about 
53  ft.,  to  the  M'l  (Fig.  3),  with  a  length  about  200  ft.,  is  quite  a 
change,  yet  a  torpedo  from  a  small  boat,  if  it  reaches  its  mark, 
is  as  effective  as  one  from  a  large  boat.  It  is  the  fact  just  mentioned 
that  indicates  why  a  submarine  will  retain  her  usefulness  until  she 
is  hterally  worn  out.  She  does  not  become  obsolete  as  does  a  battle- 
ship as  soon  as  a  more  powerful  ship  is  constructed.  The  little 
Holland  was  thus  in  commission  until  worn  out.  Every  other 
submarine  built  for  the  U.  S.  Government  is  in  active  service. 
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23  At  the  time  the  Holland  was  built  we  had  no  periscopes. 
In  consequence,  the  boat  had  to  be  handled  by  "  porpoising,"  that 
is,  running  a  short  distance  submerged  and  then  coming  to  the 


Fig.   4      LAtrNCHlNG   a  SUBlfARINE 


Fig.  6    Bow  of  Submarine  with  Bow  Cap  in  Position  for 
Torpedo  Firing 

surface  far  enough  to  expose  the  conning  tower,  thus  getting  a 
chance  for  a  look  around,  and  then  diving.  This  porpoising  can 
be  done  very  quickly;  the  boat  can  pass  from  the  deptii  of  30  ft- 
to  the  surface,  line  up  on  the  target,  have  the  torpedo  fired,  and 
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be  again  below,  all  in  30  seconds.    The  advent  of  the  periscope 

greatly  aided  submerged  navigation,  since  at  all  times  vision  may 

>  be  had  without  exposing  the  hull  to  the  danger  of  a  chance  shot. 


Fig.  6    Stern  of  a  Subm arins 
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Fig.  7    Taking  a  To^ipedo  on  Board 


The  increa^  size  of  the  boats  has  made  them  far  more  comfortable, 
'and  better  sea  boats  (compare  the  freeboard  of  the  Holland  with 
that  of  the  M-1),  and  better  adapted  for  long  service  at  sea.  The 
development  of  wireless  telegraphy  now  permits  the  submarine  to 
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keep  in  touch  with  the  shore,  and  all  submarines  arc  now  equipped 
with  this  wonderful  apparatas,  the  tall  masts  required  being  so 
constructed  that  they  may  be  quickly  lowered  for  submerged  work. 
24  In  the  design  of  a  submarine  a  far  greater  amoimt  of  pre- 
liminary work  in  the  line  of  calculating  of  weights,  disposal  of 
equipment,  etc.,  has  to  be  done  than  with  a  surface  boat,  for  not 
only  is  there  a  double  motive-power  equipment,  but  the  boat  must 
be  designed  for  both  surface  and  submerged  work,  with  all  the 
complicated  control  apparatus  required.  Some  idea  of  this  con- 
struction may  be  obtained  from  the  illustrations  given.  Fig.  4 
shows  the  launching  of  a  submarine,  the  cigar  shape  of  the  main 


FiQ.  9    Diving  Control  Station 

hull  giving  sufficient  strength  to  withstand  the  pressure  of  200  ft. 
submergence,  that  is,  nearly  100  lb.  per  sq.  in.  Fig.  5  represents 
the  bow  of  a  submarine  before  launching;  it  shows  the  bow  cap 
with  opening  in  line  with  the  torpedo  tube.  When  it  is  desired 
to  close  the  tubes,  the  openings  of  the  bow  cap  arc  placed  under 
the  bow  casting.  In  Fig.  6  we  have  the  stern  of  a  submarine.  In 
addition  to  the  twin  screws  and  steering  rudder  as  used  on  a  surface 
boat,  the  submarine  has  the  horizontal  diving  rudder  for  steering 
the  boat  in  the  vertical  plane.  Each  submarine  can  carry  at  least 
eight  torpedoes.  Fig.  7  shows  the  taking  of  a  torpedo  on  board, 
and  Fig.  8  shows  the  inner  ends  of  the  four  torpedo  tubes  and  escape 
hatch. 
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25  A  view  of  the  diving  station  showing  diving  wheel  and  depth- 
gages  is  given  in  Fig.  9.  On  the  depth  gage  below  the  pointer  is 
shown  the  curved  glass  tube  of  the  clinometer.  Fig.  10  reproduces 
a  view  taken  through  a  periscope.  The  vertical  Une  is  the  cross- 
wire  and  shows  the  exact  direction  the  periscope  is  pointed.  The 
scale  at  the  top  is  a  portion  of  the  card  of  the  periscope  compass 
and  shows  that  the  periscope  was  pointed  76i  degrees  from  the 
north  towards  the  east.  The  after  end  of  the  central  operating 
compartment  is  shown  in  Fig.  11.  This  particular  boat  had  an 
unusually  large  central  operating  compartment,  at  least  four  times 
as  large  as  is  usually  constructed.    The  dark  object  at  the  top  of 


Fig.  10    View  Taken  through  Periscope 

the  picture  is  the  lower  end  of  one  of  the  periscopes.  Behind  this 
is  an  escape  hatch,  the  ladder  to  it  having  been  removed  to  avoid 
obstructing  the  view  from  the  camera.  In  the  left  lower  comer 
is  the  ice  box,  then  comes  the  battery  and  auxiliary  switchboards. 
In  the  center  of  the  picture  is  the  closed  door  leading  into  the  engine 
room.  To  the  right  of  the  door  is  the  control  equipment  of  the 
two  main  motors  and  on  the  right  are  the  electric  cooking  range 
and  galley  sink. 

26  Fig.  12  gives  a  good  idea  of  the  mass  of  equipment  of  a 
submarine,  every  part  of  the  space  being  utilized.  The  picture 
is  taken  from  amidships  looking  forward.,  In  the  center  of  the 
picture  is  shown  the  hand  steering  wheel.     In  general  the  steering 
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is  done  by  an  electric  motor,  shown  at  the  top  of  the  picture.  On 
the  left  is  the  air  manifold,  with  valves  for  control  of  the  high- 
pressure  air.  These  valves  connect  the  air  to  all  the  different  tanks. 
By  opening  the  valves  to  the  main  ballast  tanks,  the  water  may 
be  blown  out  in  a  short  period  of  time.  On  the  right  is  shown  the 
water  manifold  which  connects  the  different  tanks  to  the  adjusting 
pumps,  also  the  levers  of  the  large  Kingston  valves.  Fig.  13  gives 
a  view  looking  aft  from  amidships  and  showing  the  main  engines, 
and  Fig.  14  from  the  after  end  looking  forward,  showing  main 
motors  and  engines. 

27  One  of  the  two  engines  for  a  submarine  on  the  test  stand  is 
shown  in  Fig.  15.  For  many  years  the  gasoline  engine  was  the 
best  at  our  disposal,  but  as  gasoline  is  a  bad  thing  to  handle  in  the 
confined  space  of  a  submarine,  we  were  glad  indeed  when  the  Diesel 
heavy-oil  engine  became  available  for  this  work.  The  development 
of  these  engines  was  quite  advanced  in  Germany  before  any  such 
marine  engines  were  built  in  this  country.  In  order  that  we  might 
advance  as  rapidly  as  possible,  all  known  engines  of  this  type  were 
examined  by  our  engineers,  and  the  conclusion  reached  that  the 
engine  built  in  Nuremburg  was  the  best  then  developed.  Steps 
were  inunediately  taken  to  acquire  the  rights  for  this  country,  and 
we  were  thus  able  to  get  for  our  submarines  the  best  engine  then 
developed.  Many  of  these  engines  were  built  and  are  now  in  oper- 
ation in  our  submarines.  In  the  building  and  operating  of  these 
engines  we  found  there  were  many  things  we  did  not  like,  the  prin- 
cipal point  being  that  they  were  very  complicated.  In  consequence 
a  new  engine  was  designed  —  illustrated  in  Fig..  16.  This  is  the 
type  of  engine  used  in  many  submarines  recently  built  and  has 
stood  hard  service  with  wonderfully  good  results.  The  change 
from  gasoline  to  heavy  oil  has  brought  out  one  very  interesting 
characteristic,  that  is,  that  with  a  given  quantity  of  heavy  oil, 
twice  the  number  of  horsepower-hours  may  be  obtained  as  from 
a  like  quantity,  of  gasoline.  Thus  with  a  boat  having  a  given  fuel- 
tank  capacity,  double  the  radius  of  action  is  obtained  when  the 
change  from  gasoline  to  heavy  oil  is  made.  Another  point  is  that 
heavy  oil  costs  about  one-fifth  as  much  per  gallon  as  gasoline;  thus, 
for  a  given  number  of  horsepower-hours  the  fuel  of  the  Diesel 
engine  costs  but  one-tenth  that  for  the  gasoline  engine. 
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OPERATION  OF  SUBMARINES 


28  The  diving  and  behavior  of  the  boat  submerged  is  exceed- 
ingly interesting,  and  is  shown  in  Figs.  17  to  23.  In  Fig.  17  we 
have  the  submarine  stripped  of  all  deck  fittings  and  ready  for  sub- 
merged running.  It  takes  but  a  few  minutes  to  take  down  life 
lines,  etc.,  close  hatches  and  fill  the  ballast  tanks.  Fig.  18  shows 
the  boat  thus  trimmed  down  and  ready  for  submer^d  running. 
The  buoyancy  is  about  800  lb.  and  when  thus  trimmed  the  boat 
may  be  steered  down  or  up  with  the  diving  rudders,  exactly  as  the 
usual  steering  rudder  guides  a  surface  boat.  If  now  the  boat  is 
started  ahead  with  diving  rudders  kept  at  zero,  the  boat  will  rise 
as  shown  in  Fig.  19.  That  is,  the  natural  tendency  of  the  boat  is 
always  to  rise.  If  now  the  boat  is  given  a  diving  rudder,  the  stem 
will  rise,  the  bow  will  go  down  as  shown  in  Fig.  20  and  the  boat 
will  slide  under.  When  this  photograph  was  taken  the  boat  was 
making  a  quick  dive,  and  the  angle  of  the  boat  is  about  five  d^rees. 
In  general  but  three-degree  angles  are  used  in  diving  or  rising, 
and  for  uniform  running  the  boat  angle  will  probably  not  change 
one  degree.  In  Fig.  21  we  see  the  boat  well  under,  and.  in  Fig.  22 
she  is  running  at  a  uniform  depth.  Th^  actual  distance  of  the 
boat  from  the  camera  when  this  picture  was  taken  was  but  94  yd., 
a  very  short  ^tance  over  water.  The  control  of  depth  even  at 
high  speed  submerged  is  wonderfully  accurate,  runs  being  frequently 
made  when  for  ten  minutes  at  a  stretch  the  depth  will  not  change 
one  foot. 

29  If  a  submarine  is  resting  on  the  surface  and  water  is  ad- 
mitted to  her  tanks,  she  will  gradually  settle  in  the  water.  If  care 
is  exercised  as  the  balancing  point  is  reached  the  adjustment  may 
be  made  so  accurate  that  another  gallon  of  water  admitted  to  her 
tanks  would  cause  the  boat  to  sink.  This  is  illustrated  in  Fig.  23, 
showing  a  boat  weighing  in  the  neighborhood  of  400  tons  thus  evenly 
balanced.  For  the  purpose  of  control  of  water  in  the  tanks  a  small 
rotary  pump  is  used,  operated  by  a  reversible  electric  motor.  Thus 
water  may  be  pumped  either  into  or  out  of  a  Lank.  If  when  a  boat 
is  thus  carefully  balanced  a  Uttle  water  is  pumped  into  her  tank, 
she  will  start  to  sink.  Suppose  after  she  has  settled  say  to  a  depth 
of  40  ft.  we  pump  out  a  Uttle  water.  This  will  check  her  down- 
ward movement,  and  then  she  will  start  to  rise.  By  watching 
the  depth  gage,  and  by  careful  control  of  the  water  by  means  of 
the  pump,  we  may  hold  the  boat  suspended  within  a  difference 
of  depth  of  two  feet. 
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30  In  general,  after  this  test  that  of  the  automatic  blow  valve 
is  made.  This  valve  connects  the  high-pressure-air  line  with  the 
main  ballast  tanks,  and  the  control  of  the  valve  is  by  diaphragm 
in  connection  with  the  outside  sea  water.  Thus  if  the  pressure 
reaches  too  high  a  figure,  the  high-pressure  air  is  automatically 
turned  into  the  main  ballast  tanks.  These  tanks,  it  will  be  re- 
membered, are  entirely  filled  with  water,  whenever  any  is  there, 
and  therefore  at  such  times  the  main  Kingston  valves  are  left  open. 
The  turning  of  the  high-pressure  air  into  these  tanks  is  all  the  oper- 
ation required  to  empty  the  tanks.  In  the  test  the  automatic 
blow  valve  is  set  to  some  depth,  say  50  ft.,  and  the  boat  allowed  to 
slowly  sink.  When  this  depth  is  reached  the  pressure  outside 
operates  the  valve  and  some  75  tons  of  water  are  quickly  blown 
out  of  the  tanks.  The  boat  inmiediately  starts  to  rise,  and  in  less 
than  one  minute  will  reach  the  surface,  nearly  jmnping  out  of  the 
water  from  the  rapid  rise.  The  automatic  blow  vaJve  may  be 
sot  for  any  depth  that  may  be  desired. 

31  The  subject  of  rescue  of  men  from  a  sunken  submarine 
seems  to  fascinate  our  inventors,  as  hardly  a  week  passes  but  that 
some  one  comes  forward  with  the  same  old  method,  that  of  a  buoy 
of  such  a  size  that  a  man  may  get  into  it  and  then  rise  to  the  sur- 
face. It  is  not  a  question  of  getting  a  man  to  the  surface  —  that 
is  easily  done,  but  of  keeping  him  aUve  when  he  gets  there.  In 
this  connection  the  statement  should  be  made  that  there  is  only 
one  cause  that  will  prevent  a  submarine  from  coming  to  the  surface, 
and  that  is  a  rupture  of  her  hull.  If  now  the  hull  is  ruptured,  the 
pressure  of  the  outside  sea  is  brought  upon  the  men.  In  our  respi- 
ration air  is  taken  into  the  lungs,  the  oxygen  taken  up  by  the  blood 
is  used  in  the  purifying  of  the  blood,  and  a  certain  amount  of  nitro- 
gen is  retained  in  solution.  This  amount  of  nitrogen  in  solution 
in  the  blood  is  small  at  ordinary  pressures,  and  in  any  case  does 
no  harm,  for  its  quantity  is  a  constant.  If  now  a  man  is  placed 
under  heavy  pressure,  as  would  be  the  case  if  the  hull  of  a  sub- 
marine were  ruptured  say  in  200  ft.  of  water,  this  pressure  of  about 
100  lb.  per  sq.  in.  would  cause  the  blood  to  absorb  many  times  its 
normal  quantity  of  nitrogen.  This  absorption  takes  place  very 
rapidly  and  it  requires  but  a  few  minutes  for  the  blood  to  become 
saturated  to  the  point  called  for  by  the  new  pressure.  If  now  a 
man  so  placed  should  enter  a  can  buoy  and  rise  to  the  outside  air, 
the  pressure  would  be  quickly  relieved  and  the  excess  nitrogen  of 
the  blood  would  be  given  off  all  through  the  system,  given  oflf  in 
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small  bubbles  which  would  instantly  stop  all  blood  circulation  and 
cause  death. 

32  This  action  of  the  nitrogen  is  a  familiar  one  to  divers  s^d 
all  who  are  called  upon  to  work  under  heavy  air  pressure.  Thus 
it  is  not  a  question  of  the  quick  application  of  pressure,  but  the 
quick  removal  of  that  pressure.  As  an  illustration,  a  few  years 
ago  a  Government  diver  went  down  some  280  ft.  off  New  London. 
He  took  two  minutes  in  going  down,  spent  five  minutes  on  the 
bottom,  and  then  started  for  the  surface.  He  came  up  a  little  way 
and  then  stopped,  exercised  his  arms  and  legs,  thus  encouraging 
activity  of  the  blood  in  order  to  work  the  nitrogen  off  through  his 
lungs.  Then  he  would  come  up  a  little  further  and  repeat  the 
operation.  The  total  time  thus  taken  to  reach  the  surface  was 
one  hour  and  thirty-five  minutes,  and  even  then  as  soon  as  he  was 
taken  out  of  his  diving  suit  he  was  put  into  a  recompression  chamber 
so  that  the  pressure  might  be  still  more  slowly  relieved.  It  will 
thus  be  seen  how  impossible  it  would  be  in  the  excitement  of  a  wreck 
to  go  through  any  such  procedure  as  outlined  above. 

33  Recent  activities  of  submarines  abroad  have  demonstrated 
the  abilities  of  the  boats,  but  generally  the  conditions  are  quite 
different  from  those  that  would  pertain  here  in  case  we  should  be 
at  war  with  one  of  the  great  foreign  powers.  Then  the  office  of 
our  submarines  would  be  the  breaking  up  of  a  blockade  of  our  ports, 
or  the  preventing  of  an  armed  force  from  making  a  landing  on  our 
shores.  Many  times  in  naval  maneuvers  submarines  have  success- 
fully attacked  battleships,  and  where  sufficient  numbers  of  sub- 
marines are  employed  they  may  easily  prevent  a  blockade  by  such 
ships.  An  interesting  report  was  given  some  time  ago  of  the  break- 
ing up  of  an  entire  expedition  of  a  German  army  in  its  attempt  to 
land  at  the  south  end  of  the  Gulf  of  Riga,  the  work  having  been 
done  entirely  by  two  small  submarines.  If  the  report  is  true  it 
shows  wonderfully  effective  work  by  the  submarines. 


Digitized  by  VjOOQIC 


No.  1023 

AN   ACCOUNT  OF  THE   ENGINEERING 
WORK  OF  E.    D.    LEAVITT 

Bt  F.  W.  Dean,  Boston,  Mass. 
Member  of  the  Society 

Tj^  D.  LEAVITT  received  his  education  in  the  public  schools  in 
^  Lowell,  Mass.,  learned  the  machinist's  trade  in  the  Lowell 
Machine  Shop,  was  assistant  foreman  at  Harrison  Loring's  works 
at  South  Boston,  was  chief  draftsman  at  the  works  of  Thurston, 
Gardner  &  Co.,  at  Providence,  entered  the  Navy  in  1861,  and  re- 
signed therefrom  in  1867.  At  this  time  he  began  the  office,  practice 
of  mechanical  engineering,  and  on  account  of  the  times  and  his 
ability  he  achieved  great  success,  not,  however,  without  some  dis- 
couragements. 

2  I  have  understood  that  his  first  steam  engine  was  designed 
for  Crozer's  cotton  mill,  in  Chester,  Pa.,  and  built  by  L  P.  Morris 
&  Co.,  Philadelphia.  This  was  a  simple  horizontal  engine  with  a 
steam  chest  as  long  and  wide  as  the  cylinder.  The  chest  contained 
a  very  large  main  valve  worked  by  an  eccentric  and  having  a  cut- 
off valve  on  its  back  at  each  end  worked  by  a  cam.  The  steam  ex- 
hausted into  the  main  valve  which  was  hollow,  and  from  this  passed 
out  through  a  special  exhaust  port.  The  main  valve,  being  in  a 
chest  of  live  steam  and  having  exhaust  steam  within,  formed  a 
condenser  to  some  extent,  and  to  persons  who  knew  of  Mr.  Leav- 
itt's  great  efforts  in  general  to  secure  economy  this  was  a  subject  of 
comment.  Later  he  used  the  same  design  for  the  Brooklyn  Bridge 
engines  and  for  those  of  the  El  Callao  Mining  Co.  of  Venezuela. 
He  appeared  to  be  attached  to  this  design  and  spoke  of  it  as  his 
cheap  engine,  but  never  mentioned  its  obvious  defect. 

3  Mr.  Leavitt  was  firmly  of  the  opinion  that  the  best  valve  for 
steam  engines  was  the  gridiron  (Fig.  1)  and  he  always  used  it  except 
in  the  few  cases  mentioned  above.    The  Plymouth  Cordage  Co's.  en- 
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gine  which  was  built  by  Harrison  Loring  in  1868-9  was  the  first 
engine  embodying  the  regular  Leavitt  features  of  four  gridiron  valves 
operated  by  cams.  This  was  a  vertical  simple  condensing  beam 
engine  having  a  steamboat  beam  with  a  cast-iron  center  and  wrought- 
iron  strap,  the  beam  being  above  the  cylinder  and  crankshaft. 
After  being  in  operation  a  great  tnany  years  the  cams,  which  were 
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FiQ.  1     Valves  and  Skats 


of  the  side-groove  type,  became  very  noisy  and  the  cylinder  was 
replaced  by  a  George  H.  Corliss  cylinder  and  valve  gear. 

4  It  was  said  that  up  to  the  time  of  removing  the  Leavitt 
cylinder  the  valves  were  tight  and  the  indicator  diagrams  of  the 
best  form. 

5  Mr.  Leavitt  claimed  that  the  gridiron  valve  was  the  only  one 
that  would  remain  tight  indefinitely.    The  reason  for  this  was  that 
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it  has  a  great  deal  of  wearing  surface  and  no  tendency  to  cock  over 
and  press  more  on  one  edge  than  the  other,  and  that  when  operatal 
by  cams  has  a  constant  travel,  except,  of  comT9e,  the  cut-oflf  valves 
at  early  cut-oflfs. 

6  Mr.  Leavitt  used  cams  because  they  enabled  him  to  secure 
exact  and  imchangeable  motion  to  the  valves. 

7  The  automatic  cut-off  feature  was  obtained  by  placing  a 
cam  on  a  hollow  piece  of  shaft  or  sleeve  through  which  the  camshaft 
passed,  and  by  suitable  connection  with  the  governor  the  cut-off 
cam  could  be  advanced  or  retarded.  This  was  accomplished  by 
having  a  spiral  slot  cut  in  the  camshaft  and  a  straight  one  in  the 
sleeve,  a  key  made  to4it  both  and  moved  by  a  sliding  collar,  which 
in  turn  was  moved  by  ♦the  governor. 

8  It  is  obvious  that  the  governor  moved  the  valve  *and  there- 
fore had  to  be  large  and  powerful.  For  good  governing  this  was  not 
satisfactory,  except  for  pumping  engines,  which  ran  slowly,  and 
finally  the  governing  apparatus  was  changed  to  that  having  a  small 
high-speed  governor  whose  fimction  was  to  operate  a  balanced  piston 
valve  which  admitted  and  exhausted  water  or  oil  imder  pressure  to 
and  from  a  hydraulic  plunger  and  this  moved  the  cut-off  collar. 
Thus  the  governor  had  no  resistance  to  overcome  except  friction, 
and  could  be  made  as  sensitive  as  desired.  After  the  fii^t  trial  of 
this  governor  it  was  always  used. 

9  Mr.  Leavitt's  fame  began  with  the  installation  of  the  Lyim, 
Mass.,  piunping  engine  built  by  I.  P.  Morris  &  Co.,  which  made  an 
advance  in  economy  over  anything  which  preceded  it.  Its  eco- 
nomical performance  was  based  upon  coal  consumed,  and  upon  its 
trial  in  December,  1873,  it  gave  a  duty  of  103,923,215  ft-lb.  per 
100  lb.  of  picked  Lackawanna  anthracite  coal  based  upon  water 
discharged  over  a  weir.  While  the  feedwater  was  weighed  and  indi- 
cajx)r  diagrams  taken,  no  evaporative  rate  for  the  boilers  nor  rate  of 
steam  consumption  for  the  engine  were  given  in  the  report. 

10  The  Lynn  engine  was  soon  followed  by  the  Lawrence  engines, 
alsD  built  by  I.  P.  Morris  &  Co.,  which  were  tested  for  duty  based 
upon  100  lb.  of  coal  consumed  and  water  discharged^  ap  determined 
by  weir  measurement.  The  test  was  made  on  May  2  to  6, 1876,  and 
the  duty  was  96,186,979  ft-lb.  per  100  lb.  of  Cumberland  coal.  The 
boilers  were  of  an  excellent  design  of  the  locomotive  tjrpe  and  ought 
to  have  given  a  very  high  evaporation  if  properly  fired.  TThey  only 
evaporated  8.27  lb.  of  water  and  8.69  lb.  on  different  tests  per  pound 
o  •  coal  from  feed  at  100  deg.  fahr.  and  pressure  at  89  lb.    This  was 
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attributed  to  poor  coal,  but  must  have  been  due  to  poor  firing.  In 
those  days  calorimeter  tests  of  coal  and  analyses  of  escaping  gases 
were  seldom  made.  Here  again,  while  feedwater  was  weighed  and 
indicator  diagrams  were  taken,  the  steam  rate  of  the  engine  was 
not  worked  out. 

11  Fortimately  Park  Benjamin's  Scientific  Expert  Office  tested 
one  of  the  Lawrence  engines  in  1879  after  the  engine  was  over  three 
years  old.  The  report  does  not  state  when  the  test  was  made,  but 
it  was  evidently  in  July,  1879,  as  the  report  is  dated  July  30  of  that 
year.    The  principal  data  and  results  were  as  follows: 

Date July,  1879 

Duration  of  test 15. 1  hr. 

Kind  of  ooal  used Cumberland  bituminous 

Diameter  of  high-preesure  cylinder,  in 18 

Diameter  of  low-pressure  cylinder,  in 38 

Diameter  of  plunger,  in 18. 6 

Stroke  of  steam  pistons  and  plunger,  {% 8 

Diameter  of  fl3rwheel,  ft 30 

Clearance  of  high-pressure  cylinder,  per  cent top,  2.56;  bottom,  2.31 

Clearance  of  low-pressure  cylinder,  per  cent top,  1 .  54;  bottom,  1 .  82 

Steam  pressure  above  atmosphere,  lb. . .  ^ 89.5 

Vacuum,  in 27.4 

Revolutions  per  minute,  average 13. 62 

Discharge  of  pump  in  24  hr.  by  plunger  displacement,  gal 4,401,272 

Duty  per  100  lb.  of  coal  consumed,  based  upon  plunger  displacement,  ft-lb. 

111,548,925 

Temperature  of  feedwater,  deg.  fahr 119 

Temperature  of  escaping  gases,  deg.  fahr 358 

Coal  consumption  per  sq.  ft.  of  grate  per  hr.,  lb 8. 38 

Actual  evaporation  per  pound  of  coal,  lb 10. 13 

Equivalent  evaporation  from  and  at  212  deg.,  lb 11 .  49 

Equivalent  evaporation  per  pound  of  combustible  from  and  at  212  deg.,  lb.     12 .  24 

Coal  used  per  indicated  horsepower-hour,  lb 1 .63 

Feedwater  used  per  indicated  horsepower-hour,  lb 16. 48 

Feedwater  used  per  hour,  lb 2437 

Condensation  in  high-pressure  cylinder  jacket  per  hour,  lb 118 

Condensation  in  low-pressure  cylinder  jacket  per  hour,  lb 160 

12  In  this  table  we  have  means  of  judging  of  the  economical 
performance  of  both  .boiler  and  engine.  The  former  was  among 
the  best  and  the  latter  was  probably  as  good  as  that  of  any  steam 
engine  up  to  that  time.  There  appears  to  have  been  no  determina^ 
tion  made  of  the  moisture  in  the  coal  or  in  the  steam. 

13  The  perspective  drawing  given  in  Fig.  2  (taken  from  the 
Park  Benjamin  report)  gives  a  good  idea  of  the  Lawrence  engines,  and 
serves  the  same  purpose  for  the  Lynn  engine,  there  being  one  engine 
in  the  latter  case. 
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14  When  the  city  of  Boston  undertook  to  dispose  of  its  sewage 
by  discharging  it  into  the  ocean  south  of  the  harbor  limits,  it  became 
necessary  to  raise  it  about  40  ft.  near  the  north  shore  of  Dorchester 
Bay.  Mr.  Leavitt  designed  two  vertical  compound  fly^^ed  ^i- 
gines  for  this  purpose,  which  are  shown  in  fig.  3.  These  were 
built  by  the  Quintard  Iron  Works,  New  York,  and  were  vertical 
inverted  compoimd  flywheel  beam  engines  of  the  following  general 
dimensions: 

Diameter  of  high-preesure  cylinder,  in 25} 

Diameter  of  low-pressure  cylinder,  in 52 

Diameter  of  each  of  the  two  plungers,  ft 4 

Stroke  of  each  piston  and  plunger,  ft 9 

Number  of  revolutions  per  minute,  nominal 10| 

Capacity  in  24  hours,  nominal,  gal 25,000,000 

15  The  cylinders  were  steam-jacketed  and  there  were  tubular 
reheaters  between  the  high-  and  low-pressure  cylinders,  one  being 
between  the  upper  ends  of  the  cylinders  and  the  other  between  the 
lower  ends.  ^ 

16  In  1885  one  of  the  engines  and  its  twin-furnace  locomotive- 
type  boiler  were  tested  by  Dexter  Brackett  with  the  following 
results: 

Dates  of  trials,  1885 Mar.  24-25  May  1-2 

Duration 24  h.  43  m.  24  h.  3)  m. 

Revolutions  per  minute,  average 13. 17  13.42 

Total  lift,  ft 37.80  42.43 

Total  dry  coal  consumed,  lb 8307  9478 

Duty  per  100  lb.  dry  coal,  ft-lb 125,450,000  122,400,000 

Mean  boiler  pressure,  lb.  per  sq.  in 99.4  08.5 

Mean  vacuum  in  condenser,  in 28.1  28.0 

Total  plunger  displacement,  gal 33,038,000  32,778»000 

Total  discharge  by  weir,  gal 30,224,000  31,250,000 

Average  slip,  per  cent 8.5  4.6 

Approximate  indicated  horsepower 251.5  200.2 

Plunger  horsepower,  no  allowance  for  slip 212.9  243.5 

Mechanical  efficiency,  per  cent -  84.66  83.90 

Approximate  coal  used  per  i.hinhr.,  lb 1 .33  1 .35 

Approximate  steam  used  per  i.hinhr.,  lb 13.89  14.09 

BESXTLTS  OF  BOILBR  TRIALS 

(Twin-furnace  locomotive  type) 

Dates  of  trials,  1885 Mar.  24-25         May  1-2 

Duration 24  h.  51  m.     24  h.  9}  m. 

Grate  area.  sq.  ft 45.5  45.5 
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Water-heating  surfaoey  sq.  ft 

Heating  surface  of 'flue  eoonomiser,  sq.  ft 

Ratio  of  boiler  heating  surface  to  grate  area. . . . 
Steam  pressure,  lb.  per  sq.  in 


999 


1826 

1826 

934 

934 

40tol 

40tol 

99.4 

98.6 

Fio.  2    Ths  Lawrence  Pumpinq  Enqineb 


Temperature  of  escaping  gases  from  boiler,  deg.  fahr. 
Temperature  of  escaping  gases  from  economizer,  deg. 

fahr 

Temperature  of  feedwater  entering  economiser,  deg. 

fahr 


183.5 
96.5 


439 
194.2 
120.7 
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FiQ.  3    Boston  Sewage  Engine 
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Temperature  of  feedwater  entering  boiler,  deg.  fahr. .  145 . 1  164 . 1 

Temperature  of  feedwater  entering  bxiilding,  deg.  fahr.  38  46 

Dry  coal  consumed,  lb 8307  9478 

Dry  refuse,  lb 432  497 

Water  weighed  into  boiler,  lb 86,783  98,780 

Water  evi^rated  per  lb.  of  dry  coal,  lb 10.45  10.42 

Water  evaporated  from  and  at  212  deg.  by  boiler  per 

lb.  of  dry  ooal,  lb.. 11.60  11 .36 

Water  evaporated  from  and  at  212  deg.  by  boiler  and 

economiser  per  lb.  of  dry  ooal,  lb 11 .60  11 .83 

Water  evaporated  from  and  at  212  deg.  by  boiler  per 

pound  of  combustible,  lb 12.23  11.98 

Water  evaporated  from  and  at  212  deg.  by  boiler  and 

economizer  per  lb.  of  combustible,  lb 12.78  12.48 

Dry  ooal  consumed  per  sq.  ft.  of  grate  per  hr.,  lb 7 . 35    .  8. 62 

Water  evaporated  by  boiler  per  hr.  per  sq.  ft.  of 

heating  surface  from  and  at  212  deg.,  lb 2.12  2.44 

17  In  1889  he  designed  a  larger  triple-expansion  engine  for  the 
same  place.  , 

THB  LOUISVILLB  PUMPING  ENGINE 

18  The  next  pumping  engine  of  Mr.  Leavitt's  design  to  attract 
attention  was  the  Louisville  engine,  Fig.  4,  built  by  the  I.  P.  Morris 
Co.*  and  it  was  the  first  to  be  thoroughly  tested.  The  test  was  con- 
ducted by  Dexter  Brackett  and  F.  W.  Dean  ^nd  lasted  144  hr.  10 
min.  without  stopping. 

19  The  engine  was  arranged  similar  to  the  Boston  sewage 
engines,  but  had  the  flywheel  shaft  near  the  floor  level  and  at  one  end 
of  the  bedplate  instead  of  being  elevated  and  between  or  just  below 
the  lower  ends  of  the  cylinders.  The  reheatere  were  of  the  same 
type. 

20  The  following  are  the  general  results  of  the  test: 

Diameter  of  high-pressure  cylinder  (hot),  in 22.21 

Diameter  of  low-pressure  cylinder  (hot),  in 1^4. 13 

Diameter  of  high-pressure  piston  rod,  in 5 .  50 

Diameter  of  low-pressure  piston  rod,  in 6.00 

Stroke  of  each  piston,  ft 10 

Mean  clearance  volume  of  high-pressure  cylinder,  per  cent 1 .  585 

Mean  clearance  volume  of  low-pressure  cylinder,  per  cent 1 .  530 

Diameter  of  each  differential  plunger,  in 34  and  241*1 

Stroke  of  each  differential  plunger,  ft 7 

Diameter  of  flywheel,  ft 36 

Duration  of  trial 144  hr.  10  min. 

Revolutions  per  minute,  average 18. 574 

'  Originally  I.  P.  Morris  &  Co.,  but  later  changed  to  I.  P.  Morris  Co. 
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FiQ.  4    Louisville,  Ky.,  Pumping  Enqinb 


Average  steam  pressure  at  the  engine,  lb.  per  sq.  in 

Back  pressure  on  low-pressure  piston,  lb.  per  sq.  in 

Total  head,  ft 

Totaljdry  steam  used  by  engine  in  cylinders  and  jackets,  lb. . . 
Dry  steam  used  per  i.hp.  per  hour,  including  jacket  steam,  lb. 


137 

0.95 

193.35 

1,127,533 

12.156 
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Horsepower  of  high-pre§Bure  cylinder 279.00 

Horsepower  of  low-preasure  oylinder 364. 40 

Horsepower  of  both  cylinders 643. 40 

Horsepower  of  plungers •  599. 10 

Mechanical  efficiency  of  engine,  per  cent 93. 12 

Duty  per  1000  lb.  of  dry  steam  by  plunger  work,  ft-lb 150,838,000 

Duty  per  1,000,000  B.t.u.  b^^  plunger  work,  ft-lb 151,672,000 

Avg.  cf^>acity  of  engine  in  24  hr.  by  weir,  U.  S.  gal 16,489,420 

Avg.  capacity  of  engine  in  24  hr.  by  plungers,  U.  S.  gal 17,681,350 

Average  slip  of  plungers,  per  cent 6.74 

THE  WASHINGTON  MILLS  ENGINES 

21  These  are  the  only  Leavitt  power  engines  that  have  ever 
been  thoroughly  tested  as  far  as  I  know.  They  were  put  in  under  a 
guarantee  and  tested  by  John  T.  Henthom  and  E.  D.  Leavitt,  Mr. 
Leavitt  being  represented  by  A.  M.  Mattice.  They  were  built  by 
the  Dickson  Mfg.  Co.,  Scranton,  Pa.,  and  were  a  pair  of  30-in.  by 
60-in.  steam-jacketed  horizontal  non-condensing  engines  running  at 
60  r.p.m.  and  driving  a  30-ft.  whc^l  grooved  for  thirty  l}-in.  ropes. 
The  boiler  pressure  was  135  lb.  and  the  back  pressure  on  the  pistons 
about  8  lb.  These  engines  are  similar  to  the  Calumet  and  Hecla 
40-in.  by  60-in.  engine  shown  in  Fig.  5.  The  following  are  the  gen- 
eral results: 

Duration  of  test  (June  12-19,  1890) One  week,  mill  hours 

Running  time 61  hr.  41  min. 

Average  steam  pressure  at  engines,  lb.  per  sq.  in 132. 2 

Average  revolutions  per  minute 58. 82 

Average  back  pressure,  lb.  per  sq.  in 7. 98 

Average  indicated  horsepower,  both  engines 1199.2 

Net  moist  steam  used  by  engines  (including  jackets)  per  i.hp.  per 

hour,  lb 23 . 1 6 

Per  cent  of  steam  used  by  jackets * 3.06 

The  test  was  made  after  the  engines  had  been  in  operation  about 
three  years. 

DETAILS  OF  ENGINB  DESIGN 

22  Cams.  In  the  early  Leavitt  engines  the  cams  were  made 
with  grooves  in  the  side  and  the  throws  were  inserted  hardened 
steel.  The  high-pressure  cut-off  cam,  although  it  appeared  to  be 
grooved,  was  not  in  fact.  It  consisted  of  two  cams,  one  recessed  and 
overhanging  the  other.  The  opening  cam  was  secured  to  the  cam- 
shaft and  the  cut-off  cam  to  the  hollow  shaft  which  was  controlled 
by  the  governor.  The  rolls  which  were  actuated  by  the  cams  were 
on  pins  overhung  from  rockers. 
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23  A  cut-o£f  cam  for  the  Calumet  and  Hecla  Pumping  Engine 
No.  2  is  shown  in  Fig.  6.  This  was  one  of  the  early  pumping 
engines. 

24  '  When  the  hoisting  engine  Superior  was  built,  having  cylin- 
ders 40  in.  and  70  in.  by  6  ft.,  grooved  cams  were  used.  The  cam- 
shaft was  located  near  the  floor  level,  and  as  the  engine  was  vertical 


FiQ.  5    40-iN.  X  60-iN.  Engine 


OosfS  iQ^mr  \tfrt 


brass  KeijS 


Face  View 


Fig.  6    Inlet  and  Cut-off  Cams 

and  inverted,  the  valve  rods  were  very  long  and  heavy.  It  was 
intended  to  run  the  engine  at  60  r.p.m.,  but  the  gear  would  not  oper- 
ate satisfactorily,  I  have  imderstood,  at  over  35  r.p.m.  The  noise 
was  so  great  at  higher  speeds  that  conversation  could  not  be  carried 
on  nearby  without  shouting  at  close  range,  and  breakages  of  the 
cut-oflf  cams  and  levers  occurred.  It  is  a  curious  fact  that  Mr.  Leavitt 
was  so  anxious  to  have  quick  cut-offs  that  he  often  made  cam  throws 
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too  steep  for  quiet,  and  sometimes  safe,  working.  The  original 
high-pressure  cut-off  mechanism  of  the  Superior  had  a  special  lever 
mechanism  to  accomplish  quick  valve  motion,  and  this  caused  part 
of  the  trouble.  The  outcome  of  the  Superior's  trouble  was  that  a 
new  valve  gear  was  designed  which  was  light  and  possessed  small 
inertia  stresses,  and  here  Mr.  Leavitt's  great  ability  and  originality 
came  to  the  rescue  and  brought  forth  the  so-called  "outside  cam" 
and  *' wrist-motion  rocker."    The  type  of  cam  is  shown  in  Fig.  7. 


Fig.  7    Outside  Cam 

25  In  the  case  of  the  Superior  the  camshaft  was  raised  to  a 
level  with  the  middle  of  the  cyUnders  and  was  supported,  together 
with  the  valve  gear,  by  means  of  brackets  attached  to  the  valve- 
chest  bonnets.  The  valve  rockers  for  the  lower  valves  extended 
downward,  and  for  the  uppep  valves  upward,  from  the  camshaft. 

26  The  outside  cams  had  rolls  on  opposite  sides  rotating  on  pins 
in  forked  rockers  so  that  there  were  no  overhung  pins.  The  pair  of 
rockers  of  one  cam  were  connected  together  by  links  and  the  throws 
of  the  cams  were  so  formed  that  both  rolls  always  touched  the 
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cams.  The  motion  was  therefore  definite  and  positive.  Nothing 
could  well  surpass  this  valve  gear  in  durability,  quiet  and  freedom 
from  repairs.  The  Superior  was  started  with  the  new  valve  gear  in 
the  latter  part  of  1883,  and  has  been  running  ever  since,  from  20 
hours  to  24  hours  per  day,  with  the  utmost  satisfaction. 

27  Fig.  8  shows  the  Superior  with  the  new  valve  gear,  while 
the  paper  by  Mr.  Leavitt  on  this  engine  in  Vol.  2  of  Transactions 
(facing  p.  120)  shows  it  with  the  original  gear. 

28  Cylinders.  The  Leavitt  cyUnders  were  always  steam-jack- 
eted and  had  the  jackets  cast  on.  Mr.  Leavitt  alwa3rs  feared  leakage 
with  cyUnders  having  Uners.  The  jacket  was  cast  with  an  opening 
all  aroimd  the  center  and  this  was  covered  with  a  copper  ring  with 
one  dbrrugation.  The  ring  was  secured  by  two  rows  of  tap  bolts 
on  each  side.  The  division  of  the  jacket  wall  in  this  way  was  the 
result  of  some  serious  disasters.  The  jackets  of  the  Lynn  and 
Lawrence  pumping  engines  were  cast  without  the  division  and 
straight,  with  the  result  that  one  or  more  of  them  cracked  and  had 
to  be  replaced.  A  cylinder  of  a  steam  stamp  at  the  Calumet  and 
Hecla  mine  made  without  provision  for  jacket  expansion  broke 
and  went  through  the  roof  of  the  building. 

29  The  steam  chests  of  the  cyUnders  were  always  cast  on,  and 
sometimes  the  crank-end  head  was  cast  on,  and  sometimes  it  was 
separate.  Fig.  9  shows  a  typical  cyUnder.  Some  cylinders  were 
serrated  in  order  to  provide  more  surface  for  contact  with  steam 
and  thus  render  jacket  action  more  active.  This  was  a  feature  not 
always  used,  and  was  borrowed  from  the  practice  of  a  well-known 
Belgian  engineer. 

30  Valves  and  Valve  Seats.  The  valves  were  rectangular  plates 
with  one  end  formed  to  receive  T-ended  valve  stems.  The  ports 
were  slotted.  The  seats  were  secured  to  the  cyUnder  by  means  of 
studs,  and  the  surfaces  of  contact  between  the  cylinder  and  seat 
were  scraped  to  continuous  contact.  The  bridges  between  the  ports 
of  the  seats  were  each  provided  with  an  oil  groove.  There  were 
two  yokes  secured  to  the  seats  for  preventing  the  valves  from  leav- 
ing the  seats  too  far.  In  vertical  cyUnders  the  seats  were  somewhat 
incUned  so  that  the  valves  would  tend  to  rest  against  them. 

31  In  order  to  fill  up  aU  imoccupied  spaces  blocks  were  screwed 
in  or  cast  on  to  reduce  the  clearance  volume. 

32  In  designs  made  since  about  1888,  the  clearance  volume  was 
stiU  further  reduced  by  casting  V-shaped  forms  on  the  cylinder  ports 
under  the  bridges  of  the  valve  seats.    This  added  to  the  condensing 
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surface  of  the  clearance,  and  in  fact  all  other  devices  for  diminishing 
clearance  did  this  also,  and  I  have  often  thought  that  whatever  may 
have  been  gained  by  reducing  clearance  was  lost  by  the  increase  in 
surface.  All  Leavitt  engines  made  an  indicator  diagram  with  a  long 
drop  in  the  compression  line.  The  compression  would  go  on  for  a 
time  and  then  there  would  be  a  collapse  which  would  not  be  recov- 
ered. I  think  that  this  was  caused  hy  condensation  in  the  clearance, 
which  in  turn  was  caused  by  the  great  amoimt  of  surface  in  the  valve- 
seat  ports  and  other  parts. 

33    There  was  always  means  of  operating  the  valves  by  hand, 
and  this  involved  a  handwheel  something  like  the  steering  wheel  of 
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Fig.  8o    Engine  Superior 

a  steamboat  except  that  it  was  of  steel.  There  were  two  clutches 
moved  by  a  lever,  one  of  which  engaged  the  camshaft  with  a  driving 
shaft  and  the  other  engaged  it  with  the  handwheel.  One  of  course 
was  engaged  when  the  other  was  disengaged.  The  operation  of 
starting  consisted  chiefly  in  placing  the  valves  in  the  proper  position, 
opening  the  throttle  and  throwing  the  clutches  at  the  proper  time. 
The  skill  required  to  do  this  was  easily  acquired. 

THE   LEAVITT  BEAM   ENGINE 

34    Mr.  Leavitt  was  very  fond  of  the  inverted  beam  engine  for 
the  reasons  that  it  made  a  very  low  engine  and  was  long  and  stable 
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in  the  direction  of  motion  of  the  parts,  and  cheapened  the  building 
by  making  it  lower.  The  beam  was  generally  made  of  air-furnace 
gun  iron,  but  later  of  steel  castings.  The  weights  of  the  beams  and 
reciprocating  parts  were  very  great  and  they  all  moved  in  the  same 
plane,  but  no  trouble  came  from  this  in  practice. 

35  The  usual  place  for  crossheads  was  above  the  beam,  but 
they  have  been  placed  below  (see  Fig.  16),  and  in  this  case  the  links 
from  the  crossheads  extended  upward  to  the  beam  pins.  The  beams 
were  generally  made  in  two  "flitches  "  (to  use  Mr.  Leavitt's  word), 
but  sometimes  in  a  single  piece.  The  connecting-rod  pin  sometimes 
was  overhung  from  the  beam,  but  oftener  was  between  the  flitches. 
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36  In  compound  engines  the  high-pressure  cylinder  was  above 
one  end  of  the  beam  and  the  low-pressure  cyUnder  above  the  other, 
but  in  1886  Mr.  Leavitt  began  the  design  of  triple-expansion  engines, 
which  he  arranged  by  having  the  high  and  intermediate  cyUnders 
above  one  end  of  the  beam  and  the  low-pressure  cylinder  above  the 
other.  The  high  and  intermediate  pistons  had  coincident  motions. 
The  steam  pressure  used  for  compound  engines  was  135  lb.  and  for 
triple-expansion  engines  185  lb. 

37  Reheaters  were  used  in  each  case,  and  it  may  here  be  re- 
marked that  Mr.  Leavitt  had  great  difficulty  in  making  the  reheater 
tubes  tight  in  the  tube  plates. 

38  In  some  of  the  later  triple-expansion  or  three-cylinder  com- 
pound engines  three  beams  were  used  and  each  piston  was  connected 
to  one  end  of  each  beam,  and  there  were  three  connecting  rods  and 
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three  cranks  120  deg.  apart.  These  were  certainly  beautiful  pieces 
of  mechanism  and  operated  to  perfection.  The  first  such  engiDe 
was  the  Riedler  pumping  engine  of  the  Boston  Water  Works,  built 
in  1894  and  shown  in  Figs.  10  and  11. 

39  The  engine  at  the  Bethlehem  Steel  Co.  designed  by  Mr. 
Leavitt  for  pumping  water  for  the  forging  press  and  built  by  the 
I.  P.  Morris  Co.,  is  another  example  of  this  arrangement,  and  there 
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FiQ.  10    RnsDLBR  Pumping  Engine,  Boston  Water  Woeks 

are  three  of  them  driving  electric  generators  at  the  stamp  mill  of  the 
Calumet  and  Hecla  Mining  Company,  as  well  as  several  hoistiDg 
engines  of  this  t3rpe.  In  the  stamp-mill  engines  although  gridiron 
valves  were  used,  they  were  not  operated  by  cams.  They  were 
opened  by  eccentric  rods  and  were  provided  with  latches  and  dash- 
pots  as  in  Corliss  gears.  This  feature  of  the  valve  gear  was  caused 
by  the  engines  having  been  built  for  a  reversing  hoisting  gear,  and 
the  valves  could  be  better  controlled  by  a  reversing  link  when  so 
made  than  if  reciprocating  cams  were  used  as  on  the  engines  Minoog 
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and  Siscowit.  The  engines  with  the  latches  and  dashpots  have  each 
one  24-in.  high-pressure  cyUnder  and  two  40-in.  low-pressure  cylin- 
ders and  run  beautifully  at  107  r.p.m.  When  the  engines  were  used 
for  driving  electric  generators  the  reversing  links  were  removed. 
(Fig.  26.) 


'71' Stroke 


FlQ.    11      RnCDLER  PUMPINO  ENGINE,   BoSTON  WaTEB  WoRKS 


HOISTING  MACHINBBT 

• 

40  For  many  years  the  method  of  hoisting  at  both  the  Calumet 
and  the  Hecla  mines  was  by  means  of  constant-running  engines, 
which  also  drove  air  compressors.  The  hoisting  drum  was  on  a  shaft 
to  which  it  was  not  secured  except  by  means  of  a  clutch.  There 
was  also  a  brake  to  prevent  the  drum  from  moving  and  holding  it 
fast  whether  the  engine  was  running  or  not.  Both  the  clutch  and 
brake  were  operated  by  means  of  hydraulic  pressure  from  an  accumu- 
lator, and  the  levers  for  controlling  them  were  interlocked  so  that  the 
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clutch  and  brake  could  not  be  thrown  on  simultaneously.  The 
clutch  cylinder  was  secured  to  an  arm  of  the  flywheel  and  the  water 
was  introduced  through  the  shaft  which  was  bored  for  the  purpose. 
The  brake  was  secured  to  a  post  which  was  firmly  bolted  to  the 
foundation.  The  brakes  and  clutches  were  of  the  strap  t3rpe  and 
worked  on  wood.  There  was  an  indicator  to  show  the  position  of 
the  skip  in  the  shaft,  and  an  anti-overwinding  device,  which  I  believe 
was  never  used.  The  drum  centers  were  in  halves,  and  were  lined 
continuously  with  babbitt  metal.  The  rope  faces  were  sometimes 
straight  and  sometimes  conical,  abd  the  arms  were  of  wrou^t 
rods. 

41  When  Mr.  S.  B.  Whiting  entered  the  employ  of  the  Calumet 
and  Hecla  Mining  Company  the  Whiting  system  of  hoisting  was 
introduced.  This  was  first  used  at  the  Red  Jacket  shaft,  and  con- 
sisted of  two  cages,  one  descending  and  the  other  ascending,  with,  a 
rope  from  the  bottom  of  one  to  the  bottom  of  the  other,  and  thus 
being  balanced.  The  engine  drove  a  pair  of  narrow-faced  drums 
with  two  wraps  over  both  drums.  The  drum  shafts  were  coupled 
together  like  the  wheels  of  a  locomotive  and  the  engines  were 
reversing. 

42  The  introduction  of  reversing  engines  brought  new  problems 
in  engine  design  and  the  first  engines  were  the  Minong  and  Siscowit. 
These  were  vertical  triple-expansion  condensing  beam  engines  using 
185  lb.  steam  pressure.  They  had  cam-operated  gridiron  valves 
with  automatic  cut-ofifs  on  the  high-pressure  cylinders.  The  cams 
were  reciprocating.  The  Walschaerts  gear  was  used,  the  lap  and 
lead  were  derived  from  the  beam  shaft,  and  the  reversal  was  effected 
by  hydraulic  mechanism.  Afterward  there  were  several  other  in- 
stallations of  the  Whiting  system  with  other  types  of  engine.  The 
Minong  and  Siscowit  and  Whiting  drums  are  shown  in  Fig.  12. 

43  The  first  hoisting  engines  to  have  conical  rope  drums,  and 
I  believe  the  only  ones,  were  the  Gratiot,  Houghton  and  Seneca. 
The  first  two  had  their  drum-shaft  axes  coincident  and  the  drums 
on  opposite  sides  of  the  engines.  The  engine  bedplates  were  con- 
tinuous but  had  their  center  lines  offset  sufficiently  to  enable  the 
crankpins  to  clear  each  other  and  to  have  them  coupled  together 
by  a  drag  link.  By  this  means  either  drum  could  be  driven  by 
either  engine.  One  drag-link  pin  was  inserted  in  the  main  crankpin 
with  a  steep  tapered  fit,  and  secured  by  a  nut.  Generally  the  drag 
link  was  not  used,  and  then  the  removable  pin  was  taken  out. 


Digitized  by  VjOOQIC 


F.  W.   DEAN 


1013 


OQ 


§ 


O 

o 

2 


o 


2 


rtv--;^"^  J 


Digitized  by  VjOOQIC 


1014 


ENGINEERING   WORK  OF  E.   D.   LEAVITT 


COMMERCIAL  ENGINES 

44  Mr.  Leavitt  recommended  quite  a  number  of  commercial 
engines  for  hoisting,  pumping  and  for  driving  air  compressors,  but 
they  were  usually  for  spare  units  or  for  temporary  purposes.  For 
instance,  the  Superior  originally  drove  hoisting  drums  on  one  side 
and  air  compressors  on  the  other.  On  the  air-compressor  side  and 
beyond  the  compressors  there  was  a  spare  Corliss  engine  which 
could  be  coupled  on  to  drive  the  compressors  if  the  Superior  had  to 
be  stopped.  At  the  other  side  there  was  a  40-in.  by  60-in.  horizontal 
condensing  Leavitt  engine  for  driving  the  hoisting  drums  in  an  emer- 
gency. At  the  Hecia  mine  there  was  an  exactly  similar  arrangement 
with  the  Leavitt  vertical  compound  condensing  beam  engine  Fronte- 


FiG.  13    Pumping  Engine  Arcadian 

nac  in  the  middle  driving  in  both  directions,  with  a  spare  commercial 
Corliss  engine  at  each  end.  Similarly  there  were  various  commercial 
engines  in  other  hoisting  houses,  and  not  alwa3rs  spare  engines. 
In  such  cases  the  commercial  part  was  the  smallest. 

45  At  the  stamp  mills  there  were  two  large-capacity  horizontal 
pumps  driven  by  Brown  engines  through  gears,  known  as  the  Huron 
and  Arcadian.    The  latter  is  shown  in  Fig.  13. 

46  The  pumping  engines  at  the  Calumet  Water  Works,  for 
suppljring  the  town  with  water  were  commercial,  one  being  a  Worth- 
ington  high-duty. 

47  Condensing  and  feed  water  was  supplied  to  the  hoisting 
engines  at  both  the  Calumet  and  the  Hecla  mines  by  means  of  a 
vertical  compound  Leavitt  beam  engine  at  Calumet  Pond  which 
was  not  far  off.  This  is  an  interesting  engine  with  the  connecting 
rod  on  one  side  of  the  beam  and  is  shown  in  Fig.  14. 
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AIR  COMPRESSORS 

48  A  great  many  air  compressors  are  needed  at  the  Calumet 
and  Hecla  mines,  and  up  to  a  certain  time  commercial  compressors 
were  used.  Soon  after  the  installation  of  wet  compressors  at  the 
St.  Gothard  Tunnel  in  Switzerland,  Mr.  Leavitt  was  impressed  with 
the  advantage  of  the  type  and  designed  a  pair  of  42-in.  by  60-in. 
30-r.p.m.  wet  compressors.  These  were  placed  in  the  Hecla  hoist- 
ing house  and  driven  by  the  engine  Frontenac.    Some  years  later  a 
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Fig.  14    Calumet  Pond.  Pumping  Engine 


duplicate  pair  was  built  and  placed  in  the  same  building.  These 
were  similar  to  double-acting  pumping  engines,  the  plunger  causing 
water  to  rise  and  fall  in  two  vertical  cylinders  or  chambers  one  at 
each  end.  At  the  top  of  each  of  these  chambers  there  was  a  valve 
deck  having  inlet  and  discharge  air  valves,  and  below  there  were 
spray  nozzles  for  cooling  the  air.  The  spray  water  was  pumped 
by  a  small  attached  pump.  There  was  a  separator  in  which  the  vapor 
settled,  and  the  quahty  of  the  2^  was  satisfactory.  These  com- 
pressors were  successful,  but  later  when  similar  ones  were  installed 
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at  the  Calumet  hoisting  house  to  run  at  double  the  speed,  as  I  un- 
derstand, they  were  unsuccessful  on  account  of  that  speed  and  were 
replaced  by  dry  compressors  worked  by  the  same  engine,  the  Mack- 
inac. This  was  a  vertical  inverted-beam  triple-expansion  engine 
having  two  58-in.  by  90-in.  low-pressure  cylinders  at  one  end  of  the 
beam,  and  the  high  and  intermediate  cylinders  (29  in.  and  51}  in.) 
at  the  other  end.  This  engine  has  the  guides,  crossheads  and  links 
below  the  beam.    See  Fig.  16. 
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Fig.  15    42-in.  X  60-in.  Hbcla  Wet  Comprbssors 
PUMPING   ENGINES 

49  Something  has  already  been  said  about  Leavitt  pumping 
engines,  and  it  is  well  to  state  that  the  Lynn  type  of  engine  was 
used  only  at  Lynn  and  Lawrence.  When  the  first  engines  were 
designed  for  the  Calumet  and  Hecla  Mining  Company  they  were 
inverted,  and  with  the  high-pressure  cylinder  inclined  for  the  pur- 
pose of  having  the  cylinders  as  near  together  as  possible  and  thus 
reducing  certain  losses.    Between  the  near  ends  of  the  cylinders 


Digitized- by  VjOOQIC 


F.   W.    DBAN 


1017 


there  was  a  single  valve  which  was  both  high-pressure  exhaust  and. 
low-pressure  inlet.  At  the  distant  ends  there  were  two  valves  which 
moved  simultaneously,  one  being  the  high-pressure  exhaust  and  the 
other  the  low-pressiu-e  inlet,  aJ  though  the  Lynn  engine  had  only  one 
valve  between  the  distant  ends  of  the  cylinders.  Later,  when  the 
Boston  sewage  (Fig.  3)  and  the  Calumet  Pond  (Fig.  14)  pumping 
engines  were  designed  the  cylinders  were  all  vertical  and  reheaters 
were  used.  The  pumping  engine  Ontario  ait  the  Calumet  and  Hecla 
stamp  mill  which  was  designed  at  about  the  same  time  had  the  high- 
pressure  cylinder  inclined  and  had  no  reheaters.    See  Fig.  17. 


Fig.  15o    42-in.  X  60-in.  Wet  Compressors 

50  The  greatest  requirement  for  water  at  the  Calumet  and 
Hecla  mine  is  at  the  stamp  mill  which  is  some  six  miles  from  the 
mine,  on  Torch  Lake,  which  is  an  inlet  from  Lake  Superior.  The 
pumping  engine  Ontario  and  the  spare  pumps  Huiron  and  Arcadian 
already  referred  to  are  there.  The  engine  Michigan  is  the  largest 
engine  at  the  stamp  mills,  and  has  cylinders  18  in.,  27}  in.  and  48 
in.  by  90  in.  and  two  plungers  with  the  suction  ends  48  in.  by  90  in. 
The  number  of  revolutions  per  minute  was  intended  to  be  30  and 
the  capacity  60,000,000  gal.  in  24  hours.  It  runs  usually  at  28^ 
r.p.m.  The  head  is  about  40  ft.  This  engine  uses  steam  of  185  lb. 
pressure.  The  Michigan  was  a  bold  design,  as  it  is  supported  by 
wide,  straddling  cast-iron  colunms  as  shown  by  Fig.  18.    This  en- 
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gine  had  pump  cylinders  which  were  oval  at  the  valve  level  for 
accommodating  the  valves,  and  were  of  great  size,  being  0  ft.  10  in. 
wide  the  narrow  way  and  13  ft.  2  in.  the  other  way.  They  were 
cast  of  gun  iron.     (Fig.  19.) 

51  The  Lynn  and  Lawrence  engines  had  each  one  plunger, 
this  being  of  the  Thames-Ditton  t3rpe,  being  single-acting  on  the 
suction  and  double-  on  the  discharge,  with  a  few  large  double-beat 
metal  valves.    This  type  of  plunger  was  not  used  later,  but  in- 
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Fia.  17    Pumping  Engine  Ontario 

stead  of  this  the  differential  plunger  was  used.  This  plunger  is  of 
two  diameters,  the  lower  part  having  twice  the  cross-section  of  the 
upper.  The  lower  section  passed  through  the  discharge  valve  deck 
and  the  upper  section  through  the  top  of  the  pump.  This  plunger 
is  single-acting  on  the  suction  and  double-  on  the  d^charge,  and  two 
were  always  used,  one  being  under  each  end  of  the  beam.  The 
differential  plunger  was  invented  by  Mr.  Leavitt,  but  he  soon  found 
that  he  was  anticipated  in  this. 

52    The  sewage  engines  designed  for  the  City  of  Boston  had 
each  two  plungers  of  a  single  diameter. 
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53  The  largest  Leavitt  pumping  engine,  designed  in  1889  and 
built  by  the  I.  P.  Morris  Co.,  was  the  last  sewage  engine  for  Boston, 
already  referred  to,  the  cylinders  being  18^  in.,  33  in.  and  52|  in. 
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Fio.  18    Pumping  Engine  Michigan 

by  10  ft.  stroke.  The  plungers,  of  which  there  are  two,  are  60  in.  in 
diameter  by  10  ft.  stroke,  and  the  rated  capacity  75,000,000  gal.  in 
24  hours  against  a  head  of  about  40  ft.    The  speed  is  18  r.p.m. 
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54  The  sizes  of  the  cylinders  and  plungers  of  the  Louisville 
engine  have  already  been  given.  As  this  engine  was  located  on 
the  edge  of  the  Ohio  River,  where  the  maximum  rise  and  fall  of 
the  water  was  about  60  ft.,  the  engine  is  high  enough  to  be  always 
above  high  water,  and  the  pump  chambers  long  enough  to  reach 
below  low  water.  The  building,  foundations,  and  pumps  rest  upon 
a  timber  caisson.     (Fig.  4.) 
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Fig.  18a    Upper  Part  op  Pumpinq  Engine  Michigan 

55  The  Cambridge  engine,  designed  in  1895,  and  built  by  the  De 
La  Vergne  Machine  Co.,  New  York,  was  a  triple-expansion  engine, 
using  185  lb.  pressure.  The  cylinders  were  18J  in.,  33  in.,  and  52f 
in.  by  7  ft.  6  in.  stroke,  and  the  plungers,  (two  differential)  19f  in. 
and  27f  in.  by  7  ft.  6  in.  stroke.  Its  rated  speed  was  32  r.p.m.  and 
this  gave  a  piston  and  plunger  speed  of  480  ft.  per  min.  and  a  capac- 
ity of  20,000,000  gal.  in  24  hours.  If  the  engine  had  run  slower  it 
would  have  been  more  satisfactory. 

56  At  about  the  time  the  Cambridge  engine  was  designed 
Mr.  Leavitt  was  commissioned  with  the  design  of  a  pair  of  engines 
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for  the  city  of  New  Bedford,  Mass.,  which  were  built  by  the  Dick- 
son Mfg.  Co.  It  was  decided  to  make  these  engines  compound 
and  to  use  185  lb.  pressure,  in  order  to  compare  their  economy 
with  that  of  the  Cambridge  engine  using  the  same  steam  pressure 


— . J 


Waftr  6roo)ms,  %  'Wide, 


Smei-ion  A-A 
Fig.  19    Dischaboe-Valve  Seating,  Engine  Michigan 

and  being  triple.  I  do  not  know  whether  the  comparison  was  ever 
made,  but  the  station  economy  of  the  New  Bedford  engines  is  better 
than  that  at  Cambridge.  The  steam  cyUnders  of  the  New  Bedford 
engines  are  16|  in.  and  36^^  in.  by  7  ft.  6  in.  stroke,  and  the  pump 
plungers  are  ISi^^  in.  and  19f  in.  by  7  ft.  6  in.  stroke.     (Fig.  20.) 
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57  A  feature  of  some  Leavitt  pumps  is  that  under  each  suction 
valve  there  is  a  tube  several  inches  long  with  a  bell  lower  end,  the 
object  being  to  form  a  suction  air  chamber  between  the  tubes.  I 
am  not  aware  that  any  benefit  from  this  construction  was  identified. 
It  was  used  on  some  Calumet  and  Hecla  engines,  and  also  on  the 
Cambridge  and  New  Bedford  engines. 

58  Mr.  Leavitt  was  a  great  believer  in  steam  jackets/ and 
used  boiler  pressure  for  this  purpose,  even  in  low-pressure  cylinders 
of  engines  using  185-lb.  steam.  Itis  known  that  these  engines  ex- 
hausted steam  considerably  superheated  into  the  condensers,  but 
I  believe  that  Mr.  Leavitt  held  that  there  was  great  benefit  in  dry- 
ing the  steam  as  much  as  possible  before  it  left  the  cylinder. 

59  The  Leavitt  pump  valves  were  not  as  small  as  those  used 
in  commercial  engines.  They  were  usually  faced  with  leather  and 
had  separate  adjustments  for  the  hft  and  tension  of  the  spring. 
For  sewage  engines  the  valves  were  rectangular  and  hinged  on  one 
side,  each  covering  an  opening  of  4  in.  by  16f  in.  in  the  latest  engine. 

60  Mr.  Leavitt  became  acquainted  with  Professor  Riedler  of 
Berlin,  and  I  believe  acquired  the  right  for  a  time  to  use  the  Riedler 
pump  in  the  United  States.  The  Riedler  pumping  engine  for  the 
city  of  Boston,  already  referred  to  (Figs.  10  and  11)  was  a  triple- 
expansion  3-cylinder,  3-beam,  3-connecting  rod,.3-crank  and  3-pump 
engine,  and  was  the  only  one  designed  by  Mr.  Leavitt. 

61  The  pumps  were  incUned  and  double-acting,  located  at  the 
rear  of  the  engine  and  operated  by  connections  to  the  beams.  Each 
pump  had  a  single  suction  and  a  single  discharge  valve  at  each  end 
operated  by  mechanism. 

62  The  engine  was  built  by  the  Quintard  Iron  Works,  New 
York.  As  it  was  intended  to  siu"pass  all  previous  efforts  at  econdmy, 
the  results  of  a  test  made  by  some  students  of  the  Massachusetts 
Institute  of  Technology  under  the  direction  of  Prof.  Edward  F. 
Miller  are  herewith  given: 

Diameter  of  high-pressure  cylinder,  in 13.7 

Diameter  of  intermediate-pressure  cylinder,  in 24.375 

Diameter  of  low-pressure  cylinder,  in 39 

Stroke  of  each  piston,  in 72 

Diameter  of  each  plunger,  in 17.5 

Stroke  of  each  plunger,  in 48 

Rated  capacity  in  24  hours  at  50  r.p.m.,  gal 20,000,000 

Type  of  condenser auifioe 

Steam  pressure,  lb.  per  sq.  in 185 

Type  of  boiler Belpaire  locomotive 


Digitized  by  VjOOQIC 


F.   W.    DEAN 


1025 


Duration  of  trial,  hours 24 

Average  number  of  revolutions  per  minute.  .^ 60. 685 

Average  steam  pressure  at  throttle,  lb 175. 7 

Average  vacuum  in  condenser,  in. . .  *. 27 . 25 

Average  pressure  in  first  receiver,  lb 46. 5 

Average  pressure  in  second  receiver,  lb 2.4 

Average  pressure  in  high  and  intermediate  cylinder  jackets,  lb 176 . 7 


Fig.  21    Lbavitt  Rock  Stamp 

Average  pressure  in  low-pressure  cylinder  jacket,  lb 99 . 6 

Indicated  horsepower  of  high-pressure  cylinder 160.86 

Indicated  horsepower  of  intermediate  cylinder 186. 14 

Indicated  horsepower  of  low-pressure  cylinder 238 .  66 

Total  steam  horsepower 575. 66 

Total  pimip  horsepower * 529.86 

Mechanical  efficiency,  per  cent 92 

Friction,  per  cent 8 
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Water  discharged  in  24  hours  by  weir  measurement,  gal 21,016,000 

Slip,  per  cent 1.83 

Dry  steam  used  per  i.hp-hr.,  engine  only,  lb 11 .22 

Coal  used  per  i.hp-hr.,  whole  plant,  lb 1.18 

Duty  per  100  lb.  coal,  ft-lb 150,045,000 

Duty  per  1,000,000  B.t.u.,  ft-lb 145,470,000 

Duty  per  100  lb.  combustible,  ft-lb 160,000,000 


Fig.  22    65-pt.  Sand  Wheel 


THE   LEAVITT  STAMP 

63  The  steam  stamp  devised  by  Mr.  Leavitt  for  stamping  rock 
containing  native  copper  is  a  gigantic  steam  hanmier  about  thirty- 
eight  feet  high  above  the  foundation.  (Fig.  21.)  When  Mr.  Leavitt 
began  to  study  economy  of  steam  for  stamps  he  found  great  room 
for  improvement,  and  then  devised  his  well-known  stamp.  It  has 
two  pistons  on  the  same  rod,  the  upper  one  being  considerably 
larger  than  the  lower.  Steam  for  the  blow  acts  upon  the  top  of  the 
upper  or  larger  piston  and  is  admitted  by  a  gridiron  valve,  and 
exhausted  by  another  to  a  condenser.  Both  valves  are  operated 
by  cams.    The  space  between  the  upper  and  lower  pistons  is  con- 
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stantly  connected  to  the  condenser.  The  space  under  the  lower 
piston  is  occupied  by  live  steam  and  serves  to  lift  the  stamp,  and 
the  steam  thus  used  is  churned  into  and  out  of  a  reservoir,  and 
thence  to  and  from  the  steam  pipe.  The  lower  piston  enters  a  com- 
pression chamber  at  the  bottom  to  limit  the  downward  stroke, 
while  the  upward  stroke  is  limited  by  a  still  lower  piston  entering 
a  dashpot. 


Fia.  23    "50-FT."  Sand  Wheel  Without  Buckets.    Cut  Gears 

I  Diameter  of  pitch  circle,  54  ft. 

Width  of  face,  18  in. 
Pitch  of  teeth,  4.71  in. 

64  As  appears  to  have  been  the  custom  at  the  Lake  Superior 
mines,  the  stamp  anvil,  which  has  been  made  of  various  weights, 
rested  formerly  on  large  maple  -spring  timbers.  In  about  1900 
these  were  omitted  and  the  anvil  placed  directly  on  the  foundation. 
By  this  means  the  output  of  the  stamp  was  increased  and  the  vibra- 
tion of  the  surrounding  territory  diminished.  There  are  27  Leavitt 
stamps  at  the  Calumet  and  Hecla  stamp  mills,  each  making  108 
blows  per  minute. 
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65  The  valve  gear  and  condenser  pump  are  driven  from  a  shaft 
which  serves  a  long  line  of  stamps.  Later,  I  imderstand,  the  ex- 
hausts of  all  of  the  stamps  were  taken  to  low-pressure  turbines, 
with  the  result  that  some  of  the  power  engines  were  shut  down,  and 
considerable  economy  resulted. 

66  It  is  imfortimate  that  Mr.  Leavitt  could  not  have  been 
active  long  enough  to  realize  the  merits  of  the  steam  turbine.  As 
far  as  I  talked  with  him  he  could  see  no  merit  in  turbines,  but  if  he 

*  could  have  known  of  the  application  of  the  low-pressure  turbine 
to  the  stamp  exhausts  he  would  imdoubtedly  have  been  impressed. 

*  67  I  do  not  know  whether  he  was  aware  of  the  influence  of  the 
recent  development  of  the  centrifugal  pump,  turbine-  or  motor- 
driven,  upon  the  future  of  reciprocating  pumping  engines. 

BAND  WHSBLS 

68  The  prevailing  method  of  disposing  of  the  sand  and  water 
from  the  Calumet  and  Hecla  stamp  mills  is  to  conduct  them  to 

'  buckets  rigidly  secured  to  each  side  of  the  rim  of  a  large  wheel 
called  a  sand  wheel.  These  buckets  are  open  toward  the  center 
of  the  wheel  and  receive  the  sand  and  water  when  at  their  lowest 
position  from  a  trough  called  a  'Maunder."  When  they  arrive 
toward  the  top  they  begin  to  empty  into  a  pan  from  which  the  sand 
and  water  flow  to  the  dump. 

69  In  Mr.  Leavitt's  design  the  sand  wheel  had  a  gun-iron 
shaft,  a  cast-iron  rim  and  arms  of  steel  rods  disposed  like  bicycle 
spokes.  A  spur  gear  was  bolted  to  the  rim  of  the  wheel  and  driven 
by  a  pinion.  Fig.  22  shows  a  sand  wheel  having  a  cut  gear  of  65  ft. 
pitch  diameter.  Fig.  23  shows  a  photographic  reproduction  of  a 
50-ft.  wheel. 

BOILER  PRACTICE 

70  Mr.  Leavitt  was  a  great  advocate  of  the  locomotive  boiler 
and  usually  installed  this  type.  I  imderstand  that  before  adopting 
it  he  designed  some  boilers  for  the  Calumet  and  Hecla  mine  which  ^ 
were  a  sort  of  ''elephant"  boiler,  and  these  were  failures.  After 
this  the  locomotive  type  was  always  used,  and  these  were  a  great 
success.  They  had  a  firebox  with  a  mid-water  leg,  thus  forming  two 
fireboxes.  The  mid-water  leg  extended  forward  from  the  firebox 
and  formed  two  so-caUed  flues  to  a  single  combustion  chamber 
which  ended  at  the  tube  plate.  The  length  of  the  flues  was  often 
3  ft.  6  in.  and  the  combustion  chamber  4  ft.    At  the  end  of  the 
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grate  there  was  a  20-in.  firebrick  wall,  thus  making  the  distance 
from  the  end  of  the  grate  to  the  tubeplate  9  ft.  2  in.  In  1882  or 
thereabout  brick  arches  began  to  be  used,  as  in  locomotive  practice. 

71  Originally  the  boilers  had  a  round  top  above  the  crown 
sheet,  but  later,  due  to  the  writer's  influence,  the  Belpaire  fonn  of 
firebox  and  method  of  staying  was  adopted.  Up  to  about  this  time 
the  joints  ia  the  barrel  of  the  boiler  were  butted,  both  longitudinal 
and  circumferential,  but  Mr.  Leavitt  was  influenced  to  abandon 
the  latter  for  lap  joints.  The  longitudinal  butt  joint  was,  of  course, 
preserved,  and  it  is  interesting  to  know  that  the  prevailing  form  of 
butt  joint  used  in  this  country,  viz.,  that  having  a  narrow  outside 
and  wide  inside  strap,  was  devised  by  Mr.  Leavitt  and  Edward 
Kendall  of  Cambridge,  Mass.,  where  Mr.  Leavitt  also  Uved.  This 
joint  was  then  thought  to  be  the  final  word  in  joint  efficiency,  and 
the  drawing  of  the  first  boiler  having  it  was  made  in  1879  and  is 
here  reproduced.  The  drawing  also  shows  the  butted  circumferen- 
tial seams.     (Fig.  24.) 

72  Why  Mr.  Leavitt  did  not  adopt  English  practice  in  butt 
joints,  with  which  he  must  have  been  acquainted,  I  do  not  know,  but 
I  suppose  that  he  was  seeking  a  joint  of  higher  efficiency  than  that, 
as  then  designed,  which  had  the  straps  of  equal  widths  and  all  rivets 
in  double  shear. 

73  The  Belpaire  form  of  the  Leavitt  boiler  is  shown  in  Fig.  25. 
This  boiler  is  the  design  for  185  lb.  pressure.  It  was  very  expensive, 
and  the  largest  size  had  only  2900  sq.  ft.  of  heating  surface  and 
68.75  sq.  ft.  of  grate.  In  1887  the  cost  per  square  foot  of  heating 
surface  was  about  $5.20  for  90-in.  boilers  for  185  lb. 

74  For  mill  work  Mr.  Leavitt  used  the  horizontal  return-tub- 
ular boiler,  and  some  of  them  78  in.  in  diameter  carried  185  lb. 
pressure.  For  the  New  Bedford  pumping  engines  he  used  cylin- 
drical boilers  with  two  Purves  furnaces  each  and  3-in.  tubes  from 
the  furnaces  to  a  smokebox. 


STEEL  FORGINGS  AND  WORKMANSHIP 

75  Mr.  Leavitt  was  always  an  admirer  of  Krupp  forgings.  In 
the  early  eighties  he  had  some  forgings  made  in  Pittsburgh,  among 
which  was  a  15-in.  shaft  30  ft.  long,  which  had  a  3-in.  hole  bored 
from  end  to  end  at  Scranton,  Pa.  At  6  ft.  from  one  end  there  was  a 
transverse  crack  extending  almost  to  the  circumference,  and  this 
was  the  signal  for  the  abandonment  of  American  forgings.    After 
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this  they  all  came  from  Krupp's,  and  they  were  usually  finished 
and  polished  by  Krupp.  Mr.  Leavitt  for  some  time  kept  an  Ameri- 
can inspector  at  Krupp's  works.  It  is  interesting  to  note  that  a 
large  crankpin  which  came  from  Pittsburgh  with  the  15-in.  shaft, 
while  in  service,  suddenly  parted  in  the  middle  of  the  connectiag- 
rod  box  and  the  outer  piece  fell  out.  It  was  found  to  have  the  same 
kind  of  defect  as  the  shaft. 

76  Mr.  Leavitt  would  not  tolerate  poor  workmanship,  and  re- 
quirements were  more  and  more  exacting  as  time  went  on.  In  early 
practice  cranks  were  shrunk  on  shafts,  but  later  they  were  forced  on 
with  tapered  fits,  using  ^  in.  per  foot  over  all,  thus  adopting  loco- 
motive-driving-wheel practice.  Similarly  bolts  in  some  places  were 
thus  fitted.  Valves  and  valve  seats  were  scraped  to  fit,  and  in  later 
practice  they  were  tested  where  built  under  steam  of  the  working 
pressure. 

CONSULTING  ENGINBBBING 

77  So  far  as  I  know,  Mr.  Leavitt  did  not  do  much  general 
expert  work,  but  he  acted  as  consulting  engineer  for  a  number  of 
companies.  Among  them  were  Henry  R.  Worthington  and  the 
Dickson  Mfg.  Co.  He  designed  the  Penn  Avenue  shop  for  the 
latter  company  at  Scranton,  Pa.  This  was  a  well-lighted  shop  with 
a  high  center  bay  and  traveling  crane,  and  a  gallery  on  each  side. 

78  Mr.  Leavitt's  influence  upon  good  designing  in  this  country 
must  have  been  great,  and  the  many  draftsmen  whom  he  employed 
and  who  have  scattered  throughout  the  coimtry  must  have  exerted 
a  great  and  silent  influence  upon  excellence  in  design,  which  they 
owe  to  him.  I  feel  that  William  Sellers,  E.  D.  Leavitt,  John  E. 
Sweet  and  Charles  T.  Porter  were  the  best  machine  designers  that 
this  coimtry  has  produced  up  to  their  time.  Mr.  Leavitt  willingly 
gave  credit  to  the  other  three  for  much  of  his  own  good  work. 
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LABOR-TURNOVER  RECORDS  AND  THE 
LABOR  PROBLEM 

By  Richard  B.  Qrbqo/  Nbw  York,  N.  Y. 
Non-Member 

The  application  of  rational  methods  of  analyais  to  the  conduct  of  the  operative 
details  of  industrial  establishments  has  long  been  accepted  as  an  effective  means  of 
approaching  the  maximum  efficiency  of  output,  and  in  recent  years  production 
problems  of  all  kinds  have  been  studied  and  soloed  by  such  methods.  In  this  paper 
the  author  advocates  the  application  of  a  similar  mode  of  analysis  to  an  increasingly 
important  phase  of  the  labor  problem,  namely,  the  labor  turnover,  or  the  shifting  of 
workers  from  one  place  of  employment  to  another.  He  considers  various  causes 
that  have  given  rise  to  the  problem  and  suggests  other  aspects  of  the  suited  that  still 
remain  to  be  explored,  leaving  a  discussion  of  the  remedies  which  have  proved  sue* 
cessful  for  future  treatment, 

4  S  a  way  of  obtaining  truth  the  scientific  method  is  capable  of 
^^  expansion  to  many  regions  of  b\unan  activity  hitherto  ex- 
plored only  very  superficially.  One  problem  which  has  recently 
been  illuminated  by  the  application  of  this  method  is  that  large 
group  of  difficulties  known  as  the  labor  problem,  —  perhaps  the 
most  perplexing,  complex,  insistent,  and  far-reaching  problem  we 
are  now  facing.  It  has  affected  and  will  continue  to  affect  more 
people  even  than  this  war  and  will  outlast  it  by  many  generations. 
This  paper  discusses  one  aspect  of  the  problem  which,  although 
only  a  small  comer  of  the  whole  question,  is  even  by  itself  of  great 
importance. 

2  The  particular  part  of  the  labor  problem  which  scientific 
method  has  recently  done  much  to  clarify  is  that  shifting  of  workers 
from  one  plaice  of  emplo3rment  to  another,  known  as  labor  turnover. 
Some  refer  to  it  as  "hiring  and  firing.''  The  subject  has  been 
written  and  talked  about  considerably  in  the  last  two  or  three  years, 
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and  no  doubt  is  very  familiar  to  most  people.  The  time  has  come 
now  when  we  can  profitably  examine  its  scientific  aspect  in  order 
better  to  realize  its  implications  and  extend  its  usefulness. 

3  The  study  of  labor  turnover  is  the  measurement  of  the  move- 
ment of  industrial  workers  in  and  out  of  their  employment,  and 
the  analysis  of  its  causes  and  results.  The  value  of  such  study  is 
patent  to  everyone  who  has  ever  handled  emplo3rment.  The  diffi- 
culty of  training  a  continually  shifting  force,  the  low  quality  and 
quantity  of  production  obtainable  from  tramp  workers,  the  lack  of 
team. play,  low  standards,  poor  tone,  discontent  and  imrest  in  an 
establishment  where  the  labor  turnover  is  high,  —  all  these  are 
factors  that  gravely  affect  both  the  annual  balance  sheet  and  the  ease 
and  effectiveness  of  management. 

4  There  is,  of  course,  a  certain  amount  of  labor  turnover  which 
is  unavoidable  and  normal.  A  factory  will  alwajrs  be  losing  em- 
ployees from  old  age,  death  not  caused  by  industrial  accident  or 
occupational  disease,  marriage,  changes  of  residence  or  domestic 
events  wholly  iminfluenced  by  the  character  of  work  or  pay.  What 
this  normal  amount  will  be,  will  vary  from  factory  to  factory  accord- 
ing to  local  conditions.  A  careful  estimate  in  one  instance  placed 
it  at  21  per  cent  of  the  total  working  force.  The  amount  of  turn- 
over in  excess  of  this  normal,  excepting  lay-offs  due  to  slackening 
demand  for  product,  may  be  considered  a  kind  of  barometer  of 
dissatisfaction,  either  of  employer  with  employee  or  of  employee 
with  position.  The  quittings  are  in  effect  a  sort  of  gradual  cent 
tinuous  strike.    These  things  demand  careful  thought. 

5  Let  us  imagine  a  factory  where  there  is  a  high  labor  turn- 
over with  all  its  consequent  difficulties.  What  would  it  mean  to 
apply  scientific  methods  to  this  problem,  and  what  would  be  the 
probable  results? 

6  First  of  all  we  must  get  the  facts.  How  great  is  the  labor 
turnover?  To  get  this  we  must  examine  the  payroll  or  keep  a 
record  of  the  hirings  and  quittings  and  discharges  from  the  entire 
factory  for  a  given  period  of  time  —  say  a  year.  By  comparing 
the  total  niunber  of  leavers  for  all  reasons  with  the  total  normal 
number  of  workers  in  the  factory  we  may  obtain  the  turnover  in 
terms  of  percentage,  which  is  useful  for  comparisons  with  other 
periods  or  other  groups  of  workers.  In  getting  the  percentage  for 
a  smaller  group,  the  basis  will  be  the  normal  number  in  that  group. 
For  purposes  of  thorough  analysis  it  will  be  well  to  obtain  the  amount 
and  percentage  of  turnover  for  each  department  and  each  job  within 
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the  departments.  In  one  factory  the  annual  turnover  for  the  entire 
concern  for  several  successive  years  was  in  the  region  of  45  per  cent. 
Again,  in  one  department  in  a  certain  cotton  mill  the  turnover  last 
year  was  over  500  per  cent.  The  turnover  on  some  positions  will 
occasionally  run  much  higher  than  that.  These  figures,  after  making 
allowances  for  lay-offs  and  normal  turnover,  point  to  economic  defects 
and  begin  to  clarify  our  problem. 

7  Having  obtained  the  annual  turnover  in  toto  and  in  detail  in 
this  fashion,  we  will  get  further  light  on  the  situation  by  working 
out  the  turnover  for  each  week  and  for  other  divisions  of  the  year 
such  as  each  of  the  thirteen  four-week  periods.  In  this  way  we 
learn  whether  there  are  any  seasonal  or  periodic  fluctuations.  In 
some  industries,  such  as  the  building  trades  or  the  manufacture  of 
clothing,  such  variations  are  very  marked. 

8  It  is  obvious  that  these  measurements  and  analyses  tend  to 
make  it  more  possible  to  learn  the  causes  for  the  turnover.  Once 
we  learn  real  causes  and  definitely  locate  responsibilities,  we  are  in 
a  position  to  begin  to  control  the  phenomenon. 

9  Carrying  out  our  analysis  and  arrangement  of  facts  still 
further,  we  can  often  obtain  very  valuable  indices  of  the  reasons 
for  high  labor  turnover.  For  instance,  grouping  the  leavers  accord- 
ing to  their  actual  earnings  will  show  the  significance  of  the  wage 
factor  as  a  cause  for  leaving.  To  illustrate  how  this  works  out: 
A  certain  cotton  mill  learned  that  there  was  a  high  labor  turnover 
in  its  power  department.  Upon  further  analysis  the  turnover  was 
foimd  to  be  confined  almost  entirely  to  the  coal  handlers.  Inquiry 
showed  that  these  men  were  receiving  fifty  cents  a  week  less  than 
the  coal  handlers  at  the  local  railroad  station.  The  wage  was 
raised  fifty  cents,  the  turnover  ceased,  and  the  management  was 
reUeved  of  its  worry  about  demurrage  charges.  Usually  a  large 
part  of  the  shifting  will  be  found  in  the  low-paid  groups.  The 
result  of  most  experiments  with  this  fact  seem  to  show  that  low 
wages  are  much  more  the  cause  of  the  high  turnover  than  any  in- 
herent and  unchangeable  characteristics  of  that  group  of  workers. 

10  Other  groupings  which  might  prove  significant  are  sex, 
nationaUty,  age,  foremen,  rooms,  heaviness  of  work,  amoimt  of 
illumination  or  ventilation  of  work  place,  dirtiness  of  job,  method 
of  pay,  amount  of  accident  risk,  anxiety,  amount  of  other  fatigue 
factors,  distance  of  workers'  homes  from  the  factory,  etc. 

11  A  further  aid  in  learning  the  causes  for  leaving  is  making 
inquiries  from  the  foremen  and  from  the  leavers  before  they  go. 
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Not  too  much  reliance  can  be  placed  on  this  information^  however, 
as  it  is  very  .apt  to  be  distorted  or  wholly  falsified  by  anger,  fear, 
prejudice  and  all  sorts  of  personal  motives. 

12  As  a  result  of  all  this  recording  of  facts,  measuring,  wdg^ 
ing,  testing,  analysiis  and  classification,  we  find  oiurselves  able  to 
determine  the  real  causes  for  the  turnover  in  a  large  number  of 
cases.  Sometimes  the  causes  will  be  simple,  as  in  the  case  of  a  motor 
company  which  learned  that  most  of  its  leavers  resided  a  consid- 
erable distance  away  from  the  plant.  By  giving  preference  to 
applicants  Uving  nearby  the  turnover  was  gradually  reduced  very 
greatly.  Usually,  however,  there  is  a  complex  set  of  causes.  Often 
the  apparent  cause  merely  serves  to  release  discontent  that  has 
gradually  been  accumulating  for  a  number  of  reasons.  With  pa- 
tience and  skill  we  can  usually  arrive  near  the  truth. 

13  By  further  measurement  and  analysis  we  can  determine,  or 
at  least  approximate,  the  cost  of  losing  a  worker  in  a  particular 
position  and  training  another.  These  costs  may  be  roughly  divided 
into  .overhead  costs  and  operating  costs. 

14  Among  the  overhead  costs  there  are: 

1  More  rapid  depreciation  of  machinery  because  of  igno- 

rance or  lack  of  skill  of  new  workers 

2  Extra  floor  space  and  extra  machines  to  provide  against 

'idleness  of  a  certain  amount  of  machinery  due  to  shift- 
ing labor. 

15  Operating  costs  may  include  any  or  all  of  the  following: 

1  Time  of  increased  superintendence  or  oflice  work,  including: 

a  Time  spent  by  foremen  or  superintendent  in  discharg- 
ing a  worker  where  that  is  the  way  the  vacancy 
occurred 

b  Time  spent  by  foreman  or  other  workers  in  training 
the  new  employee 

c  Time  spent  by  clerks  on  additional  payroll  or  other 
records. 

2  Machine  costs,  covering: 

a  Time  machinery  is  idle  when  a  new  worker  cannot 
be  obtahied  inunediately 

b  Idle  machinery  for  temporary  stoppages  due  to  igno- 
rance or  lack  of  skill  of  new  worker 

c  Repairs  to  machines  or  renewals  of  tools  broken  for 
the  same  reason. 
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3  Material  costs,  including: 

a  Waste  or  damaged  material  due  to  ignorance  or  lack 

of  skill  of  new  worker 
b  Difficulties  in  subsequent  processes  due  to  poor  work 

by  new  employees  in  previous  processes 
c  Lower  production  while  new  employee  is  working  up 

to  his  best  skill. 

4  Additional  accident  cost  due  to  higher  rate  of  accidents 

among  new  employees. 

16  These  two  kinds  of  overhead  costs  and  four  groups  of  oper- 
ating costs,  while  not  exhaustive,  serve  to  illustrate  the  method  of 
observation,  recording,  measurement  and  analysis  which  is  just  as 
helpful  in  this  aspect  of  the  matter  as  elsewhere.  With  knowledge 
so  obtained  the  factory  manager  is  in  a  position  to  estimate  more 
truly  the  importance  of  this  problem  and  to  judge  whether  he  can 
afford  to  take  certain  steps  to  reduce  the  turnover. 

17  As  is  probably  well  known,  those  who  have  made  the  most 
careful  studies  of  this  question  find  that  it  costs  about  $10  to  replace 
an  ordinary  laborer,  and  as  much  as  $300,  and  perhaps  more,  to 
replace  skilled  workers.  The  cost  varies  of  course  with  the  nature 
of  the  position.  The  total  losses  are,  of  course,  enormous.  Mr 
Magnus  Alexander,  Mem.Am.SocM.E.,  in  his  well-known  study, 
estimated  the  losses  in  a  group  of  twelve  metal-working  factories  in 
a  single  year  at  not  less  than  $831,000.  The  annual  loss  from  high 
labor  turnover  in  a  particular  textile  mill  emplo3ring  about  two  thou- 
sand workers  is  estimated  as  at  least  $20,000.  These  instances  could 
be  multiplied. 

18  It  should  be  remembered,  moreover,  that  none  of  these 
estimates  include  the  losses  to  the  employees  or  the  commimity. 
What  frequent  job  shifting  means  to  the  employee  and  his  family 
in  terms  of  frequent  house  moving,  ill-feeling,  discouragement,  bit- 
terness, decrease  of  skill,  lowering  of  pride  and  self-respect,  we  have 
no  means  of  measuring.  What  it  means  to  the  commimity  and 
nation  in  terms  of  underemplo3rment  and  unemployment,  increased 
pauperism  and  drinking,  inefficiency,  and  social  friction,  we  cannot, 
even  estimate. 

19  Everywhere  we  go  we  can  find  the  reasons  for  the  labor  turn- 
over indicated  clearly  enough  to  point  out  sound  remedies,  and  losses 
lar^  enough  to  prove  that  it  is  sound  business  to  adopt  the  remedies 
and  avoid  the  losses.  A  description  of  remedies  that  have  proved 
successful,  interesting  as  they  are,  cannot  be  attempted  here. 
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20  There  are  many  other  aspects  of  the  matter  that  still  remain 
to  be  explored.  What  are  the  relations  between  absences  and 
tardiness  and  labor  turnover?  Cannot  absences  and  tardiness  be 
studied  in  the  same  way  as  labor  turnover?  What  are  to  be  the 
relations  of  labor-turnover  control  to  such  problems  as  trade  educa- 
tion, promotion  policies,  the  intellectual  life  of  the  industrial  com- 
munity, the  mobility  of  labor,  scientific  management,  women  in 
industry?  Will  it  be  wiser  to  leave  the  broad  problem  of  contro! 
of  labor  turnover  entirely  in  the  hands  of  employers,  or  should  the 
state  or  labor  unions  have  a  voice  in  the  control? 

21  These  are  questions  both  of  the  present  and  of  the  future. 
In  thinking  about  them  and  wo]:king  over  them  it  is  important  to 
bear  in  mind  the  value  of  scientific  method.  The  discovery  of  a 
unit  of  measurement,  a  method  of  measurement,  analysis  and  classi- 
fication, has  made  possible  great  advances  in  this  one  small  part  of 
the  labor  problem. 

22  Let  us  get  the  facts  in  the  labor  situation,  —  all  of  them. 
Just  as  Darwin  always  recorded  all  facts  which  tended  to  contra- 
dict his  hypotheses  because  he  knew  that  unless  he  did  so  he  would 
be  apt  to  overlook  those  facts  in  order  to  make  his  hjrpotheses 
triumph,  let  us  also  recognize  the  presence  of  personal  and  business 
interests  and  bias  in  ourselves  as  well  as  in  others.  Let  us  never 
dodge  or  shirk  the  facts.  Let  us  record  them  so  that  we  and  others 
can  study  them  at  any  time.  Let  us  measure  when  means  of  meas- 
urement are  obtainable.  Let  us  analyze,  weigh,  test,  and  fearlessly 
experiment.  Let  us  invoke  our  finest  constructive  imagination  in 
making  our  hypotheses.  Let  us  not  be  dogmatic  but  humble  with 
our  theories,  —  ready  to  throw  them  away  if  need  be  when  new  facts 
are  recognized. 

23  Let  us  last  of  all  never  overlook  the  human  instincts.  They 
lie  at  the  heart  of  our  problem.  Because  of  much  past  neglect  in 
the  handling  of  this  question  they  require  the  greater  emphasis  now. 

24  It  is  unquestionably  a  human  trait  that  every  person  wants 
to  have  some  sort  of  control  of  the  circumstances  and  direction  of 
his  own  life  and  of  his  work  as  a  part  of  life.  For  this  reason  I 
believe  not  only  in  scientific  method  and  spirit,  but  I  also  believe 
that  science  must  join  hands  with  organized  democracy  in  order  to 
reach  any  sound  solution  of  the  greatest  of  all  our  problems.  To 
find  the  methods  and  forms  of  organization  through  which  such  a 
solution  may  be  obtained  is  the  task  that  lies  ahead  of  us. 
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DISCUSSION 

Albert  L.  Pearson  (written).  In  Par.  10  the  author  refers  to 
illumination  of  work  place  and  amount  of  accident  risk  as  two  im- 
portant causes  of  labor  turnover.  In  designing  a  lighting  system  the 
aim  should  be  to  have  illumination  which  will  approach,  as  nearly  as 
possible,  daylight  efficiency  in  production.*  As  a  result  the  workmen 
will  be  better  satisfied  and  the  amount  of  second-quality  work  will 
be  reduced.  Good  lighting  is  conducive  to  cleanliness  and  helps  to 
prevent  accidents.  Moreover  a  well-lighted  place  is  attractive, 
while  a  dimly  or  poorly  lighted  place  is  just  the  reverse. 

Lewis  S.  Maxfield  (written).  As  long  as  any  concern  persists 
in  maintaining  low  wages,  long  hours  of  service^and  unsanitary  factory 
conditions,  it  will  experience  a  large  labor  turnover  because  its  em- 
ployees will  be  continually  leaving  for  factories  where  the  conditions 
are  the  reverse  of  those  mentioned.  There  is  no  doubt  but  what  the 
labor  problem  is  what  it  is  today  just  because  we  have  failed  to 
remember  at  all  times  that  the  laborer  is  human  and  should  be 
treated  accordingly.  It  is  indeed  true  that  industrial  conditions  as 
affecting  the  worker  are  changing  for  the  better,  but  there  still  remains 
a  considerable  field  for  improvements. 

Walter  M.  Kidder  (written).  The  aim  of  all  investigation  of 
the  subject  under  discussion  is  to  disclose  the  cause  for  the  rate  of 
labor  turnover.  The  best  experience  of  those  who  have  given  the 
subject  ample  study  is  that  foremen  are  not  likely  to  ascertain  the 
real  reasons  for  quitting  in  a  large  number  of  cases,  or  to  place  them 
on  record  uncolored  by  their  own  attitude  respecting  each  of  them. 
It  is  vital  to  get  at  the  real  reason  in  order  to  bring  it  under  future 
control.  In  some  cases  it  can  be  learned  much  more  dependably  by 
some  other  person,  for  example,  by  the  employment  agent,  or  super- 
intendent, or  paymaster,  or  by  some  officer  or  member  of  the  firm  who 
has  a  faculty  for  gaining  the  confidence  of  employees.  In  every  case 
of  voluntary  quitting  this  stop  should  be  taken,  even  though  it  adds 
to  the  burden  of  some  busy  man  to  listen  to  the  stories  he  must  hear 
in  order  to  sift  out  the  basic  truth  of  the  real  cause. 

George  H.  Perkins  cited  a  remarkable  instance  of  low  turnover 
in  the  mill  of  the  Naumkeag  Steam  Cotton  Co.  of  Salem,  M&ss., 
which  was  destroyed  by  fire  in  1914;   twenty  months  later,  shortly 
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after  starting  the  rebuilt  mills,  it  was  found  that  72  per  cent  of  the 
1600  old  employees  were  at  work  in  them. 

Lawrence  W.  Wallace  said  that  the  manufacturing  plant  with 
which  he  was  connected  had  worked  out  a  comprehensive  program  for 
combating  the  problem  of  labor  turnover,  and  that  in  spite  of  chaotic 
conditions  and  unrest  the  tendency  in  their  labor-turnover  curve 
had  been  downward.  They  had  obtained  much  valuable  informa* 
tion  on  the  subject  from  the  Annals  of  the  American  Academy 
of  Political  and  Social  Sciences. 

Arthur  C.  Jackson  said  that,  on  the  theory  that  the  proper 
place  to  draw  workers  from  was  the  immediate  vicinity  of  the  plant, 
his  company  was  making  an  industrial  census  of  the  community 
within  a  radius  of  one  mile  from  the  plant,  and  advertising  the  de- 
sirabiUty  of  working  within  walking  distance  of  home  and  in  a  shop 
that  had  certain  attractions  which  they  felt  theirs  had.  In  this  way 
they  hoped  to  reduce  the  turnover  somewhat. 

Herbert  M.  Wilcox  thought  that  in  formulating  a  constructive 
program  for  reducing  labor  turnover  an  important  factor  was  recog- 
nition of  length  of  service.  This  should  be  not  only  in  the  form  of 
wage  remuneration,  but  in  the  conferring  of  some  sort  of  stripe  or 
medal,,  so  that  old  employees  would  hold  a  more  honorable  position 
with  the  organization  than  men  who  had  been  employed  a  compara- 
tively short  length  of  time. 

Charles  H.  Bigelow  said  that  the  company  with  which  he  was 
connected  gave  each  of  their  employees  a  paid-up  insurance  policy 
for  $500  after  they  had  been  in  its  employ  for  six  months,  increasing 
the  amount  $100  for  each  additional  year's  emplo3rment  up  to  a  total 
of  $1000.  That,  he  thought,  would  keep  down  the  labor  turnover 
to  some  extent  because  an  employee  obtained  some  benefit  by  staying 
with  the  concern,  which  carried  the  policy  as  long  as  the  employee 
remained  with  it. 

Arthur  Brewer  said  that  the  Bridgeport  Brass  Company  had 
adopted  the  scheme  of  life  insurance  mentioned  by  Mr.  Bigelow  and 
had  also  introduced  accident  and  sickness  benefits  on  the  basis  of  the 
Connecticut  compensation  law. 
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R.  F.  BuRNHAM^  said  that  in  hiis  plant,  employing  about  5000 
men,  in  the  preceding  two  years  and  a  half  they  had  taken  on  over 
20,000  men.  Recently  they  had  adopted  the  method  of  placing  all 
the  labor  imder  an  employment  manager,  and  if  a  man  sent  by  him 
to  a  foreman  did  not  suit  the  latter,  the  man  was  not  discharged,  but 
was  put  in  another  department.  If  he  did  not  fit  there,  they  kept  on 
trying  him  in  various  places,  and  finally  when  the  right  groove  was 
found  the  man  stayed.  In  that  way  they  had  reduced  their  labor 
turnover  fifty  per  cent. 

When  a  new  man  came  into  a  department,  the  foreman  was 
instructed  to  give  him  some  attention  and  make  him  feel  that  he  was 
a  part  of  the  organization.  By  doing  that  they  made  the  men  con- 
tent.   After  two  years  of  service  the  men  received  a  certain  bonus. 

Welfare  work,  visiting  nurses,  recreation  halls,  etc.,  were  neces- 
sary for  the  men,  especially  at  the  present  time  when  they  had  a 
disposition  to  rove  somewhat.    • 

Ambrose  B.  Dean  gave  interesting  details  of  a  part-time  method 
of  vocational  training  successfully  adopted  in  a  textile-manufacturing 
city  by  the  Board  of  Education,  of  which  he  is  a  member.  In  many 
of  the  mills,  however,  numbers  of  men  were  discovered  who  were  more 
or  less  advanced  in  years  and  who  could  not  read  a  blueprint  nor 
understand  a  simple  formula.  Attempts  made  to  get  them  into  the 
regular  vocational  schools  were  not  successful,  owing  to  their  sensi- 
tiveness in  regard  to  associating  with  younger  men  in  school  work. 
This  situation  was  successfully  met  by  organizing  a  class  for  the 
employees  of  a  given  mill,  and,  under  the  direction  of  the  school 
authorities,'  appointing  a  college-graduate  employee  of  the  mill  as 
teacher  of  the  class,  the  mill  owner  contributing  the  time  of  this 
teacher  and  furnishing  the  classroom. 

E.  B.  Sbhth  (written).  In  all  cases  of  productive  labor  of  the 
skilled  class  or  otherwise,  labor  turnover  has  alwa3rs  been  found  to 
depend  upon  one  feature:  selling  the  operation  or  company  to  the 
operator.  In  other  words,  demonsti-ate  to  the  producer  that  each 
operation  is  worth  while,  thereby  creating  interest  and  loyalty  on 
his  part  to  the  job  and  company. 

The  labor  turnover  is  obviously  more  expensive  in  the  case  of 
experienced  hands,  who  usually  have  a  psychological  plus  a  financial 
reason  for  their  restlessness.    The  psychological  reason  may  usually 

*  Hercules  Powder  Co.,  Kenvil,  N.  J. 
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be  traced  back  to  the  company's  method  of  training  and  schooling 
their  operators.  The  financial  reason  lies  in  the  pay  envelope. 
Work  coming  to  an  operator  from  a  previous  operation  in  a  defective 
condition  is  always  the  start  of  trouble,  and  frequently  arises  from 
improper  training  of  the  operator  performing  the  previous  operation. 
It  all  resolves  itself  down  to  the  question  of  the  individual  operator 
under  consideration:  Was  he  or  she  rightly  trained? 

It  has  been  found  that  the  best  way  to  hold  an  old  operator  is  to 
appreciate  that  he  or  she  is  an  old  operator.  The  rewards  and  badges 
of  merit  are  good.  The  Christmas  envelope  of  5  per  cent  of  the 
yearly  wage  is  also  good,  but  in  any  case  the  employee  or  operator 
must  be  contented  and  satisfied  or  he  will  leave. 

Our  practice  has  been  first  to  school  the  operator,  then  by  obser- 
vation fit  the  round  pegs  in  the  round  holes.  We  have  found  on  a 
particular  operation  where  ten  weeks  was  ordinarily  required,  that 
intensive  methods  would  bring  it  down  to  ten  days.  This  means 
that  these  intensive  methods  must  be  employed  if  the  females  are 
to  be  fitted  for  work  which  the  males  have  been  doing. 

The  males  are  going  to  the  war  and  females  are  taking  their 
places..  Therefore  it  becomes  necessary  to  analyze  each  operation  step 
by  step  and  cut  out  the  heavy  manual  part  of  the  work,  if  possible, 
by  using  mechanical  conveyors,  etc.,  in  order  that  the  female  can 
take  it  up;  then  she  must  be  trained  and  treated  so  that  she  will  be 
satisfied.  The  main  thing  is  to  have  the  operator  satisfied  with  the 
pay  envelope.  To  get  that  the  operator  must  be  trained  well;  she 
must  be  right  and  the  work  coming  to  the  machine  must  be  right. 

P.  A.  McKiTTRicK  said  that  the  company  with  which  he  was 
connected  built  textile  machinery,  and  in  one  of  their  plants  where 
about  1600  workers  were  employed  the  labor  turnover  was  about  120 
per  cent,  nearly  all  of  it  in  the  first  year.  If  they  could  hold  a  man 
a  year  they  could  hold  him  then  as  a  more  or  less  permanent  employee. 

During  the  preceding  two  years  it  had  been  necessary  to  make 
many  general  advances  in  wages,  and  in  the  last  advance  they 
adopted  the  plan  of  giving  ea'ch  man  in  their  employ  up  to  three 
months  extra  pay  each  month  at  the  rate  of  4  per  cent  of  his  monthly 
wages;  from  three  to  six  months  he  would  get  6  per  cent;  from  six 
to  nine  months,  8  per  cent;  from  nine  to  twelve  months,  10  per  cent; 
and  in  the  case  of  those  employed  over  twelve  months,  12  per  cent. 
They  had  put  the  plan  into  operation  just  at  the  time  when  the 
Liberty  Loan  was  being  exploited,  and  as  a  result  1300  of  their  men 
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had  subscribed  about  $65,000,  using  this  extra  pay  to  pay  for  their 
bonds.  They  were  quite  sure  the  plan  would  cut  down  their  yearly 
turnover. 

The  Author,  replying  to  the  question  whether  it  would  be  wiser 
to  leave  the  problem  of  control  of  labor  in  the  hands  of  employers 
than  to  have  the  state  or  labor  unions  share  in  it,  said  that  he  did  not 
think  the  employers  had  control  of  labor  turnover  now,  but  as  time 
went  on  they  would  get  more  and  more  control,  and  he  was  personally 
inclined  to  think  that  with  the  development  of  employment  exchanges, 
which  were  very  probably  coining  in  this  country  as  they  had  come 
in  England  and  in  the  Continental  countries,  we  might  see  a  method 
of  control  of  labor  turnover  for  specified  districts.  That  system 
might  be  developed  by  the  state,  but  probably  the  labor  unions  would 
have  a  voice  in  its  development. 

He  urged  that  care  be  taken  to  remember  that  the  greater  part  • 
of  labor  turnover  is  not  a  malady  in  itself,  but  is  important  primarily 
as  a  symptom  of  dissatisfaction  or  discontent. 

.  By  way  of  addition  tp  Mr.*  Wallace's  remarks,  the  author  said 
that  both  the  May  1916  and  May  1917  issues  of  the  Annals  of  the 
American  Academy  of  Political  and  Social  Science  contained  excellent 
material*  on  methods  of  reducing  turnover.'  This  aspect  of  the 
problem,  however,  was  one  with  which  his  paper  did  not  attempt  to 
deal. 
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ACCIDENT    PREVENTION    IN    THE 
TEXTILE  INDUSTRY 

Bt  David  S.  Bstbr,  Boston,  Mass. 
Member  of  the  Society 

The  author  emphtuizea  the  fact  that  the  textile  planta  have  an  abncrmaUy  high 
proportion  pf  mechanical  accidente.  This  condition  arises  from  (he  combination  of 
(1)  a  rdatwdy  large  number  of  machines  in  operation  in  textile  plants,  (2)  female 
and  child  labor,  much  of  which  is  non-English-speakingy  and  (3)  an  eoer^esent  temp^ 
latum  to  dean  the  machines  while  they  are  in  operation. 

As  a  means  of  accident  prevention  interlocking  guards,  gear  guards,  hdt  guards 
and  belt  shifters  are  discussed  fuUy,  and  other  safety  provisions  such  as  the  elimina- 
tion of  all  protruding  set  screws,  keys,  holts  or  other  dangerous  projections  from  re- 
vobfing  parts,  and  the  guarding  of  projecting  shaft  ends,  are  touched  upon. 

The  process  of  guarding  existing  and  new  machinery  is  then  taken  up  and  a  set 
of  safety  standards  in  actual  use  in  a  textile  plant  is  given,  specifying  the  safely  equips 
ment  for  gears,  sprockets,  dangerous  projections,  pickers,  cards,  lap  machines  and 
doubters,  drawing,  winding,  ring  spinning  and  twisting  frames,  looms,  etc. 

T^HE  manager  of  a  steel  mill  handUng  several  hundred  tons  of 
molten  metal  every  day,  might  think  that  in  comparison  with 
his  difficulties  the  mechanical  problems  involved  in  turning  out  a 
spool  of  thread  or  a  bale  of  cloth  would  be  very  simple.  A  study  of 
conditions  in  the  textile  industry,  however,  would  soon  convince 
him  that  the  man  in  charge  of  a  modem  textile  plant  has  some 
problems  which  are  all  his  own.  Many  of  these  problems  come  from 
conditions  which  have  a  very  direct  bearing  on  accident  prevention, 
notably  the  following: 

2  Mechanical  Exposure.  In  the  majority  of  manufacturing 
industries  the  number  of  machines  is  less  than  the  number  of  em- 
ployees. For  example,  the  combined  insurance  records  from  a 
number  of  states  show  the  following  average  conditions: 

Earthenware  Manufacturing 17  machines  per  hundred  employees 

Furniture  Manufacturing 40  machines  per  hundred  employees 

Rubber  Goods  Manufactiuing 60  machines  per  hundred  employees 

Printing 67  machines  per  hundred  employees 

Presented  at  the  Annual  Meeting,  December  1917,  of  The  AifERicAN 
Socnrr  or  Mechanical  Enoinbers. 
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3  In  the  textile  industry,  on  the  other  hand,  the  number  of 
machines  usuaUy  exceeds,  by  several  times,  the  number  of  employees. 
Sixty-one  characteristic  cotton  mills  contained  33,393  employees,  and 
119,078  machines,  or. 

Cotton  Mills 357  machines  per  hundred  employees 

4  The  average  cotton  mill  in  Massachusetts  has  nearly  a  thous- 
and employees,  and  several  thousand  machines.  These  machines 
are  usually  belt-driven  and  some  of  them  have  auxiliary  belts  in 
addition  to  the  main  driving  belt.  Most  of  them  have  gears  at 
several  points  on  each  machine.  So  it  is  a  simple  process  of  multi- 
plication to  see  that  the  exposure  points  quickly  run  into  the  thous- 
ands or  tens  of  thousands  for  a  single  plant.  Thus  we  can  form  some 
idea  of  what  an  extensive  problem  it  is  to  guard  completely  all  the 
belts  and  geans  in  the  average  cotton  mill. 

TABLE  I    NUMBER  OF  EMPLOYEES  IN  TEXTILE  MILLS  IN  THE   UNrTBD 

STATES  IN  1006 


Dwtriot 

Males  16  yeara  and 
over 

Females  16  years  and 
over 

yean 

Number 

Percent 

Number 

Per  cent 

Nun4>er 

Perosnt 

New  England  States 

76.483 

13.852 

54.6n 

806 

49.0 
43.7 
45.5 
29.4 

70.113 

15.116 

37.885 

1.597 

45.0 
47.6 
31.6 
58.3 

9.385 

2,765 

27.538 

341 

6.0 

Middle  States 

8  7 

Southern  Statee 

22  9 

Indiana  and  Other  Sutes. . . . 

12.8 

Total 

145.718 

46.9 

124.711 

40.2 

40.029 

12  9 

5  Kind  of  Employees.  Another  feature  of  the  textile  industry 
that  adds  to  the  accident  hazard  is  the  fact  that  such  a  large  per- 
centage of  the  employees  are  women  and  youths.  A  good  idea  of 
conditions  in  this  respect  is  given  by  the  data  in  Table  1,  taken  from 
one  of  the  U.  S.  Government  publications.* 

6  These  figures  were  for  the  year  1905,  and  it  is  probable  that 
the  number  of  young  persons  employed  in  the  cotton  mills  has  been 
reduced  by  child-labor  laws  enacted  since  that  date.  It  is  undoubt^ 
edly  safe  to  assume,  however,  that  at  least  half  of  all  employees  in 
cotton  mills  are  women  and  children. 

7  Women  are  naturally  less  mechanically  inclined  than  men  and  . 
they  are  not  so  likely  to  appreciate  the  danger  of  power-driven 
machinery.    Their  clothing  and  long  hair  are  more  likely  to  become 

^  Report  of  Conditions  of  Women  and  Child  Wage  Earners  in  the  United  SUtes. 
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entangled  in  the  machinery,  thus  making  the  hazard  inherently 
greater  for  women  than  for  men.  The  youthful  employee  also  is 
more  likely  to  be  injiued  through  carelessness  and  as  the  result  of 
chance  taking  or  horseplay. 

8  A  large  percentage  of  cotton-mill  employees  are  foreigners, 
to  whom  it  is  difficult  to  explain  fully  the  hazards  of  their  work.  A 
statement  of  race  distribution  in  the  New  England  mills  (from  the 
Government  report  mentioned  above)  shows  the  following  conditions: 

American 7.2 

English  and  Irish 22. 1 

French  Canadian - 41.8 

Italian,  Portuguese,  Polish  and  other  foreign  races 28.9 

Thus  we  see  that  less  than  10  per  cent  of  the  employees  are  American 
or  American-bom,  although  the  number  who  speak  English  is  much 
larger  than  this. 

9  Cleaning  Machinery.  Another  condition  which  contributes 
to  the  accident  hazard  in  the  textile  industry  is  the  fine  Unt  or  fluff 
which  results  from  many  of  the  operations,  and  which  tends  to  col- 
lect in  the  form  of  "fly"  over  the  machinery  and  gets  into  the  gears 
and  moving  parts.  While  this  is  not  likely  to  injure  the  machinery, 
it  brings  about  a  natural  tendency  on  the  part  of  the  operator  to  be 
constantly  cleaning  or  picking  the  "fly"  out  of  the  machine. 

10  Most  plants  have  rules  that  the  machinery  shall  not  be 
cleaned  while  it  is  in  operation,  but  the  rules  are  difficult  to  enforce. 
Out  of  a  total  of  557  mechanical  accidents  reported  by  cotton  mills 
to  one  insurance  company,  88  or  about  16  per  cent  occurred  from 
cleaning  while  the  machinery  was  in  motion.  The  tendency  to  do 
this  is  enhanced  by  the  fact  that  the  operators  are  usually  paid  on 
a  piece-work  basis,  hence  they  do  not  like  to  lose  any  product  by 
having  the  machines  shut  down  for  cleaning. 

11  Thus  we  have  the  combination  of  (1)  an  exceptionally  large 
mechanical  exposure,  (2)  female  and  child  labor,  much  of  which  is 
non-English-speaking,  and  (3)  an  ever-present  temptation  to  clean 
the  machines  while  they  are  in  motion.  Under  these  circumstances 
it  is  not  surprising  that  mechanical  accidents  form  a  large  percentage 
of  all  accidents  occurring  in  the  textile  industry.  That  this  is  ac- 
tually the  case  is  shown  by  the  anal3rsis  in  Table  2  of  accidents  in 
Massachusetts,  a  state  which  has  approximately  one-third  of  all 
workmen  employed  in  cotton  mills  in  this  country.  The  figures 
given  are  taken  from  the  Annual  Report  of  the  Industrial  Accident 
Board. 
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TABLE  2   CLASSIFICATION  OF  ACCIDENTS  IK  MASSAC&USBTTS 

JuLT  1.  mwuMs  SO,  ms 


No.  Of  AodfmHn  m 


AoaDmi  Of 


BfECHANICAL  ACCIDENTS 

Belting 

Calenders 

Cranes 

Drills 

Elevators 

Engines 

Extractors 

Eye  injuries:  Belts,  emery  wheels,  etc 

Grears 

Hoists 

Lathes 

Milling  machines 

Miscellaneous 

Planers 

Portable  tools 

Presses 

Saws 

Shafting  (set  screws,  etc.) 

Vehicles  (self-propelled) 

Wood  molders,  shapers,  etc 

Machinery  peculiar  to  special  industries 

Total  mechanical 

Percentage  of  grand  total 

NON-Bf£CHANICAL  ACCIDENTS 

Animals 

Asphyxiation  and  drowning 

Assault  and  fighting 

Boiler  explosions 

Burns 

Electricity 

Emery  wheels 

Engines 

Excavating 

Ebqplosions  (other  than  boilers) 

Eye  injuries:    chemical,  gage  glasses, 

and  molten  metal 

Falling  material 

Falls 

Glass 

Hand  labor 

Illness 

Infection 

Intoxication 

Miscellaneous 

Nails 

Fooling J. 

Railroad  equipment 

Vehicles  (other  than  self-propelled) 

Street  railways 

Harmful  substances,  irritant  fluids,  etc.. 

Total  non-mechanical 

Percenta^  of  grand  total 

Grand  Total 


1039 
137 
328 
481 
967 
182 
32 

4373 

1087 
654 
869 
256 

1361 
99 
70 

1408 

1412 
667 

1005 
623 


25738 

27  per  cent 

973 

102 

136 

40 

3339 

451 

782 

1 

345 

161 

2261 

1529 

8831 

1516 

30974 

186 

3581 

9 

3667 

4066 

12 

1007 

3507 
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702 


254 

22 

1 

17 

99 

18 

4 

144 

400 

21 

32 

4 

158 


8 

40 

199 

8 

13 

1776 

3218 
44  per  cent 


13 


73  per  cent 
94967 


6 

4 

162 

17 

25 

18 

2 

1 

171 

62 

646 

134 

2012 

28 

165 

1 

158 

224 

4 

3 

143 

1 

21 

4021 
66  per  cent 

7239 
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12  It  will  be  noted  that,  while  mechanical  accidents  for  all 
industries  of  the  state  were  only  27  per  cent,  numerically,  of  the  total 
number  of  accidents  reported,  mechanical  accidents  in  cotton  mills 
were  44  per  cent  of  the  total  for  this  industry,  or  nearly  double  the 
average  ratio  for  the  other  industries. 

13  The  additional  study  in  Table  3  of  accidents  in  the  thirteen 
principal  industries  of  Massachusetts,  such  as  boots  and  shoes,  metal- 
working,  electrical  supplies,  rubber  factories,  paper  mills,  and  print- 
ing establishments,  shows  that  the  lost  time  per  thousand  em- 
ployees resulting  from  the  mechanical  hazards  of  belting,  shafting 
and  gearing  is  three  times  as  great  in  the  cotton  mills  as  the  average 
for  the  whole  thirteen  industries. 


TABLE  3    DAYS  LOST  TIME  FROM  INJURY  PER  1000  EMPLOYEES 

• 

Cauu 

Thiktun 

INOU8TB1K8 

CkmONMILlB 

Ratio 

Belting 

21.7 

12.4 
21.1 

43.0 
30.2 
08.2 

2.0 

^huftinc 

2.4 

Gearing 

4.6 

Total 

55.2 

171.9 

3.1 

14  The  results  of  these  studies  are  corroborative  of  one  another 
and  each  of  them  indicates  the  important  part  which  accidents  from 
the  mechanical  hazards  play  in  textile  plants. 

15  Mechanical  accidents  as  a  class  are  more  serious  than  non- 
mechanical  accidents.^  While  they  represent  a  little  less  than  one- 
half  of  all  accidents  reported  in  the  cotton  industry  in  Massachusetts, 
it  is  probable  that  they  are  at  least  three-quarters  of  the  problem 
from  the  standpoint  of  severity  of  injury. 

16  While  safety  education  of  employees  through  the  organ- 
ization of  safety  committees,  safety  talks,  the  posting  of  safety  bul- 
letins and  signs,  etc.,  are  important  in  this  industry,  as  in  all  others, 
there  is  probably  no  other  industry  where  so  great  weight  should  be 
given  to  mechanical  guarding,  or  where  effective  guards  will  produce 
such  important  results,  as  in  the  textile  industry. 

^  See  paper  by  the  author  presented  at  the  4th  Annual  Meeting  of  the  Inter- 
national Association  of  Industrial  Accident 'Boards,  and  reprinted  in  the  Weekly 
Underwriter  for  September  13,  1917.  In  one  state  which  kept  a  separate  cost 
record  for  these  classes,  the  average  mechanical  accident  cost  nearly  twice  as 
much  as  the  average  non-mechanical  accident. 
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INTERLOCKING  GUARDS 

17  The  effort  to  reduce  the  mechanical  accidents  in  this  industry 
has  resulted  in  the  development  of  a  type  of  guard  which  is  about  as 
nearly  "fool-proof"  as  any  mechanical  device  can  be,  and  that  is  the 
so-called  interlocking  guard.  In  this  form  of  protection  the  guard  is 
so  arranged  that  it  cannot  be  removed  while  the  machine  is  running, 
and  the  machine  cannot  be  started  until  the  guard  is  in  place. 

18  This  result  can  often  be  secured  by  a  very  simple  and  in- 
expensive arrangement;   take  for  example  the  beater  lock  shown  in 


FiQ.  1    Guards  for  Pickebs 

These  photographs  show  an  excellent  arrangement  of  guards  for  belts  and  chains  on  pidcera. 
The  guards  are  supported  by  rods  fastened  to  the  framework  of  the  machine,  and  can  be  quickly 
removed,  as  shown  in  Fig.  2,  by  loosening  a  couple  of  thumbscrews  which  secure  them  to  the  sup- 
ports. This  permits  cleaning  the  floor  underneath  the  guards  without  disturbing  them,  as  would 
be  necessary  if  the  guards  were  supported  from  the  floor.  In  order  to  avoid  places  where  "fly" 
may  collect,  the  guards  do  not  completely  enclose  the  belts  and  chains,  but  a  transverse  section 
has  been  placed  across  each  guard,  between  the  two  sides  of  the  belt  or  ohain,  to  pfevent  danger  of 
a  hand  being  slipped  down  inside  the  guard  and  thus  being  caught  and  injured.  The  projecting 
end  of  the  beater  shaft  is  protected  by  a  metal  cap. 

Fig.  3.  The  beater  revolves  at  high  speed  and  the  loss  of  hands  and 
other  serious  injuries  have  resulted  from  employees  putting  their 
hands  into  it  while  it  is  running.  To  prevent  such  occurrences  a  disk 
is  keyed  to  the  beater  shaft  so  that  it  revolves  whenever  the  beater 
is  in  motion.  Before  the  beater  cover  can  be  raised  a  projection  on 
the  locking  arm  used  to  keep  the  beater  cover  closed,  must  be  slipped 
through  an  opening  in  the  disk.  This  can  only  be  done  while  the 
disk  and  shaft  are  at  a  standstill,  and  so  long  as  the  locking  arm  is 
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in  contact  with  the  disk  it  prevents  the  machine  being  started,  which 
means  that  the  cover  must  be  replaced  and  the  locking  arm  slipped 
back  over  it  before  the  machine  can  be  started  up.  Similar  devices 
are  also  applied  to  various  kinds  of  gear  covers,  as  will  be  noticed 
in  the  other  illustrations. 

19  This  interlocking  principle  is  an  effective  checkmate  to  the 
tendency  on  the  part  of  the  employees  to  reach  into  the  machinery 
while  it  is  in  operation.  The  general  application  of  this  principle  to 
textile  machinery  would  eliminate  many  of  the  accidents  which  now 
occur  on  account  of  carelessness  or  thoughtlessness  of  the  employees. 
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Fia.  2    Guards  for  Pickers 
WHEN    IS  A    GEAR   GUARD   NOT  A   GUARD? 

20  This  is  a  question  that  has  been  agitating  safety  inspectors 
and  plant  managers  ever  since  the  first  gear  guard  was  built.  There 
is  a  natural  desire  on  the  part  of  everyone  to  make  guards  as  simple 
and  inexpensive  as  possible.  Unfortunately,  this  perfectly  legitimate 
desire  has  resulted  in  two  types  of  guards  for  gears  which  are  so  in- 
effective that  they  have  tended  to  discredit  guarding  to  a  certain 
extent,  because  accidents  still  occur  after  the  so-called  guards  are 
installed.  One  of  these  types  is  a  band  over  the  face  of  the  gear, 
following  more  or  less  closely  the  outline  of  the  gear,  but  leaving  the 
most  dangerous  part,  that  is,  the  mesh  point,  exposed  sufficiently 
to  admit  a  finger  or  even  a  hand.    Another  method  is  to  provide 
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a  guard  which  protects  the  mesh  point  but  which  is  not  carried  around 
the  periphery  of  the  gear,  and  thus  forms  a  shearing  action  between 
the  teeth  of  the  gear  and  the  edge  of  the  guard  at  the  point  where 
the  teeth  pass  underneath  the  guard. 

21  Many  of  the  pioneer  concerns  in  the  safety  movement,  such 
as  the  U.  S.  Steel  Corporation,  started  out  by  installing  gear  guards  of 
this  type  but  found  that  they  did  not  eliminate  the  accidents  and 
later  changed  them  to  guards  completely  enclosing  the  gears.  There 
are  many  partial  gear  guards  in  the  textile  industry  today,  and  they 
sometimes  contribute  to  accident  occurrence  from  the  false  sense 


Fia.  3    Interlockinq  Device  for  Beater  Ck)VER  and  Door  Over  Dibt 

Grid  (Pat.) 

In  order  to  open  the  beater  bonnet  or  the  door,  a  projection  on  the  looking  lerer  (shown  in 
white)  must  be  slipped  through  the  disk  on  the  beater  shaft.  Obviously  this  can  only  be  doo« 
while  the  machine  is  at  a  standstill.  In  order  to  start  up  the  machine  again,  the  looking  lerer  mait 
be  slipped  out  of  engagement  with  the  disk,  which  insures  the  bonnet  and  door  being  closed  befora 
the  machine  is  started. 

of  security  they  inspire.     The  following  cases  taken  from  actual 
reports  from  textile  mills  may  serve  as  examples  of  such  accidents: 

Accident  1809,  "Cleaning  cover  over  spindle  gears,  forefinger  of  right  hand 
caught  between  cover  and  gear.  ** 

Accident  3395,  "Cleaning  frame  in  motion,  in  some  manner  got  finger  under 
guard." 

Accident  3409,  "Was  cleaning  cover  of  gears  and  put  hand  under  cover, 
finger  was  crushed  to'first  joint.  ** 
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Accident  12364,  "Another  man  pushed  hhn  against  roving  frame  and  he 
put  out  his  hand  to  keep  from  falling  and  put  fingers  through  opening  in  gear 
cage  on  end  of  frame  and  came  in  contact  with  gear." 

Accident  15992,  "She  caught  her  finger  between  gear  and  gear  guard;  the 
terminal  phalanx  was  fractured  at  middle. " 

22  An  analysis  of  550  textile-machine  accidents  reported  con- 
secutively to  an  insurance  company  showed  that  88  of  those  acci- 
dents or  about  16  per  cent  were  from  gearing;  more  than  a  third  of 
the  gear  accidents  were  due  to  cleaning  the  machinery  while  in  mo- 
tion. 


Fig.  4    Belt  Shifter  for  Cards 

This  shifter  can  be  ioatalled  by  simply  securing  it  to  the  circular  flange  above  the  pulley  by 
means  of  one  or  two  set  screws.  It  only  requires  a  few  seconds  to  loosen  these  set  screws  and  slip 
off  the  shifter,  as  shown  in  Fig.  2,  when  it  is  necessary  to  reverse  the  belt  for  grinding. 

23  Surely  if  there  is  any  industry  where  complete  guarding  of 
gears  is  necessary,  it  is  the  textile  industry,  on  account  of  the  prev- 
alence of  accidents  resulting  from  cleaning  running  machines.  It 
is  not  practicable  to  apply  the  interlocking  principle  to  all  gearing  on 
textile  machinery,  but  it  is  practicable  to  ^  fully  enclose  the  gears, 
and  where  the  guards  are  not  interlocked  they  should  be  firmly  fixed 
in  position  by  cap  bolts  or  other  means  that  make  it  difficult  for 
the  operatives  to  remove  them  quickly  and  tend  to  restrict  their 
removal  to  properly  authorized  mechanics. 

24  It  will  be  noted  from  the  list  of  Massachusetts  accidents 
already  given  that  out  of  a  total  of  1087  gear  accidents  occurring 
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in  one  year  the  cotton  mills  contributed  400;  in  addition  the  woolen 
and  worsted  mills  had  236.  Thus  we  see  that  cotton  and  woolen 
mills  were  responsible  for  considerably  more  than  half  the  total 
number  of  gear  accidents,  although  they  only  employed  about  one- 
quarter  of  the  workmen  engaged  in  manufacturing  industries  in  the 
state. 

BELT  GUARDS 

25  There  were  254  accidents  from  belting  in  Massachusette 
cotton  mills  during  one  year,  and  113  accidents  in  woolen  mills,  or  a 
total  of  367  for  the  two  industries;  this  shows  that  belt  guards  are 
also  important  for  textUe  machinery. 


Fig.  5    Belt  Shifter  por  Cards 

26  A  good  many  textile  machines,  such  as  roving,  spinning  and 
twisting  frames  have  an  outboard  bearing,  supported  by  a  frame- 
work around  the  pulley,  that  tends  to  keep  employees  away  from  the 
pulley  and  oflfers  a  certain  degree  of  protection.  In  addition,  these 
machines  are  conunonly  provided  with  belt  shifters,  and  where  Uie 
shifter  comes  down  close  to  the  point  of  contact  between  the  belt  and 
pulley  it  considerably  reduces  the  chance  of  any  one  being  caught  at 
this  point,  where  most  of  the  serious  belt  accidents  occur. 

27  Several  manufacturers  of  these  machines  have  provided  an 
excellent  guard,  consisting  merely  of  a  semicircular  disk  casting  or 
plate  which  is  fastened  to  the  outboard  bearing  of   the  machine. 
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This  guard  only  extends  a  few  inches  above  the  contact  point  be- 
tween the  belt  and  pulley,  and  does  not  guard  the  upper  part  of  the 
belt  to  the  height  which  is  commonly  prescribed  in  insurance  and 
other  mechanical  standards  for  safeguards.  However,  in  conjunction 
with  the  partial  protection  which  is  afforded  by  the  outboard  bearing 
and  the  shifter,  it  would  seem  that  this  type  of  guard  would  elimi- 


FiG.  6    Belt  Guard  on  Spooler 

This  shows  a  belt  cuard  which  has  been  developed  by  one  of  the  machinery  builders.  This 
is  a  simple  and  inexpensive  type  of  guard,  but  taken  in  conjunction  with  the  outboard  bearing 
and  belt  shifter  it  gives  quite  a  good  degree  of  protection. 

nate  probably  95  per  cent  of  the  hazard,  and  would  give  adequate 
protection  for  the  belts  of  these  machines.  It  can  be  furnished  by 
the  builders  in  a  standard  form  and  at  slight  cost,  and  as  it  would 
prevent  accidents  from  causes  such  as  a  loose  skirt  blowing  out  and 
being  caught  between  the  belt  and  pulley  or  persons  slipping  or  trip- 
ping and  having  their  hands  caught  at  this  point,  it  would  seem  to 
be  well  worth  installing  generally. 
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28  For  other  types  of  machines  it  is  usually  impossible  for  the 
machinery  manufacturer  to  provide  belt  guards  as  an  integral  part 
of  the  machine,  on  account  of  the  fact  that  the  driving  belts  lead  off 
at  various  angles  which  can  only  be  determined  by  the  local  ar- 
rangement of  each  plant.  Under  such  conditions  it  is  necessary  for 
the  belt  guards  to  be  installed  at  the  plant  after  the  machinery  is 
in  place. 

BELT  SHIFTERS 

29  Some  types  of  textile  machinery,  such  as  roving  and  spinning 
frames,  have  long  been  equipped  with  belt  shifters  as  an  operating 


FiQ.  7  Interlocking  Guard  for  Head  Gearing  of  Roving  Frame 
Block  A  on  rod  B  which  is  attached  to  the  belt  shifter,  projects  over  gear  cover  C  when  the 
belt  is  on  the  tight  pulley  (Fig.  7),  thus  preventing  the  cover  being  opened  while  the  machine  ii 
running.  When  the  shifter  is  moved  so  as  to  throw  the  belt  on  the  looae  pulley  (Fig.  2)  and  8Usp 
the  machine,  cover  C  will  clear  block  A  and  can  then  be  opened.  The  edge  of  the  open  cover,  how- 
ever, interferes  with  block  A  so  that  the  belt  cannot  be  shifted  to  the  tight  pulley  again  until  the 
cover  has  been  closed. 

necessity,  since  the  operators  need  to  shut  down  the  machine  at  some 
distance  from  the  driving  belt.  Other  machines,  such  as  cards,  are 
commonly,  found  without  shifters.  There  has  been  a  notion  gene^ 
ally  prevalent  among  mill  owners,  that  it  was  impracticable  to  apply 
belt  shifters  to  cards  on  account  of  the  grinding  operation  which 
requires  the  belt  to  be  reversed.  Shifters  which  are  thoroughly  prac- 
tical in  operation  have  been  developed,  however,  and  cards,  as 
well  as  other  textile  machines,  should  be  so  equipped. 
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OTHER  SAFETY  PROVISIONS 

30  There  are  various  additional  forms  of  mechanical  protection 
which  are  desirable  for  textile  machinery,  such  as  the  elimination  of 
all  protruding  set  screws,  keys,  bolts  or  other  dangerous  projections 
from  revolving  parts,  and  the  guarding  of  projecting  shaft  ends. 
There  are  crushing  or  shearing  actions  formed  in  some  machines  such 
as  mule  spinning  frames,  which  should  be  protected,  as  should  also 
the  rope  drives  on  mule  frames. 
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Fig.  8    Interlocking  Guard  for  Head  Gearing  of  Roving  Frame 

Gear  cover  C  must  be  swung  upward  in  order  to  open  it.  A  finger  B  fastened  to  this  oover  will 
not  clear  stop  A,  attached  to  shifter  rod  D,  when  the  belt  Lb  on  the  tight  pulley  and  the  machine  is 
running,  so  the  guard  cannot  be  opened.  When  the  belt  is  shifted  to  the  loose  pulley,  however, 
stop  A  moves  to  position  B  where  it  clears  finger  E  and  permits  the  guard  to  be  opened.  In  the 
open  position  stop  B  interferes  with  finger  E  and  prevents  the  belt  being  shifted  to  the  tight  pulley 
until  the  gear  cover  has  been  closed. 

31  Many  eye  injuries  have  been  caused  by  shuttles  flying  from 
looms,  and  shuttle  guards  are  accordingly  important  for  weaving 
equipment. 

32  Steam-heated  drums  or  cylinders  of  slashers,  calenders,  etc., 
should  be  provided  with  relief  valves,  and  a  reducing  valve  with 
pressure  gage  and  safety  valve  on  the  low-pressure  side  of  the  line 
are  important  items  of  safety  equipment  for  the  steam  line  sup- 
plying auxiliaries  of  this  kind. 

33  There  were  1776  accidents  in  one  year  in  Massachusetts 
caused  by  machinery  peculiar  to  the  cotton  mills,  and   903  by 
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machinery  peculiar  to  the  woolen  and  worsted  mills,  making  a  total 
of  2679  for  the  machinery  used  in  these  two  industries, 

34  It  is  intended  to  limit  the  scope  of  this  paper  to  mechanical 
forms  of  protection,  but  passing  attention  may  be  directed  to  the 
importance  of  safe  clothing  for  female  operatives,  such  as  the  use  of 
caps  or  other  methods  of  dressing  the  hair  which  will  reduce  the  danger 
of  its  being  caught  in  the  machinery.  Possibly  we  will  profit  by 
the  experience  of  English  munition  factories  and  replace  the  flowing 
skirt  with  overalls  in  the  textile  industry.  This  plan  is  now  actually 
being  tried  in  some  American  plants. 


*  FiQ.  9    Interlockinq  Guard  fob  Draft  Gears  of.  Rovino  Framx 

This  shows  one  of  the  interlocking  devices  (the  parts  of  which  are  white  in  the  luetore)  de> 
veloped  by  a  machinery  btiilder  for  application  to  his  equipment.  It  is  so  arranged  that  the  door 
cannot  be  opened  while  the  machine  is  running,  and  the  machine  cannot  be  started  until  the  door 
has  been  closed. 

GUARDING  EXISTING  EQUIPMENT 

35  There  are  usually  many  machines  in  each  textile  plant  which 
are  duplicates  of  one  another,  so  that  the  pattern  for  one  guard  may 
apply  to  several  hundred  machines.  Where  the  guards  are  made  by 
the  manufacturer  and  the  expense  of  designing  guards  and  makmg 
patterns,  etc.,  can  thus  be  distributed  over  a  number  of  nulls,  the 
cost  can  be  reduced  to  about  the  lowest  possible  minimum. 

36  In  spite  of  this  condition,  however,  when  we  take  into  con- 
sideration the  fact  that  several  thousand  guards  may  be  required  to 
fully  protect  the  machinery  in  a  single  plant,  it  is  evident  that  the 
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guarding  of  existing  machinery  must  necessarily  be  carried  along 
gradually  so  as  to  distribute  the  labor  and  expense  over  a  period 
of  years. 

QUARDINQ  NEW  EQUIPMENT 

37  New  machinery  is  constantly  being  installed,  however,  and 
at  the  present  time  much  of  this  machinery  is  going  in  in  an  unguarded 
or  partially  guarded  state,  even  though  the  machine  builders  have 
developed  guards  that  are  simple  and  effective  for  most  of  the  danger- 
ous machinery,  and  will  furnish  these  guards  for  new  equipment  at 
little  or  no  increased  cost.  This  is  an  inefficient  way  of  handling 
the  matter,  as  it  is  often  difficult  for  the  mills  to  design  satisfactory 

Shipper  ffod 

(Cover  Shp  afhched  fo  Shipper  Rod 
h)$ifiono:  Frame  dhvirtoBeH' on 
Pulleq.  Cover  may  be  opened. 
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Cover  cannol-  be  opened. 

Cover  for  Draff  6tar  Tram 


Head  End  of  frame 


FiQ.  10    Intbblocking  Guard  fob  Draft  Gears  op  Roving  Frame 

The  gumrd  ■hown  at  the  right  of  thia  picture  preveats  danger  of  a  hand  being  caught  and 
injured,  at  mif^t  occur  were  the  machine  unguarded  as  ahown  on  the  left. 

guards  after  the  machinery  has  been  installed,  and  the  cost  of  the 
latter  method  is  considerably  greater.  Worst  of  all  from  the  safety 
standpoint,  workmen  are  likely  to  be  injured  on  the  unguarded 
machinery  before  it  can  be  protected. 

38  Probably  the  installation  of  unguarded  machines  is  due 
more  than  anything  else  to  the  lack  of  definite  safety  standards 
in  this  country  for  textile  machinery.  As  matters  stand  at  present 
the  different  textile  plants  have  little  opportunity  to  find  out  what 
are  effective  and  practical  guards  which  they  could  use  in  ordering 
new  machinery.  The  machinery  builder  is  also  in  a  quandary,  on 
accoimt  of  the  varying  requirements  of  different  states  and  of  differ- 
ent plants.  If  one  builder  attempts  to  furnish  complete  safeguards  for 
his  equipment  he  is  likely  to  be  underbid  by  a  competitor  who  econo- 
mizes on  cost  by  omitting  the  guards. 
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Fig.  11    Interlockinq  Device  for  Door  Protecting  Head  Gearimq 
OF  Spinning  Frames    (Pat.) 


Fig.  12    Guard  for  Gills  of  Gunny  Roving  Frames 


SAFETY  standards   FOR  TEXTILE  MACHINERY 

39  Probably  the  most  effective  step  toward  overcoming  these 
difficulties  would  be  the  preparation  of  definite  and  authoritative 
safety  standards  which  could  be  used  by  the  factory  manager  in 
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ordering  new  equipment  and  by  the  builder  in  designing  his  ma- 
chinery. If  such  standards  were  prepared  and  given  wide  general 
publicity  they  would  undoubtedly  be  followed  for  most  of  the  future 
installations. 

40  It  would  seem  that  this  might  be  an  excellent  line  of  effort 
for  the  Sub-Conunittee  on  Protection  of  Industrial  Workers  of  the 
Society,  or  for  a  special  committee  which  might  be  appointed  in  the 
Society.  The  textile  section  of  the  National  Safety  Council  at  its 
Annual  Congress  in  New  York  of  this  year  went  on  record  in  favor 


FiQ.  13    Shuttle  Guard  on  Loom 

This  illustrates  one  of  the  standard  shuttle  suards  used  on  looms. 
of  unguarded  gears  which  are  quite  prevalent  on  this  machinery.) 


(It  also  shows  a  number 


of  such  standards,  and  voted  to  appoint  a  conmiittee  which  would 
cooperate  with  any  others  interested  in  drawing  up  safety  stand- 
ards for  the  textile  industry. 

41  Much  work  in  the  way  of  developing  satisfactory  safety 
devices  for  this  machinery  has  already  been  done,  and  provisions 
such  as  the  following,  each  one  of  which  has  been  put  into  practical 
use  by  one  or  more  plants,  might  well  be  included  in  these  standards; 

General  Standards  por  All  Textile  Machines 

1  All  gears  and  sprockets  exposed  to  contact  shall  be  completely  en- 
closed, or  have  a  band  guard  around  the  face  of  the  gear  or  sprocket  with  side 
flanges  extending  inward  beyond  root  of  teeth,  of  such  design  and  arrangement 
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that  a  finger  cannot  project  through,  over,  around,  or  underneath  the  guard  aod 
be  caught  in  mesh  point  of  gears  or  contact  point  of  chain  and  sprocket. 

2  All  dangerous  projections  on  revolving  shafting  such  as  protruding  set 
screws,  keys,  bolts,  and  couplings,  shall  be  made  flush  with  the  surface  or  effec- 
tively guarded  in  such  a  manner  as  will  prevent  their  catching  clothing  of  per- 
sons which  may  come  in  contact  with  them.  Projecting  ends  of  beater  shafts 
shall  be  encased  or  otherwise  effectively  guarded. 

3  Driving  belts  shall  be  equipped  with  mechanical  shifters. 

Additional  Standards  for  Certain  Textile  Machines 

Pickers.  All  beater  covers  and  doors  which  can  be  p-eached  while  the  ma- 
chine is  running,  shall  be  equipped  with  interlocking  devices  which  prevent  their 
being  opened  while  the  machine  is  in  operation  and  the  machine  being  started 
until  the  covers  are  in  place. 

Cards.  Cylinder  covers  or  doors  shall  be  equipped  with  interlocking  devices 
which  prevent  their  being  opened  while  the  machine  is  in  operation  and  the 
machine  being  started  until  the  covers  are  in  place. 

Lap  Machines  and  DovbUrs.  These  machines  shall  be  provided  with  'mUs- 
locking  guards  which  will  prevent  the  operator  from  coming  in  contact  with  the 
in-running  roUs  while  they  are  in  motion. 

Drawing f  Winding^  Ring  Spinning  and  TwisUng  Frames,  Etc.  Covers  or  doon 
giving  access  to  head-end  gearing  of  these  machines  shall  be  equipped  with  inter- 
locking devices  which  prevent  their  being  opened  while  the  machine  is  in  op^a- 
tion  or  the  machine  being  started  until  the  covers  are  in  place.  A  guard  shall  be 
placed  in  front  of  the  driving  pulley  which  will  effectively  guard  the  point  of  con- 
tact between  the  belt  and  pulley.^ 

Loams.    Looms  shall  be  provided  with  effective  shuttle  guards. 


PROTECTION  AGAINST  INCREASING  ACCIDENT  COST 

42  Two  years  ago  the  rate  for  compensation  insurance  on  cotton 
mills  in  Massachusetts  was  45  cents  per  hundred  dollars  of  payroll, 
and  it  was  similarly  low  in  other  states.  This  rate  was  found  to  be 
inadequate  to  cover  the  accident  cost  even  at  that  time,  and  since 
then  two  or  three  legislative  changes  increasing  the  benefits  to  em- 
ployees have  been  made.  As  a  result  the  insurance  rate  for  cotton 
mills  has  about  doubled,  and  it  is  likely  to  keep  on  increasing  from 
year  to  year  as  the  benefits  of  the  compensation  acts  are  further 
extended  by  subsequent  legislatures. 

43  The  accident  records,  as  already  mentioned,  show  that 
mechanical  accidents  are  the  most  serious  and  that  the  textile  plants 
have  an  abnormaUy  high  proportion  of  these  accidents.  So  long  as 
this  condition  exists  the  cost  of  compensation  insurance  for  the 

1  Belt  guards  should  also  be  provided  for  other  machines,  but  they  can  usu- 
ally be  furnished  more  advantageous^  by  the  purchaser  than  by  the  machinery 
builder. 
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textile  industry  will  be  high;  but  there  is  one  eflfective  way  to  reduce 
this  cost,  and  that  is  by  reducing  the  accidents.  Many  employers 
have  already  eliminated  50  per  cent,  60  per  cent  and  even  80  per 
cent  of  the  injuries  to  their  employees. 

44  No  employer  wants  to  see  the  people  who  work  for  him  need- 
lessly injured;  this  can  be  taken'as  a  matter  of  course.  It  is  a  new 
fact  to  most  business  men,  however,  that  it  is  possible,  through  the 
prevention  of  injuries,  to  cut  in  two  an  important  item  of  manufac- 
turing cost.  When  this  is  made  clear,  accident  prevention  imme- 
diately commands  the  attention  of  both  the  engineer  and  the  manager, 
as  a  matter  of  plant  efficiency. 


DISCUSSION 

John  W.  Upp  (written).  Few  realize  the  vast  number  of  minor 
accidents  that  occur  in  our  workshops  and  factories,  or  have  any 
adequate  conception  of  the  aggregate  cost  of  such  accidents  imtil 
they  make  up  their  yearly  reports  or  look  at  classifications  of  acci- 
dents such  as  are  presented  in  Table  2  of  the  paper.  As  we  gain  in  ex- 
perience we  find  that  the  majority  of  these  accidents  are  preventable 
if  we  install  safety  appliances  and  then  see  that  these  appliances  are 
guarded  and  kept  in  place  after  the  first  installation. 

We  are  very  much  pleased  to  find  that  the  author  recommends 
those  machine  guards  which  are  interlocking,  and  that  they  compel  the 
operators  to  use  them.  Gears  are  indispensable  on  many  machines 
and  must  frequently  be  used  in  exposed  positions,  but  they  can  and 
should  be  provided  with  adequate  guards.  Belts,  fortunately,  arc 
beginning  to  give  way  to  direct  drive,  but  there  are  still  enough  of 
them  in  use  to  warrant  special  attention  being  given  to  guarding,  for 
they  are  even  more  hazardous  to  the  woman  worker  than  gears. 

In  the  various  factories  in  which  the  writer  is  interested  we  have 
found  our  safety-committee  work  the  most  profitable  single  under- 
taking with  which  we  deal.  We  give  the  committees  complete 
authority;  they  can  discipline  those  operators  who  jeopardize  their 
own  interests  or  those  of  others  when  they  remove  guards,  and 
they  analyze  each  accident  report  and  do  not  dispose  of  it  imtil  they 
have  indicated  a  means  of  preventing  similar  accidents  in  the  future. 

George  R.  Wadleigh  said  that  in  regard  to  the  belting,  par- 
ticularly in  the  spinning  room,  which  is  equipped  with  what  is  known 
as  the  Lockwood,  Greene  drive,  it  seemed  impossible  in  that  case  to 
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run  a  belt  guard  from  the  floor  up  to  a  height  of  6  ft.  This,  in  his 
opinion,  was  more  or  less  unnecessary,  but  at  the  same  time  it  was 
the  law  in  some  of  the  states.  Another  requirement  in  several  of  the 
states  was  a  screen  around  large  belts.  In  their  records  of  accidents 
going  back  five  years,  in  a  number  of  textile  mills  they  had  only  one 
case  of  any  one  being  injured  by  falling  against  a  main  driving  belt. 

W.  G.  Duncan  said  that  manufacturers  had  had  a  great  deal 
of  trouble,  not  only  in  regard  to  the  lack  of  uniformity  of  standards 
between  one  state  and  another,  but  between  the  various  whims  of 
the  different  state  inspectors.  He  thought  also  that  the  legislatures 
had  made  a  mistake  in  passing  laws  which  were  entirely  too  man- 
datory and  which  left  to  the  safety  department  of  the  state  or  the 
chief  engineers  and  inspectors  no  room  for  the  exercise  of  any  judg- 
ment whatever.  His  company  had  been  very  much  annoyed  in  put- 
ting on  a  set  of  guards  which  were  satisfactory  to  the  state  inspectors 
one  year,  and  then  being  told  the  next  year  that  they  were  worse 
than  useless  and  must  be  replaced  by  something  else.  It  seemed  to 
him  that  the  first  step  in  this  matter  was  to  bring  about  a  standardi- 
zation of  safety  devices. 

P.  A.  McKiTTRicK  emphasized  the  need  for  standards,  stating 
that  his  company  sold  machinery  to  manufacturers  in  nearly  every 
state  in  the  Union  and  practically  every  country  in  the  world,  and 
that  it  was  necessary  for  them  to  have  very  many  sets  of  patterns— 
what  was  good  and  sufficient  for  one  was  not  for  another.  This 
burden  was  entirely  on  the  machinery  builder,  because  his  company 
had  never  succeeded  in  getting  any  recompense  for  the  additional 
work. 

Richard  B.  Gregg  ^  asked  the  author  whether  there  were  any 
figures  which  showed  the  distribution  of  accidents  throughout  the 
day  and  week;  that  was  to  say,  were  there  more  accidents  the  first 
thing  on  Monday  morning  than  there  were  the  first  thing,  say,  on 
Thursday  morning?  Were  there  any  more  accidents  at  the  end  of 
the  working  period  along  at  11.30  or  12  o'clock,  or  5.30  or  6  o'clock, 
than  there  were  at  other  times  in  the  day?  He  thought  that  was 
sometimes  an  element  in  the  human  factor  which  was  overlooked,  as 
sometimes  we  ascribed  accidents  to  sheer  carelessness  which  were 
really  due  to  fatigue  of  the  operator. 

»  814  Flatiron  Bldg.,  New  York  City. 
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William  D.  Harts^iorne  said  in  regard  to  the  time  of  day 
accidents  occurred,  that  for  some  10  or  15  years  while  he  was  con- 
nected with  the  Arlington  Mills,  at  Lawrence,  Mass.,  there  was  kept 
an  accurate  account  of  every  accident,  the  hour  at  which  it  occurred, 
the  cause  of  it,  and  every  detail  about  it,  and  he  would  say  that 
there  was  no  question  but  what  there  was  a  material  difference  in 
the  nature  of  the  accidents  which  occurred  at  different  hours  of  the 
day,  and  that  there  were  many  accidents  which  occurred  on  Monday 
morning  which,  taken  in  connection  with  the  circumstances  which 
surrounded  them,  were  certainly  well  worthy  of  special  considera- 
tion. 

S.  C.  CoEY  said  that  he  had  made  somewhat  of  a  study  of  the 
time  of  day  of  accidents  in  the  steel  industry,  and  found  that  in  the 
case  of  the  Youngstown  Sheet  &  Tube  Co.  the  greatest  number 
came  along  in  the  morning  hours,  about  10.30,  and  that  thereafter 
another  peak  in  the  accidents  occurred  in  the  afternoon.  The 
peculiar  thing  about  this  time  of  greatest  accidents  was  the  fact  that 
it  was  at  the  same  hour  as  the  peak  in  the  power  curve,  showing  that 
the  rate  of  doing  work  in  the  plant  and  the  number  of  accidents  had 
a  certain  definite  relation.  He  had  been  connected  with  the  Cellu- 
loid Company,  of  Newark,  for  the  last  few  months  and  had  had  a 
curve  drawn  up  along  the  same  lines,  which  showed  the  same  general 
results  in  that  industry  as  in  the  steel  industry. 

Allan  D.  Risteen  said  that  in  making  reports  of  accidents, 
where  the  hour  was  not  recorded  at  once  there  was  a  certain  psycho- 
logical factor  that  influenced  the  man  who  was  filling  out  the  blank 
not  to  set  the  hour  at  opening  or  closing  time,  but  somewhere  in  be- 
tween. He  did  not  mean  to  say  that  that  was  wholly  responsible  for 
the  peaks  in  the  morning  and  afternoon  curves,  but  desired  to  call 
attention  to  the  fact  that  there  was  certainly  an  influence  of  that 
kind  which  tended  to  emphasize  the  peaks,  and  which  should  be 
considered  when  statistics  were  being  studied. 

The  Author,  in  closing,  said  that  he  desired  to  speak  a  word  in 
behalf  of  the  machinery  manufacturer,  and  that  was  this:  That  the 
man  who  used  the  machinery  was  paying  the  money,  and  he  was  reaUy 
the  one  who  held  the  key  to  the  situation.  They  had  found  in  the 
U.  S.  Steel  Corporation  that  when  they  got  out  definite  specifications 
for  new  machinery  showing  what  they  wanted,  the  manufacturer 
gave  it  to  them,  but  until  they  adopted  that  plan  they  had  quite  a 


Digitized  by  VjOOQIC 


1070  ACCIDENT  PREVENTION   IN   TEXTILE   INDUSTRY 

variety  of  results.  That  would  be  taken  (Jare*  of  by  the  definite 
standards  suggested  in  the  paper  —  the  machinery  builder  would 
know  what  he  had  to  give  and  the  employer  would  be  assisted  in 
securing  the  best. 

Replying  to  Mr.  Wadleigh,  he  said  that  he  had  neyer  been  in 
sympathy  with  the  6-  or  7-ft.  height  specified  for  the  belt  guard 
in  some  cases.  He  had  asked  a  number  of  safety  engineers  if  they 
had  ever  known  of  an  accident  in  a  case  of  a  belt  guard  which  was 
run  to  a  height  of  3  ft.  6  in.  from  the  floor,  and  had  never  been  able 
to  find  a  record  of  such  an  accident  which  could  have  been  prevented 
by  the  higher  guard.  A  committee  of  engineers  of  the  insurance 
companies  he  was  connected  with  was  working  on  this  matter,  and 
had  called  a  conference  to  which  representatives  from  the  New  York, 
Massachusetts,  Pennsylvania,  New  Jersey,  Wisconsin  and  other 
labor  departments  were  invited,  in  an  effort  to  get  uniform  standards 
adopted  in  all  these  states  which  would  be  practicable  and  would  not 
go  too  far,  as  it  was  now  felt  some  of  these  standards  did.  He  thought 
it  would  be  of  great  value  to  the  employers  in  the  different  states  and 
quite  a  step  forward  if  this  could  be  done. 

The  question  of  an  overhead  belt  guard  had.  been  raised,  and 
he  knew  of  one  or  two  cases  of  serious  injury  or  death  from  the 
breaking  of  overhead  belts.  That  did  not  happen  often  in  any 
one  plant,  but  where  there  were  several  thousand  plants  located  in 
each  state  a  number  of  accidents  occurred  every  year,  and  he  thought 
it  was  desirable  to  guard  12-in.  or  wider  belts  —  when  they  were  fast- 
running  belts. 

The  question  of  standardization  was  largely  up  to  the  insurance 
inspector  and  state  inspectors  in  getting  uniform  results,  but  he 
thought  the  Society  could  exercise  an  excellent  influence  in  bringing 
about  a  more  general  uniformity  in  standardization. 

The  question  of  the  time  of  day  at  which  accidents  occurred  had 
been  pretty  well  discussed.  He  had  made  a  number  of  such  analyses 
and  studied  a  good  many  others,  and  found  that  almost  invariably 
both  in  this  country  and  abroad  the  accident*  rate  increased  grad- 
ually until  within  about  an  hour  of  the  end  of  the  turn,  both  in  the 
forenoon  and  afternoon,  and  then  dropped  off.  There  it  seemed 
that  the  employees  got  their  second  wind  and  began  to  pick  up  a 
little  and  look  toward  the  closing  of  the  day.  That  was  such  a 
constant  condition  that  he  hardly  thought  it  could  be  due  to  the 
makeup  of  the  report,  and  he  thought  it  did  represent  the  psycho- 
logical and  physical  condition  of  the  employee.     In  regard  to  a 
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relation  between  the  peak  of  the  load  and  the  frequency  of  accidents, 
the  load  in  the  textile  industry  was  apt  to  be  pretty  even,  so  that 
there  was  not  the  variation  due  to  the  human  factor  that  would  be 
found,  say,  in  the  steel  industry. 
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No.  1626 

THE    MOISTURE     CONTENT    OF    TEXTILES 
AND  SOME  OF   ITS   EFFECTS 

By  Wiluam  D.  Hartshornb,  Methuen,  Mars. 
Member  of  the  Society 

With  mcUeriala  as  valitable  as  ailkf  wool,  flax  and  cotton^  and  suck  of  their  prod- 
ucts as  are  sold  hy  weighit  the  actual  weighing  of  the  moisture  they  rnay  happen  to 
contain  at  the  time  of  sale  is  of  evident  importance  to  both  buyer  and  seller,  when  it 
is  once  understood  what  slight  changes  of  circumstances  can  cause  a  loss  or  gain  in 
weight  involving  thousands  of  dollars  in  many  every-day  transactions. 

When  such  materials  are  bought  and  sold  on  a  conditioned  weight  basis,  the 
standard  dry  weight  of  a  shipmerU  is  obtained,  upon  which  certain  percentages  of 
**  regain  "  or  added  weight  are  allowed,  varying  wOh  the  hygroscopic  capacity  of  each 
doss  of  material.  The  author,  after  an  investigation  covering  a  period  of  over  twenty 
years,  has  developed  a  set  of  laws  governing  regain  in  cotton  and  worsted,  which  are 
set  forth  in  the  paper  with  particulars  regarding  their  derivation,  and  are  accompanied 
by  numerous  charts  and  tables  for  facilitating  calculations, 

'T^HE  investigations  recorded  in  this  paper  were  begun  in  a  com- 
paKvtively  crude  way  for  a  strictly  limited  commercial  pur- 
pose,  but  it  soon  became  apparent  that  a  fundamental  study  of  the 
subject  of  moisture  content  of  materials  was  needed  in  all  branches 
of  textile  manufacture.  Indeed,  this  had  become  evident  to  the 
writer  in  his  still  earlier  attempts  to  produce  and  maintain  good 
spinning  conditions  by  temperature  and  humidity  control  for  a 
single  worsted  spinning  frame  in  a  small  closed  room.  Dog-day 
weather  in  summer  and  electrical  effects  in  winter  were  equally 
important  to  combat,  and  in  an  effort  to  offset  the  latter,  dog-day 
results  were  easily  reproduced  in  midwinter. 

2  The  relative  equilibrium  of  the  moisture  content  of  the  fiber 
to  the  surrounding  atmosphere  was  evidently  the  key  to  at  least  one 
phase  of  the  problem.  When  the  laws  of  equilibrium  relating  to 
weight  had  been  definitely  established,  and  when,  as  relating  to 
dimensions,  the  fact  had  been  demonstrated  that  the  effect  of  ab 
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sorbing  moisture  upon  both  wool  and  cotton  fibers  was  not  only  to 
swell  them  but  to  lengthen  them,  rather  than  shorten  them,  as  had 
sometimes  been  erroneously  contended,  one  of  the  most  important 
conditions  for  good  or  bad  work  at  the  spinning  frame  became  evi- 
dent and  demonstrable. 

3  The  smoothness  and  evenness  of  a  thread  are  depend^t 
upon  the  relation  of  its  moisture  content  to  the  surrounding  atmos- 
phere at  the  time  of  spinning;  and  many  of  the  hitherto  pusding 
defects  in  a  finished  fabric  are  explainable,  and  the  remedy  or  method 
of  prevention  rendered  obvious,  as  soon  as  the  correct  relationship 
of  these  facts  to  weaving  and  fabric-finishing  conditions  is  appre- 
hended. 

4  Moreover,  the  effects  of  moisture  content  upon  strength  and 
elasticity  are  not  less  important,  both  in  manufacturing  processes 
and  the  commercial  use  of  textiles.  This  may  be  illustrated  by  the 
comparatively  recent  observation  that  the  strength  of  the  standard 
make  of  cotton  tire  fabric  (and  other  cotton  fabrics  have  been  shown 
to  follow  a  similar  though  not  identical  law)  increases  approximately 
7  per  cent  for  each  1  per  cent  increase  in  moisture  content,  reck- 
oned from  the  bone-dry  state,  up  to  (curve  not  yet  accurately  de- 
termined) approximately  8  to  8}  per  cent. 

5  The  most  significant  effects  of  moisture  content  upon  textiles 
may  be  classified  under  three  general  heads: 

i    Weight 
II    Dimensions 
III    Strength  and  Elasticity. 

6  Under  these  respective  heads,  among  the  different  textile 
materials  there  is  great  diversity  of  effect,  and  as  a  consequence  a 
great  divergency  in  unverified  opinion.  Research  has,  it  is  true, 
established  beyond  reasonable  controversy  some  of  the  essential 
data  requisite  for  further  study,  and  commercial  precedent  has 
recognized  the  necessity  for  standards  in  measuring  some  of  these 
effects;  but  it  is  from  the  economic  advance  in  the  manufacture 
and  the  skilled  usage  of  such  materials  that  the  greatest  demand 
for  accurate  knowledge  is  gradually  coming. 

7  The  most  obvious  of  these  effects  is  weight,  and  to  this  factor 
the  present  paper  is  mainly  devoted. 

8  To  conditions  causing  changes  in  weight  much  more  ^ective 
study  has  been  given  than  to  those  causing  changes  in  dimensions 
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or  strength  and  elasticity.  These  latter  are  complicated  by  other 
factors,  such  as  twist  or  weave,  which  tend  to  increase  or  diminish 
the  ordinary  effects  of  moistm^. 

BPFECT  OP  MOISTURE   CONTENT  ON  WEIGHT 

9  In  measuring  weight,  long  before  any  exact  causal  relation- 
ship had  been  established  between  the  various  factors,  certain  stand- 
ards of  moisture  content  for  the  principal  textile  materials,  such  as 
silk,  wool,  cotton  and  flax  and  their  manufactured  products,  had 
been  established  by  custom  and  to  some  extent  sanctioned  by  law 
in  the  principal  continental  markets  and  in  England  as  a  basis 'for 
purchase  and  sale. 

10  Variations  in  weight  between  different  materials  due  to  their 
individual  hygroscopic  properties  as  affected  by  atmospheric  changes 
alone  were  thus  recognized,  and  a  standard  basis  for  figuring  the 
standard  allowances  agreed  upon  was  also  adopted  and  with  few 
exceptions  has  been  steadily  adhered  to.^  This  standard  basis  was 
obtained  by  determining  the  average  loss  in  moisture  of  a  series  of 
representative  samples  from  the  lot  of  material  in  question  by  drying 
them  in  a  proper  oven  at  a  temperature  of  221  to  230  deg.  fahr.  until 
they  ceased  to  lose  weight,  or  until  the  rate  of  loss  had  reached  a 
prescribed  minimum.^ 

11  The  standard  allowances  made  upon  this  "standard"  dry 
basis  of  weight  (sometimes  called  the  bone-dry  or  the  absolutely 
dry  basis)  are  commercially  called  "regains,"  a  nomenclature  liable 
to  misconception  and  misapplication  which  it  is  important  at  the 
outset  to  avoid  both  in  practical  use  and  theoretical  study.  The 
hygroscopic  capacity  and  other  properties  of  both  wool  and  cotton, 
for  instance,  are  well  known  to  be  materially  affected  both  by  the 

^  Notes  on  Sampling  and  Testing  (1913  edition),  issued  by  the  Manchester 
Chamber  of  Commerce  Testing  House,  gives  a  fairly  good  summary  of  what 
might  be  called  the  most  general  standards  used  for  textile  materials.  "The 
various  standards  of  moisture  were  first  authoritatively  fixed  at  the  'International 
Congress  for  the  Establishment  of  a  Uniform  System  of  Numbering  Yam,*  held 
at  Turin  in  October,  1875." 

"  Notes  on  Sampling  and  Testing,  pp.  15-16:  "The  temperature  adopted  by 
the  Manchester  Testing  House  for  drying  cotton  is  212  deg.  fahr.  It  may  at 
once  be  said  that  this  temperature  is  some  10  to  15  deg.  lower  than  that  used  at 
the  large  continental  conditioning  houses  during  the  last  half  century,  and  it  is 
not  clear  how  the  testing  house  came  to  adopt  the  lower  temperature  of  212  deg." 

The  increased  loss  in  drying  cotton  at  220  to  230  deg.,  if  properly  conducted, 
is,  as  given  by  the  same  authority,  less  than  )  of  1  per  cent. 
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temperature  at  which  they  are  dried  and  the  length  of  exposure  to 
a  drying  and  oxidizing  atmosphere. 

12  In  the  case  of  cotton  in  its  natural  state  as  it  comes  from  the 
bale,  it  has  been  observed  that  mere  exposure  to  the  air  for  some 
months  materially  affects  the  hygroscopic  capacity  of  the  mass. 
This  is  in  part  no  doubt  due  to  the  presence  of  extraneous  materials, 
such  as  "leaf"  from  the  cotton  plant,  but  also  probably  to  the  grad- 
ual hardening  of  the  waterproof  coating  of  waxlike  material  with 
which  the  cotton  fiber  is  covered;  and  which,  though  itself  non- 
nitrogenous  and  non-hygroscopic,  appears  to  be  incorporated  with 
or  to  cover  another  coating  both  nitrogenous  and  more  hygroscopic 
than  cotton  itself. 

13  The  processes  of  mill  preparation,  especially  combing,  elimi- 
nate any  appreciable  effect  of  "leaf"  upon  moisture  capacity,  but 
the  "pectose"  matters,  as  the  coverings  are  sometimes  termed, 
remain  with  varying  capacities  for  change  imtil  removed  in  the 
process  of  boiling  off  for  dyeing,  bleaching  or  mercerizing.  Each  of 
these  processes  has  its  own  important  effect  upon  the  hygroscopic 
capacity  of  the  manufactured  product  which  need  not  be  considered 
here. 

14  In  the  case  of  wool  as  it  comes  from  the  sheep's  back,  there 
is  also  a  natural  and  ver^r  complex  coating.  Part  of  this,  the  true 
wool  grease,  resembles  in  some  respects  the  waxlike  part  of  the 
cotton  coating,  but  in  its  undecoraposed  state  is  a  complex  fatty 
acid  compound  with  various  bases,  known  chemically  as  chlorestin 
and  its  isoforms,  forming  fat-like  bodies  of  various  melting  points 
whose  function  on  the  sheep  is  to  keep  the  individual  wool  fibers 
lubricated.  These  fat-Uke  bodies,  or  "esters"  as  they  are  some- 
times called,  differ  from  mutton  fat  or  beef  fat  in  not  having  glycer- 
ine as  a  base  and  being  much  more  difficult  to  saponify  with  either 
caustic  soda  or  caustic  potash  into  true  soluble  soaps.  Neverthe- 
less they  readily  emulsify  with  soaps  and  alkalis  and  may  be  thus 
removed,  as  in  the  ordinary  soap-scouring  method  of  wool  washing. 
Another  distinct  portion,  left  on  the  wool  when  the  true  grease  is 
removed  by  petroleum  ether  or  naphtha,  is  also  a  complex  compound 
of  fatty  acids  (similar  to  those  found  in  the  grease)  with  ahnost 
pure  potash,  forming  natural  soaps  of  excellent  detergent  properties 
and  being  sufficient  in  amount  in  most  wools  to  fully  cleanse  them 
without  the  use  of  any  other  soap  after  the  grease  proper  has  been 

^  Robert  E.  Naumburg,  in  Trans.  National  Association  of  Ck>tton  Manu- 
facturers, vol.  100  (1916),  P.J385. 
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separately  removed.  This  "sweaty"  matter  is  very  hygroscopic 
—  much  more  so  than  the  wool  itself;  and  may  be  the  occasion  of 
material  differences  in  judgment  as  to  the  probable  shrinkage  of  a 
given  lot  of  wool  examined  under  different  circumstances. 

15  With  materials  as  valuable  as  silk,  wool  and  cotton  and 
such  of  their  products  as  are  sold  by  weight,  the  actual  weighing  of 
the  water  they  may  happen  to  contain  at  the  time  of  sale  is  of  evi- 
dent importance  to  both  buyer  and  seller  when  it  is  once  under- 
i^tood  what  slight  changes  of  circumstances  can  cause  a  loss  or  gain 
in  weight  involving  thousands  of  dollars  in  many  everyday  tran- 
sactions. 

16  The  standard  condition  upon  which  worsted  yarn  and  tops 
combed  without  oil  have  long  been  bought  and  sold  in  England  and 
on  the  Continent  allows  18i  per  cent  regain  or  added  weight  to  the 
standard  dry-weight  condition.^  The  standard  for  silk  is  11  per 
cent  and  for  cotton  is  8J  per  cent.  Until  recently  no  standards 
except  for  silk,  which  is  the  same  the  world  over,  had  been  generally 
recognized  in  the  United  States.'^ 

17  Theoretically,  it  makes  no  difference  whether  the  standard 
condition  of  regain  be  assumed  at  one  figure  or  another  provided 
that  the  actual  condition  is  known  and  that  some  standard  has  been 
agreed  upon  between  buyer  and  seller.  Practically,  however,  it  is 
desirable  that  the  standard  condition  be  somewhere  near  the  aver- 
age expected  for  the  country  in  which  the  transaction  takes  place, 
and  that  at  the  time  of  delivery  the  material  shall  in  its  whole  mass 
be  as  near  as  may  be  in  this  standard  condition.  If  the  latter  were 
not  so,  it  might  be  difficult  to  allow  accurately,  to  the  satisfaction 

*  For  tops  combed  in  oil  the  Bradford,  England,  standard  is  19  per  cent 
moisture  regain.  This  seems  a  curious  anomaly,  but  is  explained  by  the  manager 
of  the  Bradford  Conditioning  House  as  simply  a  trade  custom  of  long  standing. 

«  The  following  resolution  was  unanimously  adopted  at  the  Annual  Meet- 
ing, April  1916,  of  the  National  Association  of  Cotton  Manufacturers.  Sec  Trans., 
vol.  100,  p.  416: 

Rbsolvbd.  That  the  National  Association  of  Cotton  Manufacturers,  in  con- 
vention assembled,  approve  the  adoption  in  this  country  of  8i  per  cent  moisture 
content  reckoned  on  the  so-called  bone-dry  or  standard  dry  weighty  for  all  com- 
mercial transactions  in  baled  cotton  and  cotton  yams,  in  harmony  with  prevailing 
international  custom. 

That  in  the  absence  of  any  sufficient  reason  to  the  contrary  (which  there 
may  be  in  some  cases),  this  state  of  moisture  content  is  approved  for  all  ordinary 
quaUty  and  quantity  tests  and  measurements,  from  the  cotton  fiber  to  the  cotton 
fabric. 

That  in  any  transaction  where  a  different  condition  is  by  custom  or  agree- 
ment preferred,  that  condition  should  be  carefully  specified  within  practical 
limits. 
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of  both  parties,  for  the  changes  m  weight  which  might  easily  take 
place  in  transit  or'  upon  exposure  to  conditions  greatly  different 
from  those  under  which  the  material  was  originally  packed. 

18  It  was  the  recognition  of  these  commercial  features  relating 
to  weight  which  led  the  writer  to  derive  and  compile  the  data  in 
this  paper  covering  a  period  of  over  twenty  years. 

CORROBORATION  OF  15  PER  CENT  REGAIN  FOR  WORSTED 

19  The  importation  of  worsted  yams  and  tops  into  this  country 
under  foreign  exporting  conditions,  owing  to  the  loss  of  weight  sus- 
tained upon  storage  here,  had  given  the  impression  that  there  must 
be  at  least  2  or  3  per  cent  difference  in  weight  due  to  climatic  reasons. 

20  It  was  important,  therefore,  in  developing  the  new  American 
industry  of  combing  tops  for  the  trade,  to  adopt  a  standard  believed 
to  be  safe  for  this  country.  This  was  put  at  the  arbitrary  figure  of 
15  per  cent  regain,  an  amount  easy  to  calculate  and  also  within 
expected  limits.  It  seemed  best,  however,  to  determine  with  some 
degree  of  certainty  how  near  this  figure  was  to  the  average  natural 
condition  corresponding  to  some  one  locality,  such  as  Lawrence, 
Mass. 

21  With  this  object  in  view,  a  skein  of  worsted  yam,  2/42 
Australian,  combed  in  oil  and  spun  on  the  Bradford  system,  was 
prepared  whose  absolute  or  rather  "standard"  dry  weight  was  care- 
fully determined  by  weighing  and  testing  other  skeins  of  the  same 
material  under  exactly  like  conditions.  This  method  of  using  sub- 
stitute skeins  was  adopted  to  avoid  the  known  effects  of  heat  in 
changing  the  hygroscopic  property  of  wool  and.  other  fibers.^ 

^  In  a  discussion  of  this  subject  before  the  New  England  Cotton  Manufac- 
turers' Association,  vol.  79,  p.  221,  the  author  emphasizes  the  importance  of  this 
point  to  textile  manufacturers  in  their  ordinary  business  of  drying  fabrics,  by 
stating:  '^  When  wool  —  and  the  same  is  true  of  cotton,  though  perhaps  to  a  less 
degree  —  has  been  once  thoroughly  dried  at  any  such  temperature  as  is  neces- 
sary to  bring  the  material  to  what  is  called  the  absolutely  dry  state,  there  is  a 
decided  loss  of  hygroscopic  property;  and  a  skein  of  yam  so  treated  does  not 
naturally  return  again  to  the  same  moistm>e  state  that  a  similar  skein  would 
under  like  conditions  have  reached,  which  had  not  been  so  overheated.  In  the 
case  of  dr3ring  worsted  fabrics  particularly,  it  is  extremely  important,  if  you 
wish  to  retain  their  natural  hygroscopic  property,  not  to  overheat  them  in  the 
drying  process.  It  is  extremely  necessary  also,  in  top  manufacturing,  not  to 
overheat  worsted  stock  at  any  time  in  the  process  of  manufacture,  or  you  will 
seriously  injure  its  working  property  as  well  as  its  hygroscopic  property." 
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22  lliis  skein  was  then  hung  up  in  a^  open  shed,  protected 
from  sun  and  rain  but  having  good  ventilation  so  that  it  could  be 
considered  as  fairly  representing  the  changes  due  to  exterior  atmos- 
pheric conditions  uncomplicated  by  sunshine  or  rain.  Its  weight 
was  then  carefully  taken  and  recorded  ten  times  a  day,  at  approxi- 
mately equal  intervals  for  a  period  of  one  year,  and  for  every  day  in 
the  year  except  Sundays  and  holidays.  Records  were  also  kept  of 
the  temperature  and  relative  humidity,  as  obtained  from  the  read- 
ings of  a  set  of  wet-  and  dry-bulb  thermometers  Jocated  within  a  few 

TABLE  1    VARIATIONS  IN  WEIGHT  OF  SKEIN  OF  WORSTED  FOR  ONE  YEAR 


May 

Jun* 

July 

Aucmt.... 
SapUmbw. 
Oetob«r... 
NoTwnbar 
Dteembar. 
January... 
February.. 

Marah 

April 


Lowest 
day 


Per 
cent 


n.ao 

13.01 
14.96 
14.46 
12.19 
13.61 
16.60 
16.41 
13.64 
12.79 
11.93 
9.03 


DaU 


17th 

19th 
26th 

9th 
24th 
18th 
22d 
27th 

4th 
26th 
27th 
30th 


HiffhMt 
day 


Per 
oent 


21.60 

26.92 
23.96 
22.00 
23.27 
22.71 
31.77 
80.70 
34.26 
29.92 
27  JO 
21.89 


Date 


27th 

29th 
17th 
13th 
nth 

8th 
26th 

2d 
26th 

6th 

2d 

2d 


Lowest 
obaervation 


Per 
oent 


9.7 

10.7 
12.9 
12.6 
11.6 
12.2 
14.1 
13.0 
13.0 
12.2 
10.2 
7.3 


Date 


17th 

14th 
3rd 
21st 
24th 
18th 
4th 
27th 
29th 
26th 
27th 
30th 


Highest 
obeervation 


Per 
oent 


22.0 

27^ 
26.6 
22.9 
26.9 
28.0 
36.1 
33.7 
34.9 
33.4 
28.8 
24.0 


Date. 


6th 

knd 
27th] 
28th 

1st 
13th 
26th 
14th 
26th 

2d 
26th 

6th 
20th 

2d 


Greatest  differ- 
enoe  in  24  hours 


Per 
cent 


8.2 

10.0 
9.1 
8.7 
12.1 
11.3 
19.1 
16.1 
16.1 
17J 
16.4 
12.2 


DaU 


6th  to   7th 


6th 

1st 

7th 

26th 

28th 

26th 

2d 

24th 

6th 

30th 

1st 


to  6th 
to  2d 
to  8th 
to  27th 
to  29th 
to  27th 
to  Sd 
to26tk 
to  7th 
to  31st 
to   2d 


General  average  ^y  the  month)  for  the  year,  17.46  per  oent. 

Lowest  average  periods,  (April)  14.16  and  (May)  14.86  per  oent. 

Highest  average  periods,  (November)  22.02  and  (December)  19.28  per  oent. 

Lowest  obeervation  (April  30).  7.3  per  oent. 

Highest  obeervation  (November  26).  36.1  per  cent. 

feet  of  this  skein  and  taken  at  the  time  of  each  weighing,  except 
for  a  short  time  in  winter,  when  the  humidity  observations  were 
omitted  owing  to  the  difficulty  of  obtaining  them  accurately  at  low 
temperatures. 

23  Table  1  shows  the  variations  in  weight  of  this  skein,  which 
were  remarkable,  ranging  from  a  little  over  7  per  cent  to  as  high  as 
35  per  cent  on  the  calculated  dry  weight.  There  were  occasional 
variations  of  16  or  even  19  per  cent  in  24  hours. 

24  Aside  from  the  temporary  extreme  changes,  there  seemed  to 
be  a  fairly  regular  diurnal  variation,  the  weight  being  generally 
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greater  in  the  morning  and  less  in  the  afternoon.  This  may  per- 
haps be  best  exemplified  by  Fig.  1,  representing  the  average  of  the 
daily  weighings  of  this  skein  for  each  respective  hour  named  thereon 
throughout  the  year.  The  weights  are  given  on  the  basis  of  100 
parts  for  the  absolutely  dry  weight,  so  that  the  regain  percentage  is 
at  once  shown.  Fig.  1  shows  that  on  the  average  there  was,  for 
that  year  at  least  and  for  that  skein,  a  difference  of  about  2\  per 
cent  between  7:30  a.m.  and  3:30  p.m.  A  typical  day  is  shown  in 
Fig.  2,  and  two  successive  days  of  marked  variation  in  Fig.  3. 

25    With  the  object  of  tracing  the  relation  between  rdativ^ 
humidity,  skein  regain,  and  temperature,  Fig.  4  was  plotted.    As 
might  have  been  expected,  however,  nothing  definite  was  apparent 
beyond  the  general  fact  that  there  seemed  to  be  such  a  relation. 
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FiQ.  1    AvBRAQE  Daily  Wbiqhts  of  Worsted  Skein  Throughout  Year 

26  The  observations  recorded  in  Table  1  gave  for  outdoor  con- 
ditions a  general  average  for  the  year  of  17.45  per  cent,  or  something 
less  than  the  standard  allowed  abroad;  and  without  attempting  at 
the  time  to  go  further  into  the  law  of  change,  it  was  felt  that  at 
least  it  was  demonstrated  that  a  standard  of  15  per  cent  regain  for 
worsted,  as  had  already  been  assumed,  was  conservative  for  this 
country. 

27  Since  the  promulgation  of  this  standard  by  the  Arlington 
Mills  in  their  regular  business  dealings  in  tops,  all  other  top  makers 
of  this  country  have,  it  is  understood,  adopted  the  same  standard, 
and  it  may  be  said  to  be  universally  accepted  by  the  trade  so  far  as 
tops  are  concerned.  Its  general  acceptance  on  worsted  yam  is  per- 
haps only  a  matter  of  time. 
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RELATION  BETWEEN   HUMIDITY,  TEMPERATURE  AND  REGAIN 

28  The  determination  of  the  exact  relation  between  the  three 
factors,  humidity,  temperature  and  regain,  was  a  problem  which 
the  author  had  under  investigation  for  some  time  prior  to  1906. 
That  the  absorption  of  moisture  by  worsted  yam  was  in  some  man- 


Variation  in  Weight  of  Wobstbd  Skein,  Typical  Day 
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3    Weight  of  Worsted  Skein,  Two  Successive  Days 


ner  dependent  upon  relative  humidity  and  temperature  was  abun- 
dantly shown  by  the  year  of  exterior  observations  recorded,  and  also 
by  many  interior  records  made  subsequently.  It  seemed  possibly 
true  that  the  atmospheric  pressure  affected  the  result,  but  its  eflfect 
was  so  far  overshadowed  by  the  element  of  temperature  that,  for 
practical  mill  purposes,  it  was  evident  that  the  height  of  the  barom- 


Digitized  by  VjOOQIC 


1082      MOISTURE  CONTENT  OF  TEXTILES  AND  SOBiE  OF  ITS  EFFECTS 

eter  could  be  neglected.  In  fact,  all  observations  for  either  relative 
humidity  or  skein  regain  were  made  on  the  assumption  of  30-in. 
barometric  pressure. 

29  The  first  efforts  towards  the  solution  of  the  problem  of 
finding  the  relation  were  directed  to  obtaining  in  a  closed  room,  for 
as  long  a  period  as  possible,  a  uniform  state  of  moisture  and  tem- 
perature. The  difficulty  of  maintaming  both  these  factors  uniform 
for  a  sufficient  length  of  time  to  determine  more  than  a  very  limited 
range  of  facts  was  found  to  be  extremely  great,  if  not  impossible, 


NOON 


Fig.  4    Avbraqe  Weights,  HuMmrrr  and  Temperature  op  Worsted  Skein 

with  apparatus  then  available.  So  far  as  these  facts  were  deter- 
mined, they  indicated  that  the  same  skein  of  worsted  yam  can 
always  be  rehed  upon  to  reach  the  same  weight  under  like  condi- 
tions, if  given  sufficient  time. 

30  For  the  purpose  of  eliminating  the  e£fect  of  hard  twist  in 
retarding  the  absorption  of  moisture  and  the  effect  of  oil  upon  the 
net  result,^  a  quantity  of  2/24  soft  twist,  French  .spun,  fine  Australiui 

*  Experiments  made  under  the  writer's  directions  proved  that  olive  oil  has 
no  appreciable  effect  in  preventing,  though  it  may  retard  somewhat,  the  absorp- 
tion of  moisture,  but  the  amount  absorbed  was  strictly  in  proportion  to  the  dry 
weight  of  the  wool,  and  not  to  the  weight  of  the  wool  and  oil  together,  though 
for  most  purposes  the  percentage  of  oil,  being  small,  need  not  be  considefed. 
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yam  was  prepared  and  extracted  with  ether,  dried,  and  extracted 
again  with  warm  water  to  which  a  few  drops  of  ammonia  had  been 
added.  After  allowing  it  to  hang  up  for  some  time  to  come  to  its 
natural  state,  this  yam  was  mtule  up  into  groups  of  skeins  of  equal 
lengths  and  approximately  equal  weights.  The  final  weight  and 
moisture  state  of  the  groups  was  carefully  determined  after  ^hey  had 
been  hung  up  together  again  for  about  two  days,  by  drying  out 
individual  skeins  of  the  different  groups  in  the  ordinary  ventilated 
Bradford  oven  at  a  temperature  of  from  220  to  230  deg.  fahr.  until 
they  ceased  to  lose  weight,  and  also  by  leaving  small  two-gram 
skeins  in  weighing  bottles  under  a  desiccator  containing  strong  sul- 
phmic  acid. 
#  31  These  two  methods  were  used  to  check  each  other  from  time 
to  time  during  the  exp^iments,  to  establish  the  tme  weight  of  the 
skeins  being  used  as  moisture  indicators. 

32  Attention  has  already  been  called  to  what  has  been  termed 
the  "lagging  effect,"  due  to  the  time  required  by  a  skein  of  yam  to 
take  up  or  part  with  moisture.  The  effect  of  this  is  to  show  for  a 
given  hiunidity  and  given  temperature  a  higher  result  when  the  skein 
regain  condition  has  been  a  falling  one,  and  a  lower  result  when  that 
condition  has  been  a  rising  one.  In  undertaking,  therefore,  a  care- 
ful series  of  experiments,  it  was  deemed  inecessary  to  ^ake  the 
skeins  to  be  examined  of  such  a  size  that  they  could  be  accurately 
weighed  on  a  delicate  balance,  and  not  be  so  large  that  the  amount 
of  moisture  which  might  be  absorbed  or  parted  with  by  a  given  skein 
would  require  a  great  many  cubic  feet  of  air  to  supply  or  displace  it. 

33  To  insure  rapid  contact  of  moist  or  dry  air  with  the  skeins 
being  tested,  a  small  electric  fan  was  used.  The  moisture  state  of 
this  air  was  carefully  determined  at  the  moment  the  sample  skeins 
were  inclosed  in  their  weighing  bottles,  generally  by  the  sling  hy- 
grometer, but  when  circimistances  did  not  permit  of  this,  resort  was 
had  to  a  Daniels  dewpoint  hygrometer. 

34  Upon  comparing  the  results  obtained  from  two  skeins  hung 
together,  one  of  which  had  been  previously  exposed  to  a  damp 
atmosphere  and  the  other  to  a  comparatively  dry  atmosphere,  it 
was  soon  found  that  while  it  might  require  hours  or  even  days  to 
bring  the  skeins  exactly  together  again,  the  mean  between  the  two 
at  any  time  after  15  or  20  min.  was  practically  the  same  in  repeated 
experiments  for  the  same  temperature  and  relative  humidity,  and 
presumptively  equal  to  what  a  third  skein  would  have  shown  which 
had  been  a  long  time  exposed  to  identical  conditions.     It  was 
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therefore  assumed  that  this  means  could  be  relied  upon  to  quickly 
determine  the  true  regain  relationship  for  any  not  too  rapidly  chang- 
ing conditions.  It  was  thus  possible  to  make  use  of  the  very  lag 
effect,  which  had  previously  rendered  individual  observations  seem- 
ingly incompatible,  to  establish  comparatively  accurate  and.  true 
results.  'Figs.  5  and  6  are  intended  to  illustrate  this  lagging-behind 
and  coming-together  effect  and  the  method  of  obtaining  quick  results. 
35  In  order  to  compare  the  results  obtained  by  this  method,  a 
special  form  of  charting^  was  devised,  shown  in  Fig.  7  for  worsted 
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Fia.  5    Laqginq  Effect  in  Skein  Taking  up  or  Parting  with  Moisture 

and  Fig.  8  for  cotton,  on  a  scale  greatly  reduced  from  the  original 
where  the  ordinates  represent  regain  and  the  abscissse  moisture 
per  cubic  foot  of  space  for  the  temperatures  and  relative  humidities 
found  and  shown  in  the  figures.  It  will  be  observed  that  the  lines 
joining  points  of  the  same  relative  humidity  (for  example,  the  50  per 
cent  line)  cross  the  isothermal  lines  in  a  generally  oblique  direction, 
curved  slightly  convex  on  the  downward  side;  that  is  to  say,  fbr  a 
given  relative  humidity  the  regain  is  less  at  the  higher  temperature, 
but  not  less  in  a  constant  ratio. 

36    By  the  aid  of  this  charting  principle  a  sufficient  number  of 
points  were  located  to  trace  the  isothermal  and  the  relative-humidity 

^  For  this  form  of  charting  the  author  is  indebted  to  Mr.  Richard  P.  Iddingp, 
chemist  at  the  Arlington  Mills,  who  not  only  made  the  observations  required 
in  its  construction  but  conducted  a  large  part  of  those  utilized  in  succeeding 
papers. 
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lines  shown,  and  from  these  charted  results  it  was  found  possible  to 
tabulate  ^  by  interpolation  the  percentage  regain  on  worsted  with  a 
fair  degree  of  accuracy  for  each  percentage  of  relative  humidity 
from  15  per  cent  up  to  near  saturation,  and  for  isothermals  5  deg.  of 
temperature  apart  from  35  deg.  fahr.  to  100  deg.  fahr. 
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Fio.  6    LAGaiNQ  Eppbct  in  Skein  Taking  up  or  Parting  with  Moisture 

37  The  data  for  securing  the  cotton  chart  were  not  by  any 
means  so  complete  as  those  used  for  the  worsted  chart,  and  there- 
fore the  same  degree  of  accuracy  was  not  expected  for  it. 

*  To  avoid  confusion  these  tables  are  not  printed  here,  since  those  obtained 
six  years  later  by  a  more  rigid  system  of  investigation  are  undoubtedly  more 
accurate,  though  at  ordinary  temperatures  and  humidity  the  differences  be- 
tween the  two  tables  are  small. 
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38  It  will  be  seen  from  Figs.  7  and  8  that  the  regains  for  cotton 
are  approximately  one-half  those  for  worsted  mider  like  conditions, 
but  the  relative-humidity  lines  are  more  nearly  straight  and  therefore 
bear  a  more  nearly  constant  ratio  to  the  regains. 

39  Another  method  of  comparing  results  is  shown  in  Fig.  9, 
in  which  curves  of  saturation  (100  per  cent  humidity),  60  per  cent 
relative  humidity,  16  per  cent  regain  in  worsted,  and  (to  avoid  con- 
fusion) a  number  of  points  only  on  the  curve  of  7J  per  cent  regain  in 


1  ^  1  tp^  LL — '.LI  ,  i  l,i      , 

0     t     2^4^*7     ^     9     KJ    U    r2    II    14    (5    i«    11    ft    I?  » 
AQUEOUS  Y/kP0R.6RAIN5  PER  CUBIC  FOOT 

Fia.  7    Isothermal  and  RELAHVE-HuMiDmr  Lines  for  Worsted 


0    {     2     3    ^     5    6    7     ^i    9    10    Jl    R    !3   K    I?    I*   17    Pft   19  JD 
AQUEOUS  VAPOR^RAINS  PER  CUdlC  FOOT 

Fio.  8    Isothermal  and  RELATivE-HuMiDirY  Lines  for  Ckmos 

cotton,  are  represented.    An  additional  regain  curve  for  20  per  cent 
on  worsted  is  also  shown. 

40  It  will  be  noticed  that  at  ordinary  mill  temperatures  the 
7^  per  cent  curve  for  the  cotton  here  used  closely  coincides  with  the 
15  per  cent  worsted  curve,  and  within  the  limits  of  observation 
their  deviation  is  not  great  at  either  high  or  low  temperatures.  In 
the  absence  of  other  considerations,  this  fact  might  be  taken  there- 
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fore  as  reason  sufficient  for  establishing  a  7i  per  cent  regain  for 
cotton  for  this  country^if  it  be  conceded  that  15  per  cent  is  the  proper 
standard  for  worsted. 

41  It  is  interesting  to  note  also  that  the  60  per  cent  humidity 
curve,  Fig.  9,  crosses  the  combined  regain  curve  just  named  at  about 
77  deg.  fahr.,'a  room  [condition  which,  according  to  Sconfietti,*  is 


0     I 
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Aqueous  vapor.6rain5  per  cubic  foot. 


Fig.  9    Regain  of  Cotton  and  Worsted 

compatible  with  both  good  work  and  comfort  in  a  cotton-spinning 
room. 

42  Sconfietti  gives  his  own  experience,  as  corroborating  that  of 
other  men,  that  the  most  favorable  temperature  for  manufacturing 
cotton  (and  textile  fibers  in  general?)  is  between  68  and  77  deg. 
fahr.,  while  the  relative  humidity  for  cotton  should  be: 

In  carding,  between  50  and  55  per  cent 
In  spinning,  between  55  and  60  per  cent 
In  weaving,  between  65  and  70  per  cent 

43  These  figures  would  indicate  a  regain  condition  for  cotton, 
by  the  1911  tables,  as  follows: 

In  carding,  from^  about  6.5  per  cent  to  7.2  per  cent 
In  spinning,  from  about  7.2  per  cent  to  8.0  per  cent 
In  weaving,  from  about  8.6  per  cent  to  9.5  per  cent 

^  An  interesting  and  instructive  paper,  The  Humidification  and  Cooling  of 
Textile  Mills,  by  Leopoldo  Sconfietti,  reprinted  from  the  Textile  Manufacturer, 
1903. 
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or,  in  other  words,  for  cotton  the  stock  should  be  gaining  at  each 
step  of  manufacture.  • 

44  Whether  this  be  true  or  not  for  cotton,  it  is  not  true  for 
worsted  so  far  as  the  Bradford  system  of  spinning  is  concerned. 
For  the  Bradford  system  of  worsted  spinning,  even  though  the 
stock  contains  oil,  there  seems  to  be  no  doubt  that  it  must  be  lo^ng 
moisture  during  the  process  of  spinning  to  make  a  good  spin;  heDce 
the  necessity,  if  the  top  contains  only  15  per  cent  regain,  for  keeping 
the  moisture  condition  well  up  during  the  processes  of  drawing  and 
roving  or  else  for  long  aging  in  a  cool,  damp  cellar  before  going  to 
the  spinning  frame.  The  latter  plan  used  to  be  thought  an  abso- 
lute necessity,  but  modem  successes  in  humidification  have  very 
largely  obviated  it. 

45  The  author,  in  his  paper  of  1905,^  called  attention  to  a  paper 
by  J.  H.  Lester*  citing  in  turn  a  paper  by  Schloesing  containing 
tables  of  the  hygroscopic  property  of  several  fibers,  and  gave  a  dia- 
gram showing  the  relation  of  cotton,  silk  and  wool  for  three  tempera- 
tures, — 10,  24  and  35  deg.  cent.,  by  curves  whose  ordinates  are 
relative-humidity  percentages  and  abscissse  regain  percentages. 
Fig.  10  shows  a  comparison  of  his  curves  for  cotton  and  worsted  at 
24  deg.  cent.  (75  deg.  fahr.)  with  those  obtained  from  the  author's 
data  by  the  same  method  of  charting.  This  publication  is  the  first 
which  the  author  had  seen  deaUng  in  a  scientific  way  with  this 
subject,  and  he  is  indebted  to  both  Lester  and  Schloesing  for 
the  stimulation  to  further  research  effort  resulting  in  his  paper. 
The  Laws  of  Regain  in  Cotton  and  Worsted,  published  in  Trans- 
actions of  the  National  Association  of  Cotton  Manufacturers,  Vol. 
90,  1911. 

46  Schloesing's  paper  referred  to  by  Lester  •  was  translated  in 
the  Textile  World  Record,  November  1908,  by  Samuel  S.  Dale.  It 
appears  that  there  was  also  an  abstract  of  this  paper  in  the  Journal 
of  the  Society  of  Chemical  Industry,  Vol.  13,  1895. 

*  For  purposes  of  a  broader  record,  the  author  has  here  before  abstracted 
quite  freely  from  his  1905  paper,  Some  Comparative  Data  on  Moisture  in  Cotton 
and  Worsted,  and  he  has  taken  much  that  immediately  follows,  verbatim,  or 
with  but  slight  changes,  from  his  paper  of  1911,  on  The  Laws  of  Regain  in  Cot- 
ton and  Worsted. 

'  Moisture  in  Cotton  and  Yam,  J.  H.  Lester,  British  Assoc,  of  Manages  of 
Textile  Works,  December  10,  1904. 

'  Research  on  the  Hygroscopic  Properties  of  Various  Textile  Matmals, 
M.  T.  Schloesing,  Jr.,  Bui.  Soc.  d'Encouragement  pour  LlnduBtrie  Nationab, 
1893. 
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47  One  of  Schloesing's  methods  involved  the  use  of  pure  sul- 
phuric acid  of  known  strengths  in  obtaining  known  and  compara- 
tively constant  states  of  relative  humidity  in  a  closed  vessel  or 
chamber. 

48  Both  of  his  methods,  though  checking  up  well  with  each 
other,  involved  the  question  of  control  and  length  of  time  required 
to  arrive  at  results  —  a  time  so  great  that  to  apply  them  over  a 
wide  range  of  temperatures  to  make  a  complete  comparison  with 
the  writer's  figures  seemed  out  of  the  question.  -The  sulphuric-acid 
method  was  the  simplest  but,  though  making  use  of  conditions  of 


10  IS  10 

I^C&AIM.  PERCENT 

Fig.  10    Comparison  op  Author's  and  Schloesinq's  Curves 

known  humidity  in  obtaining  the  facts  (not  the  law)  of  regain,  neg- 
lected the  phenomenon  of  lag  —  one  of  the  time  elements  in  the 
problem. 

49  It  is  true  that  Mason  and  Richards  recognized  the  lag  ele- 
ment ^  and  in  their  experiments  on  absorbent  cotton  made  use  of  it 
after  a  certain  manner,  but  the  experiments  as  reported  did  not  seem 
to  extend  far  enough  to  generalize  as  to  the  law  of  regain.  The  basis 
for  a  general  law  for  such  regain  was,  however,  announced  by  the  writer 
in  his  1905  paper,  and  its  specific  appUcation  made  for  worsted  at  a 
single  temperature  (70  deg.  fahr.)  with  a  fair  degree  of  consistency 
with  the  actual  observations  charted  and  tabulated  as  described. 

*  Hygroscopic  Action  of  Cotton,  O.  Mason  and  E.  S.  Richards,  Proc.  Royal 
See.,  1906,  78A,  pp.  412-429. 
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ELIMINATING  THE  LAGGING  EFFECT 

50 '  These  observations,  however,  were  not  accurate  enough  to 
correlate  results  with  mathematical  precision  for  different  tempera- 
tures, particularly  at  the  higher  humidities.  To  accomplish  this,  it 
was  necessary  to  obtain  the  elimination  of  the  lagging  effect  by  direct 
observations  under  conditions  of  constant  temperature  and  constant 
humidity  indefinitely  maintained,  or  so  closely  known  that  the 
constant  condition  required  could  be  calculated.    In  attempting 


Fig.  II    Apparatus  for  Determining  Regain 


this,  use  was  made  of  Schloesing's  sulphuric-acid  method  in  an 
apparatus  developed  after  much  experimenting,  shown  in  Fig.  11, 
so  that  observations  could  be  repeated  over  and  over  again  under 
conditions  calculably  alike  upon  the  same  and  upon  different  pairs 
of  skeins  to  obtain  a  satisfactory  average  for  a  given  kind  of  material 
at  as  many  points  of  temperature  and  humidity  as  desired. 

51  The  principle  of  operation  of  the  apparatus  is:  A  pair  of 
skeins,  one  moister  and  the  other  drier  than  thie  proposed  humidity 
would  give,  are  hung  on  the  two  ends  of  a  specially  designed  metal 
frame  within  an  enclosed  metallic  vessel,  the  cover  of  which  is  sealed 
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by  mercury.  Excepting  the  top,  this  vessel  is  entirely  surrounded  by 
water,  the  temperature  of  which  can  be  kept  constant  by  a  thermo- 
stat. In  the  bottom  of  this  chamber,  paraffined  for  protection, 
varying  known  strengths  of  sulphuric  acid  are  placed  and  the  frame- 
work revolved  in  the  air  above  by  a  small  motor,  which  also  turns  an 
agitator  in  the  outside  water.  Thermometers  pass  through  the  lid 
of  the  sealed  chamber,  one  terminating  in  the  air  and  the  other  in 
the  liquid  below,  so  that  the  exact  temperature  of  each  is  known 
and,  therefore,  the  exact  equilibrium  conditions  calculable.^  The 
bearing  for  the  shaft  is  a  copper  tube  held  in  a  conical  plug,  making 
a  practically  airtight  joint.  When  it  is  desired  to  weigh  the  com- 
bination the  driving  band  is  disengaged  and  the  hook  from  the 
scale  above  inserted  in  the  hook  of  the  shaft  of  the  framework, 
just  lifting  it  from  its  conical  bearing  so  that  the  weight  can  be 
taken  accurately. 

52  It  will  be  noted  that:  The  original  dry  loeights  of  the  akeina 
having  by  calcvlation  from  blank  tests  on  other  skeins  been  made  equal, 
one-half  of  the  sum  of  the  weights  found  always  represents  the  average 
present  condition  of  the  two  skeins. 

63  If  it  should  happen  that  the  heavier  skein  was  relatively 
moister  than  the  lighter  skein  was  relatively  dry,  compared  with 
the  humidity  condition,  the  sum  of  the  weights  would  in  time 
diminJBh.  If,  on  the  other  hand,  the  dry  skein  was  drier  in  propor- 
tion than  the  wet  skein  was  wet,  then  the  sum  of  the  weights  would 
increase  by  exposure  in  this  vessel  to  the  constant  conditions  of 
humidity.  The  revolution  of  the  frame  holding  the  skeins  tends  to 
keep  all  conditions  uniform  during  an  experiment. 

54  It  was  soon  found  that  in  about  an  hour's  time  an  equili* 
brium  was  established  between  the  two  skeins  so  that  there  was 
neither  gain  nor  loss  thereafter,  while  the  temperature  remained 
the  same. 

55  It  was,  however,  found  on  repealing  the  same  experiment  on 
the  same  pair  of  skeins,  in  the  same  order,  that  is,  the  same  skein  always 
remaining  the  drier,  that  the  successive  observations  gave  corUinually  lower 

^  For  state  of  equilibrium  between  HsSOi  and  superincumbent  atmosphere 
at  all  ordinary  temperatures,  Mason  gives  the  following  table  in  Transactions 
J.S.C.I.,  Feb.  15,  1907,  vol.  26,  no.  3,  p.  89: 
Ptreent 

H«S0«      7S.8    e7.0    59.0    6S.6    47.3    43.1    40.6    88.8    82.S    M.8    23.2    20.8    18.1    10.8     0.2 
ParenitH       6       10    19.8   30.4    40.8    50.0    55.0    50.8    71.0    70.4    84.4    87.4    80.4    05.2    07.2 

By  constructing  a  curve  with  these  two  values  as  codrdinates,  any  interme- 
diate relationship  can  be  obtained  graphically. 
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restiUa  for  the  average  regain;  but  if  the  skeins  for  a  repeated  experi- 
ment were  alternated  in  the  exposing  condition,  that  is,  if  the  one 
which  had  been  drier  in  the  first  instance  was  made  the  damper  in 
the  second,  then  the  results  represented  a  very  nearly  constant 
condition  of  regain,  not  only  for  the  same  pair  of  skeins  but  for 
duplicate  pairs,  and  in  the  final  accepted  results  a  series  of  tests  on 
duplicate  samples  alternating  for  the  moist  and  dry  state  in  each 
were  averaged  for  each  point  of  regain  determined. 

56  By  suitable  humidities  and  temperatures  thus  predetermined 
and  accurately  controlled,  points  of  regain  in  sufficient  number  were 
found  not  only  to  confirm  the  basis  for  the  general  law  previously 
propoimded  in  1905,  but  to  extend  its  appUcation  so  as  to  cover  for 
both  worsted  and  cotton  the  relationship  of  humidity  and  regain  at 
all  temperatures  within  the  limits  of  the  apparatus  as  arrange, 
giving  reUable  results  not  previously  found  possible. 

57  The  largest  niunber  of  experiments  was  made  on  carefully 
cleansed  skeins  of  soft  twisted  2/24  worsted,  French  spun  without 
oil,  from  Australian  merino  wool,  and  on  skeins  of  two-ply,  seven- 
hank  roving,  soft-twisted  from  combed  Sea  Island  cotton  in  its 
natural  state.  Check  tests  were  also  made  on  coarse  cross-bred 
worsted  yam  and  bleached  Sea  Island  cotton  (nearly  pure  cellulose), 
but  only  enough  to  show  that  while  the  results  were  not  identical, 
no  great  variation  was  to  be  expected  between  different  kinds  of 
wools  and  between  yarns  made  from  the  same  cotton  in  different 
conditions.  Having  obtained  these  accurate  comparative  points, 
the  mathematical  considerations  as  first  announced  in  1905  and  their 
further  appUcation  to  the  more  complete  conception  of  the  laws  of 
regain  as  developed  in  1911  are  here  restated  with  some  extension 
and  some  abridgment  of  comparisons  and  corrections  to  make  the 
reasoning  more  clear  and  to  avoid  unnecessary  repetition. 

MATHEMATICAL  CONCEPTION  OF  THE  LAWS  OF  REGAIN 

58  A  formula  ^  for  obtaining  the  weight  of  a  cubic  foot  of  sat- 
urated aqueous  vapor  at  different  temperatures  is  of  the  form 

E 
W=  11.7449  J  ^  0.002037  {t  -32) '^^ 

where  W  =  weight  required;   E  =  maximum  elastic  force  of  aque- 
ous vapor  at  the  temperature  t  deg.  fahr.;    coefficient  11.7449  = 

>  Pamphlet  No.  235,  U.  S.  Weather  Bureau.  Contains  elaborate  psydiro- 
metric  tables  by  Prof.  C.  F.  Marvm. 
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(0.0807  X  7000  X  0.6221)  -^  29.921.  In  the  latter,  0.0807  X  7000  = 
weight  in  grains  of  1  cu.  ft.  of  dry  air  under  the  standard  barometric 
pressure  of  29.921  in.  of  mercury,  and  0.6221  «=  calculated  specific 
gravity  of  aqueous  vapor  imder  the  same  conditions.  Coefficient 
0.002037  is  the  measure  of  the  expansion  of  a  true  gas  for  each  de- 
gree of  temperature  (fahr.  scale)  for  unit  volume  when  the  absolute 
aero  is  taken  as  —459  deg.  fahr.,  and  for  these  values  the  equation 
may  be  more  simply  written 

Tr  =  5766.7| [2] 

in  which  T  is  the  absolute  temperature  and  E  is  the  corresponding 
maximum  elastic  force  of  aqueous  vapor. 

59  The  saturation  curve  in  Fig.  9  may  be  said  to  be  represented 
by  the  above  equation  as  a  particular  case  of  the  more  general  one 
representing  any  curve  of  relative  hmnidity: 

HW  ^HX  5766.7| [3] 

in  which  H  =  relative  humidity  expressed  as  a  fraction  of  unity. 

60  This  equation  and  Fig.  9  may  be  said  to  be  the  foundation 
of  the  discussion  of  this  subject,  but  in  the  interest  of  readings  to 
compare  more  closely  with  other  data  the  absolute  zero  was  later 
assumed  to  be  -459.4  deg.  and  the  coefficient  0.002037  in  Eq.  [1] 
replaced  by  its  more  exact  value  1/491.4,  so  that  the  fundamental 
equation  reads 

HW=^H  X  5771.44- [4] 

61  Referring  again  to  Fig.  9,  it  is  clear  that  there  is  a  varying 
relationship  for  each  point  of  a  curve  of  regain  to  tlve  coordinating 
values  HW  and  (  (or  7^,  and  this  may  be  expressed  by  an  equation 
in  the  form 

HW^K'RrE    or    K' =^ -^ [6] 

in  which  K'  is  a  variable  coefficient  depending  upon  R  and  T,  and 
in  consequence  upon  H,  for  different  curves  of  regain.  The  value 
of  K'  for  any  particular  regain  at  any  particular  temperature  can  be 
foimd  by  calculation  directly  from  tables  of  saturation  and  elastic 
tensions  and  tables  of  observations  of  regain  and  humidity,  such 
as  those  prepared  from  the  charts  in  the  author's  1905  paper.  *  For 
instance,  for  60  deg.  fahr.  temperature  and  20  per  cent  regain,  the 
chart  tables  show  /f  =  76  per  cent  and  Professor  Marvin's  tables 
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give  E  =  0.360  and  TT  =  4.076,  K'  =  (0.76  X  4.076)  -^  20  X  (509)« 
X  0.360  »  0.00000166.  As  liC'  is  a  minute  fraction,  it  is  more  con- 
venient to  substitute  10^  K,  in  which  JT  is  a  whole  number,  or  for 
K'  above,  K  =  166. 

62  Advantage  was  taken  of  this  relation  to  tabulate  values  of 
K  for  each  per  cent  of  regain  from  5  to  24,  and  for  the  isothermals 
shown  in  Fig.  7  from  35  to  100  deg.  Plotting  corresponding  curves 
showed  a  general  parallelism  (see  Fig.  12)  indicating  a  oonio-eection 
type.  Selecting  five  points  for  the  70-deg.  curve,  its  equation  was 
produced,  and  by  values  calculated  therefrom  the  curve  of  K  for 
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FxQ.  12    Rbqain  Scales  fob  Worsted 

70  deg.  is  plotted  in  Fig.  12.  The  isothermal  for  70  deg.  is  also 
plotted  in  Fig.  7,  using  the  original  empirical  Equation  [6]  in  the  form 
R  =  (flW)  -^  (10-«  KT^E).  The  close  approximation  of  the  calcu- 
lated results  lo  the  actual  observations  used  is  apparent  How- 
ever, in  reviewing  this  work  of  1905  to  conform  with  more  accurate 
observations^  of  1911  it  seemed  best  not  only  to  use  the  revised 
value  for  TT  =  5771.44  E/T,  but  since  it  had  been  shown  that  HW 
=  10-«  KRT^E,  to  write 

lOr^KRrE  =  /f  X  5771.44| [6] 

or 

KRT*  =  H  X5771.44  X  10" [7] 

which  shows  that  the  product  KRT*  is  a  constant  quantity  for  all 
temperatures  at  the  same  humidity.    From  this  also  we  can  write 

KR^HX  5771.44  X  10"  -^  r» [8] 
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which  is  a  definite  quantity  for  any  given  temperature  for  each  per 
cent  of  humidity.  Thus,  at  70  deg.  fahr.  for  H  =  unity  or  satura- 
tion, 

5771  44 

It  is  also  evident  that  KR  and  H  each  become  zero  at  the  same 
time,  and  in  an  equation  for  determining  the  relative  values  of 
K  and  R  there  are,  therefore,  two  points  whose  conditions  are  known 
without  observation,  namely: 

63  Fint  For  fi  ==  0,  X  =  0,  or  the  curve  represented  by  the 
equation  passes  through  the  origin  of  coordinates. 

64  Second  The  point  of  saturation  is  conditioned  so  that 
KR  »  3890,  and  it  is  only  necessary  to  know  accurately  three  other 
points  to  determine  the  equation  in  full,  if  it  be  of  hyperbolic  form, 
which  observation  indicated. 

66  The  three  other  points  which  we  now  use  for  this  purpose 
were  obtained  in  the  manner  already  described,  and  for  worsted  are 
represented  by  the  coordinates: 

R  K  R  K  R  K 

B  =  7.03,  109.6;    C  =  14.13,  163.1;    D  =  23.10,  149 

the  tabulated  observations  for  which  are  given  in  the  Appendix  for 
relative  humidities  of  19.8,  66.6  and  88.^  per  cent,  respectively. 

66  The  condition  KR  =  3890  implies  that  the  curve  in  question 
must  be  tangential  to  a  curve  whose  equation  is 

xy  =  3890 

and  the  precise  location  of  this  point  of  tangency  was  obtained  by 
the  cut-and-try  method  of  assuming  a  point,  which  experiment  with 
the  apparatus  referred  to  showed  must  be  very  clos^  to  100  per  cent 
humidity  (though  it  was  impossible  to  be  certain  of  its  correct 
observation),  and,  finding  that  the  curve  so  obtained  crossed  the 
curve  of  xy  ^  3890,  the  true  tangential  point  was  assumed  to  be 
(and  must  have  been  very  closely)  halfway  between  the  two  points  of 
crossing.  The  coordinates  of  this  point  being  supplied,  the  equation 
can  be  rewritten  with  a  high  degree  of  precision. 

67  Without,  however,  going  through  this  preliminary  work,  it 
is  sufficient  to  say  that  the  five  points  used  were  the  three  observed 
points  ah*eady  given  and  the  points: 

R    K  R  K 

A  =  0,  0;    £  »  32.5,  119.7 


Digitized  by  VjOOQIC 


1096      MOISTURE  CONTENT  OF  TEXTILES  AND  SOME  OF  ITS  EFFECTS 

68  The  final  equation  for  the  values  of  K  for  worsted  at  70  deg. 
is  expressed  as  follows: 

J/* -22.3x1/.-  138x2- 420.7  2/ +  8263x  =  0 PI 

which  evidently  gives  the  condition  B*  —  4  AC  >  0,  and  therefore 
the  curve  is  a  hyperbola. 

69  From  this  equation  the  schedule  of  values  for  R  and  corre- 
sponding values  of  X,  KRy  and  ff ,  for  the  70-deg.  ciurve  on  worsted, 
as  given  in  the  Appendix,  Table  6,  were  obtained. 
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Fig.  13    Values  op  K,  Saturation  Curve  xy  =  3890,  etc. 

70  Similar  conditions  were  made  use  of  for  obtaining  the  curve 
for  values  of  ft  and  K  for  Sea  Island  cotton,  the  five  points  used 
being 

R     K  R  K  R  K 

A  =  0,  0;    B  =  3.68,  207.6;    C  =  7.33,  293; 

R  K  R  K 

D  =  13.73,  250.6;    E  =  20.6,  188.8 
and  its  equation  at  70  deg.  is  as  follows: 

y*  -  51.87  xy  -  578.7  x«  -  397.88  y  +  2362.5  x  =  0 [10] 

71  This  also  gives  the  condition  B*  —  4  A  C  >  0,  and  therefore 
represents  a  hyperbola. 
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72  From  Eq.  [10]  the  schedule  of  values  for  R,  K,  KR  and  H  for 
the  cotton  curve,  as  given  in  the  Appendix,  Table  5,  was  obtained. 
Both  of  these  curves  and  the  curve  of  saturation,  xy  =  3890,  for 
70  deg.  fahr.,  are  given  in  Fig.  13.  It  remains  now  to  consider 
how  to  obtain  the  relationship  between  K  and  R  at  other  tempera- 
tures than  70  deg.,  which  could  not  be  determined  from  the  observa- 
tions or  the  methods  used  in  the  1905  paper. 

DETEBMINATION   OF  RELATION  BETWEEN  K  AND  R  AT  OTHER 
TEMPERATURES 

73  In  Table  3  in  the  Appendix  will  be  found  detailed  observa- 
tions for  the  worsted  regain  at  55.6  per  cent  hmnidity  at  four  differ- 
ent temperatures  in  addition  to  those  made  at  this  humidity  for  the 
curve  of  70  deg.,  given  in  Table  2.  The  average  for  each  of  these, 
together  with  that  for  the  70-deg.  curve,  with  corresponding  values 
for  KR  and  K  (the  fifth  column  to  be  explained  later)  are: 

TABLE  FOR  WORSTED  AT  66.8  PER  CENT  HUMIDITY 


1 

ObeervwlA 

KR 

K 

R  -  RiTtVTl 

40 

15.39 

2576 

167.4 

15.42 

55 

14.77 

2357 

159.7 

14.75 

70 

14.13 

2163 

153.1 

14.13  as  ft 

85 

13.52 

1989 

147.1 

13.55 

100 

13.00 

1833 

140.6 

13.01 

74  Plotting  these  points  of  regain  by  their  co6rdinates  K  and  R 
in  Fig.  13,  and  drawing  a  straight  line  through  the  origin  and  through 
the  point  corresponding  to  70  deg.,  all  the  above  points  are  found  to 
be  almost  exactly  on  this  Une.  Assuming  them  to  be  on  the  line, 
their  respective  coordinates  would  be  the  sides  of  similar  right- 
angled  triangles;  and  the  K  of  one  is  to  the  K  of  another  as  the  R 
of  the  first  is  to  the  R  of  the  second,  that  is,  R  :  Ri  :  :  K  :  JCi,  or 


^^R,^'' 


.[11] 


But  since  it  has  abeady  been  shown  that  for  the  same  humidity 
KRT*  b  a  constant  quantity  for  all  temperatures,  then  RRT*  = 
KiRiT^.  Substituting  in  this  the  value  of  K  in  terms  of  iZ,  Ri  and 
Ki  as  above,  we  can  write: 

or  i?:fti*::r,»:T» 
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That  is,  for  worsted,  for  the  same  humidUy,  the  aqucares  qf  the 
regaina  at  the  different  temperatvree  are  to  each  other  irweredy 
as  the  cubes  of  the  corresponding  absolute  temperatures,  or  we  may 
write 

fi  =  fix^  =  B.^,  etc [121 

Applying  this  formula  to  the  regain  at  70  deg.|  as  observed,  the 
results  check  out  as  shown  in  the  fifth  column  above  referred  to. 

75  This  is  as  close  as  the  limits  of  accuracy  for  the  observations 
can  be  expected  to  show.  Regains  at  other  humidities  and  different 
temperatures  were  checked  up  in  a  similar  way,  so  that  the  law  can 
be  said  to  be  well  established  within  the  range  of  temperatures 
named.  It  is  by  the  application  of  this  formula  that  Table  7,  giv^i 
in  tlie  Appendix,  of  regains  for  worsted  at  other  temperatures  than 
70  deg.  fahr.,  for  each  per  cent  of  humidity  from  1  to  100,  was  cal- 
culated. 

76  It  is  quite  probable  that  this  law  holds  good  for  tempera- 
tures higher  than  100  deg.,  but  the  apparatus  used  ¥ras  not  adf^ted 
to  temperatures  much  higher  than  this,  and  it  is  therefore  not  yet 
establi^ed  at  what  temperature  the  change  in  hygroscopic  ci^Micity 
on  both  worsted  and  cotton,  which  is  known  to  exist  at  220  deg. 
fahr.,  begins.^ 

77  Upon  examination  of  the  regains  found  on  cotton  at  differ- 
ent temperatiu*es  for  the  same  relative  humidity,  it  is  at  once  appar- 
ent that  the  law  of  relationship  is  not  the  same  as  for  worsted.  Tlie 
average  of  a  number  of  observations  are  compared  in  the  tables  be- 
low, supplying  in  both  instances  the  observed  values  at  the  same 
humidities  from  the  70-deg.  curve.  In  the  first  table  are  given  the 
values  of  KR  and  K.  The  fifth  column  in  the  first  table  and  the 
third  column  in  the  second  are  prepared  on  the  assumption  that 
the  law  of  relation  for  regain  at  different  temperatures  on  cotton  is 
R  iRiZiTiiT,  using  Ri  as  observed  for  70  deg. 

^  An  attempt  has  been  made  by  the  writer  to  determine  at  what  temperature 
thia  change  in  hygroscopic  capacity  begins.  The  results  of  these  expenmokta 
are  not  in  a  form  that  can  be  presented  here,  but  it  is  sufficient  to  say  that  it 
seems  highly  probable  that  this  change  in  hygroscopic  ci^Mudty,  on  dean  wool 
at  least,  is  only  temporary  and  not  permanent,  even  up  to  220  deg.  or  230  deg., 
unless  some  portion  of  the  wool  or  cotton  has  been  scorched,  but  this  scorohiiig 
may  imply  either  a  considerably  higher  temperature  than  220  deg.  or  an  un- 
necessary prolongation  of  the  heated  condition  for  such  portion.  The  phe* 
nomenon  noted  in  par.  55  may  have  an  important  bearing  upon  this  question. 
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CX)MPARATIVB  TABLE  FOR  SEA  ISLAND  COTTON  OF  66.21  PER  CENT  HUMIDITY 


1 

OhmrmdR 

KB 

K 

R  -  RtTi/T 

40 

70 

100 

7.76 
7.33 
6.89 

2667 
2148 
1820 

320.5 
293.0 
264.1 

7.77 

7.33  as  A 
6.94 

COMPARISON  AT  19.64  PER  CENT  HUMIDITY 

1 

Oh9^V9dR 

R  -  RiTi/T 

70 
100 

3.68 
3.47 

3.68  as  Ai 
3.48 

78  The  results  as  calctilated  are  certainly  remarkably  close  to 
those  obtamed  by  observation.  Similar  comparisons  were  made  at 
other  humidities  and  other  temperatures,  so  that  it  would  seem 
without  other  consicferation  that  the  law  had  been  very  closely 
established  within  the  range  of  temperatures  observable  in  the 
apparatus  used. 

79  Plotting  the  points  of  regain  on  Fig.  13  by  their  codrdinates 
R  and  K  found  in  the  above  table,  it  will  b^  noticed  that  these  points 
are  not  in  a  straight  line.  Applying  the  principle  to  other  points 
the  curve  is  plotted  to  a  limited  extent  thei:eon.  Since,  however, 
the  relationship  between  R  and  T  appeared  so  simple,  it  was  not 
necessary  to  carry  the  investigation  in  this  direction  further.  Its 
statement  for  cotton  (specifically  Sea  Island  cotton  in  its  natural 
state)  is:  For  the  same  humidtiy  the  first  powers  of  the  regains  at 
differeni  temperatvres  are  to  each  other  inversely  as  the  first  powers 
of  the  corresjHmding  absoliUe  temperatures,  or 


R  =  RijT' 


.[13] 


80  It  is  by  the  application  of  this  formula  that  Table  8  of  re- 
gains for  cotton  at  other  temperatures  than  70  deg.  for  each  per 
cent  of  humidity  was  calculated. 

81  Ck>nsidering  the  fact  that  the  origmal  methods  used  were 
primitive  in  character,  it  is  interesting  to  see  how  closely  the  tables 
prepared  in  1905,  both  for  worsted  and  cotton,  for  ordinary  tem- 
peratures and  humidities,  agree  with  those  now  more  accurately 
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determined.  The  difiFerence  between  the  tables  for  cotton  for  all 
temperatures  up  to  50  per  cent  humidity  is  not  greater  than  one- 
half  of  one  per  cent.  In  the  case  of  worsted  the  margin  of  difiFer- 
ence is  a  little  larger,  but  not  very  materially.  For  the  higher 
humidities  the  1905  tables  for  both  cotton  and  worsted  are  un- 
doubtedly too  low,  and  the  results  of  Schloesing's  experiments  at 
such  temperatures  as  he  gives  are  more  nearly  correct. 

82  A  comparison  between  Schloesing's  curves  on  cotton  and 
worsted  at  24  deg.  with  the  author's  new  curves  at  75  deg.,  using 
relative  humidity  for  one  coordinate  and  regain  for  the  other,  as 
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Fig.  14    Comparison  of  Author's  and  Schloesing's  Curves 

was  used  in  his  method  of  charting,  shows  the  present  relationship 
of  these  curves  as  much  nearer  than  exhibited  in  the  first  paper. 
Under  the  present  understanding  of  the  subject,  however,  the  author 
believes  that  Schloesing's  figures  are  too  high  above  90  per  cent 
humidity,  particularly  so  on  cotton.     (See  Fig.  14.) 

SUMMARY 

83  To  summarize  these  laws  of  regain  in  cotton  and  worsted, 
we  can  say: 

84  First    The  general  law  for  cotton  and  worsted,  and  prob- 
ably for  any  other  textile  fiber,  may  be  expressed  by  the  formula 

KRT^  =  ^  X  5771.44  X  10» [7] 

in  which  H  represents  any  given  relative  humidity  expressed  deci- 
mally; R  the  regain  at  any  absolute  temperature  T;  X  is  a  variable 
coefficient  depending  upon  Hy  R  and  T  in  such  a  way  that  for  ff  =  1, 
or  saturation,  the  product  KR'P  is  a  constant  quantity  represented 
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by  the  number  5771.44  X  10*.  In  this,  5771.44  is  the  weight  in 
grains  of  a  cubic  foot  of  aqueous  vapor  at  any  temperature  multi- 
plied by  the  corresponding  absolute  temperature  in  degrees  f  ahrenheit, 
divided  by  the  maximum  elastic  force  of  aqueous  vapor  at  that  tem- 
perature expressed  in  inches  of  mercury.  In  this  expression,  there- 
fore, we  are  independent  of  tables  for  saturated  aqueous  vapor,  either 
for  unit  of  weight  or  elastic  force. 

85  Second    For  any  given  temperature  the  relation. of  values 
of  J2  to  the  variable  K,  for  both  worsted  and  cotton,  is  expressed  by; 
a  hyperbolic  equation,  differing  for  each  substance. 

86  Third    For  any  other  temperatures  the  law  for  worsted  is:, 
For  the  same  humidity  the  squares  of  the' regains  at  different  temptr^h 
tures  are  to  each  other  inversely  as  the  cubes  of  the  correspondin^g  pbso- 
lute  temperatures. 

87  Fourth  The  law  for  cotton  is:  For  the  same  humidity,  the 
first  powers  of  the  regains  at  different  temperatures  are  to  each  other 
inversely  as  the  first  powers  of  the  corresponding  absoltUe  tempera- 
tures. 

88  No  other  substances  have  as  yet  been  compared  in  this 
manner  by  the  writer,  but  for  such  substances  it  is  quite  possible 
that  all  these  relations,  except  those  of  the  general  formula,  may  be 
decidedly  different. 

ANOTHER  METHOD  OP  CHARTING  AND  FURTHER  DEDUCTIONS 
EXPLAINED  ^ 

89  'f  hough  graphically  expressing  the  relations  and  laws  re- 
ferred to,  the  charts  so  far  shown  do  not  lend  themselves  readily  to 
accurate  portrayal  of  the  established  facts  at  all  points  of  their  con- 
struction, nor  are  they  adaptable  for  every-day  use.  By  properly 
constructed  charts  on  a  unit-sjrstem  basis  it  is  possible  to  avoid  the 
necessity  for  using  any  tables  in  either  hygrometric  observations  as 
such,  or  the  reading  of  the  corresponding  conditions  of  equilibrium 
therewith  for  the  several  textile  materials. 

90  Figs.  15  to  19  were  devised  for  this  purpose,  so  far  as  com- 
mercial and  mill  uses  require,  for  wool  and  cotton.  On  each  of  them 
the  vertical  lines  represent  (as  labeled)  5-deg.  intervals  of  tempera- 
ture and  the  horizontal  lines  5  per  cent  intervals  in  relative  humidity: 
For  closer  reading,  each  degree  and  each  per  cent  are  marked  off 
respectively  at  the  tep  and  bottem  and  on  both  sides  of  the  charts. 

*  Bui.  National  Association  of  Wool  Manufacturers,  vol.  45  (1915),  p,  93.    Also 
Trans.  National  Association  of  Cotton  Manufacturers,  vol.  98  (1915),  p.  254. 
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91  Barometric  Corrections,  Fig.  15  is  needed  in  ordinary  mill 
use  only  in  a  negative  sense.  It  shows  the  effect  of  the  height  of  the 
barometer,  by  unit  variations,  in  obtaining  the  correct  relative 
humidity  from  readings  of  the  sling  hygrometer,  and  can  be  read  as 
closely  as  necessary  for  practical  piuposes.  On  it  and  on  Figs.  16 
and  17  the  curves  running  in  a  convex  upward  direction  from  left 
to  right  and  labeled  from  1  to  40  deg.  downward  represent  the 
position  of  imit  differences  in  the  wet-and-dry  bulb  readings  of  a 
sling  hygrometer  and  are  plotted  from  relative  humidities,  with 
barometer  at  30  in.,  very  carefully  calculated  to  the  nearest  one- 
tenth  of  1  per  cent.* 

^  The  formula  used  in  making  the  calculations  was  a  simplified  fonn  of  one 
deduced  by  Professor  Ferrel,  found  in'the  U.  S.  Weather  Bureau  Report,  No. 
235,  published  in  1900. 

The  formula  reads: 

e  =  e' -  0.000367  P  ((- O  (l  ■+- *-^j=7p) 

In  this,  all  pressures  being  measured  in  inches, 

P  B  height  of  barometer  (all  corrections  applied) 
t  B  temperature  of  dry  bulb  in  f  ahrenheit  degrees 
t'  a  temperature  of  wet  bulb  in  fahrenheit  degrees  (both  as  shown  on 

sling  hygrometer) 
e'  B  the  saturated  or  maximum  vapor  pressure  at  temperature  t' 
e  »  actual  vapor  pressure  corresponding  to  observed  t  and  t'. 
Now  calling  t  —  I'  '^  d,  the  writer's  simplification  of  the  formula  becomes: 

e  -  c'  -  rf  (0.0108  -  0. 000007  f)  ^  (see  Note  below) 

and  the  relative  humidity  corresponding  is  calculated  as 

H  =  100|, 

where  E  »  saturated  or  maximimi  vapor  pressure  at  temperature  t. 

When  the  temperature  of  the  dewpoint  is  or  can  be  determined  direcUy  by  a 
dewpoint  apparatus,  the  corresponding  maximum  vapor  pressure  for  that  tem- 
perature is  the  value  e  in  the  above  equation,  and  is  by  definition  independent  of 
barometric  pressure. 

The  Report  No.  235,  referred  to,  contains  tables  of  maximum  vapor  pres- 
sures  extended  to  three  decimals,  as  used  by  the  U.  S.  Weather  Bureau. 

For  a  humidity  chart  of  somewhat  similar  design,  but  less  comprdimsive, 
also  based  upon  Professor  FerrePs  formula,  see  an  article  on  Pitot  Tubes  for  Gas 
Measurement,  by  W.  C.  Rowse,  Trans. Am.Soc.M.E.,  vol.  35,  p.  688. 

This  chart  did  not  come  before  the  writer's  notice  until  after  the  major  part 
of  his  charts  were  prepared  and  photographed,  and  they  are  in  no  way  d^)endeDt 
upon  it. 

Note:  —  The  only  portion  of  this  formula  which  is  affected  by  the  height  of 
the  barometer  is  d  (0.0108  —  0.000007  /')»  and  it  is  from  this  portion  that  the 
data  for  the  barometric-correction  curves  on  Fig.  15  have  been  calculated. 
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92  The  lines  crossing  these  wet-and-dry-bulb  difference  curves 
and  running  from  left  to  right,  concave  downward,  are  designated 
barometric-correction  curves.  They  are  labeled,  beginning  at  the 
lower  left-hand  comer,  1.9,  1.8,  1.7,  etc.,  to  1.0,  and  then  continu- 
ing 0.9,  0.8,  etc.  Their  significance  is  this:  the  correction  in  per 
cent  to  be  added  to  or  subtracted  from  the  humidity  findings  by 
the  chart  curves  will  be  one  times  the  drop  of  the  barometer  in 
inches  below  30,  and  one  times  the  rise  above  30,  respectively, 
on  every  reading  falling  on  the  line  labeled  1.0,  and  0.9  times 
0.5  times  or  1.1,  etc.,  times  such  readings  falling  on  the  curves  so 
labeled. 

93  For  readings  falling  between  these  lines,  a  relative  estimate 
can  be  interpolated  by  inspection,  if  need  be. 

94  Regain  Curves.  Figs.  16  and  17  are  intended  to  be  used  in 
determining  from  sling-hygrometer  readings  both  absolute  and  rela- 
tive humidities,  within  the  limits  of  temperature  indicated  and  the 
corresponding  regains,  for  a  state  of  equilibriimi  therewith  on  wool 
and  cotton  respectively. 

95  Figs.  18  and  19  show  within  the  same  limits  of  temperature 
the  unit-variation  regain  lines  for  wool  and  cotton  with  respect  to 
the  absolute-  and  relative-humidity  lines  in  whatever  manner  either 
may  have  been  determined. 

96  On  each  of  these  four  figures  the  unit-regain  curves  are 
nearly  straight  lines  for  both  clean  wool  and  cotton,  running  in  a 
general  upward  direction  from  left  to  right,  and  labeled  from  1  to 
32  per  cent  on  the  wool  charts,  and  from  1  to  20  per  cent  on  the 
cotton  charts. 

97  In  Figs.  18  and  19,  besides  the  unit-difference  curves,  there 
are  three  extra  Unes,  two  in  Fig.  18  and  one  in  Fig.  19,  labeled, 
respectively,  15.5  per  cent,  18.25  per  cent  and  8.5  per  cent.  These, 
with  the  three  emphasized  lines  at  15,  19  and  20  per  cent,  represent 
equilibriuni  conditions  for  certain  commercial  standards  in  wool  and 
cotton,  to  be  more  fully  described  and  explained  later. 

98  All  these  lines  are  plotted  from  data  developed  either  directly 
from  the  writer's  original  formulae,  or,  where  admissible,  by  inter- 
polation from  the  tables  in  the  Appendix. 

99  AbsoliUe-Humidity  Curves.  In  each  of  Figs.  16  to  18  are 
plotted  curves  running  from  left  to  right  in  a  convex  direction  down- 
ward, labeled  respectively  1  grain,  2  grains,  3  grains,  etc.,  up  to  19 
grains,  which  represent  weights  of  aqueous  vapor  per  cubic  foot 
under  the  temperature  and  relative-humidity  conditions  indicated  at 
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'their  points  of  intersection  with  the  temperature  and  humidity  lines. 
These  curves  are  plotted  from  data  calculated  from  Professor  Mar- 
vin's Table  12  in  U.  S.  Weather  Bureau  Report  No.  235. 

ILLUSTRATIONS  OF  THE   PRACTICAL  USE  OF  THE  CHARTS 

100  Assuming  a  30-in.  barometer,  suppose  an  observation  by  the 
sling  hygrometer  gave  a  dry-bulb  temperature  of  65  and  wet-bulb  of 
60  deg.  Note  in  Fig.  16  that  the  5-deg.  difference  curve  crosses  the 
vertical  65-deg.  temperature  line  just  a  little  below  its  intersection 
with  the  horizontal  75  per  cent  humidity  line;  that  the  curve  for 
5  grains  of  aqueous  vapor  per  cu.  ft.  crosses  a  little  to  the  left  of;  and 
the  19  per  cent  regain  for  clean  wool  exactly  at,  the  same  75  per  cent 
point.    The  results  would  be  properly  recorded: 

Temperature,  deg.  f  ahr 65 

Relative  humidity,  per  cent 75 

Absolute  humidity,  gr.  per  cu.  ft 5.1 

Wool  regain,  per  cent. 19 

C!otton  regain,  per  cent 10.7  (Kg.  17) 

101  It  will  be  observed  that  even  on  the  reduced  scale  of  Fig.  16 
it  would  be  possible  to  read  the  relative  humidity  closer  and  call  it 
74.8  per  cent  and  the  other  items  correspondingly  less;  but  it  would 
not  be  worth  while  to  do  so  for  a  single  observation,  because  that 
degree  of  accuracy  would  rest  upon  the  assumption  that  the  differ- 
ence in  the  wet-  and  dry-bulb  temperatures  had  been  taken  with  an 
observation  error  of  less  than  one-tenth  of  a  degree  —  an  improbable 
supposition,  except  with  a  very  careful  observer  usipg  very  refined 
instruments.^    Mill  observations  are  usually  taken  to  the  nearest 

1  Attention  is  called  to  a  very  accurate,  though  expensive,  instrument  of 
the  wet-  and  dry-bulb  type,  using  a  small  spring-driven  suction  dm  to  take  the 
place  of  the  effect  of  whirling  in  the  ordinary  sling  type.  It  is  called  an  aspira- 
tions-psychrometer  (by  Assmann)  and  is  made  by  R.  Fueas,  vorm.  J.  G.  Greiner, 
Jr.,  and  Greisder,  Steiglits,  nr.  Berlin,  Germany. 

The  temperature  graduations  are  to  0.2  deg.  cent.,  and  the  tables  of  vapor 
pressures  accompanying  are  in  millimeters,  instead  of  inches  of  mercury. 

The  instrument  can  be  used  directly  with  these  charts  by  simply  convert- 
ing the  thermometer  readings  to  the  f ahrenheit  scale.  The  writer  has  found  it 
capable  of  closer  work  than  the  ordinary  sling  instrument. 

When  translated  into  inches  of  mercury  for  corresponding  temperatures 
f ahrenheit,  the  vapor  pressures  given  agree  very  closely  with  the  tables  given  in 
U.  S.  Weather  Bureau  Report  No.  235.  The  writer  has  compared  them  also 
with  those  given  by  Marks  and  Davis  in  Steam  Tables  and  Diagrams,  1910.    The 


Digitized  by  VjOOQIC 


1106     liOISTUBE  CONTENT  OF  TEXTILES  AND  SOME  OF  ITS  EFfECTS 


i     •?     ^     r  8     i?     ^     2     I    .S 


ffliA 


k     %     I 


3S 
SO 
AS 

BQ 
73 
TQ 

I.. 


t 


30 

.  ''^ 

40 

as 


t 

■ "  "1 

y 

1 

1 

1 

1 

i 

1 

^5 

i 

s 

i::^ 
^ 

i 

't^ 

1 

i 

1 

G 

V 

p^ 

S^ 

S 

? 

? 

'2^ 

:2 

^.'■^ 

^ 

^ 

^ 

E 

s 

s 

1 

_^k^ 

1 

^ 

^ 

^ 

%^ 

^ 

1 

r^ 

^ 

4 

;i. 

J^ 

i? 

3 

^ 

^ 

\^ 

3i 

i 

r#*^ 

1 

1 

^ 

7 

A 

^ 

J- 

y 

^ 

/^ 

y^ 

S" 

*^ 

^ 

^ 

^ 

^ 

T 

/ 

^ 

V 

2 

g^ 

fe 

^ 

^ 

^' 

7 

^ 

^ 

1 

^ / 

i 

^ 

^ 

^ 

i 

^: 

^ 

^ 

^ 

^ 

p: 

H 

-jA 

^ 

/  / 

// 

// 

^ 

/^ 

^ 

^ 

y^ 

7^ 

^ 

iy 

1 

1 

i 

^ 

F 

i 

n 

fj 

i 

i 

^ 

7g 

^ 

bd 

bd 

£d 

« 

^ 

f?d 

d 

S 

fe 

^ 

^ 

«i4 

»4 

I 


40? 

c 


(5 


1 


30 
£5 


I 


S 


2o        ^ 


9 


Digitized  by  VjOOQIC 


WILLIAU  D.  HART8HORNB 


1107 


»     &     S     5^^  K 


s 


t^ 


2 

H 

t6 


s 

^ 


Ttq^l^trAtMr*  ^Hr*nk«i4     {dfy    ^^Itt) 


Digitized  by  VjOOQIC 


1108      MOISTURB  CONTENT  OF  TBXTILBS  AND  SOME  OF  ITS   EFFECTS 

I  deg.,  impljdng  a  possible  error  of  over  0.2  d^.,  or  as  much  as  1 
per  cent  in  any  single  record  of  humidity,  imder  approximately  like 
conditions. 

102  Again,  under  like  circumstances,  referring  to  Fig.  15,  it 
will  be  seen  that  the  observed  point  falls  approximately  on  the 
barometric-correction  curve  0.3,  which  means  that  it  would  require 
a  difference  of  3|  in.  in  the  barometer,  more  or  less  than  30,  to  make  a 
difference  of  1  per  cent  in  the  humidity  reading;  or  in  other  words, 
an  amoimt  no  greater  than  the  possible  error  of  an  ordinary  mill 
observation.  * 

103  For  dry  bulb  77i  deg.,  wet  bulb  61  deg.,  difference  16i  deg., 
the  point  is  found  at: 

Temperature,  deg.  f ahr 77  J 

Relative  humidity,  per  cent 37J 

Absolute  hxmiidity,  gr.  per  cu.  ft 3.8 

Clean-wool  regain,  per  cent 10.3  (Fig.  16) 

Cotton  regain,  per  cent 5.3  (Fig.  17) 

Barometric-correction  factor 0.65  (Fig.  15) 

104  In  this  case,  to  need  a  correction  of  as  much  as  1  per  cent 
in  the  humidity  record,  involving  0.2  per  cent  and  0.1  per  cent  only 
in  the  reading  for  the  r^ain  conditions  of  wool  and  cotton,  respec- 
tively, would  require  [since  1.00  -^  0.65  =  1.54]  a  drop  in  the  barom- 
eter to  below  28|  in.  or  a  rise  to  above  31|  in. 

OTHER  INTERPRETATIONS  AND  INFERENCES 

105  As  regards  barometric  corrections  in  mill  practice^  the 
humidity  conditions  usual  either  for  warehouse  storage  or  manufac- 
turing rooms  evidently  lie  above  the  barometric-correction  curve 
labeled  1.0;  and  Figs.  16  and  17  show  that  it  requires,  for  condi- 
tions in  the  neighborhood  of  this  line,  a  difference  of  about  5  per 
cent  in  relative  humidity  for  wool  and  10  per  cent  for  cotton  to  make 
as  much  as  1  per  cent  difference  in  their  respective  regain  conditions. 

differences  are  so  small  between  these  three  tables  that,  for  ordinary  purposes, 
either  may  be  regarded  as  giving  practically  correct  results. 

The  formula  given  with  these  German  tables  for  calculating  the  rdaUve 
humidity  differs  slightly  from  that  deduced  by  Professor  Ferrel. 

Using  this  German  formula  gives  humidity  readings  slightly  higher  than 
Professor  Ferrel's  formula,  with  a  maximum  of  about  2  per  cent  at  the  lowv 
left-hand  comer  of  the  chart.  Within  the  limits  of  mill  temperatures,  the  varia- 
tion higher  is  within  the  neighborhood  of  one-half  of  one  per  cent. 
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Consequently  the  probable  maximum  effect  upon  humidity  readings 
of  any  barometric  change  likely  to  occur  in  our  latitude  and  at  ele- 
vations not  exceeding  1000  ft.  would  only  be  equivalent  to  about 
one-half  of  one  per  cent  in  Ihe  proper  reading  for  the  regain  of  wool 
and  one-quarter  of  1  per  cent  for  cotton. 

106  The  common  custom,  therefore,  of  paying  no  attention  to 
barometer  readings  in  observations  for  moisture  conditions  in  fac- 
tories not  situated  at  high  elevations  is  quite  justifiable  from  a  prac- 
tical standpoint.  Moreover,  it  may  be  noted  here  that  contrary  to 
what  might  be  called  a  general  impression  as  to  the  effect  of  varia- 
tion in  barometric  pressure,  the  writer's  investigations  (subject, 
however,  to  further  experimental  proof  beyond  the  limits  of  tem- 
perature of  35  d^.  to  100  deg.  fahr.  and  pressures  much  above  30 
in.  of  mercury)  have  lead  him  to  the  definite  conclusion  that  it  is  a 
mistake  to  claim  any  effect,  even  down  to  the  Umits  of  attainable 
vacuum,  upon  the  amoimt  of  moisture  in  cotton  or  wool  exposed 
thereto,  beyond  that  of  the  rapidity  at  which  the  surroimding  at- 
mosphere and  material  can  attain  to  a  common  temperature,  and  a 
regain  state  corresponding  both  thereto  and  the  balancing  amount 
of  moisture  present  or  available.  In  other  words,  it  appears  to  the 
writer  that  for  a  given  temperature  and  a  constant  relative  humid- 
ity, the  regain  state  will  be  found  the  same  at  all  pressures.^  These 
are  important  considerations  in  practical  drying  problems. 

^  Fig.  16  can  be  used  to  illustrate  an  imaginary  experiment.  Note  on  the 
chart  that  the  7(>-deg.  temperature  line,  the  50  per  cent  relative-humidity  line, 
the  4-grain  curve  of  aqueous  vapor  per  cubic  foot,  and  the  13  per  cent  regain 
line  intersect  at  the  same  point. 

Now,  suppose  a  small  quantity  of  wool,  say  a  pound  (more  or  less),  con- 
taining 4  grains  of  moisture  over  and  above  enough  to  equal  a  condition  of  13  per 
3ent  regain,  to  be  placed  in  a  vessel,  capable  of  enlargement,  as  by  the  move- 
ment of  a  piston  in  a  cylinder,  with  a  free-space  content  of  1  cu.  ft.  at  the 
given  temperature  and  relative  humidity;  and  that  this  space  be  instantly  en- 
larged to  2  cu.  ft.  The  amount  of  moisture  present  in  this  space  (the  amount 
of  air  present  does  not  alter  the  amount)  if  the  wool  were  not  there,  nor  any  other 
source  of  moisture  available,  would  be  still  only  4  grains,  or  2  grains  per  cubic 
foot;  but  with  the  wool  present,  and  enough  heat  available  to  evaporate  the  4 
extra  grains  contained  in  the  wool  and  still  maintain  or  recover  the  original 
temperature,  this  evaporation  would  promptly  take  place,  leaving  the  material 
in  the  assumed  state  of  equilibrium  (13  per  cent)  with  the  surrounding  space  at 
the  70-deg.  temperature  and  50  per  cent  relative  humidity.  No  air  having  been 
admitted,  the  sum  of  the  pressures  of  the  air  and  moisture  will  have  become 
less  than  at  the  start,  or,  in  other  words,  the  condition  will  be  one  of  partial 
vacuimi. 
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107  Within  the  limits  of  its  application  this  is  a  simple  ccnrol- 
lary  to  the  mathematical  statement  of  the  general  law  of  regain  first 
announced  by  the  writer  in  1905  and  subsequently  confirmed  and 
restated  more  accurately  in  1911|  and  in  the  present  paper,  after 
further  demonstration  by  a  series  of  carefully  controlled  experiments 
on  cotton  and  wool.  In  this  formula  the  factor  of  pressure  does  not 
appear  except  in  the  ratio  tjE  »  fT,  for  relative  humidity.  It  un- 
doubtedly has  an  effect  in  the  phenomenon  of  lag  there  rdTerred  to. 

SPECIAL  LINES 

108  In  Fig.  19  the  position  of  the  line  labeled  8.5  per  cent  (the 
so-called  standard  regain  for  cotton)  may  be  interpreted  as  show- 
ing the  storehouse  or  mill  conditions  where  any  kind  of  cotton  or 
cotton  goods,  not  chemically  affected  by  dyeing  or  other  finishing, 
would  be  unlikely  to  lose  or  gain  weight  when  testing  to  this  stand- 
ard at  time  of  storage;  that  is,  when  the  actual  weight  of  100  lb.  of 
bone-dry  (standard  dry)  material  was  108}  lb.;  on  the  other  hand,  if 
this  amount  of  bone-dry  material  was  foimd  to  weigh  more  or  less 
than  108}  lb.  the  tendency  would  be  to  lose  or  gain,  if  sufficiently 
exposed;  or  vice  versa,  if  the  conditions  of  the  room  were  either 
drier  or  moister,  there  would  be  a  corresponding  tendency  to  lose 
or  gain  weight  from  such  a  standard  condition  of  the  material. 

109  Since  cotton  in  the  bale  sometimes  arrives  at  the  mill  in  a 
condition  testing  as  high  as  16  per  cent  regain,  which  would  mean 
that  every  bale  whose  corrected  weight  at  8}  per  cent  regain  was 
500  lb.  would  be  weighing  534}  lb.,  the  commercial  importance  of 
considering  these  conditions  is  obvious.  Every  such  bale,  if  no  claim 
for  excess  of  moisture  were  made  and  allowed,  would  be  costing  the 
buyer,  at  20  cents  per  lb.,  $6.90  a  bale  more  than  another  containing 
the  same  amoimt  of  cotton  weighing  500  lb.  at  8}  per  cent  regain.^ 

110  On  wool  the  several  so-called  standards  are  not  uniform 
in  all  countries,  but  some  of  them  are  more  definitely  recognized 
and  broadly  utilized  in  actual  conunercial  transactions  than  is  the 
single  cotton  standard  in  any  coimtry.  In  the  United  States  the 
standard  condition  of  15  per  cent  moisture  regain  may  be  said  to  be 
definitely  established,  by  custom  though  not  by  law,  for  the  selling 

>  For  a  description  of  some  carefully  made  tests  and  of  a  practical  method 
of  obtaining  a  sufficiently  accurate  average  result,  see  Report  of  Committee  oo 
Moisture  in  Baled  Cotton,  Trans.  National  Association  Cotton  Manula^ureni 
vol.  82,  p.  262.  Committee:  Wm.  D.  Hartshome,  Chmxman^  Christopher  P. 
Brooks,  Louis  Atwill  Olney. 
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of  worsted  tops,  whether  combed  "dry"  (that  is,  without  oil)  or 
combed  with  oil. 

111  The  amount  of  oil,  or  more  correctly,  the  loss  by  careful 
scouring,  is  not  so  definitely  standardized  here  as  it  is  in  Bradford, 
England.  Even  there,  though  a  standard  for  scoured  loss  of  3|  per 
cent  is  recognized,  it  is  not  so  carefully  followed  or  insisted  upon  in 
trading  as  is  their  standard  regain  of  19  per  cent  moisture  for  oil- 
combed  tops  and  18J  per  cent  for  tops  combed  dry.  However, 
since  the  equilibrium  regain  condition,  where  olive  oil  only  is  used 
and  where  no  other  hygroscopic  material  is  present,  depends  alone 
upon  the  proportion  of  wool,  it  was  shown  by  the  writer  in  the  April 
1914  number  of  the  Bulletin  of  the  National  Association  of  Wool 
Manufacturers  that  the  19  per  cent  standard  on  Bradford  oil- 
combed  tops  means  nearly  20  per  cent  when  the  moisture  is  calcu- 
lated on  the  dean-wool  content.  Hence  the  emphasized  line  at 
20  per  cent  regain  in  Fig.  18. 

112  In  the  same  manner  it  was  there  shown  that  18^  per  cent 
for  yam  made  from  tops  combed  with  a  Bradford  standard  scoured 
loss  of  3.5  per  cent  would  be  19  per  cent  on  the  clean-wool  content. 
Hence  the  emphasis  on  the  19  per  cent  line. 

113  The  18i  per  cent  line  stands  on  its  own  feet,  so  to  speak, 
as  being  the  condition  at  which  dry-combed  tops,  and  yam  spun 
from  them,  usually  by  the  French  system  of  spinning,  are  stand- 
ardized and  sold  both  in  England  and  on  the  Continent. 

114  Assuming  the  scoured  loss  on  oil-combed  tops  in  this 
country  to  be  3  per  cent  and  the  moisture  regain  15  per  cent,  then 
the  dry  clean  weight  of  wool  in  100  lb.  at  standard  condition  would 
be  approximately  84  lb.  (as  against  the  Bradford  standard  of  80.5 
lb.)  and,  as  figured  on  the  clean-wool  content,  the  13  lb.  of  water 
(the  loss  from  100  lb.  at  15  per  cent  regain)  would  be  approximately 
15.5  per  cent.  Hence  the  15.5  per  cent  line,  which  shows  by  its 
position  the  corresponding  atmospheric  conditions  of  equilibrium  for 
oil-combed  tops,  and  the  15  per  cent  line  for  the  dry-combed  tops. 

115  It  cannot  at  present  be  said  that  any  de&iite  standard  for 
moisture  regain  on  cotton,  manufactures  of  cotton,  raw  or  scoured 
wool,  worsted  yams,  or  other  manufactures  of  wool  except  tops,  or 
other  textile  materials  except  silk,  is  properly  recognized  in  the 
trade  in  this  country.^ 

^  The  teBiing  of  silk  is  a  large  feature  in  the  valuable  work  done  by  the 
United  States  Conditioning  and  Testing  Company,  New  York.  See  lower  foot- 
note on  p.  1077. 
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116  There  are  many  conflicting  reasons  for  the  lack  of  such 
standards  here,^  but  none  of  them  are  insurmountable  if  the  object 
be  merely  to  establish  a  common  standard  by  which  to  buy  and 
sell,  as  has  been  the  case  with  the  somewhat  less  hygroscopic  but 
still  more  valuable  material,  silk,  for  which  the  standard  of  11  per 
cent  regain  is  generally  recognized  all  over  the  world  and,  indeed, 
was  made  such  in  France,  both  by  commercial  practice  and  by  sanc- 
tion of  the  French  Grovemment  nearly  seventy-five  years  ago. 

^  ''The  following  regains  for^e  various  yams  were  agreed  upon  at  the 
International  Congress  held  at  Tunn  in  1S75: 
ISi  per  cent  for  wonted 
17   per  cent  for  carded  woolen 
Si  per  cent  for  cotton 

12  per  cent  for  flax  and  hemp 
131  P^  cent  for  jute 

13  per  cent  for  shoddy. 

the  drying  temperature  to  be  105  to  110  deg.  cent. 

"The  above  temperatures  are  equivalent  to  221  to  230  deg.  fahr. 
''The  standard  for  silk  (11  per  cent)  was  declared  by  the  Lyons  Chamber  of 
Conuneroe  on  September  3,  1S40,  and  received  the  French  Govemmoit  sanction 
by  an  order  of  April  23,  1841. 

"The  regain  standards  of  the  Bradford  Conditioning  House  are  as  fdlows: 
19   per  cent  for  tops  combed  with  oil 
ISi  per  cent  for  tops  combed  without  oil 

14  per  cent  for  noils,  ordinary 

16   per  cent  for  noils  scoured  or  carbonised 
18}  per  cent  for  worsted  yams 
8i  per  cent  for  cotton 
11    per  cent  for  silk  • 
16   per  cent  for  wool  and  waste 
16   per  cent  for  worsted  and  woolen  cloths. 

"The  above  series  of  standards  have  been  accepted  by  all  European  Test- 
ing and  Conditioning  Houses,  and  no  other  competing  standards  can  be  said  to 
exist,  although  higher  standards  are  occasionally  suggested." — Notes  on  Sam- 
pling and  Testing  (1913  edition),  Manchester  Chamber  of  Commerce. 

In  the  above,  there  is  an  important  omission  of  the  standard  for  "washed 
wool"  made  use  of  by  the  Conditioning  House  at  Maxamet,  the  center  of  the 
skin  or  pulled-wool  industry  in  southern  France.  The  regain  allowed  is  18  per 
cent  figured  on  the  scoured  (dry)  weight  as  obtained  from  tested  samples.  Curi- 
ously, it  is  not  their  custom  to  report  the  amount  of  loss  (which  must  of  naeesBty 
have  been  found  on  the  samples  tested)  of  anything  but  the  moisture.  The  addi- 
tional loss  might  be  anywhere  from  10  per  cent  to  20  per  cent  or  more,  but  it  im 
left  to  the  judgment  of  the  wool  buyer  to  estimate  this  in  each  lot  which  he  ex- 
amines. It  would  appear  that  there  is  both  a  phjrsical  and  a  psychologicai 
reason  for  this. 
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117  The  most  important  reason  for  not  adopting  the  EngUsh 
and  Continental  standards  for  wool  here  lies  in  the  fact  that  it 
is  more  difficult  to  maintain  indoor  atmospheric  conditions  in 
our  climate  corresponding  to  such  standards,  and  moreover,  tops 
and  yams  actually  containing  such  amounts  of  moisture,  if  long 
stored  improtected  from  mildew,  are  likely  to  become  seriously 
damaged. 

118  In  the  writer's  experience  there  is  little  such  danger  of  dam- 
age at  15^  per  cent  on  wool  (15  per  cent  on  oil  stock)  or  8^  per  cent  on 
cotton.^  While  it  is  true  that  for  the  best  conditions  of  spinning 
it  is  better  to  have  in  the  material  an  amount  of  moisture  equal  to, 
or  possibly  even  greater  than,  the  Bradford  standards,  in  order  to 
allow  for  necessary  losses  by  evaporation  and  still  maintain  a  humid- 
ity condition  of  spinning  rooms  at  a  point  where  electrical  action  in 
cold  weather  would  be  without  material  effect,  yet  this  can  be  taken 
care  of  by  the  spinner  himself,  and  need  not  involve  the  danger  from 
mildew  by  long  storage  at  Bradford  standards  in  our  warmer  climate. 
However,  with  material  worth  anywhere  from  50  cents  to  %2  per  lb. 
or  more,  it  is  easy  to  see  the  commercial  importance  of  knowing  at 
what  price  100  lb.  of  bone-dry  material  is  bdng  bought  or  sold,  but 
it  makes  little  difference,  as  a  commercial  transaction,  whether  the 
price  be  fixed  on  the  basis  of  that  100  lb.  weighing  110  lb.,  115  lb., 
or  even  120  lb.,  providing  the  standard  is  accepted,  condition  deter- 
mined, and  corrected  weight  billed  up. 

119  Figs.  15  to  19  will  aid  in  an  imderstanding  of  how  and  to 
what  extent  known  climatic  changes,  either  indoors  or  out,  will  tend 
to  affect  weight,  but  in  the  writer's  opinion  sufficient  consideration 
has  nowhere  yet  been  given  to  determining  the  limitations  as  to 
strength,  or  elasticity,  or  measurement  of  textile  materials  under 
varying  conditions  of  moisture  content.  More  has  been  done  per- 
haps on  cotton  than  upon  any  other  material.  However,  the  func- 
tion played  by  the  element  of  twist  in  connection  with  length  of 
staple  in  both  cotton  and  wool,  though  in  general  terms  well  under- 
stood, is  greatly  affected  by  the  relation  of  moisture  content  to 
surroimding  conditions,  especially  in  wool,  in  ways  which  are  meas- 

>  Tops  combed  in  Bradford  and  shipped  to  Japan  under  Bradford  stand- 
ard conditions  are  baled  up  with  a  mildew  protective  covering  (the  invention  of 
a  Japanese)  which  has  proved  very  successful,  not  only  in  preventing  a  change 
in  weight  during  transit  or  storage  for  use,  but  from  all  effects  of  the  mildew 
plant  whose  roots  though  they  may  be  growing  on  the  outside  do  not  penetrate 
this  material. 
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iirable  not  only  in  quantity  of  product  from  a  given  machine^  but 
also  in  its  quality  as  required  for  subsequent  use;  These  will  be 
subjects  for  further  papers. 

attthob's  notb 

120  The  writer  recognizes  that  his  development  of  the  laws  of 
regain  is  limited  in  its  application  to  the  accuracy  of  the  data  used 
for  vapor  pressures  and  vapor  densities  taken  from  the  U.  S.  Weather 
Bvu*eau  Report. 

The  question  has  been  asked,  What  would  be  the  effect  upon  the 
statement  of  these  laws,  and  the  tabulated  deductions  for  regain 
on  cotton  and  wool,  of  using  the  corresponding  data  given  by 
Marks  and  Davis  or  the  still  later  deductions  of 'Willis  H.  Carrier,' 
involving  more  complicated  considerations?  The  writer's  answer  is: 
none  of  practical  importance,  as  regards  regain  conditions  within  the 
limits  of  temperature  experimented  with. .  Possibly  a  more  general 
statement  depending  upon  the  data  of  these  authors  and  others 
could  be  devised  to  include  conditions  for  temperatures  beyond 
100  deg.  fahr.,  which  might  have  practical  importance  on  some 
problems  of  moisture  content  of  materials.  There  is  room  here  for 
further  research, 

^  Rational  Psychrometric  Formuls,  W.  H.  Carrier,  Trans. Am.Soc.M.E.» 
vol.  33  (1911),  p.  1006. 
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APPENDIX 

TABLE  2    OBSERVATIONS  ON  WORSTED  FROM  AUSTRALUN  MERINO  WOOL 
AT  70  DEO.  FAHR. 


Regtdn  »i  19.8%  humidity.  % 

Rttun  at  66.6%  humidity.  % 

Retain  at  88.47%  humidity.  % 

7.01 

14.18 

28.02 

Skoiofl 

7.04 

Skeint 

14.18 

Sksint 

23.04 

Not.  44 

7.01 

Not.  41 

14.21 

Not.  61 

28.20 

Sc45 

7.11       28.17 

&42 

14.23 
14.10 

4e62 

23.09 
28.16 

ShdUB 

7.12 
0.93 

14.06 

86.01 

23.19 

138.76 

Not.  61 
d^52 

7.09 

7.19       28.33 

Skeint 

14.06 
14.16 

Skeint 

23.10 
28.06 

7.02 

Not.  49 

14.06 

Not.  63 

28.03 

Skeins 

0.97 

&60 

14.10 

&64 

23.06 

Not  &3 

0.87 

14.16 

33.16 

4(64 

7.02       27.88 

14.06 

84.69 

23.08 

138  48 

Avwace 7.03 

Averate 

14.18 

Averace 

23.10 

TABLE  3    OBSERVATIONS  ON  WORSTED  FROM  AUSTRALIAN  MERINO  WOOL 
AT  66.0  PER  CENT  HUMIDITY 


Recainat40*F..% 

Retain  at  65*  F..% 

Retain  at  86*  F..% 

Retain  at  100*  F..% 

16.22 

14.93 

13.41 

U.03 

Skeint    16.37 

Skeint    14.03 

Skeint    13.73 

Skeint    13.07 

Not.  41    16.48 

Not.  41    14.88 

Not.  41    13.61 

Not.  41    12.99 

&42      16.34 

4e42      14.78 

ft  42      13.63 

ft  42      13.13 

16.48 

14.82 

13.63 

12.94  • 

16.69    92.48 

14.86    88.89 

13.48    81.19 

12.93    78.09 

Skeint    16.29 

Skeint    14.07 

Skeins    13.68 

Skeint    13.00 

Not.  49   16.34 

Not.  49   14.65 

Not.  49   13.63 

Noe.49   13.93 

A  60       16.43 

A  60       14.77 

ft  50      13.63 

ft  60      12.90 

16.41 

14.77 

13.60 

12.97 

16.16 

14.08 

18.40 

13.02 

16.65    92.17 

14.75       88.29 

13.48    81.02 

13.01    n.96 

Averate..    16.89 

Averate...    14.77 

Averate..    13.62 

Averate..    13.00 
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TABLE  4    OBSERVATIONS  ON  SEA  ISLAND  COTTON  AT  70  DEO.  FAHR. 


lUddn  at  19.64 

ptrMnt 

Racainat55Jlp«ewi« 

Batain  at  88.45  pvMAt 

humidity.  % 

humidity.  % 

humidity.% 

8.70 

7.85 

18.61 

SkmDB 

8.64 

Skdna      7.85 

Skaina 

U.66 

11  and  12 

8.66 

7  and  8     7.80 

7and8 

13.82 

3.M 

7.40 

18.70 

■""""■ 

14.56 

29.40 

54.79 

3.n 

7.24 

18.68 

Skdni 

8.72 

Skaina      7.85 

Skaina 

18.64 

9andl0 

8.69 

9  and  10   7.22 

9andl0 

18.76 

8.67 

7.40 

18.96 

^~~~ 

14.85 

29.21 

55.06 

Averate 

....    8.68 

Avwafa...    7.88 

Avarafi 

....    18.78 

TABLE  5    VALUES  OF  A.  K,  KR  AND  H  AS  FOUND  FROM  EQUATION  FOR 

70-DEG.  CURVE 
For  Saa  laland  Cotton 


« 

R 

K 

KR 

m 

Inftrr§d,for  A' 

0 

0 

0 

0 

50.0 

50 

IM 

116.8 

284 

6.01 

172.8 

517 

13.29 

ObMnUJorB' 

sea 

me 

754 

15.54 

228.0 

892 

22.93 

268.1 

1315 

83.81 

285.7 

1714 

44.06 

292.7 

2049 

52.67 

Oft«riirf  for  G* 

7.SS 

805 .0 

9148 

ssJi 

291.7 

2885 

60.08 

287.1 

2588 

66.40 

10 

280.6 

2806 

72.U 

11 

278.2 

3005 

77.25 

12 

265.2 

8182 

81.80 

18 

256.8 

8839 

85.81 

Obun§i»farD' 

15.75 

B80.6 

5441 

55.45 

14 

248.8 

8476 

88.85 

15 

289.5 

8608 

92.86 

16 

280.6 

8680 

94.86 

17 

221.6 

8768 

96.86 

18 

212.6 

8827 

96.38 

19 

204.4 

8884 

99.81 

20 

194.8 

8887 

99.90 

InferrUtfar  E* 

iO.6 

159.5 

5800 

i00.co 

>  ExprMwd  aa  par  eant. 
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TABLE  6    VALUES  OP  «.  iC.  KR  AND  H  AS  POUND  PROM  EQUATION  FOR 

70-DEO.  CURVE 

Por  Worsted 


R 

K 

KR 

H» 

Inftrrti.M  A 

0 

0 

0 

0 

1 

19.2 

19 

0.50 

2 

87.3 

75 

1.93 

3 

64.4 

163 

4.20 

4 

70.1 

280 

7.20 

5 

84.6 

423 

10.87 

6 

97.6 

586 

15.06 

7 

109.2 

764 

19.64 

U90tF99M% JCT  0...  ........•••• 

7.05 

100.6 

770 

1$,90 

8 

119.4 

955 

24.56 

9 

128.1 

1153 

29.64 

10 

186.4 

1854 

84.81 

11 

141  6 

1556 

40.00 

12 

146.8 

1756 

45.14 

18 

150.0 

1950 

50.18 

14 

152.8 

2189 

55.00 

u.ts 

165.1 

ties 

66. eo 

15 

154.7 

2320 

59.64 

16 

155.8 

2493 

64.09 

17 

156.8 

2657 

68.30 

18 

156.2 

2812 

72.29 

19 

155.6 

2956 

76.00 

20 

154.5 

3090 

79.44 

21 

158.1 

3215 

82.65 

22 

151.8 

3829 

85.58 

23 

149.2 

3482 

88.23 

OUtnti./or  D 

ts.io 

IJiO.O 

SUM 

88.A7 

24 

146.9 

8526 

90.64 

26 

144.3 

8607 

92.73 

26 

141.5 

3679 

94.58 

27 

138.5      . 

3739 

96.12 

28 

185.4 

8791 

97.45 

29 

132.8 

8837 

98.64 

30 

128.7 

8861 

99.25 

31 

125.2 

3861 

99.n 

32 

121.5 

3888 

99.95 

Inftrr§d,f9r  B 

St.6 

119.7 

S890 

100.00 

I  Expramd  m  par  emit. 
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DISCUSSION 

Walter  M.  Kidder  (written).  It  would  seem  that  the  author's 
investigations  and  his  achievement  in  defining  the  law  governing  the 
regain  of  moisture  in  textile  fibers  are  of  the  greatest  practical  value 
to  the  manufacturer.  Hitherto  this  subject  has  been  appreciated  by 
few,  and  has  received  consideration  only  to  a  meager  extent  by  the 
average  manufacturer. 

The  author  raises  but  ^|pes  not  answer  one  question  that  is  of  the 
greatest  importance  because  of  the  magnitude  of  the  cotton  industry 
in  this  country,  namely,  whether  or  not  it  is  of  advantage  to  increase 
the  humidity  of  the  air  in  the  successive  processes  of  manufacturing. 
It  is  a  matter  of  importance  to  have  this  determined  authoritatively. 

The  effect  upon  quality  whi«h  the  author  shows  results  from 
varying  conditions  of  moisture,  constitutes  a  powerful  argument  for 
the  maintenance,  in  each  department,  of  uniformity  of  that  particu- 
lar condition  which  is  most  advantageous.  To  accomplish  this  in 
practice  calls  for  intelligent  appUcation  of  the  law  that  he  has  enun- 
ciated, and  which  the  tables  and  charts  presented  by  Mr.  Hartishome 
express  in  practical  terms. 

It  also  requires  the  exercise  of  engineering  skill  in  many  cases, 
for  the  flow  of  air  currents  within  some  factories  extends  throughout 
the  entire  str\icture.  Differences  in  degree  of  humidity  in  different 
departments  are  diflScult  to  control  because  of  the  freedom  of  circu- 
lation of  air.  It  is  diflicult  even  to  maintain  uniformity  in  all  parts 
of  one  room  imder  the  best  conditions  unless  windows  are  sealed, 
doors  are  exceptionally  tight  and  kept  closed,  and  a  thoroughly 
efficient  ventilating  system  exists. 

.  The  possibiUties  of  controlling  humidity  to  greater  advantage 
than  in  the  past,  as  pointed  out  by  Mr.  Hartshome,  will  6pen  a  new 
vision  to  most  manufacturers  of  fabrics,  especially  in  the  cotton 
industry. 

It  is  in  such  directions  that  progress,  in  the  larger  sense  of  the 
term,  is  to  be  expected  in  the  future  development  of  the  art  of  textile 
manufacturing,  for  this  matter  is  wholly  practical  and  within  the 
ability  to  achieve  of  every  mill  man  who  is  determined  to  utilise 
every  favorable  factor. 

Willis  H.  Carrier  thought  that  the  author  had  gone  into  the 
subject  with  extreme  thoroughness,  and  that  the  paper  was  a  contribu- 
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tion  to  the  subject  which  would  be  permanent,  largely  because  of 
the  methods  he  had  adopted. 

The  subject,  however,  had  a  very  much  wider  bearing  on  paper. 
It  was  very  important,  he  thought,  perhaps,  even  more  important 
than  in  the  case  of  textiles,  because  in  the  subsequent  treatment  of 
paper  and  sizing  and  calendering  the  moisture  content  had  to  be 
procured  with  great  accuracy  for  the  best  results.  The  same  was 
true  of  tobacco  and  practically  all  hygroscopic  substances  where 
moisture  content  was  important  in  the  process. 

There  was  one  product  he  had  in  mind  where  the  installation  was 
bad,  the  material  was  wet,  and  they  wanted  to  dry  it  down  to  10  per 
cent  moistiu^.  But  if  they  had  sold  it  on  the  basis  of  10  per  cent 
moisture,  it  would  have  been  at  a  loss,  so  finally  the  moisture  was 
reduced  to  0.25  per  cent,  which  was  made  possible  by  his  knowledge 
of  the  laws  enimciated  by  Mr.  Hartshome.  That  was  a  very  im- 
portant application,  for  that  one-half  or  one  per  cent  they  got  in  the 
week's  production,  something  like  $100,000,  meant  $1000  or  so. 

As  to  the  law  of  regain,  he  looked  upon  it  as  the  fundamental 
physical  idea  imderlying  the  fact  that  material  in  the  air  in  a  certain 
percentage  of  moisture  would  have  a  certain  regain,  as  the  vapor 
pressure  of  the  moisture  in  the  material  and  the  moisture  in  the  air 
must  be  equal  in  order  to  have  an  equilibjuim,  and  vapor  pressures 
of  the  moisture  in  the  material  were  depeiwfent  upon  its  hygroscopic 
action  as  the  vapor  pressure  was  reduced.  If  the  material  was 
saturated  the  vapor  pressure  would  then  correspond  practically  to 
that  of  free  water,  while  if  it  was  at  another  degree  of  saturation  it 
would  have  less  moisture.  The  vapor  pressure  was  reduced  by  a 
certain  definite  percentage  which,  as  Mr.  Hartshome  pointed  out, 
varied  somewhat  with  the  temperature. 

These  effects  of  diflFerences  in  vapor  pressure  were  very  important 
ih  calculating  rates  of  drying  which  occurred  in  various  hygroscopic 
substances,  and  it  would  be  desirable  if  Mr.  Hartshome  would  carry 
out  his  investigations  at  higher  temperatures  —  temperatures  beyond 
100  deg. — where  a  great  deal  of  the  drying  was  done,  in  order  that 
the  laws  could  be  investigated  there  as  well  as  in  the  normal  tempera- 
tures of  the  room.  • 

The  Author,  in  closing,  thanked  Mr.  Carrier  for  his  conmients. 
The  question  of  the  relation  to  drying,  he  thought,  was  an  exceedingly 
important  one,  and  he  had  mentioned  it  in  the  paper  in  several  places 
as  being  affected  in  ways  which  might  not  be  understood.    That 
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subject  needed  more  investigation  and  he  would  be  very  glad  to 
undertake  it  if  he  had  a  research  laboratory  available. 

Referring  to  Mr.  Kidder's  communication,  the  question  which 
was  alluded  to  as  having  been  raised  but  not  answered  the  author 
agreed  was  very  important,  and  he  was  of  the  opinion  that  it  needed 
careful  investigation  imder  practically  workable  conditions,  with 
complete  imderstanding  and  controlled  knowledge  of  results,  to 
demonstrate  what  are  the  best  obtainable  effects  both  as  to  quality 
and  quantity  of  product.  It  could  be  done,  and  for  the  benefit  of  the 
cotton  industry  it  ought  to  be  done  authoritatively. 
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THE  WOMAN   WORKER' 

By  John  W.  Upp,  Schenectady,  N.  Y. 
Member  of  the  Society 

^pUIS  paper  has  been  prepared  as  a  record  of  the  experience  with 
the  emplo3rment  of  women  in  one  large  manufacturing  estab- 
lishment imder  the  changed  industrial  situation  brought  about  by 
war  conditions. 

2  It  is  in  fact  only  because  the  results  thus  far  accomplished 
have  been  so  encouraging  and  have  given  so  much  promise  of  future 
possibiUtieS)  that  it  seems  advisable  to  bring  those  results  to  the 
attention  of  the  members  of  this  Society,  for  each  woman  that  has 
been  assigned  and  trained  has  released  or  helped  to  release  a  man 
for  military  duty. 

3  Immediately  following  the  commencement  of  hostilities  in 
1914  the  demand  for  industrial  workers  began  to  increase,  growing 
in  intensity  from  month  to  month  imtil  the  present,  and  will  con- 
tinue to  increase  until  the  war  is  ended. 

4'  In  1915-1916  it  was  evident  that  the  skilled-labor  market 
could  not  meet  the  great  drain  being  made  upon  it.  Then  attempt 
was  made  to  increase  the  working  force  to  the  proper  point  by 
emplo3dng  large  numbers  of  imskilled  boys  and  men,  who  were  first 
put  to  work  in  regular  training  schools  under  the  supervision  of  ex- 
perienced instructors.  More  or  less  beneficial  increase  resulted  from 
this  plan.  But  even  these  imusual  methods  failed  in  1917  and  there 
was  inmiediate  need  of  finding  a  new  source  of  labor  supply. 

5  We  of  course  knew  of  the  magnificent  manner  in  which  the 
women  of  Europe  had  responded  to  the  needs  of  the  warring  nations, 
yet  we  did  not  quickly  take  advantage  of  that  knowledge,  for  we  had 
always  felt  and  still  feel  that  except  for  office  work  or  for  lighter 
assembly  and  machine  work  where  deftness  of  hand  is  of  advantage 

^  This  paper  was  disousBed  together  with  paper  No.  1628  on  Influenod  of 
Environment  on  the  Woman  Worker,  by  C.  B.  Lord.  The  discussion  follows 
Mr.  Lord's  paper. 

Presented  at  the  Annual  Meeting,  December  1917,  of  Thb  American  Socibtt 
OF  Mechanical  Engineers. 
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and  where  range  of  operations  is  within  the  admitted  scope  of 
woman's  abiUty,  she  should  not  be  considered  in  any  of  our  plans 
for  increasing  productive  capacity.  But  the  need  became  so  great, 
and  there  was  such  an  earnest  desire  on  the  part  of  the  women  to 
reUeve  the  men  for  the  important  miUtary  work  for  which  they 
alone  are  fitted,  that  it  became  almost  a  duty  to  give  serious  con- 
sideration to  the  employment  of  women  on  work  which  had  here- 
tofore been  taken  care  of  by  men  exclusively. 

6  Now  the  situation  has  become  particularly  acute  because, 
coincident  with  the  withdrawal  of  our  men  for  military  service  and 
as  a  result  of  it,  the  Government's  demands  for  manufacturing 
materials  which  have  heretofore  been  produced  by  the  men  now 
assigned  to  military  duty  have  largely  increased. 

7  Early  in  1917  it  was  necessary  to  materially  increase  our 
manufacturing  facilities  in  one  line  of  work  in  which  the  writer  Ts 
particularly  interested.  It  was  evident  that  we  could  not  obtain 
enough  men  employees  to  operate  the  equipment  i«diich  was  piu*- 
chased  for  these  increased  faciUties;  we  could  see  that  this  lack  of 
sufficient  men  employees  would  continue  and  increase  rather  than 
decrease  our  difficulties;  and  we  knew  we  could  obtain  men  for  our 
facilities  only  if  we  withdrew  them  from  other  manufacturing  de- 
partments or  companies  which  were  occupied  on  actual  or  related 
Government  work.  After  thoughtful  consideration  we  decided  to 
make  a  definite  attempt  to  use  women  operatives  instead  of  men 
on  all  classes  of  machine  work.  Our  plans  were  made  accordih^y, 
and  the  accompanying  photographs  will  give  you  at  least  a  little 
conception  of  the  work  that  these  women  are  doing  for  us. 

8  In  our  minds,  and  in  yours  no  doubt,  there  has  been  a  feeling 
that  women  are  not  suited  to  operate  complicated  machine  tools  or 
to  do  the  work  that  is  required  in  a  modem  and  high-grade  machine 
shop. 

9  Thus  the  solution  of  the  first  problem.  What  can  a  woman  do? 
would  determine  the  measure  of  her  value  to  us.  The  answer  is  ex- 
tremely interesting  and  satisfactory,  for  we  have  found  women  imder 
proper  conditions  and  with  proper  training  almost,  if  not  quite,  the 
equal  of  men  on  the  work  to  which  the  women  have  been  assigned. 

10  We  have  been  much  surprised  at  woman's,  strength  and 
endurance  and  are  now  wiUing  and  ready  to  assign  her  to  duties 
which  were  until  recently  assumed  to  be  entirely  beyond  the  scope 
of  her  ability.  She  is  remarkably  quick  to  learn.  'With  only  a 
short  intensive  instruction  many  women  are  working  at  duties 
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which  we  would  only  give  to  apprentices  of  two  or  three  years' 
training. 

11  We  have  found,  however,  that  it  is  necessary  to  recognize 
some  fundamental  difficulties  if  women  are  employed  in  these  unu- 
sual occupations.  In  considering  her  ability  to  successfully  with- 
stand work  in  the  factory,  it  should  be  remembered  that  a  woman  is 
not  so  strongly  built  as  a  man,  that  she  is  not  so  tall,  that  her  reach 
is  not  so  great,  that  she  cannot  stand  so  long,  that  she  is  unsuitable 
for  the  lifting  and  carrying  of  heavy  weights,  and  that  she  must  have 
a  great  many  conveniences  that  men  do  not  require.  Thus  it  has 
been  necessary  in  all  our  machine  operations  to  change  our  methods 
of  handling  the  work.  This  is  so  arranged  and  the  carrying  trays 
so  constructed  that  it  is  impossible  for  a  woman  to  obtain  a  load 
that  is  greater  than  50  pounds,  except  where  the  size  of  an  individual 
piece  makes  such  a  limit  impossible.  Stools  or  chairs  are  provided 
where  possible  and  short  rest  periods  are  found  advantageous  in  many 
cases. 

12  All  the  states  have  quite  stringent  regulations  in  reference  to 
rest  rooms  and  hours  of  employment  for  women.  We  have  always 
felt  that  it  was  desirable  not  only  to  live  up  to  the  letter  of  such 
laws  but  to  provide  facilities  beyond  those  which  were  required, 
because  most  encouraging  responses  have  been  made  when  we  pro- 
vided additional  facilities  and  conveniences. 

13  We  do  not  feel  that  any  employer  should  encourage  women 
to  work  in  his  shops  unless  the  conditions  are  suitable  for  such 
employment,  and  that  a  very  serious  error  will  be  made  if  employers 
put  women  to  work  in  the  machine  shops  imder  conditions  which 
men  are  willing  to  endure. 

14  In  hiring  women,  especially  for  tasks  which  are  new  to 
them,  several  points  should  receive  their  proper  share  of  considera- 
tion so  that  both  the  company  and  the  employee  may  benefit  by 
the  partnership. 

15  Careful  attention  must  be  given  to  the  character  of  the 
women  employed  and  more  thorough  investigation  must  be  made 
of  their  references  than  in  the  case  of  men,  for  the  employment  of 
one  undesirable  woman  will  frequently  destroy  the  usefulness  of  a 
large  department.  All  the  women  working  in  any  section  must  be 
acceptable  to  the  other  women  or  resignations  with  or  without 
explanation  will  be  apt  to  take  place  rapidly. 

16  We  also  foimd  early  in  our  experience  that  women  between 
the  ages  of  18  and  31  were  more  adaptable  and  learned  more  quickly 
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than  those  who  were  younger  or  older  —  those  who  were  younger 
than  18  not  having  reached  a  period  of  phy^cal  development  which 
warranted  their  undertaking  strenuous  factory  work,  and  those 
who  were  older  than  31  being  so  fixed  in  their  habits  that  they  did 
not  learn  quickly  enough  to  suit  our  purpose.  In  this  experience, 
however,  the  emplo3rment  of  women  has  not  differed  materially 
from  what  it  would  be  if  we  were  employing  men  under  the  same 
conditions,  for  it  is  probable  that  if  we  completely  changed  the  en- 
vironment of  men  they  would  not  be  easy  to  instruct  unless  tiiey 
were  within  the  age  limits  specified. 

17  We  have  not  made  any  attempt  to  discriminate  between 
unmarried  and  married  women,  except  that  we  have  investigated 
every  accep|jible  applicant  with  minor  children  to  assure  ourselves 
that  she  had  means  of  having  her  family  taken  care  of  while  at 
work  in  the  factory. 

18  We  begin  to  train  a  woman  for  her  duties  immediately  after 
she  goes  to  work.  We  never  add  many  women  to  a  department 
at  one  time,  as  we  have  foimd  it  impossible  for  an  instructor  to  give 
to  each  of  many  new  employees  sufficient  attention  to  obtain  satis- 
factory results.  If  we  take  on  too  many  women  at  once  it  is  neces- 
sary for  them  to  wait  some  time  for  instruction.  In  this  interval 
they  become  discouraged,  impressed  with  the  thought  that  they 
will  never  learn,  and  usually  nearly  all  those  who  have  not  been 
given  the  undivided  attention  of  the  instructor  during  the  early 
days  of  their  employment,  resign,  apparently  having  reached  the 
decision  that  the  work  was  going  to  be  so  difficult  that  they  could 
never  learn  how  to  perform  it.  But  when  the  new  employee  can  be 
given  the  undivided  attention  of  the  instructor  and  can  have  the 
operations  explained  until  understood,  there  has  been  laid  the 
foundation  for  a  probable  permanent  employee,  and  one  whose 
work  will  in  almost  every  case  be  satisfactory.  We  attempt  to  in- 
struct two  women  at  one  time  on  each  machine  tool,  giving  them 
alternate  opportunities  to  operate  the  machine  tool  themselves,  but 
under  the  immediate  and  direct  supervision  of  the  instructor  who 
is  assigned  to  that  particular  job. 

19  We  foimd  early  in  our  experience  that  we  had  a  smaller 
percentage  of  failures  when  our  women  employees  came  from  the 
industrial  walks  of  life,  that  is,  from  families  in  which  the  husband, 
brother  or  father  was  a  mechanic.  The  women  then  imderstood 
many  of  the  machine  operations,  particularly  if  they  had  a  sewing 
machine  at  home  or  were  familiar  with  modem  household  apparatus. 
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If  we  drew  our  prospective  employees  from  those  walks  in  life  where 
the  men  of  the  families  were  engaged  as  bookkeepers,  clerks,  or  on 
similar  work,  the  women  had  to  receive  much  more  instruction  and 
they  were  more  easily  discouraged.  And  while  now  we  do  not 
limit  ourselves  to  any  particular  class,  we  do  give  the  preference  to 
those  ap^Ucants  where  the  fathers  and  brothers  are  working  on 
mechanical  operations. 

20  We  find  it  difficult  to  teach  women  to  operate  screw  ma- 
chines, but  when  they  learn,  their  work  is  as  satisfactory  as  that  of 
men;  and  on  the  lighter  screw-machine  work  we  are  having  the 
remarkable  experience  of  finding  their  work  more  productive  than 


Women  Operating  Screw  Machines 

that  of  men.  We  do  find  it  difficult  to  teach  women  how  to  operate 
mining  machines  and  we  have  had  many  failures,  yet  we  have 
women  operatives  on  milUng  machines  doing  high-grade  work  as 
efficiently  as  it  can  be  done  by  men.  We  have  found  it  difficult  to 
teach  women  to  operate  lathes,  but  now  have  good  women  lathe 
operators  in  our  employ.  It  has  never  been  difficult  to  teach  women 
to  operate  light  punch  presses,  and  although  we  have  always  con- 
sidered heavy-punch-press  work  a  man\s  job,  we  now  have  women 
operating  heavy  punch  presses  in  an  entirely  satisfactory  manner. 
We  have  always  considered  the  assembly  work  on  some  of  our  more 
important  operations  as  being  essentially  the  work  of  the  man  who 
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had  been  trained  as  a  mechanic;  but  we  now  find  that  when  prop- 
erly instructed,  women  can  do  this  work  in  a  way  that  is  entirely 
satisfactory  to  us. 

21  It  has  been  necessary  to  more  closely  supervise  and  inspect 
the  work  turned  out  by  the  women  than  by  our 'regular  run  of  men 
employees,  for  few  women  have  any  conception  of  the  iiSportance 
of  dimensions,  or  any  judgment  as  to  mechanical  strength  or  re- 
quirements. Therefore  they  work  by  instruction  rather  than  from 
any  inherent  mechanical  knowledge.    But  you  can  be  sure  that 


Type  of  Clothing  Worn  by  Women  Engaged  in  Shofwork 

once  a  woman  employee  is  taught  how  to  use  a  gage  or  learns  what 
constitutes  satisfactory  work,  the  good  work  produced  in  the  after- 
noon will  be  exactly  the  same  as  that  produced  in  the  morning. 
The  judgment  which  is  frequently  so  disastrous  on  the  part  of  our 
men  employees  will  not  enter  into  the  work  of  the  woman  operative. 
She  will  follow  instructions  absolutely.  Therefore  it  is  extremely 
important  for  the  instructor  to  go  into  the  minutest  detail  when  he 
is  outlining  the  work. 

22  We  have  found  it  very  difficult  to  t«ach  women  the  differ- 
ence between  a  dull  and  a  sharp  cutting  tool.  But  all  the  diffi- 
culties mentioned,  as  well  as  others,  are  within  the  possibilities  of 
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correction;  andfthere  is  no  inherent  reason  why  the  women  of  this 
country  should  not  do  most  of  the  work  in  our  machine  shops, 
although  regulations  governing  such  work  must  be  more  carefully 
stated  and  followed  than  when  men  alone  are  employed. 

23  As  a  rule,  the  best  results  are  obtained  when  the  super- 
vision of  work  is  imder  the  direction  of  men,  although  as  immediate 
superiors  of  the  women  other  women  can  be  used  to  advantage.  . 


Women  Operating  Light  Multi-Spindle  Drills 

24  More  attention  must  be  paid  to  the  appearance  of  the 
manufacturing  departments  when  women  are  employed,  for  women 
are  much  more  susceptible  to  surroundings  than  men.  In  shops 
where  women  work,  the  machines  and  floors  are  kept  cleaner  than 
in  sections  where  men  only  work.  Women  are  naturally  better 
housekeepers  than  men,  and  when  the  women  understand  the  need 
or  desire  of  keeping  the  shop  in  good  order  they  assist  in  main- 
taining a  high  standard  of  appearance  where  men  are  often  careless 
and  indifferent. 
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25  When  a  woman  begins  to  work  in  the  factory  it  is  of  the 
utmost  importance  to  impress  on  her  the  need  of  great  care  in  the 
handling  of  machinery  and  also  to  explain  that  we  are  going  to 
cooperate  with  her  in  keeping  her  free  from  accident  hazards. 

26  DiflBculty  with  the  clothing  of  women  engaged  in  shopwork 
has  been  one  of  the  most  important  problems  we  have  had  to  solve, 
since  loose  sleeves,  thin  waists,  skirts  and  unprotected  hair  are  not 


Women  Operating   Light  Punch   Presses.    The   Wire   Guards  Havs  a 
Smaller  Mesh  Than  When  Men  Operate  the  Machines 

safe  in  a  machine  shop,  and  to  meet  this  problem  we  have  encourageil 
the  use  of  clothing  more  in  keeping  with  factory  conditions. 

27  When  we  originally  adopted  our  plans  there  was  some  un- 
certainty as  to  whether  we  should  ask  our  employees  to  wear  the 
type  of  clothing  shown  in  the  accompanying  photographs;  and  in 
order  to  settle  the  question  once  for  all,  the  matter  was  submitted 
to  the  workers  in  a  certain  department  for  their  own  decision.  We 
had  had  a  few  minor  accidents  due  to  loose  sleeves,  uncovered  hair 
and  loose  skirts,  and  it  was  evident  that  in  order  to  protect  our 
workers  it  would  be  necessary  to  adopt  some  type  of  clothing  which 
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would  remove  that  industrial  risk.  We  arranged  for  a  conference 
with  our  employees  in  the  department  mentioned  and  left  to  them 
the  selection  of  the  clothes  which  they  should  wear.  We  explained 
to  them  the  reason  we  were  increasing  the  number  of  women,  that 
it  was  necessary  to  have  these  women  to  take  the  places  of  men, 
that  we  intended  to  employ  more  and  more  women  in  the  future, 
but  that  we  could  not  forgive  ourselves  if  we  permitted  their  em- 
ployment to  result  in  accidents  which  might  ruin  their  usefulness  in 
future  years.  The  conference  was  a  most  interesting  one  and  the 
results  were  surprising;  for  of  those  who  attended,  98  per  cent 
voted,  after  a  half-hour's  consideration,  to  adopt  the  clothes  which 
are  illustrated  in  the  cuts  that  accompany  this  paper. 

28  It  was  feared  that  there  might  be  some  confusion  when  the 
women  of  .the  department  first  appeared  in  their  new  clothes.  And 
there  was  possibly  a  half-hour  in  which  they  did  arouse  some  curi- 
osity and  interest.  But  since  that  time  the  factory  costume  has 
taken  its  place  among  other  conventions  and  now  receives  no  special 
attention.  We  have  found  it  advisable  to  have  all  the  factory 
women  wear  the  same  kind  of  clothes  except  the  stockkeepers,  who 
are  exempt  from  this  regulation  if  they  so  desire.  Many  of  them, 
however,  have  adopted  the  regulation  costume  voluntarily.  Of 
course,  we  do  not  ask  or  want  our  factory  office  employees  to  wear 
clothes  of  this  type;  they  are  only  recommended  and  used  in  the 
factory  proper. 

20  Machines  must  be  somewhat  more  carefully  safeguarded  if 
women  are  to  operate  them  than  if  men  were  doing  the  work.  In 
general,  safety  for  women  who  wear  proper  shop  clothes  is  provided 
by  the  same  safeguards  as  for  men,  except  that  with  wire  guards  it* 
is  necessary  to  make  the  mesh  smaller  so  that  the  hair  cannot  get 
through  and.to  place  the  guards  farther  from  the  moving  parts. 

30  The  segregation  of  operatives  has  been  given  a  great  deal 
of  attention.  Until  the  present  emergency  we  have  made  an  at- 
tempt to  separate  our  women  employees  from  our  men.  We  do 
now  arrange  to  have  out  women  employees  quit  their  work  a  few 
moments  earUer  than  the  men  so  that  the  women  can  leave  the 
factory  without  confusion,  but  we  are  making  no  attempt  to  sep- 
arate them  from  the  men  in  the  manufactiuing  departments.  They 
of  necessity  work  on  adjacent  machines,  for  when  the  man  who 
operates  one  of  a  Une  of  machines  is  called  to  military  duty  we 
cannot  move  that  one  machine  from  its  desirable  location,  but  we 
can  train  a  woman  to  operate  it.    Where  the  number  of  women  in 
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a  department  is  relatively  small,  the  desirability  of  segregation  is 
most  evident,  and  if  it  were  possible  we  would  segregate  operations; 
but  it  has  not  been  difficult  to  entirely  control  the  situation  by 
proper  supervision,  and  now  that  our  men  are  becoming  used  to 
women  workers,  the  interruptions  and  confusion  have  practically 
disappeared. 

31  It  might  be  well  to  say  that  the  men  have  not  objected  to 
women  working  in  the  machine  shops.  While  we  feel  sure  that 
there  would  have  been  objections  raised  last  year,  this  year  the  men 
are  giving  the  most  helpful  assistance  in  the  training  of  women  to 
do  the  work  properly,  for  all  recognize  the  importance  of  canying 
on  the  industrial  undertakings  by  women,  as  men  are  required  for 
military  work. 

32  We  have  foimd  in  all  classes  of  factory  operations  that 
women  are  more  attentive  to  their  work  than  men.  They  are  more 
prompt,  observe  factory  regulations  in  a  better  manner  and,  in 
general,  are  neater  about  their  work,  but  we  have  not  been  able  to 
impress  them  with  the  importance  of  being  on  hand  every  day. 
Many  seem  to  feel  that  it  will  be  perfectly  satisfactory  to  be  absent 
occasionally,  particularly  if  they  have  any  household  duties  to 
finish,  and  for  this  reason  we  have  been  careful  to  select  those  women 
who  can  be  entirely  relieved  of  such  responsibilities  if  they  enter 
our  employ.  Our  record  of  absences  of  women  is  as  a  rule  about 
20  per  cent  greater  than  among  men. 

33  I  have  mentioned  changing  occupations  in  the  manufactur- 
ing departments.  We  have  also  carried  on  a  most  successful  ex- 
periment in  the  employment  of  women  in  one  of  the  estimating 
departments.  We  have  always  employed  many  women  secretaries, 
stenographers  and  clerks,  but  until  recently  have  not  found  it  ad- 
visable to  employ  women  who  were  graduates  of  women's  colleges 
in  our  commercial  estimating  departments,  there  having  been  a 
sufficient  number  of  men  trained  in  technical  colleges  to  fill  our 
requirements. 

34  The  withdrawals  for  military  service,  however,  have  practi- 
cally exhausted  our  supply  of  technical  graduates,  these  young 
men  being  the  first  to  take  part  in  miUtary  activities.  We  found 
ourselves,  therefore,  without  a  sufficient  force  to  carry  on  our  work, 
and  recognizing  the  situation,  employed  a  group  of  college  women, 
who  are  taking  up  the  work  heretofore  carried  on  by  the  younger 
technical  graduates.  These  young  women  had  no  technical  training. 
They  are,  however,  well  educated  and  we  selected  those  who  had 
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specialized  in  physics,  chemistry,  or  other  work  of  this  character 
when  we  made  our  appointments.  Then  we  immediately  started 
an  elementary  course  of  instruction.  The  activity  and  interest  of 
this  group  of  young  women  is  all  that  could  be  desired.  They  are 
more  anxious  to  learn  than  the  young  men.  The  majority  of  them 
are  not  only  anxious  to  earn  their  own  living,  but  are  most  anxious 
to  do  some  definite  work  which  will  release  additional  men  for 
military  duties.  It  is  as  yet  too  early  to  make  definite  statements  in 
regard  to  what  has  been  accomplished,  but  the  situation  is  most 
promising  and  there  is  no  reason  to  believe  that  our  experiment  will 
be  anything  but  successful.  This  change  cannot  be  brought  about 
in  a  moment,  however,  —  there  must  be  painstaking  education  and 
patience  with  inexperience. 

35  We  believe  it  will  be  necessary  to  carry  on  a  very  systematic 
campaign  before  we  can  educate  enough  women  to  do  the  work 
that  will  be  required  of  them  if  this  deplorable  war  continues.  We 
do  know  that  we  must  release  many  more  men  ultimately.  We 
do  know  that  we  must  supply  more  articles  of  manufacture,  even 
if  these  men  are  not  available.  We  know  also  that  women  must 
take  the  places  of  men  if  we  are  to  carry  our  undertakings  to  a 
successful  issue. 

36  The  danger  is  not  that  too  few  women  will  be  employed, 
but  rather  that  so  many  may  be  engaged  at  one  time  that  they  will 
be  given  work  to  do  on  which  they  will  not  have  received  proper 
instruction  and  which  will,  therefore,  be  improperly  and  ineflB- 
ciently  performed.  But  if  the  employment  is  properly  safeguarded 
and  the  character  of  the  women  carefully  and  intelligently  scruti- 
nized, I  am  sure  it  will  be  found  that  they  will  give  their  most  undi- 
vided assistance  in  manufacturing  work,  and  that  as  a  result  of  this 
assistance  they  will  release  for  military  duty  thousands  of  men  who 
are  now  employed.  If  our  experience  in  the  future  is  a  repetition 
of  what  it  has  been  in  the  past,  then  we  are  going  to  find  these  women 
employees  loyal,  energetic  and  efficient,  and  a  group  which,  if  prop- 
erly instructed  and  controlled,  will  solve  successfully  our  present 

.  industrial  problem. 

37  As  to  the  future,  who  can  predict?  Will  the  women  we 
train  on  the  work  of  men  desire  to  retain  their  positions?  It  would 
be  a  wise  prophet  who  could  give  a  true  answer  at  this  time.  But 
it  would  appear  from  our  experience  with  thousands  of  women  who 
have  worked  on  the  lighter  machine-shop  and  assembly  operations 
that  these  women  are  always  looking  forward  to  the  time  when 
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they  can  leave  their  industrial  occupations  and  take  care  of  a  home 
of  their  own,  and  I  do  not  believe  that  there  will  be  any  different 
condition  after  the  war  is  over.  The  women  who  are  entering  our 
employ  are  prompted  to  do  so  because  they  are  trying  to  do  their 
part  and  because  they  desire  to  assist  or  supplement  the  family 
income.  And  it  is  probable  that  the  larger  number  will  desire  to 
drop  their  factory  work  on  the  day  that  their  husbands,  brothers, 
or  fathers  return  and  are  able  to  do  the  work  for  them. 

38  There  seems,  therefore,  much  to  be  gained  and  little  to  lose 
through  encouraging  an  educational  campaign  on  the  emplo3rment 
of  women  for  the  duties  of  industry  which  have  heretofore  been 
left  entirely  to  men.  By  reciting  our  experiences  we  can  quickly 
arrive  at  the  most  efficient  method  of  selection,  education  and 
training. 

39  We  must  tell  others  what  we  have  learned  regarding  the 
employment  of  women,  what  capabilities  they  •  possess,  to  what 
kinds  of  work  they  are  best  fitted,  what  t3rpe  of  women  to  employ, 
how  to  organize  the  factory  to  the  best  advantage,  how  to  train 
them  to  increase  production,  what  subdivision  of  operations  is 
necessary,  and  so  on. 

40  We  can  by  pubUcity  encourage  the  women  of  one  conmiun- 
ity  to  follow  the  example  of  others.  And  by  raising  the  plane  of 
factory  employment  we  can  avoid  the  perplexing  social  distinc- 
tions that  have  been  so  troublesome  in  England.  And  it  would  be 
the  writer's  suggestion  that  this  Society  become  a  clearing  house 
through  which  we  can  report  and  unify  our  methods  and  obtain 
the  b^  results  in  meeting  our  present  emergency  requirements. 
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INFLUENCE  OF  ENVIRONMENT  ON  THE 
WOMAN   WORKER 

By  C.  B.  Lobd,  St.  Louis,  Mo. 
Member  of  the  Society 

PSYCHOLOGY,  either  accidental  or  predetermined,  is  the  basis 
of  successful  management.  Walter  Dill  Scott  says,  "The  time 
has  come  when  a  man's  knowledge  of  his  business,  if  the  larger 
success  is  to  be  won,  must  embrace  a  knowledge  of  the  laws  that 
govern  the  thinking  and  acting  of  those  who  make  and  sell  his  prod- 
ucts as  well  as  those  who  buy  and  consume  them." 

2  A  knowledge  of  these,  laws  enables  us,  when  making  rules, 
not  to  forecast  with  certainty,  of  course,  but  to  make  an  inspired 
guess  as  to  the  effect  of  any  cause  in  advance  of  its  execution,  and 
thus  to  lessen  harmful  experiments. 

3  The  part  of  this  discussion  assigned  to  me  mentions  environ- 
ment only,  but  we  must  not  forget  that  in  this  case  environment 
has  a  direct  bearing  upon  heredity,  and  that  most  of  our  troubles 
are  psychological.  When  the  wise  man  said  that  the  training  of  a 
child  began  thirty  years  before  its  birth,  he  had  in  mind  the  physical 
well-being  of  its  mother  and  the  moral  training  of  its  father,  for  both 
of  which,  as  employers,  we  are  largely  responsible. 

4  As  I  see  my  duty,  it  is  to  secure  maximum  efficiency.  This 
includes  maximum  average  output,  continuity  of  attendance  and  em- 
plo3rment,  a  minimum  of  mistakes,  and  the  anticipating  of  future 
requirements.  If  this  entails  analysis  of  mechanical  requirements, 
a  clean  factory,  and  surroundings  tending  to  cheerfulness  and  be- 
getting modesty,  then  I  am  going  to  do  all  these  things.  If  securing 
the  desired  results  necessitated  doing  the  opposite,  that  would  I  do. 
Therefore  I  want  to  disclaim  any  benevolent  interest  and  put  the 
matter  on  a  practical  doUars-and-cents  basis.  I  can  more  readily 
do  this,  as  it  has  been  my  experience  that  maximum  of  eflBciency 
is  secured  by  attention  to  the  details  just  enumerated. 

Presented  at  the  Annual  Meeting,  December  1917,  of  The  American  Socibtt 
OP  Mechanical  Engineers.  ^ 
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5  We  find  that  contentment  in  woman  is  not  induced  by  allow- 
ing her  too  great  liberty  of  action,  but  rather  in  laying  down  strict 
rules  for  her  guidance.  When  she  becomes  habituated  to  these 
rules,  she  accepts  them  as  logical  Umitations  and  is  content,  pro- 
vided always  that  they  are  just,  equitable,  and  for  her  ultimate 
good. 

6  Dissatisfaction  with  surroundings  is  a  prolific  cause  of  dis- 
content. The  same  building,  the  same  old  stairs,  the  same  rough 
bench  and  thfe  same  work  contribute  to  this  —  unless  the  worker 
be  sister  to  the  ox  —  in  mental  fatigue.  And  as  these  influences 
are  cumulative,  a  crisis  is  possible  at  any  time,  aflfecting  maybe  the 
individual  only,  perhaps  the  group  or  mass  —  trifles,  perhaps,  and 
yet  such  slight  irritation  has  caused  more  murders  and  started  more 
revolutions  than  has  oppression.  And  so  cheerfulness  is  an  im- 
portant factor. 

7  The  temperament  of  woman  makes  her  acutely  sensitive  to 
color.  She  is  influenced  longer  by  the  mourning  she  wears  than  by 
the  loss  of  the  departed.  She  also  has  an  intuitive  desire  to  deco- 
rate herself,  and  to  be  opposed  to  surroundings  that  satisfy  the 
average  man.  This  desire,  carried  too  far,  is  destructive  of  eflSciency, 
as  is  also  an  entire  lack  of  it,  but  we  can  at  least  cater  to  her  innate 
delicacy  to  the  extent  of  having  neatness  and  cleanliness.  And  so 
in  harmony  with  this  idea  all  machines  that  are  operated  by  girls 
are  painted  with  a  white,  oil-proof  enamel,  not  as  a  fad,  but  to  pro- 
mote cheerfulness.  Our  floors  are  scrubbed,  not  impulsively,  but 
regularly.  Our  toilets  are  clean,  not  disinfectantly,  but  soap-and- 
water  clean.  It  would  seem  beneath  the  dignity  of  an  executive  to 
be  responsible  for  clean  toilets,  yet  it  is  indicative  of  his  manage- 
ment. 

8  Personally,  I  am  tending  more  and  more  to  the  conclusion 
that  the  eflSciency  of  men  and  women  lies  as  much  in  their  mental 
attitude  as  in  their  manual  skill.  I  do  not  mean  by  this  that  con- 
tentment makes  them  skillful.  It  does  not,  but  if  they  possess  a 
certain  skill,  contentment  enhances  their  productive  output  and 
lessens  their  liability  to  mistake,  hence  increases  their  eflBciency. 

9  Woman  is  more  self-conscious,  probably  I  should  say  sex- 
conscious,  than  mann  This  is  indicated  by  her  inherent  fear  of  men 
in  general,  and  her  equally  inherent  desire  to  attract  man  in  par- 
ticular. In  this  latter  the  decorative  instinct  comes  into  play  and 
begets  clothes  consciousness.  While  it  is  common  to  both  sexes,  it 
is  intensified  in  #oman. 
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10  During  investigations  which  I  made  as  to  the  influence  of 
wages  on  morality,  I  came  to  the  conclusion  that  while  there  was  no 
general  connection  between  the  two,  where  immorality  did  exist  it 
was  due  to  a  desire,  not  for  better  education,  or  food,  or  surround- 
ings, but  for  better  clothes  either  to  arouse  the  envy  of  her  fellow- 
workers  by  outdressing  them,  or  to  mingle  in  society  beyond  one's 
means. 

11  The  point  of  all  this  is  that  no  woman  who  is  clothes  con- 
scious is  efficient,  and  any  woman  who  is  either  not  so  well  dressed, 
or  is  better  dressed  than  her  neighbor,  is  clothes  conscious.  The 
obvious  answer  is  uniformity  of  apparel,  but  with  sufficient  latitude 
to  permit  the  exercise  of  individual  taste.  We  have  found  the 
remedy  by  furnishing  at  cost  an  imfadable  blue  chambray.  I  want 
to  emphasize  the  imfadable,  for  it  is  this  that  makes  it  successful, 
and  as  the  waist  is  the  most  in  evidence,  and  most  abbreviated,  we 
require  a  uniform  waist  and  apron. 

12  The  success  of  the  uniform  depends  upon  an  absolute  en- 
forcement of  the  rule.  It  is  one  of  the  peculiarities  of  feminine 
psychology  that  women  will  obey  almost  any  rule,  however  disagree- 
able, if  it  is  enforced  impartially;  but  if  favoritism  is  shown  trouble 
immediately  results.  Having  in  mind  the  pleasure  women  take  in 
showing  their  clothes,  and  also  that  they  may  want  to  go  shopping 
on  Saturday  afternoon,  we  make  it  optional  with  our  women  em- 
ployees whether  they  wear  uniform  waists  or  not  on  Saturday. 

13  I  mentioned  as  one  of  the  features  of  my  duties  the  ensuring 
of  a  future  supply.  Marriages  in  our  plants  average  nearly  two  per 
month  where  both  contracting  parties  are  employees.  These  mar- 
riages are  invariably  successful  because  they  are  the  result  of  ob- 
servation, one  of  the  other,  under  the  most  commonplace  conditions, 
and  not  the  result  of  proximity  of  one  to  the  other,  each  in  his  best 
clothes  and  on  his  good  behavior.  The  uniform  waist  is  a  big  factor 
in  this;  it  gives  girls  a  clean-cut,  neat  appearance,  with  only  the 
advantages  nature  gave  them. 

14  In  some  factories  girls  are  wearing  overalls,  but  I  think  it 
will  be  found  that  they,  or  the  ones  responsible  for  the  decision,  were 
rather  masculine.  In  my  estimation,  this  masculine  tendency  ac- 
counts for  much  of  the  feminist  agitation  of  the  present  day;  it  also 
accounts  for  the  increased  efficiency  of  women,  as  the  reasoning  and 
(K)int  of  view  are  more  mascuUne.  This  type  also  lacks  acute  sex 
consciousness  and  looks  a  man  straight  in  the  eye,  but  imfortu- 
nately  it  also  has  the  masculine  moral  aggressiveness,  or  I  might  say 
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a  lack  of  feminine  retirement,  and  constitutes  a  dangerous  element 
in  the  shop. 

15  In  an  article  which  I  recently  wrote  for  Industrial  Manage- 
ment,  I  described  our  method  of  combating  this  condition,  and  do 
not  wish  to  reiterate,  but  I  am  reminded  of  Eatherine  Blackford's 
remark  to  me  in  this  connection,  that  a  man's  passion  is  the  dynamo 
that  determines  his  ability;  but,  of  course,  she  did  not  mean  that 
he  has  to  violate  the  social  code  just  to  prove  it. 

16  According  to  Blackford,  man  may  be  classified  by  ei^t 
cardinal  attributes,  but  for  practical  purposes  woman  may  be  classi- 
fied as  masculine,  feminine,  short-  or  long-fingered,  phlegmatic  or 
nervous,  usually  interchangeable  terms,  and  sometimes  blonde  or 
brunette,  for  there  is  considerable  wisdom  in  the  maxim,  ''Send  a 
blonde  salesman  to  secure  customers,  a  brunette  to  keep  them." 

17  In  considering  comfort  and  contentment  we  must  bear  in 
mind  that  fatigue  may  be  caused  by  position,  by  improper  fonn  or 
height  of  seat,  improper  foot  rests,  or  lack  of  them,  awkward  fix- 
tures, left-handed  girls  on  right-handed  machines  and  other  minor 
causes.  These  are  all  remediable  troubles,  but  unless  adjusted  they 
cause  girls  to  quit,  and  foremen  to  discharge  them.  It  should  not 
be  forgotten  that  as  the  poor  workman  quarrels  with  his  tools,  te 
does  the  poor  executive  complain  of  the  labor  material  at  hand,  and 
tells  what  he  might  do  were  it  better. 

18  I  do  not  know  whether  or  not  the  question  of  pay  comes 
under  the  head  of  environment,  but  as  much  of  it  goes  for  clothes^ 
perhaps  it  may  be  classed  as  such.  It-  is  a  perplexing  problem  and 
one  which  must  be  settled  locally,  depending,  as  in  other  things,  upcm 
supply  and  demand.  A  woman  is  not  so  strong  as  a  man,  but  is  more 
dextrous;  she  has  not  the  reasoning  power  of  a  man,  but  has  a  quicker 
mind.  Where  either  of  these  attributes  add  to  her  ability,  she 
should  reap  the  advantage.  Where  piece  rates  are  set,  they  should 
apply  equally  to  both  sexes,  but  when  I  am  asked  should  she  receive 
equal  hourly  compensation  with  a  man,  I  must  answer  no,  but  she 
should  receive  as  much  as,  or  more,  than  a  goodndsed  boy. 

19  I  will  conclude  as  I  began,  by  quoting  Scott,  who  sa>'s, 
''Psychology  is,  in  respect  to  certain  data,  merely  common  sense  — 
the  wisdom  of  experience,  analyzed,  codified  and  formulated." 
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DISCUSSION 

J.  N.  Bbthel,^  said  that  his  company  had  successfully  employed 
32  women  in  their  surface-grinding  department,  and  that  four  of  the 
machines  which  they  operated  had  run  for  several  months  on  work 
that  called  for  absolute  figures  with  an  allowable  error  of  less  than 
0.0001  in. 

About  twelve  girls  worked  on  milling  machines.  They  were  not 
mechanically  qualified  to  set  up  their  machines,  but  when  given 
good  rigging  hands  and  set-up  men  and  closely  supervised  and 
carefully  instructed,  they  did  very  well  indeed. 

Thus  far  girls  had  not  been  employed  on  screw  machines,  but  an 
alternative  department  was  being  instaUed  to  teach  them  how  to 
operate  screw  machines,  lathes,  milling  machines  and  cylindrical 
grinders,  and  he  was  certain  that  with  the  aid  of  this  department, 
girls  would  help  solve  the  labor^difficulties. 

John  W.  Higgins  reported  that  the  Worcester  Pressed  Steel 
Company  had  been  exceedingly  successful  and  pleased  with  their 
experiment  in  using  girls  in  the  manufacture  of  large  cartridge  cases, 
helmets,  etc.,  both  on  screw-machine  work  and  press  work,  and 
especially  in  inspecting  and  gaging.  They  were  d^t  and  uniformly 
more  successful  than  men  in  these  operations.  Classes  had  been 
planned  in  the  trade  schools  for  the  preliminary  instruction  of  girls 
who  had  not  worked  in  mills,  in  operations  of  inspection,  gaging  and 
assembling,  and  also  to  familiarize  them  with  machine-shop  methods 
and  practice,  especially  with  a  view  to  their  protecting  themselves 
against  accidents  by  teaching  them  the  dangerous  points  of  a  machine 
and  also  how  they  could  conserve  their  strength. 

Frank  E.  Blakb  *  stated  that  the  Remington  Arms  Union  Metal- 
lic Cartridge  Company  had  employed  women  for  about  forty  years. 
In  their  new  rifle  plant,  originally  organized  and  equipped  for  men 
exclusively,  1300  girls  and  women  had  been  very  successfully  em- 
ployed in  milling,  drilling,  polishing,  filing,  inspecting,  and  all  of  the 
operations  in  the  shop  not  requiring  a  man's  strength.  A  uniform 
had  been  adopted  consisting  of  a  net  cap,  which  provided  the  venti- 
lation that  a  more  closely  woven  cap  would  not  give,  and  an  apron 
of  an  approved  design.    H6  felt  that  the  girls  in  the  shops  would  stay 

>  Taft-Pierce  Mfg.  Co.,  Woonaocket,  R.  I. 

*  Remington  Arms  Union  Metallic  Cartridge'Co.,  Bridgeport,  Conn. 
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there  after  the  war,  for  they  were  doing  good  work,  and  work  that 
was  satisfactory  to  the  management. 

L.  W.  Wallace  said  that  women  had  been  employed  by  the 
Diamond  Chain  Manufacturing  Company  for  25  or  30  years,  and 
that  30  per  cent,  or  300,  of  the  factory  force  were  women.  They 
were  used  successfully  on  punch  presses,  light  and  heavy  assembling 
machines,  automatic  machinery  of  all  sorts,  drill  presses,  etc.,  and 
on  assorting,  gage-inspection  and  assembly  work.  Women  in  the 
engineering  office  did  drafting  work  and  two  university  graduates 
had  charge  of  the  bonus  and  cost  departments.  A  woman  called 
"Director  of  Mutual  Service ''  looked  after  the  welfare  of  the  wOTien, 
their  wage  increases,  discipline,  discharges  and  disputes.  Men  and 
women  worked  together,  and  got  their  pay  from  the  same  windoW. 
The  general  plane  of  the  factory  had  been  very  much  raised,  and  in 
consequence  they  had  no  trouble  in  attracting  to  the  factory  a  hi^ 
type  of  young  womanhood. 

Mrs.  Harry  E.  Heustis  ^  explained  how  the  women  of  Canada 
had  volunteered  as  munition  workers,  supplementing  men  for  war 
service.  They  had  gone  in  as  machine  operators  on  drills  and  other 
machines.  Three  women  had  become  experts  in  rifling  and  their 
output  in  quaUty  and  quantity  was  as  high  as  that  of  any  male 
expert. 

Kate  Gleason  emphasized  the  fact  that  the  best  class  of  women 
were  becoming  attracted  to  the  work  in  the  skilled  industries.  In 
years  past  they  had  been  used  on  automatic  machinery,  which 
deadened  their  minds.  She  cited  the  case  of  a  woman  in  Berlin, 
employed  at  ordinary  work  in  the  Deutschen  Waflfen  Fabrik,  who, 
when  the  man  at  the  head  of  her  department  had  answered  the  call 
to  arms,  and  she  had  been  given  his  place,  rejoiced  in  the  pride  and 
power  of  a  real  job.  She  also  spoke  of  the  work  accomplished  by  a 
woman  in  charge  of  one  of  the  manufacturing  departments  of  a  Roch- 
ester shoe  factory,  by  means  of  which  team  work  in  production  was 
brought  about  so  successfully  that  it  was  found  possible  to  cut  the 
price  of  shoes  in  half. 

Major  Frank  B.  Gilbrbth,  referring  to  the  question  of  un- 
necessary fatigue,  said  that  it  should  not  be  confused  with  necessary 
fatigue.    A  fatigue  survey  should  be  made  in  each  plant.    This  would 

^  Superintendent  c^  Women,  Ross  Rifle  Works,  Quebec,  Que. 
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bring  out  the  fact,  for  example,  that  women  used  the  wrong  kind  of 
chairs.  Nearly  all  women  insisted  on  tr3ring  on  their  shoes  before 
they  wore  them,  but  few  in  this  country,  certainly  not  one  per  cent, 
had  had  chairs  assigned  to  them,  with  their  names  or  numbers  .on 
them,  and  yet  the  necessity  for  that  was  perfectly  obvious.  The  idea 
of  assorting  people  by  the  top  of  the  head  from  the  floor,  when  it  was 
the  elbow  that  determined  their  length  from  a  sitting  or  standing 
position  was  absurd. 

Major  Gilbreth  said  that  he  agreed  with  Professor  Kimball, 
who  had  stated  the  day  before  that  mechanical  engineering  consisted 
of  almost  everything  in  the  world.  He  then  continued,  "I  also  agree 
with  him  on  the  psychology  of  management,  and  yet  how  little  we 
act  from  a  psychological  standpoint,  having  the  employees  and  em- 
ployers get  in  the  habit  of  meeting  on  some  subject,  coming  together 
during  the  period  of  lockouts  and  strikes.  If  they  would  take  this 
subject  of  the  elimination  of  unnecessary  fatigue  as  one  t3rpical  case 
that  they  have  no  scrap  about,  and  get  in  the  habit  of  agreeing,  it 
would  be  of  great  benefit." 

A.  W.  Marshall  related  an  experience  wi^h  two  damage  cases 
against  employers  on  behalf  of  girls  who  had  bad  their  scalps  torn 
off  on  account  of  working  near  moving  machinery  and  were  muti- 
lated for  life.  It  was  therefore  of  extreme  importance  that  the 
women's  hair  be  protected,  either  by  caps,  or  by  having  the  machinery 
amply  protected.  Both  of  the  injuries  cited  had  been  due  to  the 
fact  that  the  shafts  on  which  the  hair  was  caught  were  charged 
with  frictional  electricity,  which  attracted  the  hair  to  them. 

E.  J.  PooLB  took  up  several  questions  concerning  the  employ- 
ment of  women  in  the  steel  industry.  In  the  matter  of  lifting,  it 
had  been  found,  he  said,  that  up  to  a  certain  point  women  were  just 
as  efficient  as  men.  As  to  the  question  of  mixing  nationalities,  he 
believed  that  this  should  be  done  in  order  to  avoid  trouble. 

On  the  qu^tion  of  wages,  he  had  followed  the  system  that  has 
been  very  successful  in  England,  namely,  two-thirds  of  the  wages 
of  the  men  who  are  on  that  particular  job.  When  the  women  be- 
came proficient  they  received  the  full  wages  of  the  men.  On  piece 
work  they  were  given  the  same  piece-work  rate  as  men. 

As  to  close  work,  in  grinding,  for  example,  it  had  been  his  experi- 
ence that  women  did  a  great  deal  better  work  than  the  men  they 
had  formerly  employed  on  that  class  of  grinding. 
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George  F.  Blessing  spoke  of  the  research  work  done  in  Swarth- 
more  College,  a  coeducational  institution.  ''Fatigue-elimination 
day"  was  observed  by  having  the  juniors  in  drawing  and  kinematics 
design  fatigue-eliminating  devices  that  might  apply  to  their  own 
work,  such  as  study  board?,  desk  helps,  etc.  In  the  shop  two  oi 
Major  Gilbreth's  chairs  were  built  and  demonstrated.  An  exhibition 
of  devices  obtainable  in  the  market  was  also  held  in  the  engineering 
laboratory.  The  members  of  Professor  Blessing's  class  in  industrial 
relations  were  required  to  submit  written  reports  of  working  con- 
ditions found  wrong  in  the  college. 

Frederick  R.  Hutton  recalled  the  visit  of  the  Society  to  the 
factory  of  the  National  Cash  Register  Company,  Dayton,  where 
the  very  best  quaUty  of  women  workers  was  secured  by  the  simple 
means  of  allowing  the  women  to  leave  the  plant  five  minutes  earlier 
than  the  men  so  that  they  might  reach  the  trolley  cars  a  little  ahead 
of  the  rush. 
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Thii  paper  is  a  progreM  report  and^etatee  definUdy  the  work  that  the  engineer 
should  do  to  hdp  the  cripple  to  he  independent  ofaU  charity.  It  states  how  the  cripple 
can  be  enabled  to  compete  successfvUy  wUh  normal  workers  in  the  trades  at  the  present 
time.  It  calls  attention  to  the  fact  Uiat  the  cripple  after  receUnng  intensive  education 
by  means  of  micromotion  study  is  able  to  earn  more  than  normal  workers  who  have 
not  received  such  education. 

The  war  has  made  an  upheaval  in  many  methods,  particularly  those  of  education. 
After  the  war  the  intensive  methods  now  used  in  our  emergency  vrill  be  used  per* 
manenUy.  These  methods  are  not  transitory.  They  wiU  remain  because  they  are 
more  efficient. 

The  intenHve  education  in  motion  study  of  the  one  best  way  to  do  work,  now  being 
done  for  the  cripple,  is  the  model  for  all  the  intensive  training  of  the  nation's  workers 
after  peace  comes  —  that  they  may  become  more  efficient  and  more  productive  and 
suffer  less  fatigue.    The  military  cripple  will  thus  have  served  his  country  doubly. 

^pHE  purpose  of  this  paper  is  to  report  progress  in  the  solution  of 
the  problem  of  training  the  crippled  soldier.  At  the  present 
stage  of  this  work,  we  are  able  to  formulate  certain  conclusions  that 
have  a  bearing  upon  the  activities  of  this  Society  and  upon  the  part 
that  the  Engineer  should  take  in  the  Crippled  Soldier  work. 
2    These  conclusions  are  as  follows: 

a  The  Crippled  Soldier  problem  is  practically  identical  to  the 

problem  of  the  cripple  in  general 
b  Its  solution  Ues  in  a  new  type  of  education 
c  This  education  is  destined  to  be  the  education  of  the  future 
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d  It  is  based  on 

(1)  Findmg  the  ONE  BEST  WAY  TO  DO  WORK 

(2)  Adequate  assignment  to  work,  i.e.,  intensive  vocational 

guidance 
6  The  engineer  is  best  fitted  to  determine  the  one  best  way,  to 
formulate  it  into  methods,  and  to  supply  necessary  de- 
vices and  mechanical  appliances. 

3  All  cripples,  no  matter  what  the  cause  of  the  crippling,  require 
a  training  that  will  be  mentally  satisfying  and  physically  beneficial. 
This  training  must  be  such  as  will  enable  them  to  become  productive 
members  of  the  community,  and  to  remain  on  the  world's  payroll. 
This  implies  either  competing  with  non-crippled  workers  in  occupa- 
tions open  to  all,  or  setting  aside  certain  work  for  crippled  workers  ex- 
clusively, or  both.  It  implies  discovering  and  making  available  such 
opportunities  for  crippled  workers,  discovering  which  cripple  is  best 
fitted  to  utilize  the  opportunity,  ai^d  training  him  to  make  the  best 
possible  use  of  it.  It  also  implies  not  only  opportunities  for  individual 
development,  but  such  social  opportunities  as  will  enable  the  cripple 
to  fit  back  into  the  ordinary  social  life  with  the  greatest  ease  and  the 
largest  amount  of  durable  satisfaction. 

4  Those  crippled  in  war  fiunish  a  small  percentage  of  the  total 
crippled  as  compared  with  those  crippled  from  other  causes,  such  as 
disease  and  accidents,  especially  in  the  industries.  This  is  true  even 
in  Canada,  which  has  furnished  such  a  remarkable  quota  of  fighting 
men  in  comparison  with  the  total  number  of  her  population. 

5  The  solution  of  the  crippled-soldier  problem  as  outlined  above 
consists  of  a  type  of  education  that  is  new  in  that  it  eliminates  the 
greatest  amount  of  waste  possible  in  the  educational  process.  It 
teaches  the  one  best  way  at  the  outset,  instead  of  following  the  old 
practice  of  "learn  every  way,"  with  the  vague  hope  of  arriving  at 
efficiency  as  an  outcome.  It  enables  the  learner  to  arrive  at  a  desired 
outcome  with  the  greatest  amount  of  speed  and  the  least  amoimt  of 
effort,  and  with  the  largest  return  in  efficiency  and  the  resulting 
satisfaction. 

6  Because  of  these  qualities,  this  new  education  is  bound  to  be 
used  in  the  future  not  only  in  the  reeducation  of  cripples  in  what  is  to 
be  their  new  life  work,  but  in  education  in  general.  Just  as  the 
Montessori  method  of  teaching  children,  which  originated  in  an 
effort  to  discover  the  best  method  of  training  subnormals,  proved  so 
successful  in  that  field  and  demonstrated  such  underlying  principles 
of  general  applicability  that  it  now  occupies  an  important  place  in  the 
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training  of  normal  and*  supernormal  children,  so  this  new  method  of 
education,  discovered  as  a  result  of  synthesizing  measurements  of 
champion  workers  in  our  qtiest  of  the  one  best  way  to  do  work,  is  spread- 
ing through  the  general  interest  in  reeducating  military  cripples  to 
the  reeducation  of  all  cripples,  into  the  manual-training  schools, 
corporation  schools  and  the  general  educational  fields. 

7  The  new  education  has  two  parts:  first,  discovering  the  one 
best  way  to  do  work,  and  second,  testing  the  individual  and  placing 
him  at  the  demonstrated  most  appropriate  work.  By  "work"  we 
mean  activity  of  any  kind,  whether  physical  or  mental,  for  the  in- 
vestigations and  the  resulting  methods  are  being  made  and  applied 
in  mental  as  well  as  physical  fields  of  activity,  as  a  result  of  our  find- 
ings based  on  micromotion  and  cyclegraph  records  which  prove  that 
the  laws  of  habit  formation  apply  equally  well  to  mental  and  motion 
work. 

8  There  should  be  Uttle  argument  as  to  the  desirabiUty  of  find- 
ing the  one  best  way  to  do  anything,  regardless  of  whether  it  is  imme- 
diately learned,  taught,  or  habitually  practised.  There  has  been 
considerable  discussion  as  to  the  possibUity  of  there  being  any  one 
best  way,  and  also  as  to  the  possibiUty  of  finding  it,  if  it  does  exist. 
The  important  thing  is  that  there  certainly  is  one  best  available  way. 
There  is  no  question  of  this,  since  it  has  been  demonstrated  both  in 
theory  and  in  practice.  This  way  seldom  if  ever  exists  in  the  con- 
secutive motion-cycle  units  of  any  one  individual,  though  their  imits 
may  be  in  general  use,  and  many  will  undoubtedly  be  used  by  every 
expert  in  the  activity. 

9  Of  the  matter  of  tests  and  assignment  and  placement  at  most 
appropriate  work,  we  need  only  say  here  that  the  discovery  of  the  one 
best  way  of  doing  the  work  and  the  consequent  standardization  of  the 
best  methods  and  equipment  will  allow  of  tests  that  are  more  ade- 
quate. For  this  reason,  if  we  can  test  the  proposed  worker  with  the 
method  and  device  that  it  is  planned  he  shall  use,  we  shall  have  less 
variables  in  our  testing  process  than  is  the  case  at  present,  and  we 
shall  have  less  difiiculty  in  the  evaluation  of  the  tests,  and  less  neces- 
sary transfer. 

10  The  engineer  is  the  natural  person  to  whom  the  world  now 
looks  to  find  the  one  best  way.  This  one  best  way  is  based  on  accurate 
measurement,  —  not  guesswork,  personal  opinion,  bias,  or  the  vote  of  a 
majority  of  a  committee  who  have  not  measured.  The  engineer's 
training  in  measurement  fits  him  specially  for  doing  the  requisite 
work. 
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11  'to  recapitulatei  the  extent  of  the  cripple  problem  is,  then, 
practically  unlimited.  When  we  come  to  consider  the  subject  closely 
we  see  that  every  one  of  us  is  in  some  degree  a  cripple,  either  throu^ 
being  actually  maimed  or  through  having  some  power  or  faculty  which 
has  not  been  developed  or  used  to  its  fullest  extent.  The  degree  of 
crippling  extends  from  the  worker  who,  through  some  accident,  has 
lost  his  eyesight,  his  hearing,  and  the  use  of  his  legs,  arms  and  hands 
except  for  the  use  of  one  finger,  —  and  by  the  way  this  is  no  imaginary 
illustration,  as  we  have  lately  received  a  skillfully  woven  bag  made  by 
such  a  cripple  maimed  through  a  mining  acjj^ent,  —  to  a  man  who  is 
dependent  upon  glasses  for  reading.  From  an  efficiency  standpoint 
a  poUceman  with  corns  on  the  soles  of  his  feet  or  a  golfer  with  the 
gout  in  his  toe  is  more  of  a  cripple  during  his  working  hours  than  a 
legless  man  while  operating  on  a  t3rpewriter.  We  can,  then,  think 
of  every  member  of  the  community  as  having  been  a  cripple,  as  being 
a  cripple,  or  as  a  potential  cripple.  Conversely,  we  can  think  of  a 
badly  mutilated  man  as  not  being  a  cripple  during  the  period  that  he 
is  at  that  work  the  performance  of  which  is  not  affected  by  the  mtUUation, 

12  As  to  the  nature  of  the  problem  of  the  cripple,  it  is  a  problem 
of  education,  as  has  been  said.  Wi^  the  present  state  of  the  art  of 
teaching  it  is  largely  a  problem  of  reidiuxUion,  since  most  of  us,  non- 
crippled  as  well  as  crippled,  have  received  the  wrong  tjrpe  of  education 
and  must  be  re^ucated  even  in  the  fundamentals.  As  an  example 
of  the  inefficient  method  of  education,  consider  the  practice  of  having 
foreign  languages  taught  exclu^vely  by  teachers  speaking  dialects  or 
worse  instead  of  by  supplementing  the  best  available  teaching  by 
talking-machine  records  of  the  experts  in  pronunciation.  As  educa- 
tion becomes  more  scientific  the  problems  of  re^ucation  will  become 
simplified,  and  the  process  will  become  shortened. 

13  As  to  the  natiu-al  solvers  of  the  problem  of  the  crippled  soldier, 
these  are,  as  before  stated,  the  engineers,  but  only  if  the  engineers 
will  bring  to  the  task  the  scientific  attitude.  As  a  profession  we  have 
been  too  apt  to  be  satisfied  with  half-way  methods  and  half-way  de- 
vices. We  boast  of  the  advance  in  engineering  science,  especially  of 
the  advances  in  the  science  of  management,  which  have  to  date  been, 
with  few  exceptions,  the  work  of  engineers,  yet  general  knowledge 
and  use  of  instruments  of  precision,  even  when  such  are  available,  are 
lamentably  lacking.  As  a  specific  example  of  this  we  may  cite  the 
use  of  the  stop  watch  by  experienced  and  earnest  investigators  in  the 
field  of  time  study.  If  the  engineer,  knowing  as  he  must  that  it  is 
an  insurmoimtable  barrier  to  obtaining  the  best  method,  or  even  know- 


Digitized  by  VjOOQIC 


FRANK   B.    GILBRETH   AND  L.   M.   QILBRETH  1153 

tedge  of  times  that  are  transferable  to  others,  is  to  discover  the  one  best 
way  to  do  work  he  must  use  the  best  methods  and  instruments  extant, 
and  he  must  apply  these  with  unremitting  accuracy,  persistence  and 
patience.  The  one  best  way  consists  of  elements  of  motions  accurately 
timed  and  recorded,  and  synthesized  into  the  best  available  method 
of  activity. 

14  If  the  engineers  are,  as  a  profession,  ever  to  take  the  place 
that  they  should  take  in  this  work  they  must  start  now  to  cooperate 
with  those  working  in  other  phases  of  the  subject.  The  various 
aspects  of  the  problem  are  being  assigned  to  those  best  able  to  handle 
them.  For  example,  the  task  of  making  surve3rs  as  to  what  should 
be  and  is  being  done  and  of  the  opportunities  open  to  cripples  can  well 
be  undertaken  by  cities,  towns  and  other  civic  organizations.  This 
is  being  done,  notably  in  Chicago,  where  we  are  assisting  in  the  excel- 
lent work  now  under  way  under  the  leadership  of  Mr.  Pike,  Mr. 
Petterson  and  others.  .  The  matter  of  furnishing  money  for  the  in- 
vestigations and  for  the  work  itself  is  bemg  excellently  attended  to  by 
the  Red  Cross,  as,  for  example,  through  the  Bed  Cross  Institute,  New 
York  City,  with  which  we  are  co6perating,  which  has  sent  Dr.  Ed- 
ward Devine  abroad  for  personal  investigation  and  service  in  the  field. 
There  is  also  the  work  of  Mr.  McMurtrie,  Acting  Director  of  this  In- 
stitute, who  is  collecting  a  bibliography  on  the  subject  of  cripples. 
The  matter  of  investigating  the  extent  of  the  crippling  and  of  pro- 
viding the  siu-gical  and  medical  attention  necessary  is  being  admirably 
handled  under  the  able  leadership  of  the  Surgeon-General  and  other 
Government  representatives,  already  famous  in  the  medical  and  surgi- 
cal profession,  in  Washington.  Too  much  credit  cannot  be  given  to  Dr. 
Franklin  Martin  and  Surgeon-Greneral  Gorgas  for  the  progress  that 
they  have  made  in  this  great  work  in  the  short  time  since  the  day  after 
the  declaration  of  war,  when  they  individually  honored  one  of  the 
writers  by  giving  him  an  interview  for  the  piupose  of  oiitlining  possible 
work  along  these  lines.  Since  that  time  he  has  been  honored  by  being 
appointed  on  Dr.  Martin's  committee  reporting  to  the  Council  of 
Defense,  and  is  now  also  cooperating  with  Col.  Owen  and  other  famous 
doctors  in  the  Surgeon-CJenerars  department. 

15  The  psychologists  have  appointed  conmiittees  to  investigate 
all  branches  of  the  subject  that  come  within  their  field.  The  psycho- 
therapists are  working  on  their  aspect  of  the  problem,  and  Mr.  George 
Edward  Barton  of  the  Consolation  House  at  Clifton  Springs,  Past- 
President  of  the  National  Society  for  the  Promotion  of  Occupational 
Therapy,  has  spent  years  in  theoretical  and  practical  work  concerning 
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the  convalescence  period  and  is  contributing  his  experience  and 
energies  toward  helping  this  cause.  Eklucators  are  considering  not 
only  the  training  of  the  necessary  teachers  but  the  training  of  the 
cripples  themselves,  notably  ^rof.  Frank  E.  Sanborn,  of  Ohio  State 
University,  and  Prof.  Wm.  S.  Ayars,  of  Nova  Scotia  Technical 
College,  an  American  engaged  for  years  in  teaching  in  Canada,  both 
of  whom  are  members  of  this  Society. 

16  A  Government  bureau  for  collecting  and  conserving  all  these 
data  will  come  naturally  as  a  development  of  the  activity  in  other 
fields  and  of  the  present  activity  of  various  Government  departments 
along  various  lines.  This  bureau  should  contain  a  museum  that 
would  include  among  its  exhibits  models  of  artificial  limbs  and  appli- 
ances for  cripples.^  This,  supplemented  by  state  and  municipal 
musemns  along  similar  lines  would  bring  first-hand  knowledge  to  the 
cripple,  who  too  often  buys  the  first  artificial  limb  that  he  sees,  and 
usually  averages  three  or  foiu*  purchases  befpre  he  gets  the  one  best 
suited  to  him. 

17  Such  a  national  musemn  should  also  contain  fatigue-elimi- 
nating devices,  which  would  enable  all  workers  to  become  more  pro- 
ductive with  less  accompanying  fatigue.  The  writers  first  called  the 
attention  of  this  Society  to  this  need  in  1910,  feeling  that  fatigue 
study,  like  accident  prevention,  is  a  function  of  the  engineer.  We 
have,  since  1913,  started  several  small  museums  of  devices  for  dim- 
inating  unnecessary  fatigue,  hoping  that  the  movement  would  sf^read, 
and  in  the  winter  of  1915  tried  to  get  the  National  Museum  at 
Washington  to  start  such  a  department,  but  apparently  were  not 
able  to  arouse  much  interest,  though  we  were  asked  and  thanked 
for  a  collection  of  wire  models  of  motions.  Recently  Col.  Owen 
became  interested,  and  now  a  definite  start  has  been  made. 

18  The  great  need  for  fatigue  elimination  for  the  crippled  soldier 
will  undoubtedly  lead  to  interest  in  the  subject  in  this  coimtry  as  it  has 
in  England,  for  until  recently  we  have  had  much  more  encouragement 
in  our  campaign  for  fatigue  study  from  Englishmen  than  from  our  own 
countrymen.  Mr.  James  F.  Butterworth,  ever  ready  to  disseminate 
information  relating  to  managerial  economics,  was  the  first  to  bring 
the  matter  to  the  attention  of  the  British  pubUc.  Prof.  A.  F.  Stanley 
Kent  incorporated  his  investigations  of  fatigue  of  munitions  workers 
into  Reports,  written  by  order  of  the  King,  since  reprinted  by  this 
Govenmient  and  obtainable  at  Washington.  Prof.  Henry  J.  Spooner 
wrote  a  series  of  articles  on  Industrial  Fatigue  in  its  Relation  to  Maxi- 

»  See  Fatigue  Study,  Sturgis  &  Walton  Co.,  New  York. 
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mum  Output  for  Co-Partnership  (London),  since  issued  as  a  booklet, 
which  should  be  in  the  hands  of  every  engineer  and  employer,  and 
should  also  be  reprinted  by  our  Government  and  put  on  sale  by  the 
Superintendent  of  Docmnents. 

19  The  data  for  such  reports  and  articles  come  from  investiga- 
tions of  present  conditions,  and  reaUzation  of  their  significance.  If 
the  present  chairs  and  work  benches  now  to  be  found  in  all  parts  of 
this  country  as  well  as  abroad  were  collected  and  put  beside  such 
efficient  devices  as  the  Barney  chair  and  foot  rest,  and  the  Marshall 
traveling  chair  they  would  look  as  out  of  place  and  cruel  as  do  the  de- 
vices of  torture  of  the  medieval  period.  Observing  this,  and  with  the 
cripple  in  mind,  it  will  be  noted  that  the  principles  underlying  the 
adapting  of  chairs  and  foot  rests  to  the  industrial  worker's  measure- 
ments and  to  the  needs  of  the  cripple  are  identical.  If  this  had  been 
realized  more  generally  sooner,  more  people  would  have  taken  up 
fatigue  study  and  the  devising  of  chairs,  foot  rests  and  benches  to 
meet  the  national  after-the-war  need  for  more  efficient  working  con- 
ditions for  cripple  and  non-cripple  alike. 

20  This  profession  as  a  whole  has  not  given  the  full  benefits  of 
its  education,  training  and  ingenuity  to  the  industrial  cripples  of  the 
past.  The  more  we  investigate  the  problem  of  the  cripple  the  more 
we  marvel  at  their  patience  and  the  fortitude  with  which  their  calami- 
ties have  been  met  and  endured.  They  have  made  so  few  demands. 
They  have  been  so  pitifully  eager  to  cooperate  in  this  new  work. 
They  are,  throughout  the  entire  country,  for  the  first  time  seeing  the 
opportunity  to  do  constructive  work  for  their  fellows,  not  only  by 
showing  what  the  maimed  and  handicapped  can  do  but  by  acting  as 
examples  of  cheerfulness  and  continuity  of  purpose  for  all  to  follow. 
They  are  seizing  this  chance  to  do  their  bit  for  the  war  and  for  their 
country,  and  have  shown  such  intelligent  cooperation  that  we  are  led 
to  agree  with  Mr.  Fred  J.  Miller,  Past  Vice-President  of  this  Society, 
that  a  man  who  has  lost  a  limb  becomes  thereafter  more  active  both 
physically  and  mentally. 

21  Now  the  needs  of  our  industrial  cripples  are  supplemented 
by  the  more  pressing  need  of  the  crippled  soldiers.  The  crippled 
soldier  is  at  a  disadvantage,  as  compared  with  the  industrial  cripple, 
in  that  he  is  often  at  a  distance  from  aid  of  various  kinds  at  the  time 
that  the  crippling  takes  place,  and  thus  misses  the  chance  for  the  early 
reeducation  that  is  desirable  and  necessary.  Second,  in  that  through 
mistaken  kindness  he  is  not  taught  work  of  any  kind  during  his  con- 
valescence and  during  the  period  immediately  after  his  return  home; 
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in  fact,  he  is  often  encouraged  by  misguided  friends  to  remain  idle 
until  the  possibility  of  teaching  the  maimed  member  and  the  mind 
that  has  stopped  learning  has  decreased,  and  reeducation  beccnnes 
more  diflScult,  if  not  actually  impossible.  Third,  through  the  terrible 
physical  and  mental  anguish  that  often  precedes  as  well  as  follows  the 
crippling. 

22  The  crippled  soldier  has  the  advantage  over  the  industrial 
cripple  in  that  he  is  the  object  of  great  interest  and  patriotic  sym- 
pathy, and  therrfore  a  member  of  the  community  to  be  courted  rather 
than  shunned;  in  that  he  suffers  in  the  limelight,  and  therefore  is 
practically  assiu*ed  of  assistance  as  soon  as  the  world  is  convinced  as 
to  what  he  needs;  in  that  he  will  have,  if  he  has  not  now,  expert 
training  at  his  disposal;  in  that  he  has  the  consolation  of  fame  and  of 
having  done  somethJhg  worth  while,  even  though  he  had  to  pay  the 
penalty  of  being  crippled  for  having  done  it. 

23  For  these  reasons  it  is  advisable  that  the  engineer  turn  his 
attention  immediately  to  the  problem  of  the  crippled  soldier,  supply- 
ing the  new  education  in  the  form  of  reeducation  for  this  soldier,  with 
the  assurance  that  when  the  methods  and  devices  have  been  supplied 
the  industrial  and  other  cripples  will  benefit  exactly  as  will  the  crippled 
soldier. 

24  We  have  already  brought  <5ut,  in  papers  on  progress  in 
crippled-soldier  work,  the  various  needs  that  must  be  met.^  One  is 
the  need  of  adapting  methods  and  devices  to  the  cripple,  and  another 
the  need  of  adapting  the  cripple  to  existing  methods  and  devices. 
The  engineer  has  a  part  in  meeting  both  these  needs,  that  is, 

a  In  inventing  or  adapting  detached  devices  that  will  make  it 
possible  for  cripples  to  do  various  kinds  of  work,  such  as 
various  devices  furnished  us  by  the  makers  of  the  Rem- 
ington, Monarch  and  Smith  Premier  typewriters,  that 

1  Motion  Study  for  the  Crippled  Soldier,  N.  Y.  Local  Section  A.S.M.E., 
October  12,  1915. 

Motion  Study  for  Crippled  Soldiers,  American  Association  for  the  Advanoe' 
ment  of  Science,  December  1915. 

Measurement  of  the  Human  Factor  in  Industry,  National  Conference  of  the 
Western  Efficiency  Society,  May  1917. 

The  Conservation  of  the  World's  Teeth,  a  New  Occupation  for  the  Crippled 
Soldier,  Consolation  House  Conference,  March  1917.  Reprinted  in  The  Tiained 
Nurse  and  Hospital  Review. 

How  to  Put  the  Crippled  Soldier  on  the  Payroll,  a  paper  delivered  before 
the  Economic  Psychology  Association,  New  York,  Jan.  26,  1917.  Reprinted  in 
The  Trained  Nurse  and  Hospital  Review. 
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enabled  a  one-eyed,  legless,  ohe-armed  and  one-fingered 
t3rpist  to  write  many  more  short  letters  in  a  given  time 
than  can  the  immaimed  champion  t3rpi8t  of  the  world 

b  In  providing  artificial  limbs  to  replace  those  missing.  Par- 
ticular attention  is  called  to  the  possibilities  of  inventing 
countless  designs  of  articulated  limbs  controlled  by  sys- 
tematized use  of  the  trunk  muscles  controlling  the  joints 
of  the  limbs  by  means  of  wires  and  springs  for  replacing 
other  muscles  and  tendons 

c  In  inventing  or  adapting  devices  that  may  be  attached  to 
the  cripple  himself,  not  to  replace  missing  limbs,  but  in 
effect  to  supply  new  ones,  i.e.,  additional  limbs  that  will 
enable  him  to  use  existing  equipment  and  thus  accomplish 
work. 

25  Artificial  limbs  may  therefore  be  supplemented  or  supplanted 
by  what  we  have  called  "supplementary  limbs";  for  examples,  (1)  a 
ring  or  loop  attached  to  the  suspenders  or  belt  for  assisting  a  one- 
armed  man  to  handle  a  shovel,  as  suggested  and  used  practically  by 
Dean  Cullamore,  of  Delaware  University;  (2)  yokes,  special  belts 
and  grasping  devices  operated  by  pressure  of  the  body  against  the 
work  bench;  (3)  "the  third  thumb"  for  holding  a  magnifying  glass. 

26  Undoubtedly  for  all-around  and  general  purposes  it  would 
seem  to  many  people  presumptuous  to  attempt  to  improve  much 
upon  nature  in  the  question  of  the  design  of  the  human  being.  There 
is  a  resemblance  here  to  our  educational  systems.  Our  educational 
systems  are  extremely  good  in  many  cases  for  all-around  purposes 
but  they  can  be  easily  improved  upon  by  any  one  who  knows  exactly 
what  is  needed  for  a  special  case.  We  therefore  urge  all  who  under- 
take this  work  of  specially  fitting  the  cripple  to  perform  an  activity 
not  to  hesitate  to  "improve  on  nature"  at  any  time.  This  new 
viewpoint  will  help  to  handle  many  difficult  cases.  We  hope  soon  to 
present  a  paper  showing  in  detail  practice  of  putting  an  extra  number 
of  limbs  at  the  disposal  of  the  unmaimed  worker,  a  development  of 
this  work  for  cripples. 

27  We  have  been  much  assisted  in  adapting  both  devices  and 
cripples  by  the  use  of  our  Simultaneous  Cycle  Motion  Chart.* 
Through  the  elements  there  Usted,  such  as  "search,"  "find,"  "select," 
"grasp"  and  "transport,"  we  have  been  enabled  to  invent  or  suggest, 
in  highly  repetitive  work,  some  contrivances  that  are  creating  a  new 
era  in  efficiency,  as  can  be  easily  realized  when  the  comparative 

*  See  Applied  Motion  Study,  Sturgis  &  Walton  Co.,  New  York. 
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simultaneous  cycle  motion*  charts  before  and  after  the  investigation 
are  studied.  It  is  but  necessary  to  call  attention  to  the  facts  that  all 
"grasping"  is  not  done  by  the  hand;  that  "positioning"  may  even 
be  a  function  of  the  mouth;  that  the  ordinary  workman's  apron  with 
its  many  pockets  may  be  used  to  relieve  working  members  of  the 
body,  and  that  "inspection"  for  quantity  and  quality  is  by  no  means 
always  a  function  of  the  eyes.  There  is  an  opportimity  in  "the  de- 
vice to  handle  the  device"  that  will  satisfy  the  yearnings  of  the  most 
ambitious  mechanical  and  inventive  mind,  a  field  almost  without 
end  that  will  eventually  make  the  new  era  in  industry  date  from 
the  sacrifices  of  this  war.  The  accompanying  pictures  show  some  of 
the  devices  and  methods  already  in  use,  and  are  valuable  simply  as 
suggestions  as  to  what  can  be  done  along  these  lines. 

28  We  could  supplement  this  plea  to  the  engineering  profession 
to  enter  into  this  work  as  a  professional  duty,  i.e.,  as  service,  by  an 
appeal  to  your  sympathies  that  would  bring  you  into  the  work  with  a 
rush.  No  one  who  has  not  seen  with  his  own  eyes  the  pitiful  condi- 
tion of  those  who  come  out  of  the  trenches  dazed  and  forlorn,  worse 
off  mentally  than  physically  because  of  shattered  nerves,  anxious  as 
to  the  future,  and  with  a  feeling  of  general  imfitness  to  "fit  back" 
into  every-day  activity,  can  realize  the  pressing  need  for  reeducation 
and  for  placement.  Next  to  seeing  all  this  is  the  reading  of  the 
wonderful  books  of  the  genius  Amar,  —  Le  Moteur  Humaine  and 
Organization  Physiologique  du  Travail,  —  and  the  study  of  the  illus- 
trations, —  actual  photographs  of  workers  equipped  with  his  mar- 
velous articulated  limbs,  —  and  accounts  of  the  training  being  fur- 
nished in  France,  at  the  hospitals  and  in  the  reeducation  schools, 
through  the  work  of  Amar  and  those  codperating  with  him.^  Add 
to  these  the  reading  of  other  books,  and  better  yet  of  personal  letters 
from  those  in  England  or  Canada  who  have  seen  or  worked  with  the 
cripples  who  retimied  before  reeducation  was  definitely  attanpted, 
and  who,  because  of  lack  of  immediate  training,  slipped  into  idleness 
and  worse.  The  importance  of  habits  of  work  must  always  be  kept 
in  mind.*  This  fact  has  been  emphasized  by  Past-President  Hart- 
ness  in  the  first  two  chapters  of  The  Human  Factor  in  Works  Man- 
agement, and  by  Mr.  Henry  L.  Gantt,  Past  Vice-President,  in  various 
papers  read  before  this  Society  and  in  Chapter  VIII  of  Work,  Wages 
and  Profits.  It  is  this  need  for  conserving  or  forming  right  habits  of 
work  that  makes  immediate  action  imperative. 

»  To  Prepare  Soldier  Cripples  for  Industry,  The  Iron  Age,  Oct.  25, 1917. 
*  See  The  Psychology  of  Management,  Sturgis  &  Walton  Co.,  New  York. 
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29  For  Humanity's  sake,  for  our  own  sake  we,  as  a  profession, 
must  go  into  this  crippled-soldier  work.  There  has  been  much  talk 
of  late  years  of  ''the  human  element,"  and  of  the  engineer's  neglect 
of  consideration  of  it.  The  engineer  is  certainly  doing  his  bit  in  the 
war  work  with  material  things.  This  crippled-soldier  work  is  the 
hmnan-element  side. 

30  For  those  who  have  hungered  for  reUgious  opportimities, 
here  is  the  chance.  For  those  who  are  preaching  "Good  will  on 
earth,"  "Love  your  neighbor,"  and  "As  ye  would  that  men  should 
do  to  you,  do  ye  also  to  them  likewise,"  here  is  the  big  opportunity, 
and  it  is  at  hand,  —  on  every  hand.  The  chance  to  help  our  fellow- 
man,  —  the  military  cripple,  the  non-military  cripple,  in  fact  all  of 
the  nation's  workers.  The  chance  to  push  forward  the  new  learn- 
ing, the  method  of  attack  for  obtaining  the  one  best  way.  The 
greatest  patriotic  opportunity  to  make  the  entire  nation  more  pros- 
perous! 

31  Let  us  take  the  three  phrases,  —  the  Engineer,  the  Cripple, 
the  New  Education,  —  and  by  our  activity  in  the  Crippled  Soldier 
work  relate  these  three  so  closely  with  one  another  that  through  the 
engineer's  participation  in  the  new  education  the  cripple  may  be 
transformed  from  a  "discard"  to  a  "champion,"  who  has  won  per- 
sonal success  in  spite  of  a  handicap,  and  who  has  used  his  individual 
variation  from  normal  to  foster  the  national  movement  of  better 
methods  of  education. 


DISCUSSION^ 

W.  O.  Owen  *  wrote  that  the  new  education  would  be  used  not 
only  for  the  training  of  the  cripple,  but  for  the  training  of  the  more 
active  man;  and  the  latter  would  be  taught  to  do  his  work  in  a  bet- 
ter and  more  economical  way,  so  that  the  fatigue  of  labor  would  be 
materially  lessened.  He  felt,  however,  that  the  medical  man  was 
•better  fitted  than  the  engineer  to  determine  the  "one  best  way" 
and  to  formulate  it  into  methods.  The  engineer  had  tried  his  hand 
at  Panama  some  years  before  and  failed,  and  he  rather  suspected  that 
the  engineer  would  have  failed  this  time  at  Panama  had  it  not  been 
for  a  medical  man's  coming  to  his  assistance. 

>  A  more  complete  account  of  this  discussion^  which  is  here  published  in 
abstracted  form,  will  be  found  in  The  Joxtrnal  for  January  1918. 

*  Colonel,  Medical  Corpsi  U.  S.  A.;  Curator,  Army  Medical  Museum. 
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George  Edward  Barton  ^  wrote  .that  in  his  work  he  was  endeav- 
oring to  combine  the  engineer  and  the  cripple  by  reeducation  so  tJiat, 
by  making  a  virtue  of  necessity,  not  only  was  the  cripple  assisted  to 
health  and  remunerative  labor,  but  this  inevitably  became  a  part 
of  the  work  of  the  engineer  and  not  of  the  doctor.  To  illustrate, 
he  considered  the  case  of  a  man  who  as  a  result  of  shock  had  a  spas- 
modic movement  of  his  arm,  which  analysis  showed  to  be  an  irregu- 
lar, intermittent,  horizontal  motion.  The  problem,  therefore,  was 
to  adapt  this  motion  to  the  therapeutic  advantage  of  the  patient, 
resulting  in  some  useful  product;  or  to  transform  it  into  some  other 
motion  which  could  be  so  used. 

W.  S.  Ayars  wrote  that  the  fact  must  not  be  overlooked  in  the 
problem  of  reeducation  that  the  raw  material  to  be  worked  with  was 
human.  The  task  was  not  to  select  and  train  men  for  certain  jobs 
so  much  as  to  select  jobs  for  certain  men  and  then  to  train  the  men 
and  modify  the  jobs  so  as  to  make  them  fit  mutually.  In  the  scien- 
tific selection  and  employment  of  men  it  was  admitted  that  one  of 
the  strongest  points  in  favor  of  assigning  a  man  to  his  job  was  the 
man's  natural  bent  toward  a  certain  class  of  work.  Reeducation, 
as  he  understood  it,  was  the  intensive  training  given  to  men  idiose 
wounds  or  disabiUties  were  such  that  they  could  no  longer  earn  a 
living  at  the  occupations  they  had  before  enlisting. 

Professor  Ayars  went  on  to  describe  the  reeducation  work  done 
in  Nova  Scotia  for  men  on  their  return  from  Europe.  First,  in  the 
convalescent  hospitals,  classes  were  organized  in  such  work  as  boot 
and  shoe  repairing,  automobile  repairing  and  driving,  novelty  and 
jewelry  work,  etc.,  in  addition  to  English  branches  and  practical 
mathematics.    This  sort  of  work  was  vocational  training. 

The  Nova  Scotia  Technical  College  had  plann^  courses  in 
drafting,  garage  or  automobile  mechanics,  machine-tool  operation, 
electrical  wiring  and  steam-engine  operation.  These  were  intended 
for  men  of  good  common-school  education,  and  for  others  who 
could  get  enough  of  elementary  mathematics  in  the  vocational 
training  classes  before  taking  up  reeducation.  For  men  of  mechan- 
ical taste,  but  not  enough  elementary  education  for  any  of  the  above 
courses,  there  was  a  course  in  boot  and  shoe  making. 

Men  desiring  to  take  up  certain  other  courses  were  placed  in 
existing  schools  or  commercial  establishments  where  they  could 

*  Director,  Consolation  House  (vocational  school  for  convalesceDts),  QiftoD 
Springs,  N.  Y. 
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leam  what  they  required.  A  course  in  janitor  wodc  contemplated 
for  such  men  included  the  care  and  operation  of  boilers  and  heating 
systems,  a  little  elementary  arithmetic  and  English,  and  repairs  to 
wiring,  steam  pipes  and  plumbing. 

One  of  the  many  difficulties  encountered  in  this  work  was  the 
fact  that  the  men  could  not  be  handled  in  anything  like  groups 
or  classes.  The  work  was  practically  tutorial:  each  man  was  a 
unit. 

An  important  point  to  be  considered  was  the  necessity  for  getting 
these  men  started  promptly.  It  might  be  argued  that  a  few  speci- 
men cases  could  be  intensively  motion-studied  and  the  data  applied 
to  all  similar  cases.  But  when  the  number  of  different  possible  in- 
juries was  considered,  and  the  number  of  different  possible  person- 
alities, and  the  number  of  different  possible  trades,  jobs,  or  subdi- 
visions thereof,  then  the  number  of  permutations  and  combinations 
would  startle  the  most  hardened  mathematician  that  ever  lived,  and 
the  task  of  properly  fitting  the  men  to  the  jobs  would  require  a 
small  army  of  highly  paid  experts. 

The  work  with  the  crippled  soldier  was  very  inspiring  and  con- 
genial. The  men  were  alert,  cheerful  and  responsive;  absolutely 
square  and  honest  in  their  work,  and  with  the  unconscious  cour- 
tesy and  respectfulness  bred  into  them  by  military  discipline.  A 
great  many  of  them,  to  paraphrase  from  one  of  the  author's  other 
papers,  would  bless  the  day  they  were  wounded,  for  already  the 
college  had  placed  men  who  had  finished  their  courses  in  far  better- 
paid  jobs  than  they  held  before  enlisting,  or  would  have  held  at 
present  had  they  never  enlisted. 

Frank  E.  Sanborn  was  of  the  opinion  that  the  work  with  the 
crippled  soldiers  should  be  begun  while  they  were  still  in  the  hospital, 
and  as  oarly  as  their  nervous  condition  would  allow.  There  was 
nothing  better  to  inspire  these  men  and  cheer  theni  up  than  to  have 
brought  to  their  attention  those  things  which  other  cripples  had 
done.  These  could  be  illustrated  by  moving  pictures  and  explained 
by  talks.  Information  should  also  be  given  about  schools  for  their 
reeducation  for  some  occupation.  When  the  men  were  able  to  begin 
their  reeducation,  what  was  more  natural  than  to  teach  them  the 
very  best  way  of  doing  the  work,  a  way  that  could  be  shown  to  be 
the  best  by  means  of  measurements,  scientifically  obtained  — 
measurements  of  motion,  time,  quality  and  quantity  of  output  and 
fatigue? 
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A.  L.  CuRADO  ^  wrote  of  the  willow-furniture  industry  as  afford- 
ing a  remunerative  occupation  for  the  cripple.  In  picking  out  an 
industry  for  a  cripple,  he  said,  four  things  had  always  to  be  con- 
sidered: (1)  Could  the  work  be  done  by  a  cripple?  (2)  Was  there 
an  economic  value  to  the  work?  (3)  Could  the  cripple  compete 
with  a  non-cripple  in  the  work?  and  (4)  Were  competent  teachers 
available? 

Dh»  W,  R.  Dunton,  Jr,,^  thought  that  the  subject  of  prosthetic 
appliances  was  one  in*  which  the  engineer  should  cooperate  with  the 
surgeon.  The  latter's  knowledge  of  mechanics,  or  even  physics, 
was  usually  not  so  extensive  that  an  engineer  could  not  give  him 
much  aid,  A  convalescent  from  pneumonia,  a  he^rt  case^  Or  a 
neurflflthenic  was  undoubtedly  a  cripple  in  the  sense  used  by  Major 
Gilbreth.  Many  such  cases  might  be  capable  of  a  half-day's  work 
or  a  half-hour^s  work  four  or  five  times  a  day.  Two  such  men 
could  make  one  day  on  a  machine,  so  that  the  latter  would  not  be 
idle. 

Dh,  H.  E,  Hoslbv'  thought  that  from  a  psychological  view- 
point the  phrase  '* disabled  soldier''  would  be  preferable  to  ''crip- 
pled soldier*'  as  the  latter  implied  entire  loss  of  function,  whereas 
the  former  suggested  the  loss  of  certain  parts  that  functioned  bui 
were  not  of  necessity  incapacitated  or  incompetent-  Otherwise  the 
author  had  combined  his  philosophy  and  his  psychology  admirably. 
He  had  understood  the  importance  of  satisfying  the  mental  as  well 
as  the  physical  benefit.  It  was  one  of  the  ^^atest  satisfactions  to 
the  human  that  he  could  feel,  though  disabled,  that  there  were  w^y& 
by  which  he  could  remain  on  the  payroll  of  the  world, 

WiLLARD  E.  HoTcHKiss  *  felt  that  the  phrase  "the  one  best  way" 
should  have  both  a  time  and  a  subject-matter  limitation,  for  the 
reason  that  the  method  which  appeared  to  be  the  "one  best  way"  of 
doing  a  thing  today  might  not  appear  so  tomorrow,  as  a  new  inven- 
tion in  a  field  apparently  quite  remote  from  the  one  in  which  a 
particular  process  had  been  developed  might  entirely  change  the 
relevancy  and  effectiveness  of  that  process. 

1  Majmger,  M&ssachimetta  Commmaion  for  the  BliDd,  Broom  &nd  WiUow 
Shop,  Cambridge r  Mass. 

*  Proeideot,  Maryland  Society  for  the  Promotion  of  OocupatioDal  Th^^ipy, 
Saltimorer  Md* 
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Edward  Cassidy,*  who  had  been  blind  for  a  number  of  years, 
wrote  that  he  had  been  able,  nevertheless,  to  transfer  some  of  his 
technical  knowledge  and  experience  to  the  blind  in  Massachusetts, 
and  from  his  connections  with  them  he  reaUzed  the  ever-growing 
need  of  the  knowledge  of  the  active-sighted  man  or  woman.  These 
people  could  be  of  help  in  securing  for  the  blind  a  great  many  posi- 
tions in  manufacturing  plants  which  they  could  fill  successfully  if 
it  were  not  for  the  prohibitions  in  the  employers'  liability  act.  The 
time  was  not  far  distant,  due  to  the  ever-increasing  number  of  blind 
persons  when  business  men  would  be  forced  to  recognize  their  capa- 
bilities and  to  secure  for  them  self-supporting  work. 

J.  B.  Miner  '  called  attention  to  the  fact  that  Major  Gilbreth's 
paper  and  his  basic  contribution  to  motion  study  suggested  three  wa3rs 
in  which  the  science  of  human  behavior  came  in  touch  with  this  im- 
portant movement.  These  were  the  study  of  fatigue,  the  study  of 
the  learning  process  and  the  selection  of  men  for  particular  jobs. 
Methods  for  selecting  salesmen  which  had  been  worked  out  at  the 
Carnegie  Institute  of  Technology  had  proved  to  be  not  perfect,  but 
enough  better  than  those  previously  used  to  cause  them  to  be  adapted 
to  the  purpose  of  selecting  officers  for  the  National  Army. 

Groups  of  cripples  afforded  a  rare  opportunity  for  experiments 
under  controlled  conditions  which  were  so  difficult  to  provide  in 
normal  industrial  life.  The  importance  of  this  strategic  chance  to 
study  selection  and  learning  problems  tmder  standardized  conditions 
had  been  taken  advantage  of  at  Carnegie  Institute  in  the  opening  of 
a  school  for  training  wireless  operators  for  the  army.  In  helping  to 
improve  the  selection  and  training  of  wireless  operators,  there  would 
be  an  opening  for  certain  types  of  cripples  which  should  place  them 
in  line  for  skilled  work  aftet  the  war. 

John  Younger  wrote  that  one  great  result  of  the  work  of  Major 
Gilbreth  and  his  colleagues  would  be  that  the  cripple  would  no  longer 
be  relegated  as  an  outcast;  for  just  as  there  was  no  stigma  attached 
to  the  manufacturer  who  was  out  of  date  with  his  deficient  machine 
tools,  so  there  should  be  no  stigma  attached  to  the  man  with  deficient 
limbs. 

Each  engineer  and  designer  should  investigate  his  own  particular 

i  Blind  Welfare  Union,  Inc.,  Boston,  Mass. 

*  Professor  of  Applied  Psychology,  Carnegie  Institute  of  Technology,  Pitts- 
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work  and  see  what  he  could  do  in  his  sphere  to  adapt  his  machine 
to  the  uses  of  cripples.  In  this  way  a  vast  amount  of  information 
could  be  made  available  which  would  be  of  tremendous  value  to  our 
industries  and  our  war-time  cripples. 

Eugene  R.  Pike  ^  related  some  of  the  experiences  of  the  city  of 
Chicago  in  its  endeavor  to  reeducate  its  crippled  citizens.  During 
an  investigation  which  was  made,  one  large  industrial  plant  was 
found  where  the  records  or  the  company's  surgeon  showed  that 
during  a  period  of  30  years'  operation  one  out  of  every  seven  or 
eight  of  the  employees  received  an  injury  requiring  surgical  atten- 
tion. As  this  plant  was  modernly  equipped  in  regard  to  safety 
appUances,  it  might  be  realized  what  this  question  meant  to  the 
industrial  plant  of  average  equipment  and  the  country  as  a  whole. 
Thq  Board  of  Education  of  Chicago  had  already  under  considera- 
tion a  plan  submitted  by  the  Comptroller's  Department  that  con- 
templated the  use  of  technical  schools  for  the  scientific  anal3rsis  and 
reeducation  of  crippled  persons  so  as  to  fit  them  to  do  work  for 
which  they  were  best  suited,  mentally  and  physically,  thereby  still 
retaining  for  the  use  of  the  country  the  brains  and  ambitions  that 
were  not  injured  and  for  which  there  was  an  ever-increasing  demand 
in  industry. 

Calvin  W.  Rice  outlined  the  work  the  French  Government  had 
done  in  the  reclamation  of  war  cripples.  Those  capable  of  reedu- 
tion  were  men  who,  in  spite  of  their  crippled  state,  still  represented 
a  social  value  close  to  normal,  and  it  was  estimated  that  about  80 
per  cent  of  the  wounded  belonged  to  this  class.  The  idea  was  to 
give  men  wounded  in  the  defense  of  their  country  means  to  con- 
tinue a  useful  existence  and  take  part  in  the  industrial  life  of  the 
nation,  and  it  was  beUeved  that  this  effort  would  be  materially 
helped  out  by  the  great  scarcity  of  labor  throughout  the  world  after 
the  war. 

C.  N.  Underwood  gave  particulars  of  the  remarkable  case  of 
an  employee  of  the  Remington  Typewriter  Works,  who,  due  to  sci- 
atica and  inflammatory  rheumatism,  was  a  cripple  from  bust  to 
knees,  with  the  exception  of  his  arms.  Mr.  Underwood  had  pro- 
jected on  the  screen  motion  pictures  showing  the  man  at  his  work  as 
an  inspector  of  typewriters,  and  also  dexterously  performing  some 

*  Ck)mptroller,  City  of  Chicago. 
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of  the  every-day  operations  of  life,  such  as  dressing  and  undressing, 
for  which  purpose  he  had  designed  a  number  of  clever  devices. 

A.  CuLLAMORE^  Said  that  in  training  a  cripple  to  earn  his 
Uving,  intense  specialization  was  the  keynote.  We  must  not  strive 
to  imitate  or  duplicate  nature  in  any  degree,  but  to  find  the  one  best 
way  on  the  basis  of  merit  alone.  We  must  transcend  nature  in  every 
case,  and  that  was  the  job  of  the  engineer.  Our  problem  in  voca- 
tional training  was  not  to  make  a  man  normal,  but  to  take  advan- 
tage of  his  abnormality  for  his  own  benefit.  The  cripple  thus  trained 
was  then  a  forced  specialist  and  should  therefore  be  treated  as  such, 
and  instruments  should  be  devised  to  make  his  specialization  com- 
mercially possible  and  profitable.  That  was  our  whole  function  in 
this  regard. 

To  every  man  who  had  been  crippled  two  things  must  be  shown 
which  were  of  equal  importance  to  him:  first,  that  he  could  earn  a 
living;  and  second,  that  he  could  enjoy  the  Kving  thus  earned 
normally  with  his  fellows.  This  should  be  done  in  the  hospital 
before  the  change  in  his  normal  psychology  took  place. 

D.  McMuRTRiE,^  director  of  Red  Cross  cripple  work,  said  that 
the  soldier  cripple  returned  from  a  life  in  which  he  had  been  re- 
lieved from  many  responsibUities  and  had  been  subject  at  all  times 
to  miUtary  discipline.  The  first  task,  then,  would  be  to  rebuild  his 
initiative  and  his  economic  responsibility. 

The  trade  chosen  for  a  cripple  must  first  be  a  growing  frade,  one 
that  the  man  could  follow  in  spite  of  his  handicap,  and  one  in  which 
he  could  hold  not  one  job  only,  but  a  thousand.  There  had  been  a 
tendency  in  providing  work  for  war  cripples  to  devise  special  lathes 
and  machines;  but  if  that  was  carried  too  far,  a  man  who  lost  his 
position  would  be  unable  to  go  out  and  get  another  job  in  the  labor 
market. 

The  day  of  the  pension  was  past,  and  it  was  realized  now  that  the 
first  duty  of  the  nation  toward  the  returned  man  was  not  to  pay  him 
a  pension,  but  to  give  him  the  best  possible  chance  to  get  and  hold 
a  good  job. 

Fred  J.  Miller  recalled  a  statement  by  a  medical  authority 
that  a  great  many  men  who  had  had  amputations  of  a  limb  were 

*  Dean  of  Engineering,  Delaware  College,  Newark,  Del. 
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thereby  improved  physically  and  mentally,  and  that  they  were 
likely  to  be  more  vigorous  and  better  men  than  they  were  before. 
The  theory  underlying  this  seemed  to  be  that  after  the  amputation 
the  system  still  generated  as  much  energy  as  before  and  the  result 
was  that  a  greater  amoimt  was  poured  into  the  remainder  of  the 
body  and  evinced  itself  in  greater  activity.  He  cited  a  number  of 
cases  in  confirmation  of  this  opinion,  and  believed  that  it  had  a  bear- 
ing on  the  question  of  whether  a  maim^  limb  should  be  amputated 
or  saved,  if  possible.  From  the  layman's  viewpoint  there  was  per- 
haps too  much  anxiety  to  save  limbs  that  had  been  injured,  when 
the  patients  would  be  much  better  off  without  them. 

Clarence  A.  Waldo  ^  pointed  out  that  some  way  should  be 
found  to  conserve  and  carry  to  a  proper  conclusion  the  valuable 
work  in  the  reeducation  of  the  cripple  that  so  many  national  organ- 
izations had  begun.  There  was  already  a  great  volume  of  material 
available  which  should  be  analyzed,  arranged  properly,  tabiilated, 
indexed  and  published  for  gratuitous  distribution. 

With  two  millions  of  our  men  under  fire,  something  like  eighty 
thousand  would  be  disabled  according  to  prevailing  statistics  of 
casualties  at  the  front.  If  the  Government  could  partially  or  wholly 
restore  these  cripples  to  the  productive  ranks  of  society  this  would 
save  a  pension  tax  of  $20,000,000  per  annum,  and  as  a  result  this 
army  of  80,000  would  be  changed  from  a  horde  of  dependents  left 
to  fade  away  in  sickness,  gloom  and  despair  into  a  happy,  contented 
group  of  cheerful,  hopeful  citizens. 

Edward  Robinson  thought  that  in  the  education  of  the  cripple 
not  only  should  his  vocational  education  be  considered  but  his  gen- 
eral education  as  well.  The  latter  was  something  that  took  a  long 
time,  but  the  former  could  be  accomplished  very  quickly  with  the 
aid  of  efficiency  methods. 

Dr.  E.  E.  Southard  ^  said  that  in  working  with  the  feeble-minded 
it  had  been  his  task  to  determine  the  minimum  amount  of  brains 
with  which  one  could  do  the  maximum  amount  of  work.  The 
normal  child  was  npt  being  taught  up  to  the  normal  in  the  schools 

*  New  York  City.  Formerly  Dean  of  Engineering,  Washington  University, 
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but  the  feeble-minded  children  were,  .and  it  was  necessary  to  work 
in  that  direction  in  the  crippled-soldier  problem. 

There  were  those  who  said  that  one  of  the  great  problems  was  to 
make  the  crippled  soldier  contented,  but  there  really  was  no  happi- 
ness that  could  be  regarded  as  what  all  wanted.  In  his  experiences 
with  psychopathic  cases  he  had  found  this  to  be  exceedingly  true, 
and  he  beUeved  that  it  would  also  be  the  case  with  the  cripple.  The 
primary  emotions  of  fear,  anger,  sorrow  and  joy,  had  each  to  be 
treated  differently,  for  each  reacted  according  to  its  inherent  compo- 
sition. Combinations  of  these  emotions  needed  very  careful  atten- 
tion. The  work  upon  the  deficient,  upon  the  crippled,  upon  those 
with  the  minimum  of  capacity  and  the  maximum  output  for  that 
capacity  was  the  big  problem  of  efficiency,  and  the  relation  of  the 
output  to  the  amount  of  energy  put  in  would  have  to  be  studied 
along  research  lines,  for  from  one  viewpoint  it  was  the  most  im- 
portant thing  in  sociology. 

Sarah  Cox  Johnson  ^  emphasized  the  point  that  we  might  pre- 
pare what  we  thought  was  the  right  occupation  or  industry  for  a 
crippled  or  maimed  man,  with  the  aid  of  the  expert  advice  and  help 
of  the  author,  but  all  of  that  would  miss  its  mark  unless  the  man 
was  saved  from  himself  while  he  was  in  the  hospital  during  the  period 
of  convalescence.  It  was  necessary  that  he  have  his  courage  buoyed 
up  and  his  self-reliance  helped  at  the  right  moment,  otherwise  his 
despondency  would  settle  into  apathy  and  his  apathy  into  a  state  of 
wiUing  dependence  and  he  would  become  thoroughly  institutional- 
ized. Here  was  where  a  woman's  intuition  played  an  important 
part.  In  the  hospital  the  soldier  should  be  taught  his  occupation 
by  persons  who  themselves  were  craftsmen,  and  in  addition  had  a 
general  knowledge  of  the  facts  of  nursing  and  health  and  a  good 
grounding  in  psychology. 

F.  A.  Hannah  spoke  of  having  one  client  in  particular  whose 
business  was  well  adapted  to  the  employment  of  cripples.  The 
process  was  continuous,  consisting  chiefly  of  machine-tending  opera- 
tions which  were  comparatively  simple  and  thoroughly  standard- 
ized. Under  his  direction  the  operating  requirements  of  the  various 
machines  were  being  analyzed  and  specifications  drawn,  and  for  many 
of  the  machines  these  could  be  met  by  cripples.  He  asked  if  anything 
had  been  done  by  the  author  along  these  lines. 

>  Department  -of  Charities  and  Corrections,  New  York  City. 
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Walter  N.  Polakov  believed  that  the  problem  of  employing 
both  industrial  and  war  cripples  was  absolutely  inseparable  from 
the  problem  of  the  labor  marl^et  at  large,  and  he  thought  that  the 
Society  and  Governmental,  Red  Cross  and  other  institutions  that 
were  interested  in  the  work  should  submit  the  question  to  the  labor 
organizations. 

Arthur  C.  Jackson  was  of  the  opinion  that  it  was  necessary  to 
create  public  opinion  favorable  to  the  employment  of  cripples,  so 
that  it  would  be  considered  a  patriotic  action  to  place  them  in  a 
workshop  especially  prepared  for  their  occupation.  This  could  best 
be  done  through  the  widely  circulated  literary  magazines. 

Jules  Amar  ^  (written).  If  the  purpose  of  reeducation  is  to  re- 
classify the  wounded  man  in  the  social  family,  the  methods  must 
consist  in  restoring  his  physical  strength  by  all  the  resources  of 
therapeutic  art;  in  compensating  for  his  mutilations  by  devices  of 
orthopedic  prosthesis;  atid,  last,  in  conditioning  the  work  to  his 
comfort. 

Two  cases  confront  us:  (1)  the  wounded  man  who,  either  be- 
cause of  his  wounds  or  lack  or  education,  is  incapable  of  earning 
his  living;  and  (2)  the  wounded  man  who  can  earn  his  living  almost 
as  well  as  before,  and  who  will  keep  up  his  former  work,  in  which 
his  past  experience  is  valuable.    The  latter  class  is  easy  to  place. 

In  the  first  case  a  change  of  trade  is  necessary,  and  this  must  be 
brought  about  as  effectively  as  possible.  Choose  in  the  same  trade 
a  special  branch  where  the  effort  of  the  wounded  man  will  have  a 
chance  to  produce  the  best  results.  Only  as  a  last  resort  should  hie 
former  line  of  work  be  completely  given  up,  as  in  that  case  from  30 
to  40  per  cent  of  his  earnings  is  generally  lost.  An  example  of  this 
is  a  mechanic  who  earned  25  cents  an  hour  and  who  loses  the  use  of 
the  fingers  of  his  right  hand  except  the  thumb.  He  is  made  a  weaver 
at  17  cents  an  hour.  The  reduction  in  his  earnings  is  thus  32  per 
cent  —  and  there  are  examples  of  even  more  ruinous  changes. 

The  combined  simultaneous  efforts  of  the  engineer  and  the  phjrsi- 
cian  will  result  in  limiting  the  errors  in  placing  a  man  in  the  indus- 
tries, through  an  analysis  of  his  qualifications  for  work.  A  classi- 
fication sheet  or  schedule  telling  in  a  few  words  the  aptitude  of  the 
man  in  question  is  used  in  the  research  laboratory  under  my  direc- 

^  Director  of  the  Research  Laboratory  in  Work  and  Military  Prosthesis,  Con- 
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tion.  In  the  first  column  of  this  schedule  the  civilian  status  of  the 
patient  and  a  clinical  description  of  his  wound  are  given.  The 
second  and  third  columns  are  reserved  for  physical  and  psycho- 
logical traits.  Thesetentativefindingsare  very  simple;  for  example, 
one  item  gives  the  "thoracic  coefficient,"  or  ratio  of  the  height  when 
seated  to  the  height  standing;  this  ratio  is,  in  general,  0.53,  and  is 
exceeded  only  in  the  case  of  very  robust  persons.  A  value  below 
0.52  indicates  a  weak  constitution,  one  imsuited  to  heavy  work. 

The  cripple's  freedom  of  movement,  his  useful  muscular  power 
and  functional  capacity  are  measured  with  apparatus  as  exact  and 
reUable  as  possible,  and  the  apparatus  employed  for  this  purpose 
works  in  a  very  satisfactory  manner.  Furthermore,  professional 
orientation  necessitates  distinguishing  the  patients  with  rapid  reac- 
tions from  those  who  have  slow  reactions;  this  examination  is  made 
by  means  of  my  psychographe.  A  distinction  between  the  reasons 
which  prompted  the  man  originally  in  selecting  his  vocation  and 
the  inclinations  which  he  has  had  since  the  accident  is  also  noted. 
Finally  character,  which  is  here  a  moral  factor,  is  taken  into  ac- 
count; every  workman  who  has  changed  employers  frequently  in  a 
short  time  is  presumed  doubtful,  or  at  least  of  a  difficult  disposition. 

These  are  the  elements  which  assure  the  solid  basis  of  reeducation 
and  which  call  for  the  combined  action  of  the  ph3r8ician  and  engineer. 
I  have  longed  to  find  these  two  professions  joined  in  the  same  person, 
but  am  convinced  that  this  would  be  Uttle  short  of  miraculous. 

In  practical  effort,  we  have  installed  in  each  province  of  France 
one  or  two  institutions  for  reeducation,  having  at  their  head  a 
director-general.  The  technical  service  is  divided  between  the  phy- 
sician or  surgeon  —  charged  with  the  clinical  and  orthopedic  part 
—  and  the  engineer,  who  has  the  supervision  of  the  workshops. 
Both  collaborate  in  drawing  up  the  schedule  of  qualifications  re- 
ferred to  above,  in  appreciating  the  capabiUties  of  the  wounded 
man,  and  in  deciding  upon  employment  that  will  be  suitable  for  him. 

While  the  engineer  will  busy  himself  in  establishing  the  nature 
and  value  of  the  worker's  motions,  to  simplify  and  adapt  them  to 
the  new  improvements  appearing  in  tools  (finding  aid  in  the  re- 
markable results  of  Gilbreth  and  his  chronocyclograph),  the  physi- 
sian  will  apply  his  orthopedic  skill  to  the  needs  of  practical  kine- 
matics. How  much  I  owe  to  this  science  for  the  ameliorations  and 
successes  obtained  in  the  invention  and  adaptation  of  prosthetic 
apparatus,  the  artificial  arms  especially! 

There  is  no  doubt  but  that  the  engineer  is  better  qualified  than 
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any  one  else  in  this  domain  because  he  possesses  the  sense  of  exacti- 
tude, the  incomparable  aid  of  mathanatics  and  the  viewpoint  of 
the  mechanic.  In  addition,  however,  I  should  like  to  see  in  him  an 
extensive  knowledge  of  psychology,  which  is  so  indispensable  in  the 
reeducation  of  war  cripples. 

Among  others  who  took  part  in  the  discussion  were  Horace  B. 
Drury,^  who  warmly  commended  the  author's  method  of  attacking 
the  problem;  Dr.  F.  L.  Marshall,'  who  discussed  the  possibility 
of  employing  cripples  in  prophylactic  dentistry;  Edith  M.  Valet,* 
who  referred  to  the  offer  of  the  New  York  Branch  of  the  Association 
of  College  Alumni  to  help  the  Red  Cross  Institute  in  its  work  with 
cripples;*  Irene  Sylvester,  who  bespoke  a  special  bureau  for  war 
cripples  in  the  Federal  employment  agency  that  was  under  consid- 
eration; W.  E.  Symons,  who  emphasized  the  part  women  would 
play  in  the  re^ucation  of  cripples  and  cited  several  instances  of 
marked  mental  and  physical  improvement  in  men  who  had  been 
crippled;  and  James  F.  Butterworth,*  who  wrote  of  the  very 
real  and  urgent  necessity  in  England  of  proceeding  along  lines  similar 
to  those  indicated  in  the  author's  recommendations,  and  deplored 
the  conservative  attitude  that  was  responsible  for  the  limited  head- 
way that  had  been  made. 

The  Author  replied  to  the  salient  points  of  the  discussion,  par- 
ticularly emphasizing  the  fact  that  the  crippled  soldier  was  only  a 
very  small  part  of  the  crippled  population  of  the  country.  The  in- 
dustrial cripples,  the  cripples  from  birth,  from  disease  and  from  acci- 
dent in  reality  comprised  the  problem  that  was  ever  growing  in  im- 
portance, a  problem  that  included  wide  and  varied  considerations. 
Replying  to  Mr.  Hannah,  he  stated  that  the  simultaneous  motion 
cycle  chart  was  gotten  up  with  the  idea  in  view  of  showing  all  the 
faculties  and  all  the  limits  of  the  worker,  who  was  considered  as  a 
society  of  working  members  rather  than  as  an  individual;  and  thus  a 
survey  of  the  machine  as  a  demand  for  motion  and  a  survey  of  the 
cripple  as  a  supply  of  motion  would  enable  one  to  see  whether  the 
two  coincided. 

»  Ohio  State  University,  Columbus,  Ohio. 
>  39  Fairfield  Street,  Boston,  Mass. 

*  President,  New  York  Branch  of  the  Association  of  College  Alumni,  New 
York  City. 

*  24  Linden  Gardens,  Notting  Hill  Gate,  London,  W.  (See  Thb  Journal, 
April  1918,  p.  313.) 


Digitized  by  VjOOQIC 


No.  1630 

TOPICAL  DISCUSSION   ON   INSPECTION 

'  THE  LOGIC  OF  INSPECTION 

By  a.  L.  DeLbextw,  Plainfield,  N.  J. 
Member  of  the  Society 

TNSPECTION  is  logical  and  necessary  in  our  present  mode  of 
manufacturing,  advantageous  to  manufacturer  and  inspector 
alike.  But  while  Americans  have  been  congratulating  themselves 
because  they  thought  they  excelled  in  interchangeable  manufactur- 
ing, the  fact  is  that  the  war  requirements  have  shown  that  defi- 
ciencies exist  in  the  matter  of  inspection. 

2  Interchangeable  methods  of  manufacture  is  a  broad  term,  be- 
cause it  refers  to  twQ  rather  different  things.  Products  can  be 
interchangeable  as  far  as  design  or  use  is  concerned,  or  as  far  as 
individual  details  are  concerned.  For  instance,  it  makes  very  little 
diflference  when  we  get  a  refrigerator  of  a  certain  size  and  make; 
all  of  them  will  fill  the  bill  equally  well.  In  this  sense  refrigerators 
are  interchangeable.  To  a  certain  extent  even,  perhaps  different 
refrigerators  of  different  makers  are  interchangeable.  This  is 
merely  interchangeability  of  function. 

3  But  there  is  another  kind  of  interchangeability.  For  instance, 
take  the  kitchen  stove.  If  one  of  the  lids  breaks  one  simply  sends 
to  the  maker  for  another  lid  which  is  interchangeable  with  the  pr^ 
vious  lid.    This  is  interchangeabiUty  of  design. 

4 .  On  the  other  hand,  two  lathes  of  the  same  maker  will  inter- 
change as  far  as  use  is  concerned,  yet  may  not  fully  interchange  as 
far  as  the  parts  are  concerned.  For  example,  I  would  hesitate  to 
take  a  carriage  from  one  lathe  and  put  it  on  another  and  expect  to 
produce  a  good  piece  of  turned  work. 

5  So  here  are  different  degrees  of  interchangeability ;  interchange- 
ability  of  the  entire  product;  interchangeability  of  groups  and 
completed  details;    interchangeability  of  the  pieces;    and  then  in- 
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terchangeability  of  the  details  of  pieces,  sudi  as  keyways,  screw 
threads,  and  so  on.  In  order  to  accomplish  the  highest  possible  in 
interchangeability,  we  must  take  up  the  matter  of  inspection. 

THE   BEGINNINGS  OF  INSPECTION 

6  The  time  is  not  far  in  the  past  when  a  complete  machine  was 
built  and  inspected  by  one  man  with  the  only  criterion  that  it  should 
do  satisfactorily  the  work  that  was  assigned  to  it.  Lat^  came  the  con- 
tract system  with  the  foreman  as  inspector;  still  lat^r  the  S3rstem  of 
progressive  inspection  where  each  workman  was  the  inspector  of 
the  previous  operation  done  by  another  workman;  and  finally  the 
modem  method  where  inspection  is  considered  an  actual  operation 
in  the  production  of  parts. 

7  One  thing  that  has  set  our  minds  against  inspection  is  the  fact 
that  some  fellow  who  cannot  even  run  a  lathe  and  does  not  know 
the  difference  between  a  headstock  and  a  tailstock,  actually  takes  a 
piece  on  which  an  Al  lathe  hand  has  spent  two  hours  and  says  it  is 
no  good,  and  out  it  goes.  Now,  that  is  very  aggravating;  neverthe- 
less, we  really  ought  not  to  blame  the  inspector  if  a  piece  is  bad. 

8  There  is,  however,  some  reason  behincTour  dislike  of  the  aver- 
age inspector.  There  are  cases  where  the  inspector  shows  a  woeful 
lack  of  intelligence.  But  if  an  inspector  lacks  intelligence,  we 
should  blame  ourselves,  because  we  expect  something  from  him  for 
which  we  do  not  pay.  The  man  who  does  the  detail  inspecting,  for 
instance,  is  in  effect  an  unskilled  laborer  who  has  been  taught  one 
little  repetition  operation;  and  if  one  puts  the  proposition  up  to  him 
to  decide,  say,  whether  he  should  reject  a  shaft  when  it  f^ls  to  go 
in  the  gage,  we  are  expecting  from  a  laborer  what  an  engineer  should 
decide.  If  there  is  doubt  as  to  whether  the  rejected  shaft  could 
not  have  been  used,  we  should  blame  the  man  who  set  the  limits  or 
the  man  who  made  the  gage,  and  not  the  inspector. 

SPECIFICATIONS  AND   INSPECTION 

9  The  great  trouble  in  the  line  of  inspection  is  not  so  much  with 
inspectors  as  with  specifications,  and  in  this  connection  I  am  speaking 
of  the  detail  inspector  who  makes  the  interchangeabiUty  of  manu- 
facture possible.  This  is  a  serious  subject,  and  it  may  not  be  amiss 
to  tell  of  a  few  things  that  are  required  of  the  inspector,  for  which 
he  has  absolutely  no  training. 

10  A  few  months  ago  I  was  in  one  of  the  largest  aeroplane  fac- 
tories in  this  country,  and  saw  a  man  testing  the  long  spruce  I-beams 
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which  form  the  main  beam  of  the  wings.  The  man  inspecting  these 
beams  had  half  a  dozen  of  them  laid  out  on  a  pair  of  horses.  They 
were  perhaps  twenty  feet  long,  and  the  horses  nine  or  ten  or  eleven 
feet  apart,  a  distance  that  might  easily  vary  from  day  to  day.  The 
inspector  laid  the  I-beams  flat  —  not  the  way  they  were  to  be  loaded, 
but  flat!  He  was  very  vigorous  and  took  hold  of  a  beam  in  the 
middle  and  pushed  it  down  three  or  four  times;  if  it  cracked  he 
would  throw  it  out.  Of  six  that  I  saw  him  inspect,  two  broke  and 
two  cracked.  Of  course  one  can  blame  the  inspector,  but  is  not  the 
real  blame  to  be  placed  upon  some  one  above  him  who  made  him 
do  this  thing? 

11  There  is  sometimes  inspection  according  to  specifications, 
which  is  even  a  little  worse.  This  I  can  illustrate  by  referring  to  cer- 
tain specifications  drawn  up  for  belting  which  abound  in  requirements 
that  it  would  be  impossible  to  check  by  inspection,  as  for  example, 
that  all  butts  used  in  belting  shall  be  of  No.  1  selection;  that  the 
belting  shall  be  of  native  packer's  steer  hide  class;  that  the  leather 
shall  be  stretched  on  straight-edged  clamps;  that  centers  and  sides 
must  be  stretched  separately;  that  the  scarfing,  joining  and  ce- 
menting shall  be  done  by  experts;  that  the  finished  leather  shall  be 
smooth  to  the  touch  on  both  sides;  that  the  leather  shall  show  no 
excess  in  the  amount  of  material  soluble  in  water  or  in  ash,  etc. 

12  This  kind  of  inspection,  based  upon  indefinite  or  impossible 
specifications,  becomes  a  matter  of  much  annoyance  when  it  relates 
to  the  finish  of  machine  parts.  It  is  up  to  the  inspector  to  say  whether 
the  finish  of  the  machine  or  of  the  machine  detail  meets  the  ideals 
of  beauty  that  the  public  has  in  its  mind.  It  is  exceedingly  difficult 
for  an  inspector  to  do  this  without  a'standard  by  which  to  inspect; 
and  yet  I  do  not  believe  there  are  many  shops  that  have  standard 
pieces  of  finish  which  from  time  to  time  are  renewed  and  inspected 
by  the  man  who  is  to  be  responsible  for  selling  the  products. 

STANDARDS  AND   INSPECTION 

13  Another  instance  that  has  come  within  my  experience  further 
illustrates  the  difficulty  encountered  where  dependence  has  to  be 
placed  on  the  judgment  of  the  inspector  without  an  adequate 
standard  for  his  guidance.  A  new  machine  was  put  into  use  for 
making  a  certain  kind  of  screw  heretofore  done  on  another  machine. 
As  far  as  I  could  see  the  screws  were  all  right,  but  the  inspector 
promptly  rejected  the  first  one  hundred.  I  sent  them  upstairs 
again  with  the  request  to  hang  tags  to  the  individual  screws  showing 
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which  were  wrong  and  which  were  right.  Sixty-seven  were  wrong 
and  33  were  right.  I  numbered  the  tags  and  made  a  Ust  of  those 
that  were  wrong.  I  got  out  another  one  hundred  screws  from  the 
stockroom  done  on  the  old  machine,  and  all  inspected,  hung  also  100 
tags  on  them,  numbered  them  from  1  to  200,  and  made  a  list  of 
them  so  that  I  knew  exactly  which  were  the  old  and  which  were  the 
new.  I  sent  the  200  screws  up  to  the  inspector  and  he  sent  th^n 
back  with  his  mark  as  accepted  or  rejected,  and  I  found  that  out 
of  the  100  new  ones  there  were  now  33  rejected  and  67  accepted  — 
just  the  reverse  of  the  other  figures  —  and  of  the  100  old  ones,  which 
had  once  been  all  accepted,  75  were  rejected.  Now,  that  is  the  sort 
of  thing  that  has  to  be  checked.  Really,  the  inspector  was  not  to 
blame,  because  the  ground  on  which  he  rejected  them  was  rough- 
ness of  thread,  and  it  is  a  very  hard  matter  to  say  exactly  twice  in 
succession  whether  a  thing  is  rough  or  smooth  enough. 

14  Inspection  does  not  aim  at  perfection:  its  aim  is  to  make  the 
imperfect  serve  the  purpose  required.  We  set  limits  beyond  ¥^ch 
the  piece  shall  not  go  and  set  as  wide  limits  as  possible  within  which 
we  will  receive  imperfection.  Looked  at  from  this  standpoint,  it 
will  be  foimd  that  the  ofiice  of  the  inspector  is  not  merely  the  office 
of  a  trouble  maker  but  that  he  is  really  a  useful  member  of  society. 

15  The  things  that  I  have  mentioned  are  merely  surface  indica- 
tions of  a  great  problem  which  we  have  before  us.  Most  of  us  believe 
that  inspection  is  absolutely  necessary,  but  as  a  whole,  the  problem 
of  inspection  is  still  in  the  dark  and  we  have  not  so  far  tried  to  put 
it  on  its  feet.  We  have  not,  for  instance,  laid  down  standardised 
rules  as  to  what- specifications  should  be  given,  say,  on  the  drawings, 
to  enable  the  inspector  to  do  inteUigent  inspection  without  being  a 
professor  or  a  Solomon.  We  have  got  to  the  point  where  we  are 
willing  to  make  plus  and  minus  allowances,  but  we  have  not  got  to 
the  point  yet  where  we  are  willing  to  make  the  plus  and  minus 
allowances  as  big,  or,  I  should  say,  as  convenient,  as  possible,  because 
the  mere  making  of  a  sufficient  allowance  does  not  always  solve  the 
problem. 

16  This  is  an  engineering  problem  pure  and  simple.  It  is  the 
problem  of  subordinating  every  piece  and  every  detail,  every  dimension 
of  the  piece  to  our  system  of  manufacture.  Before  the  drawing  is 
sent  to  the  shop  we  should  have  a  special  inspection  in  the  drawing 
room,  going  over  every  dimension  with  a  view  to  subordinating  it  to 
the  system  of  manufacture  in  vogue  in  that  shop,  and  we  further 
should  scrutinize  that  system  with  a  view  to  its  being  the  most 
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economical  possible.  There  are  certain  things  in  inspection  which 
make  it  more  likely  to  be  a  failure  than  almost  anything  el8e<  In  the 
first  place,  it  is  a  repetition  operation.  In  the  second  place,  there 
are  many  things  the  inspector  has  to  inspect  for  which  he  has  no 
absolutely  definite  data,  and  he  has  to  follow  his  own  ideas  or  notions. 
It  is  therefore  necessary  that  the  inspector  should  be  controlled,  and 
that  his  inspection  should  be  inspected  and  checked. 

17  We  ought  to  select  our  inspectors  with  great  care.  As  a  rule 
we  can  find  them  among  our  workmen.  We  sometimes  find  workmen 
who  are  not  very  productive  just  because  their  ideas  are  a  Uttle  bit 
strict.  Such  men  may  easily  be  trained  into  detail  inspection. 
We  should  try  to  get  the  chief  inspector  as  broadminded  as  possible, 
but  I  do  not  believe,  it  will  ever  be  possible  to  depend  on  the  broad- 
mindedness  of  the  detail  inspector.  There  should  be  in  the  inspect- 
ing organization,  either  in  your  own  shop,  or  among  Government 
inspectors  sent  to  a  job,  some  man  who  is  enough  of  an  enginter, 
and  also  enough  of  a  human  being,  to  have  the  broadmindedness  to 
look  at  things  not  merely  from  the  standpoint  of  filling  certain 
specifications,  but  from  the  broader  standpoint  of  whether  or  not 
a  piece  is  useful,  because  even  in  Government  specifications  there 
are  cases  where  a  piece  may  be  useful  and  still  might  be  rejected  on 
technical  grounds. 


THE  RELATION  OF  INSPECTION  TO  PRODUCT 

By  Frbdbrick  A.  Waldron,  New  York,  N.  Y. 
Member  of  the  Society 

COMMODITY  is  brought  into  use  through  the  following  mental 
and  physical  functions: 


The  Ideal 

Idea 

Demand 
Manufacture  . 


Invention 
Engineering  Design 


Purchase 
Inspection 

2  Imagination  takes  form  in  the  ideal,  and  ideak  are  what  we 
fight  for.  The  idea  is  the  ideal  in  definite  form  and  approaches  as 
nearly  as  possible  the  ideal.  The  idea  is  developed  by  invention, 
followed  by  design  and  demand.    Manufacturing  follows  the  de« 
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mand,  which  requires  purchase  and  inspection.  The  inspector  is 
the  purchaser's  representative,  to  see  that  the  purchased  article  is 
made  to  drawings  and  specifications  or  according  to  order. 

3  As  the  idea,  conceived  by  the  inventor,  becomes  transformed 
into  the  practical  design,  there  exists  in  the  mind  of  the  designer, 
broad  constructive  imagination.  He  conceives  space  largely  from 
an  academic  standpoint  and  ten  feet  or  ten  one-thousandths  of  an 
inch  has  no  real,  definite  meaning  beyond  the  dominant  feature  of 
the  idea.  This  is  one  of  the  principal  causes  of  trouble  in  inspection 
and  production. 

4  Having  established  the  design,  the  manufacturer  takes  the 
drawings  and  specifications  of  the  designer  and  materials  of  manu- 
facturing and  completes  the  article. 

RELATION   OP  MANUFACTURER  AND   INSPECTOR 

5  There  are  two  kinds  of  manufacturing  and  inspection:  aca- 
demic and  commercial.  Academic  manufacture  and  inspection  is  that 
which  goes  back  to  the  original  idea  of  the  inventor  and  designer 
(neither  of  whom  have  had  any  practical  experience),  with  necessary 
accuracy  in  the  drawings  and  specifications. 

6  This  often  results  in  the  products  not  being  manufactured  or 
the  manufacturers  making  an  assignment. 

7  Conunercial  manufacture  is  where  the  designer  can  discrimi- 
nate as  to  tolerations  required,  and  can  visualize  the  process  of 
manufacture  in  the  specifications  to  enable  the  manufacturer  and 
inspector  to  intelligently  comprehend  the  detail  requirements.  Under 
such  conditions,  the  inspector  will  be  helped  by  the  specifications 
and  the  manufacturer  will  be  able  to  produce. 

8  Trouble  generally  exists  where  the  designer  and  the  inspector 
fail  to  get  together  and  the  manufacturer  will  be  at  the  mercy  of 
conflicting  opinions. 

CONDITIONS  RENDERING  INSPECTION  DIFFICULT 

9  The  condition  of  design,  from  the  standpoint  of  manufacture 
and  inspection,  is  to  have  liberal  and  reasonable  tolerances  so  as  to 
permit  final  functioning.  For  instance,  there  may  be  certain  con- 
ditions which  may  have  no  effect  whatsoever  on  the  functioning  but 
which  must  be  held  to  very  closely  because  the  design  so  specifies. 
In  such  cases  the  inspector  is  helpless  without  referring  to  the 
designer. 
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10  The  evil  effect  of  too  small  tolerances  goes  beyond  the  loss 
to  the  manufacturer.  It  reduces  the  output  and  places  an  extra 
burden  on  national  resources.  The  effect  on  the  cost,  however,  is 
serious.  The  closer  the  tolerances,  the  greater  the  cost  of  tools, 
gages  and  fixtures  required  to  maintain  the  product,  especially  con- 
sidering the  large  number  of  pieces  that  are  being  manufactured  in 
this  country  at  the  present  time. 

11  When  orders  were  being  placed  for  only  forty  or  fifty  thou- 
sand pieces  at  one  time,  and  an  order  was  being  placed  but  once  in 
two  or  three  years,  it  was  easy  to  meet  academic  tolerances  and 
production.  But  when  turning  out  parts  by  the  million  and  tens  of 
millions  (quantities  unheard  of  before),  the  wear  and  tear  on  the 
tools  and  gages  is  enormous  and  the  manufacture  of  gages  is  becom- 
ing an  industry  almost  as  large  as  our  direct  productive  facilities 
prior  to  the  war.  EnomiQUS  supplies  of  steel  are  required  to  re- 
place scrap  losses  and  tools  and  gages  which  have  worn  beyond  the 
limits  of  the  small  tolerances  established. 

WHAT  THE  INSPECTOR  NEEDS 

12  The  inspector  is  not  entirely  responsible  for  the  above  con- 
ditioncB  but  there  are  conditions  for  which  he  is  responsible.  Many 
of  these  troubles  would  be  obviated  if  there  were  closer  cooperation 
between  the  designer  and  the  inspector  and  the  manufacturer  in 
order  that  the  inspector  might  know  just  how  far  he  could  go  in  accept- 
ing or  rejecting  the  work  and  maintain  an  economic  condition  of 
satisfactory  manufacture. 

13  Complete  instructions  should  come  from  the  designer  for 
the  um  of  the  inspector.  If  the  manufacturer  is  trying  to  take 
advantage  of  the  inspector  and  deliberately  makes  inferior  or  cheap 
work,  it  is  then  necessary  for  the  inspector  to  "put  on  the  screws" 
for  the  time  being.  Some  inspectors  will  lay  aside  material,  in  the 
initial  stages  of  a  contract,  for  some  minor  defect;  they  will  not  pass 
it  and  the  equivalent  of  a  large  sum  of  money  ms^  lie  idle  for  a  con- 
siderable length  of  time.  After  the  manufacturer  has  had  his  lesson, 
the  inspector  will  then  gradually  take  material  away  from  the  pile 
and  accept  it.  Meantime,  the  manufacturer  may  lack  funds  to  meet 
his  payroll.  Where  such  conditions  exist,  there  is  unquestionably 
blame  on  both  sides. 

14  A  manufacturer  who  does  not  know  a  snap  gage  or  appre- 
ciate what  one-thousandth  of  an  inch  is  and  who  takes  a  contract  for 
thousands  of  duplicate  parts,  is  making  a  mistake.     Under  such 
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circumstances  the  inspector  is  justified  in  ''kicking"  and  compeUing 
production  according  to  specifications.  This  is  beneficial  in  the  end, 
especially  to  those  who  have  had  no  previous  training. 

15  It  is  the  purpose  of  this  paper  to  try  to  bring  the  spirit  of  the 
designer  closer  to  the  inspection  department  and  the  mental  attitude 
of  the  manufacturer  to  a  stage  where  he  regards  the  inspector  as  a 
help  and  not  a  hindrance  to  production: 


GENERAL  PRINCIPLES  OF  GOVERNMENT  INSPEC- 
TION AND  RELATIONS  BETWEEN  INSPECTORS 
AND  MANUFACTURERS 

By  Col.  B.  W.  Dunn,  U.  S.  A.,»  Washington,  D.  C. 
Non-Member 

TT  is  of  the  first  importance  at  this  critical  stage  in  our  history  that 
harmony  should  prevail  among  all  important  elements  engaged 
in  promoting  our  national  defense.  Differences  of  opinion  are  bound 
to  occur  frequently  between  an  inspector  and  a  manufacturer.  There 
is  no  reason  why  such  differences  should  be  at  all  serious  when  both 
parties  are  actuated  by  a  desire  to  be  just  and  reasonable.  The 
differences  have  been  most  serious  in  cases  where  mutual  distrust 
existed  between  the  parties  before  the  differences  occurred.  In  many 
such  cases  this  previous  absence  of  confidence  has  been  the  principal 
cause  of  the  difficulty. 

GOVERNMENT  CONTRACTS  AND  INSPECTION 

2  It  seems  advisable  to  explain  to  you  briefly  the  ordinary 
development  of  Government  contracts  and  our  methods  of  inspect- 
ing the  product.  The  drawings  and  specifications  for  the  desired 
product  having  been  completed  by  the  Design  Section  located  at 
Washington,  the  next  step  is  for  the  Purchase  Section  to  select  the 
manufacturers  and  negotiate  the  contracts.  In  the  selection  of 
these  manufacturers  the  Purchase  Section  is  aided  by  reports  from 
the  Production  Section  relating  to  the  equipment  of  manufacturers 
under  consideration,  their  general  standing,  their  technical  person- 
nel, their  financial  standing,  etc.  Competition  among  acceptable 
manufacturers  is  of  course  a  controlling  feature.  The  contract  hav- 
ing been  signed,  a  copy  of  it,  with  drawings  and  specifications,  is 
sent  to  the  Inspection  Department  and  constitutes  a  notice  to  this 

^  Inspection  Section,  Ordnance  Department. 
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department  to  take  charge  of  the  interests  of  the  Government  from 
that  time  on. 

3  Our  Inspection  Department  at  the  present  time  is  made  up 
aknost  entirely  of  men  taken  from  the  manufacturing  industry.  As 
a  rule,  the  reserve  officers  are  men  who  have  come  into  the  service 
purely  for  patriotic  reasons.  In  accepting  these  patriotic  offers  the 
preference  of  the  Government  has  been  for  college  graduates  with 
the  degree  of  mechanical  engineer,  and  with  a  practical  experience 
in  machine  shops  after  graduation  of  five  years  or  more,  during 
which  the  appUcant  has  received  a  salary  materially  in  excess  of  the 
salary  paid  by  the  Government  for  his  grade.  The  assistants  of 
these  officers  are  civiUan  employees  of  the  Government  obtained 
through  the  Civil  Service  Commission. 

4  The  inspecting  force  at  a  single  plant  constitutes  a  field  unit. 
It  consists  of  one  officer  in  charge,  known  as  the  Inspector  of  Ord- 
nance, at  the  plant.  He  has  as  many  assistants  as  Necessary,  con- 
sisting of  junior  commissioned  officers,  chief  inspectors,  assistant 
chief  inspectors,  and  inspectors.  To  bring  about  uniformity  in  the 
action  of  these  field  units,  we  have  a  number  of  supervising  inspectors, 
made  up,  as  a  rule,  of  men  of  large  experience  and  mature  age,  com- 
bined with  tact  and  good  judgment.  These  supervisors  have  a 
number  of  plants  assigned  to  them,  and  they  circulate  among  them, 
charged  with  the  duty  of  thoroughly  investigating  any  complaints 
made  by  contractors  and  observing  with  great  care  the  activities  of 
inspectors  to  detect  any  weaknesses.  Twice  a  month  these  super- 
visors meet  the  officer  in  charge  of  the  inspection  service  at  head- 
quarters to  discuss  general  features  of  the  work  and  to  promote 
uniformity  in  the  action  of  the  supervisors  themselves. 

5  From  the  above,  it  will  be  seen  that  any  contractor  who  has 
the  slightest  reason  to  complain  of  the  action  of  the  Government 
inspector,  can  secure  at  once  a  complete  investigation,  and,  it  is 
believed,  a  correspondingly  just  decision.  The  inspector  of  ord- 
nance in  charge  of  the  plant  is  required,  in  case  of  a  complaint,  to 
immediately  get  in  touch  with  the  chief  inspector  of  the  plant  and 
to  make  a  joint  investigation.  Granted  that  both  minds  approach 
such  an  investigation  in  the  proper  spirit,  a  satisfactory  conclusion 
should  be  reached  in  more  than  90  per  cent  of  the  cases.  The  super- 
visor should  settle  at  least  90  per  cent  of  the  remaining  cases,  and  when 
he  cannot  secure  a  settlement,  only  a  few  hours  are  needed  to  bring  to 
the  scene  of  trouble  the  principal  technical  assistant  at  headquarters, 
and,  if  necessary,  the' officer  in  charge  of  the  entire  service. 


Digitized  by  VjOOQIC 


1180  TOPICAL  DISCUSSION  ON  INSPECTION 

DIFFERENCES  BETWEEN  GOVERNMENT  AND  COMBIERCIAL  CONTRACTS 

6  It  seems  pertinent  to  analyze  to  some  extent  the  differences 
between  Government  and  commercial  contracts.  The  most  im- 
portant one  is  believed  to  be  the  fact  that  a  contractor  cannot  sue 
the  Government.  This  is  combined  with  the  fact  that  in  practically 
all  Government  specifications  the  contractor  is  required  to  satisfy 
the  inspector.  The  manufacturer  who  considers  an  inspector  un- 
reasonable must  be  prepared  to  prove  the  accuracy  of  his  charge. 
If  we  grant  that  an  inspector  is  unreasonable,  and  possibly  dishonest, 
and  that  his  superiors  belong  to  the  same  family,  it  is  quite  evident 
that  the  contractor  is  without  adequate  protection.  The  possibility 
that  he  may  be  placed  in  this  position  is  a  source  of  most  of  the 
manufacturer's  imaginary  troubles,  which  to  him  seem  anything 
but  imaginary.  The  absence  of  personal  interest  of  the  inspectors 
in  completion  of  the  contract  is  another  difference  between  a  Gov- 
ernment and  a  commercial  bargain.  As  a  rule,  the  Government 
inspector  has  only  one  responsibility,  that  of  seeing  that  the  quality 
of  the  manufacturer's  product  is  up  to  the  prescribed  standard.  It 
is  no  concern  of  his  that  the  product  may  be  short  in  quantity.  To 
stimulate  production  is  the  duty  of  another  department,  the  Pro- 
duction Department. 

7  Another  very  important  difficulty  to  the  manufacturer  re- 
lates to  the  delays  that  frequently  attend  the  receipt  of  funds  from 
the  Government.  With  millions  to  his  credit,  the  Grovemment 
paymaster  cannot  deliver  the  much-needed  check  until  all  require- 
ments of  rigid  red-tape  regulations  are  complied  with.  This  is  the 
cause  of  frequent  trouble  to  the  contractor  who  imdertakes  a  greater 
volume  of  work  than  his  financial  backing  justifies. 

8  Another  important  difference  is  found  in  the  fact  that  in 
commercial  work  the  contractor  is  generally  more  accurately  in- 
formed on  technical  matters  relating  to  the  product  produced  than 
is  the  purchaser.  In  the  case  of  Government  contracts,  it  is  usually 
the  other  way.  Few  of  our  manufacturers  are  ordnance  engineers, 
or  have  on  their  personnel  staff  naen  who  understand  the  reasons  for 
the  requirements  of  Government  drawings  and  specifications.  The 
barrage  fire,  which  constitutes  such  an  essential  part  of  military 
operations  today,  is  seriously  interfered  with  by  any  difference  in 
the  action  of  one  fired  round  from  another.  Our  soldiers  will  march 
confidently  a  short  distance  in  the  rear  of  this  wall  of  bursting  frag- 
ments, their  lives  depending  upon  this  uniformity  in  the  anununi- 
tion.    Any  material  difference  in  the  weight,  exterior  form,  or  loca- 
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tion  of  center  of  gravity  of  the  projectile,  in  the  action  of  the  fuse, 
or  in  the  uniformity  of  the  propelling  powder  charge,  would  be 
liable  to  cause  one  or  more  of  these  projectiles  to  burst  well  short  of 
the  intended  point,  and  in  the  midst  of,  instead  of  safely  in  front  of, 
our  troops.  The  contractor  who  honestly  thinks  that  some  nicety 
of  dimension  called  for  by  the  drawings  is  introduced  solely  to  allow 
the  inspector  to  exercise  his  power,  may,  in  this  ignorant  way,  be 
objecting  to  one  of  the  features  essential  to  the  eflBciency  of  the 
ammunition. 

REQUIREMENTS  FROM  GOVERNMENT  INSPECTOR 

9  The  product  of  the  manufacturer  is  divided  by  the  Govern- 
ment into  lots,  and  for  each  lot  the  Government  inspector  is  re- 
quired to  sign  a  formal  certificate,  stating  in  substance  that  all  units 
of  the  lot  comply  in  quantity  and  quality  with  the  requirements  of 
the  specification  and  drawing.  It  is  impracticable  for  the  inspector 
to  inspect  each  and  every  unit  for  each  and  every  requirement. 
The  manufacturer  does  make  a  100  per  cent  inspection  of  the  product 
for  all  dimensions.  The  plan  of  the  Government  inspector  is  to  check 
the  manufacturer's  inspection  to  the  extent  found  necessary,  the 
checked  inspection  for  the  more  important  feature  being  of  course 
much  larger  than  the  less  important.  The  certificate  for  the  Gov- 
ernment inspector  is  required  before  the  voucher  for  payment  of  the 
contractor  can  be  completed. 

10  Regarding  the  kind  of  cooperation  that  should  exist  between 
the  inspection  departments  of  the  Government  and  the  contractor, 
I  caused  a  circular  letter  to  be  issued  from  our  Inspection  Depart- 
ment to  all  contractors  manufacturing  artillery  ammunition,  asking 
their  views  on  the  suggestion  that  they  submit  for  each  lot  of  finished 
product  presented  for  official  inspection  a  certificate  on  some  con- 
venient form  signed  by  a  responsible  representative  oT  the  firm.  In 
this  letter  it  was  argued  that: 

a  The  certificate  does  not  require  any  change  in  the  present 
standard  practice  other  than  the  signing  and  filing  of  the 
certificate. 

b  Very  exceptional  instances  have  occurred  where  over- 
zealous  or  dishonest  subordinates  have  attempted  to 
resort  to  questionable  practices  in  repairing  or  salvaging 
defective  material;  and  where  their  immediate  superiors 
have  disclaimed  responsibility  because  they  were  igno- 
rant of  the  practices. 
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c  The  responsibility  of  the  firm  in  such  cases  will  be  acknowl- 
edged by  no  one  more  promptly  than  by  the  manage- 
ment, whose  duty  it  is  to  take  the  steps  necessary  to 
avoid  this  ignorance. 

d  It  is  believed  that  this  certificate  will  assist  the  manage- 
ment in  establishing  in  the  minds  of  all  of  its  employees, 
and  especially  in  the  minds  of  its  shop  superintendents, 
foremen  and  inspectors,  a  correct  appreciation  of  this 
responsibility.  It  is  not  conceivable  that  any  of  these 
responsible  employees  can  remain  ignorant  for  any  length 
of  time  of  an3rthing  relating  to  the  work  and  practices 
under  their  supervision,  if  they  make  proper  efforts  to 
keep  informed. 

e  The  writer  desires  the  establishment  of  the  most  cordial 
cooperation  possible  in  the  efforts  of  our  inspectors  and 
of  the  contractors  to  detect  and  eliminate  all  defective 
material,  and  to  prevent  errors  of  judgment  in  the  re- 
jection of  good  material.  Mutual  confidence  is  a  neces- 
sary foundation  for  this  cooperation.  Suspicion  will 
suppliEtnt  confidence  in  any  plant  that  does  not  detect 
and  eliminate  the  employee  who  is  inclined  to  conceal 
rather  than  to  discover  and  report  defects.  If  it  is  at 
all  possible  to  correct  the  defects  and  salvage  the  material 
by  proper,  as  distinguished  from  secret  or  questionable, 
practices,  the  Government  inspectors  will  cooperate  with 
the  management  to  that  end. 

11  While  certain  of  the  replies  reflected  some  doubts  as  to  the 
necessity  for  such  a  certificate,  the  suggestion  did  receive  the  hea^rt^ 
approval  of  the  majority  of  the  manufacturers  and  the  forni  deter- 
mined upon  is  as  follows: 

"We  certify  that  Lot -7- has  been 

(No.)  (Article) 
produced  by  the  use  of  good  and  mbdem  plant  practice; 
that  the  components  have  b^n  inspected  carefully  by  the 
Inspectors  of  this  Company,  and  that  to  the  best  of  our 
knowledge  and  belief  this  Lot  complies  with  all  Govern- 
ment requirements  that  apply  to  it. 

(signed) 

Chief  Inspector  for Co. 

Countersigned  by , 

Shop  Superintendent.*^ 
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It  should  be  understood  that  the  above  Certificate  is  not  required 
of  any  manufacturer  who  prefers  not  to  furnish  it. 

12    It  is  my  hope  that  this  discussion  will  result  in  developing 
other  practical  methods  for  promoting  this  cooperation. 


MISCELLANEOUS  DISCUSSION 

Sir  Charles  Ross  spoke  of  the  troubles  and  difficulties  which 
arise  between  inspectors  and  manufacturers,  and  proposed  a  solution 
as  a  basis  for  discussion.  This  finally  led  to  the  drafting  of  the  follow- 
ing resolution,  which  was  voted  upon  favorably: 

Resolved:  That  the  Council  of  the  Society  be  requested  to  recommend  to  the 
Government  the  creation  of  a  Board  which  shall  be  intermediate  between  the 
manufacturer  and  the  inspector,  and  the  Secretaries  of  War  and  Navy  —  the 
functions  of  this  committee  to  be  as  detailed  in  a  resolution  offered  by  Sir  Charles 
Ross  and  unanimously  recommended,  viz.: 

That  authority  be  given  to  a  conmiittee  as  follows: 

1  It  shall  hear  complaints: 

a  From  manufacturers 
h  From  inspectors. 

2  It  shall  advise  inspectors  as  well  as  manufacturers  upon  the  proper  applica- 
tion of  gages  and  standards  of  acceptance  and  rejection. 

3  It  shall  report  and  have  access  to  the  Secretary  of  War  and  the  Secretary 
of  the  Navy. 

R.  H.  Danforth  called  attention  to  the  necessity  for  the  inspec- 
tion of  raw  material,  citing  instances  where  valuable  work  had  been 
wasted  on  soft  steel  that  had  become  mixed  with  stock  intended  to  be 
heat-treated. 

A  great  many  specifications  today  were  practically  impossible  to 
meet.  They  called  for  certain  chemical  and  physical  requirements, 
but  in  neither  was  there  sufficient  leeway  to  allow  for  the  maximum 
allowable  variation  in  the  other.  They  were  in  consequence  a  con- 
stant source  of  trouble  to  both  the  manufacturers  of  the  raw  material 
and  the  finished  product,  to  say  nothing  of  the  inspectors  who  acted 
as  the  go-betweens. 

W.  S.  HusoN  thought  that  it  was  not  so  much  the  inspection  itself 
that  must  receive  attention  as  it  was  the  specifications,  particularly 
for  the  guidance  of  the  younger  inspectors,  who  lacked  the  necessary 
experience. 

The  chief  inspector  must  communicatiB  to  those  under  him  those 
qualities  which  govern  proper  and  intelligent  inspection.    An  in- 
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specter  must  feel  that  he  is  not  hidebound  by  his  instructions  and 
must  use  his  common  sense.  He  must  try  to  judge  the  work  without 
bias  or  partiality  and  must  not  permit  the  workmen  to  agree  among 
themselves  as  to  what  constitutes  the  quality  of  work  they  turn  out, 
nor  get  into  arguments  with  them  as  to  whether  it  is  right  or  wrong; 
he  must  go  to  the  chief  inspector,  who  must  be  intelligent  and  efficient 
enough  to  know  what  constitutes  the  right  kind  of  work,  and  how  far 
the  tolerances  can  go  one  side  or  the  other.  In  other  words,  today 
the  principle  of  good  shop  inspection  is  not  to  point  out  why  work  is 
wrong,  but  rather  to  try  to  point  out  to  the  men  why  it  should  be 
right,  and  thereby  gain  their  cooperation. 

C.  B.  Hamilton,  Jr.,  said  that  with  regard  to  tolerances  it  was  the 
practice  at  his  plant  to  make  the  limits  in  the  earlier  stages  of  the  work 
less  than  the  Government  requirements,  and  to  increase  progressively 
as  the  later  operations  are  approached  until  finally  they  equaled  the 
government  requirements.  The  limits  in  the  early  operations  should 
be  as  close  as  the  men  could  work  to,  which  would  save  trouble  in  the 
secondary  and  later  operations. 

In  the  matter  of  specifications  we  had  better  assume  that  the  man 
who  wrote  them  knew  more  about  the  work  than  those  who  were  just 
starting  the  work.  The  modern  progress  of  shell  fire  called  for  closer 
and  closer  limits,  and  in  munitions  manufacture  there  was  no  "good 
enough." 

The  specifications  for  belting  mentioned  by  Mr.  De  Leeuw  were  in 
the  nature  of  guidance  specifications  for  the  manufacturer  to  take  into 
consideration  in  bidding,  and  the  inspector  had  nothing  to  do  with 
such  specifications. 

Many  cases  were  known  of  shells  so  rough  that  the  revolution  or 
spinning  of  the  shell  made  the  steel  act  as  a  rotary  file  on  the  explosive 
block  resulting  in  premature  firing.  When  they  were  polished,  how- 
ever, there  was  no  trouble  from  that  cause. 

Philip  Reynolds  ^  stated  that  he  had  seen  pictures  of  guns  that 
had  burst,  with  all  the  men  either  killed  or  wounded,  just  because 
some  inspector  used  too  much  judgment.  He  beUeved  that  inspectors 
should  live  exactly  up  to  the  requirements,  up  to  the  gages,  and  that 
matters  of  judgment  should  be  submitted  to  their  chief.  If  every  one 
worked  on  restricted  tolerances,  that  is,  lower  tolerances  than  the 
Government  required,  there  would  be  very  Uttle  trouble. 

^  Supt.  of  Inspection,  Lymbumer,  Limited,  Montreal,  Canada. 
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Regarding  the  premature  explosions  which  sometimes  shattered 
guns,  killing  every  man  on  the  crew,  he  believed  that  they  were 
due  to  faulty  fuses  rather  than  to  the  cause  advanced  by  Mr. 
Hamilton. 

In  the  organization  of  his  plant  the  superintendent  of  inspection 
had  chief  inspectors  for  each  8-hr.  shift,  with  their  assistants  control- 
ling each  floor  or  battery  of  operations.  Gaging  was  performed  at  the 
back  of  machines,  the  work  being  conveyed  by  gravity  to  inspection 
bench.  All  prime  dimensions  received  100  per  cent  inspection.  Final 
shop  inspection  was  not  necessary  with  efficient  machine  inspection 
except  to  check  parts  which  were  liable  to  be  affected  at  subsequent 
operations.  All  machine  inspection  was  made  with  restricted  toler- 
ances, insuring  the  acceptability  of  work  by  the  government  with 
their  larger  limits. 

Each  inspector  was  provided  with  a  small  personal  stamp  which 
he  or  she  stamped  on  a  location  allotted  by  the  government  inspector 
and  which  did  not  interfere  with  the  product.  By  this  means  any 
faulty  inspection  was  traced.  The  assistant  inspector  checked  up  his 
inspectors  frequently.  Given  limit  gages  which  were  right,  inspectors 
had  no  excuse  to  wrongly  gage.  All  gages  were  checked  daily  —  and 
twice  daily  where  necessary  —  by  the  gage  and  standard  department, 
who  we^e  held  responsible  for  a  sufficient  supply  of  gages  and  their 
accxiracy.  This  complete  system  of  inspection  had  proved  very 
satisfactory  in  meeting  the  conditions  which  existed  in  the  plant. 

Forrest  E.  Cardullo  contended  in  answer  to  Mr.  De  Leeuw 
that  a  set  of  specifications  could  not  be  gotten  out  that  would  cover 
entirely,  completely  and  satisfactorily  what  was  needed.  No  man 
has  sufficient  foresight  to  cover  everything  that  will  come  up  in  ma- 
terials and  workmanship  and  various  other  things  that  affect  the 
usability  or  non-usabiUty  of  parts.  Room  has  to  be  left  for  the  in- 
spector to  use  his  judgment,  and  he  should  be  given  authority  to  waive 
the  specifications.  It  all  depends  on  whether  the  thing  is  just  as  good 
for  use  as  if  it  met  the  specification  in  every  respect,  and  if  it  is  it 
should  be  accepted. 

The  purpose  of  inspection  must  be  to  produce  the  largest  possible 
volume  of  military  implements  and  munitions  that  are  suitable  and 
usable  for  their  purpose,  and  the  inspection  that  fails  to  do  this  is 
radically  defective.  Inspection  should  be  reorganized  on  the  basis  of 
quality  and  quantity,  and  inspectors,  whether  connected  with  Govern- 
ment or  plant,  should  bear  in  mind  when  they  are  inspecting  the 
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product  of  outside  manufacturers  that  they  are  there  primarily  to  hdp 
bring  up  the  general'  quality,  and  when  that  point  has  been  reached 
they  have  then  done  their  duty. 

Mr.  Cardullo  confirmed  the  theory  advanced  by  Mr.  Reynold? 
that  premature  explosions  were  due  to  faulty  fuses,  stating  that  this 
was  tiie  consensus  of  opinion  among  those  at  the  front. 

C.  E.  CooLiDGE,  who  had  spent  two  years  in  a  large  Canadian 
plant  directing  the  manufacture  of  8-in.  howitzers,  said  that  he  had 
obtained  the  best  of  results  by  making  it  plain  to  every  one  of  his 
inspectors  that  they  were  part  of  the  government  staff,  and  also  ad- 
vising the  chief  inspector  for  the  government  to  take  under  his  wing 
to  a  certain  extent  the  company's  inspectors.  In  order  to  avoid  ill- 
feeling  between  inspectors  and  the  machine  operators,  inspectors  were 
assigned  to  each  machine  and  were  told  that  they  must  be  friendly 
to  the  operators  and  cooperate  with  them  to  the  limit. 

Charles  E.  Davis  had  found  that  when  the  fact  was  established 
in  the  minds  of  the  inspectors  that  the  truth  was  wanted  from  what- 
ever source  it  could  be  derived,  friction  disappeared  and  production 
increased.  To  his  mind  it  was  first  necessary  to  establish  in  the  de- 
sign of  a  piece  or  a  machine  the  vital  functioning  points  of  the  product 
to  be  made,  and  then  to  establish  the  limits  of  variation  that  would 
give  these  results  reUability,  and  hold  to  them  rigidly. 

R.  F.  Bryant  wrote  that  when  designing  gages  the  class  of  hdp 
to  use  them  should  be  borne  in  mind,  and  also  the  tolerances  on  the 
components  of  the  unit,  particularly  the  maximum  and  minimum 
dimensions  on  parts  that  were  grouped,  later  assembled  into  divisions, 
and  lastly  into  units. 

Another  important  phase  of  inspection  was  the  eye  inspection. 
For  instance,  inspectors  would  agree  that  a  trifling  surface  defect  on  a 
primer  made  no  difference,  but  because  of  the  fact  that  the  specifica- 
tions stated  that  surfaces  must  be  free  from  defects,  they  would  reject 
it.  Here  was  a  point  where  care  in  writing  the  specifications  would 
do  much  toward  helping  the  production  and  would  eliminate  many 
discussions. 

In  planning  the  organization  of  the  Yale  &  Towne  Manufacturing 
Company  for  inspection,  the  first  step  was  to  study  the  manufacturing 
methods,  because  these  methods  h^d  much  to  do  with  the  class  and 
kind  of  inspection  and  inspectors.  To  illustrate,  automatic-screw- 
machine  production,  where  the  production  was  from  one  to  five  pieces 
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per  minute,  could  not  be  inspected  100  per  cent  at  the  machine.  In 
this  case  several  machines  were  assigned  to  one  inspector,  who  had  a 
complete  set  of  gages  and  moved  from  one  machine  to  the  other,  giving 
each  piece  100  per  cent  inspection  on  each  operation. 

Hand-screw-machine  work  was  given  100  per  cent  inspection  at 
the  machine.  When  work  was  found  not  to  gages  the  inspector 
notified  the  machine  setter,  and  the  machine  was  reset  or  the  tools 
were  reground.  After  all  operations  were  completed  on  the  com- 
ponents last  referred  to,  the  work  was  placed  in  receptacles  and  given 
a  100  per  cent  inspection  at  a  central  point  as  a  check  on  the  machine 
inspector.  The  work  was  then  moved  to  the  assembling  department 
where  the  final  inspection  was  given  by  the  Government  inspectors. 
This  was  sometimes  100  per  cent  inspection  and  at  other  times  random 
inspection,  depending  on  the  number  of  rejections  found. 

The  automatic-machine  product  was  moved  from  the  machine 
room  to  the  inspection  room  and  given  100  per  cent  inspection  by 
girls.  The  parts  were  then  inspected  by  the  corps  of  Government 
inspectors  which  consisted  of  men  and  girls.  The  inspection  was 
made  at  random  and  varied  with  the  rejections  found.  The  parts 
were  then  moved  to  the  assembling  benches  where  they  were  assem- 
bled by  the  progressive  method.  Government  inspectors  were 
stationed  at  varying  intervals,  and  the  partly  assembled  fuses  were 
inspected  mostly  by  electric  gages. 

Samuel  Rubin  ^  wrote  that  defects  in  the  interior  of  metal  cast- 
ings and  in  welds  could  be  readily  discovered  by  means  of  radiographs 
or  X-ray  photographs.  Aluminum  offered  practically  no  resistance  to 
the  X-rays,  and  castings  of  any  commercial  size  could  be  easily  radio- 
graphed. Steel,  iron,  brass,  etc.,  up  to  18  in.  in  thickness  were  not 
difficult  to  radiograph,  but  a  longer  exposure  was  necessary  than  for 
aluminum.  Paper,  cloth,,  leather,  and  practically  every  class  of  ma- 
terial could  be  similarly  inspected,  and  by  using  a  stereoscope  in  view- 
ing a  radiograph,  the  depth  of  a  given  defect  below  the  surface  of  the 
material  might  be  very  closely  estimated. 

The  fact  that  this  method  had  not  been  more  generally  adopted 
was  very  probably  due  to  the  fear  of  X-ray  bums  or  the  so-called 
X-ray  cancer.  However,  in  fifteen  years'  work  with  the  Roentgen- 
ray  he  had  never  suffered  the  sUghtest  inconvenience  from  this  source, 
having  exercised  an  ordinary  amount  of  care  in  protecting  himself  by 
lead  screens. 
.  1  322  Crescent  St.,  Harrisburg,  Pa. 
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The  apparatus  used  in  taking  X-ray  photographs  might  be  of 
several  types,  but  he  used  two,  one  consisting  of  a  120,000-volt,  5-kw. 
transformer  and  an  18-in.  induction  coil,  using  either  a  CooUdge  tube 
or  the  ordinary  gas  tube. 

Douglas  T.  Hamilton,  in  a  conununication  published  on  page 
247  of  The  Journal,  March,  1918,  wrote,  referring  to  Mr.  DeLeeuw's 
paper,  that  there  were  few,  if  any,  engineers  who  did  not  bdieve  ihaX 
inspection  was  the  logical  and  final  operation  on  any  manufactured 
product.  The  question  was,  what  relation  should  inspection  have 
to  the  various  machining  operations;  what  form  and  type  of  gages 
should  be  used;  and  what  manufacturing  tolerances  were  to  be  per- 
mitted? 

In  the  manufacture  of  high-explosive  shells,  to  take  a  concrete 
example,  the  more  important  requirements  were  concentricity  of 
bore,  and  conformity  of  shape  and  weight  to  Government  specifica- 
tions. A  shell  not  concentric,  or  out  of  balance,  would  not  shoot 
accurately,  nor  would  one  in  which  the  center  of  gravity  was  so  placed 
that  it  would  not  follow  the  predetermined  paraboUc  curve.  Certain 
Canadian  plants  had  found  that  a  large  majority  of  their  rejections  on 
shells  made  for  the  British  Government  were  due  to  the  fact  that  wheo 
shells  were  made  to  minimum  limits  for  both  diameter  and  length  they 
fell  short  in  the  important  requirement  of  weight.  This  was  later 
corrected  by  leaving  the  rear  ends  longer  than  necessary  and  then 
facing  off  the  ends  of  the  completely  machined  shells  until  the  desired 
weight  was  obtained. 

Regarding  the  specification  for  belting  mentioned  by  Mr.  De 
Leeuw,  Mr.  Hamilton  wrote  that  it  was  not  intended  for  the  guidance 
of  inspectors,  but  as  a  setting  forth  of  the  process  by  which  leather 
belting  could  be  made  in  order  to  meet  Government  requiremeDts, 
and  as  such  it  would  be  of  value  to  any  manufacturer  who  had  not 

been  previously  engaged  in  this  particular  line. 

» 

A.  L.  De  Leeuw,  replying  to  Mr.  Hamilton  in  the  same  issue  of 
The  Journal,  wrote  that  he  fully  reaUzed  that  it  was  entirely  out  of 
the  scope  of  the  desired  discussion  to  answer  the  question  propounded 
by  Mr.  Hamilton  except  in  a  very  general  way,  and  he  had  attempted 
to  bring  out  the  necessity  of  careful  consideration  of  such  and  other 
questions.  He  had  not  confined  himself  to  the  inspection  of  shells  or 
ammunition  because  there  was  no  essential  difference  between  the 
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rules  which  should  govern  the  inspection  of  such  materials  and  those 
for  any  other  manufactured  product. 

That  it  was  possible  to  give  tolerances  on  the  dimensions  of  a  shell 
which  conflicted  with  the  tolerances  in  regard  to  the  weight  of  a  shell 
showed  conclusively  that  logic  was  required  not  merely  to  determine 
that  therQ  should  be  inspection,  but  also  that  specifications,  limits, 
tolerances,  etc.,  should  be  given  in  a  logical  manner. 

Mr.  Hamilton  had  evidently  misunderstood  his  remarks  in  r^ard 
to  leather-belting  specifications.  The  instances  quoted  had  been 
taken  from  the  specifications  of  users  of  leather  belting;  which  meant 
that  belting  not  coming  up  to  these  specifications  would  be  rejected 
by  the  user.  They  had  not  been  written  by  the  Government,  but  by 
some  of  the  largest  private  concerns  in  the  country,  and  were  by  no 
means  information  given  by  the  user  to  some  future  belt  maker,  but 
instructions  to  an  existing  belt  maker  as  to  what  he  would  have  to 
furnish.  The  specifications  were  of  such  a  nature  that  there  was  only 
one  thing  to  do,  and  that  was  to  take  the  word  of  the  maker  that  he 
had  followed  the  instructions,  for  the  finished  product  would  not  show 
in  any  way  that  the  specifications  had  been  met. 
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No.  1631 

A    CODE    OF    SAFETY    STANDARDS    FOR 
WOODWORKING-MACHINE  GUARDS 

Presented  to  the  Socibtt  bt  the  Sub-Commtttbe  on  Protection 

OP  Indxtbtrial  Workers  Through  William  P.  Eales, 

Who  Prepared  the  Original  Material 

Contained  Herein  por  the  Sim- 

CoiociTTEs's  Action 


SECTION  1    GENERAL 

a  There  are  several  fundamentals  to  be  considered  in  the  pre- 
vention of  work  accidents  in  the  operation  of  woodworking  machines: 
namely, 

1  The  machines  should  be  properly  located  in  a  safe  working 

place 

2  The  use  of  the  various  machines  should  be  limited  to  the 

kind  of  work  and  the  quality  or  class  of  material  for  which 
they  were  intended  and  designed 

3  The  operators  of  the  machine  should  be  careful  and  con- 

scientious employees,  and  thoroughly  familiar  with  the 
work;  likewise,  their  helpers  and  fellow  employees  should 
be  carefully  chosen 

4  The  safety  of  the  employees  should  be  assured,  so  far  as 

possible,  by  providing  a  guard  at  the  point  of  operation 
of  each  machine,  and  also  by  enclosing  or  otherwise  pro- 
tecting all  exposed  moving  parts  which  may  cause  acci- 
dents. 
b  Safe  Working  Place,    It  is  important  that  the  machines  be 
properly  spaced  to  avoid  conflict  and  confusion  between  the  work- 
men handling  stock  or  material.    The  location  of  the  machines  should 
be  planned  so  that  there  will  be  ample  daylight  at  the  point  of  opera- 
tion.   Artificial  lights  should  be  placed  to  the  best  advantage  to 
illuminate  the  workroom,  as  well  as  to  throw  ample  light  on  the  ma- 


Presraited  at  the  Annual  Meeting,  December  1917,  of  The  American 
Society  op  Mechanical  Engineers.  Reoeived  by  the  Council  February  15, 
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chines  and  the  material.  Woodworking  machines  are  invariably 
operated  at  high  speed,  and  whether  of  the  revolving  or  reciprocating 
type  are  likely  to  cause  excessive  vibration.  For  this  reason  the 
machines  should  be  installed  on  the  ground  floor  of  the  mill  or  the 
workshop  if  possible,  and  should  be  secured  to  substantial  founda- 
tions or  to  the  floor.  The  floors  should  be  smooth  and  level  to  pre- 
vent tripping,  and  should  be  covered  with  nonnslipping  material  at 
the  points  where  the  operators  of  the  machines  stand. 

c  Dust  and  waste  product  accumulate  rapidly  in  most  wood- 
working establishments,  and  it  is  important  that  provision  be  made 
for  the  prompt  and  continuous  removal  of  these  elements  of  danger. 
Suction  exhausts,  blowers  and  mechanical  conveyors  are  peculiarly 
efficient  for  the  prompt  disposal  of  waste  material. 

d  Suitable  Machines.  While  many  woodworking  machines  ac- 
complish a  variety  of  operations  quite  satisfactorily,  it  is  difficult  to 
equip  them  with  efficient  guards  at  the  point  of  operation;  hence 
the  necessity  of  removing,  adjusting  and  changing  special  guioxls  and 
devices  for  each  operation,  which  in  itself  introduces  an  additional 
hazard.  Wherever  practicable,  a  machine  should  be  selected  and 
guarded  for  a  specific  operation;  and  other  work,  different  in  char- 
acter and  involving  special  hazards,  should  be  assigned  to  machines 
suitable  for  the  work. 

6  Operators  should  be  selected  for  their  fitness  as  regards  quick 
perception  and  appreciation  of  the  hazard,  good  vision,  resistance  to 
fatigue,  and  enthusiasm  and  enjoyment  in  the  performance  of  l^ieir 
duties.  Beginners  and  apprentices  should  receive  thorough  instruc- 
tion and  training  before  being  permitted  to  operate  machineSi  and  if 
they  show  no  special  aptitude  for  the  work  they  should  be  assigned 
to  bench  or  yard  work  where  there  is  no  machine  hazard. 

/  None  but  authorized  and  experienced  persons  should  be  per- 
mitted to  operate  machines.  Immediately  on  finishing  an  operation 
the  machine  should  be  stopped  by  tiuning  off  the.power  or  shifting 
the  bfelt.  For  this  purpose  starting  and  stopping  devices,  readily 
accessible  to  the  operator,  should  be  provided  and  maintained.  Pro- 
vision should  also  be  made  for  locking  the  stopping  device  or  other 
controlling  mechanism,  to  prevent  the  accidental  starting  of  a  ma- 
chine. 

Of  It  is  recognized  that  the  managers  of  woodworking  plants 
naturally  prefer  to  use  wood  and  lumber  in  making  their  own  safe- 
guards. While  there  may  be  certain  ^vantages  at  the  time,  so  far  as 
available  material  is  concerned,  it  must  be  appreciated  that  metal 


Digitized  by  VjOOQIC 


SAFETY  STANDARDS  FOR  WOODWORKING-MACHINE    GUARDS      1193 

guards  and  enclosures  for  moving  parts,  if  properly  installed,  do  not 
increase  the  fire  hazard  by  accumulating  dust  and  becoming  saturated 
with  oil.  Metal  guards  are  durable  and  the  first  cost,  while  perhaps 
somewhat  in  excess  of  that  of  home-made  wooden  guards,  should  not 
deter  the  employer  from  selecting  that  which^is  most  permanent  and 
efficient. 

h  As  the  high  speed  of  woodworking  machines  necessitates  fre- 
quent oiling  of  bearings,  it  is  necessary  that  safeguards  be  easily  re- 
movable for  the  convenience  of  the  oiler,  and  as  easily  replaced  and 
seciu^  in  position. 

I  Special  Woodworking  Machines.  Standards  for  machines  de- 
signed for  special  operations  in  the  manufacture  of  vehicle  parts, 
furniture,  boxes,  woodenware,  veneer  goods,  etc.,  are  purposely 
omitted.  Such  machines  require  special  treatment.  The  same 
principles  will  apply,  however,  and  by  referring  to  the  standards 
herein,  which  cover  the  machines  ordinarily  employed  in  woodwork- 
ing, it  is  felt  that  efficient  guards  may  be  easily  devised  and  applied 
to  the  unusual  types  of  machines. 

SECTION  2    RIP  SAWS 

a  Each  circular  rip  saw  shall  be  provided  with  a  substantial  hood 
securely  fastened  in  position. 

b  The  hood  shall  completely  cover  the  saw,  where  the  character 
of  the  operation  will  permit. 

c  Where  it  is  essential  that  .the  saw  teeth  be  visible,  the  guard 
shall  extend  forward  not  less  than  three  (3)  inches  beyond  the  point 
of  operation. 

d  The  hood  may  be  adjustable  to  accommodate  various  thicknesses 
of  stock.  At  the  rear  of  saw,  and  located  as  close  thereto  as  practi- 
cable, there  shall  be  a  spreader  of  a  thickness  equal  to  the  full  width 
of  the  saw  cut.  It  should  extend  above  the  table  the  entire  height  of 
the  saw.  The  spreader  should  be  attached  to  the  arbor  frame;  or 
if  the  table  is  immovable,  it  may  be  attached  directly  to  the  saw  table. 

e  A  guard  bar  shall  be  provided  in  front  of  the  feed  rolls. 

/  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery.^ 

g  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

^  Presented  at  the  Spring  Meeting,  Cincinnati,  OhiOi  May  1017,  of  Thb 
American  Society  of  Mechanical  Enginbsrs.    See  p.  399  of  this  volume. 
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h  The  dust  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  IT  draft  gage  at  or  near  the 
suction  hood. 

i  For  saws  larger  tlian  twelve  (12)  inches,  the  diameter  of  tiie 
exhaust  pipe  should  be  increased  not  less  than  one  (1)  inch  for  each 
additional  foot  of  saw  diameter. 

J  ^The  exhaust-hood  inlet  should  effectively  guard  the  saw  beneath 
the  saw  table. 

SECTION  3    BAND  SAWS 

a  The  upper  and  lower  wheels  shall  be  completely  guarded  on  the 
operating  side  by  wire  screen  of  not  more  than  one-half  (})  -inch  mesh, 
or  its  equivalent,  so  as  to  effectively  prevent  accidental  contact  witii 
the  wheels  or  saw  blade. 

b  An  adjustable  guard  shall  be  provided  at  the  point  of  operation, 
extending  from  the  saw  guard  to  the  upper  pulley. 

c  The  saw  shall  be  guarded  on  its  up  travel  between  the  pulleys  at 
the  rear  of  the  saw  table. 

d  A  guard  bar  shall  be  provided  in  front  of  the  feed  roUs. 

6  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery  pre- 
viously referred  to. 

/  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  locat^  within  convenient  reach 
of  the  operator. 

g  The  dust  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

h  For  saw  blades  exceeding  two  (2)  inches  in  width,  the  diameter 
of  the  pipe  shall  be  calculated  on  the  basis  of  two  (2)  inches  for  each 
inch  in  width,  or  portion  thereof,  of  the  saw  blade. 

SECTION  4   QROOYINQ.  BROAD  AND  BLIND  SAWS 

a  Sometimes  the  nature  of  the  work  done  on  these  saws  is  such 
that  a  hood  guard  cannot  be  used;  yet  effective  protection  can  be 
provided  by  a  home-made  springboard  or  block  clamped  to  the  table, 
that  will  hold  the  stock  to  the  fence  or  table  and  cover  the  saw. 

b  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery. 
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c  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  t3rpey  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

d  The  dust  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

e  The  exhaust-hood  inlet  shall  effectively  guard  the  saw  beneath 
the  saw  table. 

SECTION  6    SWING  CUT-OFF  SAWS 

a  Each  swing  cut-off  saw  shall  be  provided  with  a  substantial 
hood  or  guard  to  enclose  not  less  than  the  upper  half  of  the  saw. 

b  A  fixed  guard  or  solid  enclosure  shall  be  provided  at  the  rear  of 
the  saw  table  for  the  lower  half  of  the  saw. 

c  A  chain  or  other  equally  efficient  stop  shall  be  fitted  to  the  saw 
frame,  to  prevent  the  saw's  swinging  beyond  the  front  edge  of  the  saw 
table. 

d  The  diameter  of  the  saw  collars  shall  be  not  less  than  one  (1) 
inch  larger  than  the  diameter  of  the  arbor  pulley. 

e  The  driving  belt  shall  be  guarded  by  wire  screen  of  bot  more 
than  one-half  (J)-inch  mesh,  or  its  equivalent,  to  a  height  of  six  (6) 
feet  from  the  floor. 

/  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

g  The  dust  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

h  For  saws  larger  than  twelve  (12)  inches  the  diameter  of  the 
exhaust  pipe  should  be  increased  not  less  than  one  (1)  inch  for  each 
additional  foot  of  saw  diameter. 

SECTION  6    CUT-OFF.  MITER  AND  VARIETY  SAWS 

a  All  saws  of  these  types  shall  be  provided  with  substantial  hoods 
or  covers  securely  fastened  in  position. 

b  The  hood  shall  completely  cover  the  saw,  where  the  character 
of  the  operation  will  permit. 

c  Where  it  is  essential  that  the  saw  teeth  be  visible,  the  guard 


Digitized  by  VjOOQIC 


1196      SAFETY   STANDARDS   FOR  WOODWORKING-MACHINE  QUARD6 

shall  extend  forward  not  less  than  three  (3)  mches  beyond  ihe  point 
of  operation.  The  hood  may  be  adjustable  to  accommodate  various 
thicknesses  of  stock. 

d  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in 
the  Ck>de  of  Safety  Standards  for  Power-Transmission  Machinery. 

e  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

/  The  dust  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  IT  draft  gage  at  or  near  the 
suction  hood. 

g  For  saws  larger  than  twelve  (12)  inches  the  diameter  of  the 
exhaust  pipe  should  be  increased  not  less  than  one  (1)  inch  for  each 
additional  foot  of  saw  diameter. 

h  The  exhaust-hood  inlet  should  e^ectively  guard  the  saw  be- 
neath the  saw  table. 

SECTION  7    PLANERS 

a  The  driving  belts  and  pulleys  shall  be  guarded  as  specified  in 
the  Code  of  Safety  Standards  for  Power-Transmission  Machinery. 

b  A  substantial  guard  shall  be  provided  at  the  feed  end  of  the 
planer,  in  front  of  the  belts  beneath  the  table. 

c  A  guard  bar  shall  be  provided  in  front  of  the  feed  rolls. 

d  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

e  All  feed  gears  shall  be  encased  by  .solid  enclosures. 

/  The  chips  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  six  (6)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

g  For  planer  knives  exceeding  twenty-four  (24)  inches  in  length 
the  diameter  of  the  exhaust  pipe  should  be  increased  not  less  than  one 
(1)  inch  for  each  additional  foot  in  length  of  the  planer  knives,  or 
portion  thereof. 

h  A  double-cut  planer  or  surfacer  should  be  fitted  with  an  addi- 
tional suction  exhaust  pipe  beneath  the  bottom  cutting  head.  The 
size  of  the  bottom  suction  exhaust  pipe  shall  be  not  less  than  the  re- 
quirement for  planers,  but  the  diameter  of  the  upper  exhaust  pipe 
shall  be  increased  one  (1)  inch.  j  . 
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SECTION  8    JOINTERS  OR  BUZZ  PLANERS 

a  The  cutter  head  shall  be  of  the  cylindrical  safety  type. 

b  A  guard,  preferably  automatically  adjusted,  shall  be  provided 
to  cover  the  cutter  head  on  each  jointer  not  fitted  with  a  roll  feed. 

c  A  guard  bar  shall  be  provided  in  front  of  the  feed  rolls. 

d  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery. 

e  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

/  The  chips  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

g  For  jointer  knives  more  than  twelve  (12)  inches  long  the  diam- 
eter of  the  exhaust  pipe  should  be  increased  not  less  than  two  (2) 
inches  for  each  additional  foot  in  length  of  knives. 

SECTION  9    MOLDING   MACHINES  AND  MATCHERS 

a  A  guard  bar  shall  be  provided  in  front  of  the  feed  rolls. 

b  The  driving  belts  and  pulleys  shall  be  guarded  as  specified  in 
the  Code  of  Safety  Standards  for  Power-Transmission  Machinery. 

c  A  substantial  belt  guard  shall  be  provided  at  the  feed  end  of  the 
machine. 

d  The  cutting  heads  shall  be  covered  by  sheet  metal  or  other  solid 
enclosure. 

e  All  feed  gears  shall  be  encased  by  solid  enclosures. 

/  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

g  The  shavings  should  be  removed  by  suction  exhaust  pipes,  not 
less  than  six  (6)  inches  in  diameter  for  the  upper  head,  and  not  less 
than  five  (5)  inches  for  the  lower  and  side  heads.  The  suction  should 
be  equivalent  to  two  (2)  inches  of  water  between  levels  in  a  U  draft 
gage  at  or  near  tjie  suction  hood. 

SECTION   10    STICKERS 

a  The  cutting  heads  shall  be  guarded  by  a  substantial  hood 
securely  fastened  in  position. 

b  The  hood  shall  completely  cover  the  cutters  where  the  character 
of  the  operation  will  permit. 
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c  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery. 

d  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

e  The  chips  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter  for  each  bottom  and  side  head,  and 
five  (5)  inches  for  the  top  head.  For  knives  exceeding  six  (6)  inches 
in  length,  the  diameter  of  the  exhaust  pipe  should  be  increased  not 
less  than  one  (1)  inch.  The  suction  should  be  equivalent  to  two  (2) 
inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the  suction 
hood. 

SECTION  11    TENONING  MACHINES 

a  The  cutting  heads  shall  be  guarded  by  a  substantial  hood 
securely  fastened  in  position. 

b  The  hood  shall  completely  cover  the  saw,  where  the  character 
of  the  operation  will  permit. 

c  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery. 

d  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  ottier 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

e  The  dust  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  five  (5)  inches  in  diam'eter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

SECTION   12    BORING  AND  MORTISING  MACHINES 

a  Each  boring  machine  and  hoUow-chisel  mortiser  shall  be  pro- 
vided with  a  sheet-metal  guard  in  front  of  the  spindle  to  prevent 
accidental  contact  with  the  spindle,  radial  belts  or  friction  drive. 

b  Safety  bit  chucks  with  no  projecting  set  screws,  shall  be  used. 

c  Cotter  pins  shall  be  fitted  in  the  ends  of  counterweight  levers. 

d  Mortising  machines  shall  be  provided  with  adjustable  thumb 
stops. 

e  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery. 

/  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

g  The  chips  from  mortisers  should  be  removed  by  a  suction  ex- 
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haust  pipe  not  less  than  three  (3)  inches  in  diameter.  The  suction 
should  be  equivalent  to  two  (2)  inches  of  water  between  levels  in  a  U 
draft  gage  at  or  near  the  suction  hood. 

SECTION   13    SANDING  MACHINES  AND  SAND  BELTS 

a  The  driving  belts  and  pulleys  shall  be  guarded  as  specified  in 
the  Ck>de  of  Safety  Standards  for  Power-Transmission  Machinery. 

b  A  guard  bar  shall  be  provided  in  front  of  the  feed  rolls. 

c  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

d  All  feed  gears  shall  be  encased  by  solid  enclosures. 

e  Sanding  machines  of  the  drum  type  should  be  provided  with  one 
suction  exhaust  pipe  not  less  than  six  (6)  inches  in  diameter  for  each 
roll.  For  drums  exceeding  twenty-four  (24)  inches  in  diameter  the 
size  of  the  exhaust  pipe  should  be  increased  not  less  than  one  (1)  inch 
for  each  additional  foot  of  diameter  of  drum. 

/  The  dust  from  a  belt  sander  should  be  removed  by  a  suction 
exhaust  pipe  not  less  than  four  (4)  inches  in  diameter.  For  sand  belts 
exceeding  six  (6)  inches  in  width  the  diameter  of  the  exhaust  pipe 
shall  be  increased  on  the  basis  of  one  (1)  inch  for  each  additional  three 
(3)  inches  in  width  of  sand  belt. 

g  The  dust  from  a  disk  sander  should  be  removed  by  a  suction 
exhaust  pipe  not  less  than  five  (5)  inches  in  diameter.  For  disk 
Sanders  exceeding  twenty-four  (24)  inches  the  diameter  of  the  exhaust 
pipe  should  be  increased  not  less  than  one  (1)  inch  for  each  additional 
foot  diameter  of  disk. 

h  Each  radialrann  sander  should  be  provided  with  a  suction  ex- 
haust pipe  not  less  than  four  (4)  inches  in  diameter. 

i  The  area  of  the  suction  inlet  for  sanding  operations  should  be 
twenty-five  (25)  per  cent  greater  than  the  area  of  the  exhaust  pipe. 

j  The  suction  should  be  equivalent  to  two  (2)  inches  of  water 
between  levels  in  a  U  draft  gage  at  or  near  the  suction  hood. 

SECTION  14    VERTICAL  WOOD  SHARERS 

a  The  cutter  heads  shall  be  provided  with  a  guard,  cover  or  hood 
which  will  effectively  prevent  accidental  contact  with  the  revolving 
cutters.  The  guard  may  be  adjustable  to  accommodate  various  sizes 
of  stock. 

b  The  driving  belt  and  pulleys  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery. 
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c  A  substantial  shield  or  guard  shall  be  provided  for  the  spindle 
belt  beneath  the  table. 

d  A  belt  shifter,  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

e  The  chips  should  be  removed  by  a  suction  pipe  not  less  than 
five  (6)  inches  in  diameter.  The  suction  should  be  equivalent  to  two 
(2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

SECTION  16    PROFILE  SWING-HEAD  AND  BACK-KNIFE  LATHES 

a  The  driving  belt  and  pulley  shall  be  guarded  as  specified  in  the 
Code  of  Safety  Standards  for  Power-Transmission  Machinery. 

b  A  belt  shifter  or  a  starting  and  stopping  device  of  some  other 
approved  type,  shall  be  provided  and  located  within  convenient  reach 
of  the  operator. 

c  The  chips  should  be  removed  by  a  suction  exhaust  pipe  not  less 
than  four  (4)  inches  in  diameter.  The  suction  should  be  equivalent  to 
two  (2)  inches  of  water  between  levels  in  a  U  draft  gage  at  or  near  the 
suction  hood. 

d  The  exhaust-hood  inlet  shall  cover  the  cutting  heads  so  far  as 
practicable. 

Respectfully  submitted, 


John  Pbicb  Jackson,  Chairman   G.  R.  Olshausen 

John  H.  Barb  John  W.  XJpp 

MELVHiLE  W.  Mix  William  A.  Viall 

M.  W.  Alexander  Carl  M.  Hansen 
Wm.  p.  Bales 
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NECROLOGY 

WILLIAM   CHARLES  ADAMS 

William  C.  Adams  was  born  in  April  1883  in  North  East,  Erie 
County,  Pa.  He  was  educated  in  the  schools  there  and  later  attended 
the  State  Normal  School.  He  also  took  a  course  in  the  International 
Correspondence  Schools. 

He  served  his  apprenticeship  as  machinist  with  the  Eureka 
Tempered  Copper  Works,  North  East,  Pa.,  from  1902  to  1903.  He 
then  located  with  the  Brooks  Locomotive  Works,  Dunkirk,  N.  Y., 
as  machinist.  In  1904  he  became  associated  with  the  Bantam  Anti- 
Friction  Company,  Bantam,  Conn.,  as  draftsman,  and  a  little  later 
worked  in  the  same  capacity  for  the  Coe  Brass  Manufacturing 
Company,  Torrington,  Conn.  In  1905  he  returned  to  the  Bantam 
Company  as  superintendent.  In  1908  he  took  charge  of  the  sewer 
works  of  the  city  of  Torrington. 

From  1909  until  1914  Mr.  Adams  was  employed  by  the  Chase 
Rolling  Mill  Company  and  the  Chase  Metal  Works  Company,  Water- 
bury,  Conn.,  as  draftsman  and  engineer,  and  designed,  constructed 
and  mamtained  their  hydrauUc  extrusion  and  rolling-mill  machinery. 
Until  the  completion  of  the  new  plant  of  the  Chase  Metal  Works 
Company  Mr.  Adams  had  charge  of  the  machine  shop,  drafting  room, 
pattern  shops  and  hydrauUc  plant  of  the  Chase  Rolling  Mill  Company. 
He  took  charge  of  the  same  departments  in  the  new  plant. 

About  March  1915  Mr.  Adams  became  associated  with  the 
Kings  Norton  Metal  Company,  Ltd.,  Kings  Norton,  Birmingham, 
England,  as  works  manager.  He  designed  and  superintended  the 
erection  of  buildings  and  plant  for  the  extrusion  of  non-ferrous  metals 
in  bars  and  sections.  As  a  single  unit  the  plant  is  regarded  by  experts 
as  the  largest  and  finest  in  the  British  Isles. 

Mr.  Adams  was  a  member  of  the  Birmingham  Association  of 
Mechanical  Engineers,  the  Institute  of  Metals,  London,  and  was 
honorary  treasurer  of  the  Birmingham  Metallurgical  Society.  He 
became  a  member  of  the  Society  in  1914.  He  died  on  July  13, 
1917. 

1201 
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EARLE  C.  BACON 


Earle  C.  Bacon  was  born  on  May  29,  1859.  He  served  his 
apprenticeship  with  the  Delamater  Iron  Works  in  New  York.  WhUe 
there,  tliough  but  twenty-one  years  old,  he  designed  the  Bacon  trunk- 
cylinder  hoisting  engine,  which  had  a  patented  connecting  rod  with 
an  inside  rod  for  taking  up  the  wear  on  brasses.  This  engine  was  the 
first  used  in  New  York  for  lifting  brick,  etc.,  in  building  construction, 
and  is  still  being  manufactured  for  use  as  a  winze  hoist  and  for  sur- 
face work  around  mines. 

Mr.  Bacon  served  as  consulting  engineer  and  furnished  machinery 
for  a  great  many  mining  companies,  as  he  made  a  specialty  of  mining 
and  quarry  work.  He  was  at  diflferent  times  consulting  engineer  for 
the  Davis  Sulphur  Ore  Company,  the  Sulphur  Mining  and  Railroad 
Company,  Virginia,  the  Nichols  Copper  Company,  the  Lavonia  Salt 
and  Manufacturing  Company,  the  Bristol  Copper  Company,  and 
many  others.  He  was  also  a  pioneer  in  the  asbestos  field  in  Quebec, 
and  designed  and  equipped  the  first  mill  for  the  reduction  of  asbestos 
in  that  region. 

He  was  a  member  of  the  Union  League  Club  and  of  the  Machinery 
Club.  He  became  a  member  of  the  Society  in  1885,  He  died  on 
April  9,  1917. 

ARTHUR  BEARDSLEY 

Arthur  Beardsley  was  educated  as  a  civil  engineer  at  Rensselaer 
Polytechnic  Institute,  and  was  graduated  in  1867  with  the  degree  of 
Civil  Engineer.  He  was  then  employed  for  one  year  as  assistant 
engineer  at  the  Hoosac  Tunnel,  and  in  1868  entered  private  practice 
as  a  civil  engineer  and  architect.  In  the  following  year  he  was 
appointed  instructor  in  civil  engineering,  physics  and  industrial  me- 
chanics at  the  University  of  Minnesota,  and  in  1870,  professor  of  civil 
engineering  and  industrial  mechanics.  In  1872  he  was  called  to  the 
chair  of  mechanics  and  engineering  at  Swarthmore  College. 

Professor  Beardsley  \^5as  elected  a  life  member  of  the  Society  in 
1883,  three  years  after  its  organization.  He  died  on  January  22, 
1917. 

ORVILLE   Q.   BENNET 

Orville  G.  Bennet  was  bom  in  New  York  City  on  August  17, 1881. 
He  received  his  early  education  in  the  Horace  Mann  School  and  was 
graduated  from  Cornell  University  in  1904. 

His  first  position  was  with  Westinghouse,  Church,  Kerr  and 
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Company.  He  left  that  firm  to  become  associated  with  the  IngersoU- 
Rand  Drill  Company,  where  he  remained  till  1906,  when  he  accepted 
a  position  with  the  American  Trading  Company,  representing  it  in 
Japan  until  1909,  chiefly  in  the  sale  and  installation  of  mining  ma- 
chinery. Not  wishing  to  become  permanently  identified  with  the 
Orient,  he  resigned  in  1910  to  accept  a  position  with  the  Akonite 
Company,  New  York  City.  In  1911  he  took  over  the  management 
of  the  export  business  of  the  General  Motors  Company,  later  becom- 
ing president  and  general  manager.  He  resigned  this  position  in 
1916,  and  at  the  time  of  his  death  was  organizing  a  company  for  the 
distribution  of  the  output  of  the  Nash  Motors  Company  in  the  state 
of  Texas. 

He  became  a  junior  member  of  the  Society  in  1907.  He  died  on 
February  28,  1917. 

'  FRANK  LEWIS  BIGBLOW 

Frank  L.  Bigelow  was  bom  in  New  Haven,  Conn.,  on  September 
21,  1862.  He  received  his  education  in  the  same  city,  attending 
Hopkins  Grammar  School  and  later  Yale  University.  He  was 
graduated  from  Sheffield  Scientific  School  with  the  class  of  1881, 
having  specialized  in  dynamical  engineering. 

Upon  graduation  Mr.  Bigelow  entered  the  shops  of  The  Bigelow 
Company,  manufacturers  of  fire-  and  water-tube  boilers.  He  worked 
in  the  shops  for  about  two  years  and  in  1883  he  was  made  secretary 
of  the  company,  later  succeeding  his  father  as  president.  He  was  also 
president  of  the  National  Pipe  Bending  Company  for  the  last  ten 
years  of  his  life.  He  was  a  director  in  the  Merchants  and  National 
Savings  Banks  and  in  the  New  Haven  Water  Company. 

Mr.  Bigelow  was  a  member  of  the  American  Society  of  Naval 
Engineers,  a  member  of  the  executive  conunittee  of  the  Yale.  En- 
gineering Association,  and  was  after  graduation  continuously  the 
secretary  of  his  class,  1881  (Sheffield).  He  was  also  president  of  the 
Yale  Press  Association. 

He  became  a  member  of  the  Society  in  1887.  He  died  in  New 
Haven  on  June  20,  1917. 

ROWLAND  SPENCER  BROTHERHOOD 

Rowland  S.  Brotherhood  was  born  in  September  1875  in  Charles- 
ton, S.  C.  He  was  educated  at  the  Patdc  Military  Institute,  An- 
dersouy  S.  C. 
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His  apprenticeship  was  spent  with  the  Betts  Machine  Company, 
Wihnington,  Del.,  where  he  gained  his  experience  in  machine-tool 
designing.  In  1902  he  accepted  a  position  with  the  Bethlehem  Steel 
Tool  Company,  South  Bethlehem,  Pa.,  in  hydrauUc-press  and  ma- 
chine-tool designing  and  on  general  mill  work  in  charge  of  the  manu- 
facturing drawing  office.  In  1903  he  resigned  from  this  position  to 
become  associated  with  the  Portland  Iron  and  Steel  Company,  South 
Portland,  Me.,  in  general  engineering  and  construction  work  during 
the  erection  of  the  plant.  In  1904  he  became  connected  with  the 
Standard  Horse  Shoe  Co.,  South  Watertown,  Mass.,  as  a  designer  of 
horseshoe  bending  and  swedging  machines.  Later  in  the  same  year 
he  took  charge  of  the  Brotherhood  Railway  Supply  Co.,  and  the 
following  year  accepted  a  position  with  the  Cambria  Steel  Company, 
Johnstown,  Pa.,  in  the  drafting  department  on  boiler,  engine,  marine 
and  locomotive  work  and  in  designing  special  machinery. 

In  1907  Mr.  Brotherhood  became  connected  with  the  Remington 
Arms-Union  Metallic  Cartridge  Company,  Bridgeport,  Conn.  His 
position  was  in  the  equipment  department,  where  he  designed  auto- 
matic machinery  and  was  assistant  to  the  chief  equipment  engineer. 
After  five  years  he  resigned  to  accept  a  position  with  the  International 
Silver  Company,  Bridgeport,  superintending  the  changing  of  the 
entire  plant  over  from  steam  to  electric  drive,  the  installation  of  a  new 
electric-lighting  system  and  the  erection  of  a  new  building.  From 
April  1913  imtil  the  time  of  his  death  his  work  dealt  with  the  general 
mechanical,  electrical  and  efficiency  engineering  of  the  company. 

Mr.  Brotherhood  became  a  member  of  the  Society  in  1916.  He 
was  the  secretary  of  the  Meriden  branch  of  the  Connecticut  Section. 
He  died  on  October  13,  1917. 

ADOLPH  THEODORE  BRUBGEL 

A.  Theodore  Bruegel  was  bom  on  January  11,  1866,  in  Canton,  O. 
He  was  educated  in  the  St.  Louis  Manual  Training  School  and  later 
attended  Lehigh  University,  being  graduated  in  1888  with  the  degree 
of  M.E.  He  took  a  post-graduate  coiu-se  in  Cornell  University  and 
received  his  M.M.E.  degree  in  1896. 

During  the  summers  of  1883  to  1885  Mr.  Bruegel  worked  as 
machinist  for  the  Missouri  Malleable  Iron  Works  and  the  Lehigh 
Valley  Railroad  Company.  He  obtained  his  drafting-room  experi- 
ence with  the  Johnson  Steel  Company,  Johnstown,  Pa.  From  1888 
to  1892  he  acted  as  instructor  in  mechanical  drawing  and  descriptive 
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geometry  in  Cogswell  Polytechnic  College,  San  Francisco.  .For  the 
next  five  years  or  so  he  was  connected  with  Sibley  College,  Cornell 
University,  as  instructor  in  machine  design.  Later  he  took  charge 
of  the  teaching  of  kinematics  of  machinery  and  also  junior  drawing. 

In  1898  Mr.  Bruegel  became  an  instructor  in  mechanical  engineer- 
ing in.  Pratt  Institute,  Brooklyn,  giving  his  attention  principally  to 
the  steam  and  machine-design  courses.  From  1907  on  he  was  asso- 
ciated with  the  Hess-Bright  Manufacturing  Co.,  Philadelphia,  of 
which  he  was  secretary  at  the  time  of  his  death. 

Mr.  Bruegel  was  a  member  of  the  Engineers'  Club  of  Philadelphia, 
the  Society  for  the  Promotion  of  Engineering  Education,  the  Ameri- 
can Association  for  the  Advancement  of  Science,  the  National 
Geographic  Society,  and  the  Philadelphia  Chamber  of  Commerce. 
He  became  a  member  of  the  Society  in  1900.  He  died  at  his  home  in 
Melrose  Park,  Pa.,  November  7,  1917. 

CHARLES  ALEXANDER  CANDA 

Charles  Alexander  Cauda  was  bom  in  Summit,  N.  J.,  on  June  18, 
1869.  He  received  his  education  in  the  public  schools  and  Stevens 
Institute,  graduating  from  the  latter  in  1893.  He  soon  after  became 
associated  with  the  Brush  Electric  Light  Company,  New  York,  where 
he  remained  until  1899.  Diuring  this  time  he  designed  a  direct- 
current  arc  lamp  in  which  the  top  and  bottom  carbons  were  controlled 
in  the  head  of  the  lamp. 

In  the  latter  part  of  1899  he  a£SUated  with  the  Cauda  Manu- 
facturing Co.,  manufacturers  of  automobiles,  serving  in  the  capacities 
of  assistant  to  the  superintendent,  acting  superintendent  in  1900,  and 
superintendent  in  1901.  Early  in  1902  he  assumed  the  duties  of 
secretary  and  became  part  owner  of  the  Chrome  Steel  Works,  Chrome, 
N.  J.,  holding  this  office  at  the  time  of  his  death. 

Mr.  Cauda  was  granted  a  number  of  patents,  among  them  being 
a  clamping  device  for  tappets,  wheels  or  shaft  couplings,  and  an 
improvement  on  a  machine  for  making  tubes  and  tires. 

Mr.  Cauda  became  a  member  of  the  Society  in  1916.  He  died 
at  his  residence  in  Elizabeth,  N.  J.,  February  8,  1917. 

AUGUSTUS  W.   COLWELL 

Augustus  W.  Colwell  was  bom  in  New  York  City  on  February  5, 
1842,  and  educated  in  the  public  schools  and  in  the  College  of  the 
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City  of  New  York.  In  1861  he  was  apprenticed  in  the  machine  shop 
and  foundry  of  his  father,  Lewis  Colwell,  starting  in  the  drawing 
room  and  later  working  in  the  foundry  as  a  molder.  He  afterwards 
was  general  superintendent  of  the  plant  and  spent  portions  of  each 
winter  in  Cuba  inspecting  the  erection  of  the  company's  sugar  ma- 
chinery and  attending  to  new  orders.  On  the  death  of  his  father  he 
purchased  the  interests  of  the  other  heirs  and  became  president  and 
owner  of  the  Colwell  Iron  Works,  until  1906,  when  he  retired  from 
business.  By  his  numerous  inventions  and  by  leading  in  advanced 
engineering  and  foimdry  practice,  he  became  prominent  in  En^ish-, 
French-  and  Spanishnspeaking  America  as  a  manufacturer  of  sugar 
machinery  and  apparatus  for  the  manufacture  of  other  products 
requiring  the  use  of  evaporators,  as  well  as  steam  engines,  pumping 
engines  and  miscellaneous  machinery. 

Under  his  supervision  the  first  successful  diflfusion  battery  for 
handling  sugar-cane  liquors  was  erected  and  operated  at  the  Louisi- 
ana Experimental  Station  located  on  Governor  Warmoth's  Magnolia 
Plantation  on  the  Lower  Coast.  He  was  among  the  first  to  design 
and  manufacture  machinery  to  use  bone  char  for  refining  sugar  and 
used  it  at  the  plantation  for  refining  direct  in  one  process.  He  was 
a  pioneer  in  the  use  of  water-tube  boilers  on  sugar  plantations  in  which 
bagasse  was  used  as  fuel.  He  patented  a  bagasse  burner  for  this 
purpose  and  installed  plants  using  this  fuel  on  plantations  in  Cuba. 
His  system  of  returning  all  exhausts  and  drips  to  the  boiler  house  and 
utilizing  the  exhaust  steam  for  the  vacumn  pan  and  triple  effect  was 
much  sought  for  by  the  planters. 

He  also  was  one  of  the  first  engineers  to  advocate  clarifiers,  steam 
trains  and  centrifugals  to  take  the  place  of  the  old  open  kettle  direct- 
fired  as  used  by  the  earlier  sugar  makers.  He  remodeled  many  old- 
style  plants  on  sugar  plantations  by  supplying  centrifugals  to  elimi- 
nate the  molasses  from  the  magma  after  it  left  the  vacuum  pan.  By 
contrast,  the  old  cone  molds  and  banana-leaf  molds  which  were 
common  at  that  time  had  to  be  stored  for  weeks  in  dark  cellars  and 
allowed  to  drain  in  order  to  eliminate  the  molasses. 

A  great  deal  of  interesting  work  was  done  by  Mr.  Colwell  in  fields 
totally  different  from  those  which  engaged  his  chief  attention.  He 
patented  and  erected  for  New  York  City  refuse  crematories  which 
were  used  by  the  late  Colonel  Waring  when  he  was  Conunissioner  of 
Street  Cleaning.  He  did  the  steel  and  iron  work  for  a  number  of 
lighthouses  erected  on  the  Atlantic  and  Gulf  coasts.  He  made  many 
experiments  for  the  United  States  Government  in  the  interest  of  the 
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sorghum  industryi  designing  and  operating  the  machinery,  and  also 
furnished  much  machinery  for  the  glucose  trade.  It  is  interesting  to 
note  that  Lewis  Colwell,  his  father,  was  the  first  to  use  coal  in  a 
cupola  to  melt  iron,  and  that  similarly  he  was  the  first,  in  New  York 
City,  to  use  coke  in  a  cupola. 

During  the  Civil  War,  in  spite  of  the  fact  that  the  Colwell  Iron 
Works  was  actively  engaged  in  Grovemment  work  and  maintained  a 
shipbuilding  yard  in  Jersey  City  where  several  monitors  were  con- 
structed, Mr.  Colwell  enlisted  twice  with  the  137th  New  York  Vol- 
unteers and  was  honorably  discharged  as  color  sergeant.  About 
1886  he  was  made  conunander  for  the  term  of  two  years  of  the  John 
A.  Dix  Post  136  of  the  Grand  Army  of  the  Republic. 

Mr.  Colwell  was  one  of  the  charter  members  of  The  American 
Society  of  Mechanical  Engineers  and  signed  the  register  at  the  first 
Annual  Meeting.    He  died  on  January  2,  1917. 


JOSEPH   PHINEAS   DAVIS 

Joseph  P.  Davis  was  bom  on  April  15,  1837,  at  Northboro,  Mass. 
He  was  graduated  from  Rensselaer  Pol3rtechnic  Institute  in  1856  with 
the  degree  of  C.E.  Until  1861  he  acted  as  assistant  engineer  on  the 
construction  of  the  Brooklyn  Water  Works.  He  then  went  to  South 
America,  where  he  remained  for  four  years  in  the  employ  of  the 
Peruvian  Government  as  topographical  engineer.  Upon  his  return 
he  was  made  commissioner  of  parks  in  Brookljrn,  N.  Y. 

About  1867  he  was  appointed  chief  assistant  engineer  on  the  con- 
struction of  the  St.  Louis  Water  Works,  later  becoming  chief  engineer 
on  the  construction  of  the  Lowell,  Mass.,  Water  Works.  In  1872  he 
was  appointed  chief  engineer  of  the  Boston  Water  Board,  and  the 
following  year  was  made  city  engineer  of  Boston,  which  position  he 
held  tiU  1880. 

At  that  time  Mr.  Davis  accepted  a  position  with  the  American 
Bell  Telephone  Co.  as  chief  engineer,  holding  the  same  position  with 
its  successor,  the  American  Telephone  and  Telegraph  Co.,  until  1905, 
when  he  retired  from  active  business. 

Mr.  Davis  was  the  consulting  engineer  of  the  Croton  Aqueduct 
Commission  from  1884  to  1886,  of  the  Massachusetts  State  Board 
of  Health  from  1886  to  1904,  of  the  Metropolitan  Sewerage  Com- 
mission, Mass.,  in  1898.  He  was  vice-president  and  general  man- 
ager of  the  Metropolitan  Telephone  Company,  New  York,  from  1880 
to  1886,  and  was  president  of  the  Hudson  River  Telephone  Company 
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from  1889  to  1895,  and  of  the  Westchester  Telephone  Company  from 
1890  to  1903. 

Mr.  Davis  was  a  member  of  the  American  Society  of  Civil  Eln- 
gineers,  the  American  Institute  of  Electrical  Elngineers,  the  Institu- 
tion of  Electrical  Engineers,  E2ngland,  and  the  Boston  Society  of  CivO 
Engineers.  He  became  a  member  of  the  Society  in  1880.  He  died 
on  March  31,  1917. 

WILLIAM  L.   DIBRMAN 

William  L.  Dierman  was  born  on  May  19,  1868,  in  Ghent,  Bel- 
gium. He  was  educated  in  the  College  of  Toulouse,  France,  and  the 
College  of  Richmond,  in  London,  England.  In  1887  he  received  the 
degree  of  C.E.  from  Ghent  University  and  in  1888  the  degree  of  E.E. 
from  the  Montefiore  Institute,  Lidge,  Belgium. 

Upon  the  completion  of  his  engineering  course  he  became  asso- 
ciated with  the  Soci^t6  G4n6rale  Electrique  and  was  located  first 
in  Paris  and  afterward  in  Lille,  France.  It  was  while  with  the 
Soci^t6  that  he  had  charge  of  the  building  of  tramwa3rs  in  European 
Russia  and  the  Caucasus. 

He  was  next  connected  with  the  Soci6t6  Eckurage  et  Trans- 
missions Electriques  k  Longue  Distance,  where  his  duties  consisted 
in  designing  dynamos,  machinery  and  electrical  plants.  In  1890 
he  was  commissioned  by  the  Belgian  Government  to  make  a  report 
on  the  electric  traction  of  the  United  States.  In  1891  he  was 
made  supervising  engineer  of  the  electric-traction  d^artment  of 
the  Compagnie  Internationale  d'Electricit^,  Li6ge.  He  was  the 
designer  of  the  electric-traction  system  of  the  Li^ge  and  Herstal 
Street  Railway  and  of  many  other  minor  S3rstems.  He  was  the 
supervisor  of  the  installation  of  the  electric  system  in  Lidge.  From 
1893  to  1901  he  was  general  manager  of  the  concern  of  Dierman  and 
Company,  Li^ge,  which  later  became  the  Soci6t6  des  Applications 
de  rElectricit6  in  Lidge.  In  1901  he  located  in  Brussels,  where  he 
acted  as  consulting  engineer  for  the  Compagnie  G^n^rale  de  Con- 
struction, Paris,  AteUers  Rateau  Muysen-Malines,  and  Ateliers  de 
Construction  de  Blane  Misseron,  designing  electrical  and  mechanical 
plants  for  these  companies. 

Since  the  war  he  has  been  purchasing  manager  in  New  York  for 
the  Eclairage  Electrique  of  Paris.  In  this  connection  he  directed 
the  purchase  of  machine  tools  and  machinery  for  new  works  in 
France.     He  was  the  administrateur  d616gu^  for  Belgium  of  his 
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concern.    He  also  maintained  a  private  office  as  consulting  en- 
*gineer  in  Brussels. 

Mr.  Dierman  was  a  member  of  the  Soci6t6  des  Ing^nieurs  Civils 
de  France.  He  became  a  member  of  the  Society  in  1915.  He  died 
on  December  25,  1916. 


CHARLES  EUOBNE  WILLET  DOW 

Charles  E.  W.  Dow  was  bom  in  Manchester,  N.  H.,  on  April  25, 
1859.  He  was  educated  in  the  public  schools  of  that  city,  and 
commenced  his  professional  work  there  by  the  acceptance  of  a  position 
as  draftsman  with  the  Amoskeag  Manufacturing  Company. 

He  held  successively  the  positions  of  chief  draftsman  with  the 
Brown. and  Sharpe  Manufacturing  Company,  Providence,  R.  I.; 
mechanical  engineer  with  the  Hotchkiss  Ordnance  Company,  also  of 
Providence;  agent  for  the  Metallic  Drawing  Roll  Company,  Indian 
Orchard,  Mass.,  and  manager  of  the  American  Bolt  Company, 
Lowell,  Mass. 

Mr.  Dow  was  widely  known  in  the  textile  industry  of  this  country, 
having  been  closely  associated  with  these  manufacturers  in  hiunidifi- 
cation  work  and  air  conditioning  for  about  fourteen  years.  At  the 
time  of  his  death  he  was  consulting  engineer  and  vice-president  of 
the  Elbert  Clarke  Company,  engineers,  of  Rochester,  N.  Y. 

He  was  a  member;  of  the  New  England  Cotton  Manufacturers' 
Associatipn.  He  became  a  member  of  the  Society  in  1911.  He  died 
on  June  16,  1917. 

GEORGE  LELAND  FALES 

George  L.  Fales  was  bom  on  May  18,  1878,  in  Nashua,  N.  H., 
and  was  educated  in  the  grammar  and  high  schools  there.  His 
technical  education  was  acquired  through  self-study. 

For  two  years  he  was  in  charge  of  the  power  plant  of  the  Bayley 
Hat  Manufacturing  Company,  Newburyport,  Mass.  His  next  posi- 
tion was  with  the  G.  R.  &  I.  St.  Ry.  Co.,  Georgetown,  Mass.,  as  chief 
engineer  of  its  1200-hp.  power  plant.  In  September  1899  he  was 
made  chief  mechanical  engineer  of  the  Boston  Almshouse  and  Hospi- 
tals, Boston,  Mass.  In  1904  he  resigned  to  take  the  position  of  chief 
engineer  and  electrician  with  the  Great  Northern  Portland  Cement 
Company,  Marlborough,  Mich.,  where  he  had  charge  of  the  power 
plant  and  mill  equipment  of  motors,  air  compressors,  etc.  The 
following  year  he  became  connected  with  the  Hudson  Portland 
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Cement  Company,  Hudson,  N.  Y.,  as  chief  engineer  and  electrician, 
having  charge  of  the  power  plant  and  electric  equipment.  Id 
February  1906  he  was  made  superintendent  of  the  power  department 
of  the  Tennessee  Copper  Company,  Copperhill,  Tenn.,  having  charge 
of  all  power  plants  of  the  company,  aggregating  10,000  hp.  in  steam, 
electric,  compressed-air  and  refrigerating  machinery.  In  1916,  after 
ten  years  with  the  Tennessee  Copper  Company,  he  resigned  to  take 
the  position  of  chief  engineer  with  the  Raritan  Copper  Works,  Perth 
Amboy,  N.  J.,  which  position  he  was  holding  at  the  time  of  his  death. 
Mr.  Fales  was  a  master  operating  engineer,  a  member  of  the 
Institute  of  Operating  E2ngineers,  and  a  member  also  of  the  National 
Association  of  Stationary  Engineers.  He  bectune  an  associate- 
member  of  the  Society  in  1914.    He  died  on  December  29,  1917. 


FRANK   FIRMSTONE 

Frank  Firmstone  was  bom  in  Glendon,  Pa.,  on  August  29,  1846, 
and  received  his  early  education  at  the  PhiUii)s  School,  Easton,  Pa. 
From  there  he  went  to  the  Saunders  Mihtary  Academy,  in  Philadel- 
phia, and  in  1865  was  graduated  from  the  Polytechnic  College  of 
Pennsylvania  as  a  mining  engineer. 

His  first  position  was  with  his  father  in  the  Glendon  Company, 
and  he  was  associated  with  this  firm  for  over  twenty  years.  Upon  the 
death  of  his  father  in  1875  he  became  general  manager  of  the  company. 
He  resigned  in  1887  and  soon  after  became  associated  with  the  Cran- 
berry Iron  and  Coal  Company,  Cranberry,  N.  C.  He  was  president 
of  this  company  for  a  nimiber  of  years  and  was  a  director  of  all  its 
subsidiary  companies  until  the  time  of  his  death. 

He  was  a  recognized  authority  on  engineering  matters,  and 
contributed  valuable  papers  on  blast-furnace  practice  to  the  American 
Institute  of  Mining  Engineers. 

Mr.  Firmstone  was  a  member  of  the  American  Institute  of 
Mining  Engineers,  the  American  Society  of  Civil  E2ngineers,  the 
American  Society  for  •  Testing  Materials,  the  American  Forestry 
Association,  and  the  Engineers'  Club  of  New  York. 

He  became  a  member  of  the  Society  in  1880.  He  died  on  June  27, 
1917. 

CHARLES   FITZGERALD 

Charles  Fitzgerald  was  bom  in  Monroe,  N.  Y.,  on  October  1, 
1859.    He  received  his  early  business  training  and  experience  wiUi 
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the  Ramapo  Car  Wheel  Company,  in  whose  employ  he  worked  from 
1879  to  1882,  leaving  that  firm  to  accept  a  position  with  John  Roach 
and  Sons,  Chester,  Pa. 

His  next  position  was  with  the  American  Ship  Building  Company, 
Philadelphia,  where  he  was  the  foreman  in  charge  of  the  erection  of 
marine  engines.  From  1885  to  1889  he  worked  with  Robert  Wetherill 
and  Company  as  outside  erection  engineer.  He  was  next  associated 
with  the  Citizens  Traction  Railway  Company  as  chief  engineer,  and 
later  as  general  superintendent  of  that  company  and  the  Consolidated 
Traction  Company,  Pittsburgh,  Pa.  In  1902  he  accepted  the  position 
of  mechanical  engineer  with  the  firm  of  Booth  and  Flinn,  Pittsburgh. 
In  1906  he  became  general  manager  of  the  Brazilian  Dredging  Com- 
pany, Brazil,  South  America.  At  the  time  of  his  death  he  was  assistant 
to  the  president  of  the  Pittsburgh  Valve  Foundry  and  Construction 
Company. 

Mr.  Fitzgerald  became  a  member  of  the  Society  in  1912.  He  was 
also  a  member  of  the  Engineers'  Society  of  Western  Pennsylvania. 
He  died  on  June  2, 1917. 

CHARLES  8.   FOLLBR 

Charles  S.  Poller  was  bom  in  Buffalo,  N.  Y.,  on  May  9,  1876. 
He  attended  the  public  schoob  of  that  city,  and  upon  being  graduated 
from  the  high  school  went  to  Hobart  College,  Geneva,  N.  Y.,  for  a 
year.    He  also  took  special  work  in  Cornell  University. 

He  served  an  apprenticeship  of  one  year  at  the  machinist's  trade 
with  the  Lake  Shore  and  Michigan  Southern  Railway.  He  was  then 
employed  in  the  drafting  room  of  the  Brooks  Locomotive  Works, 
Dunkirk,  N.  Y.,  afterward  accepting  a  position  with  the  Pittsburgh 
Locomotive  Works  as  chief  draftsman,  shortly  being  advanced  to 
superintendent  of  frame  work  in  the  shops.  From  1897  to  1905  he 
was  connected  with  the  designing  department  of  the  American  Loco- 
motive Company,  and  at  the  close  of  that  period  was  the  principal 
designer  of  new  locomotives  of  the  company.  For  about  a  year  he 
was  engaged  in  designing  steel  cars  with  the  Standard  Steel  Car 
Company,  Pittsbiu-gh,  Pa.  For  the  last  twelve  years  of  his  life 
Mr.  Poller  was  associated  with  the  Union  Spring  and  Manufacturing 
Company,  Pittsbiu'gh,  Pa.,  first  as  mechanical  engineer  and  then  as 
western  sales  manager,  in  charge  of  the  office  in  St.  Louis,  Mo. 
In  the  simuner  of  1913  he  returned  to  the  headquarters  of  the 
company  at  Pittsburgh  as  general  manager  of  sales. 
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Mr.  Folier  was  a  member  of  the  Engineers'  Society  of  Western 
Pennsylvania  and  the  American  Society  of  Testing  Materials.  Her 
became  a  member  of  our  Society  in  1906.  He  died  in  Pittsburgh  on 
December  30,  1917. 

HBNRT  RUTGERS  FORD 

Henry  R.  Ford  was  born  on  January  30,  1871,  in  Lawrenceville, 
Pa.  He  was  educated  in  Binghamton,  N.  Y.,  attending  both  the 
grammar  and  high  schools  of  that  city.  Later  he  took  the  engineer- 
ing course  at  Pratt  Institute,  Brooklyn. 

After  serving  his  apprenticeship  as  electric  wireman  and  as  ma- 
chinist, he  obtained  a  position  with  the  Eklison  Electric  Illuminating 
Company,  New  York  City,  as  wireman.  In  1893  he  was  employed 
by  the  F.  P.  Little  Company,  Buffalo,  N.  Y.,  in  the  capacity  of  wire- 
man  and  machinist,  later  becoming  foreman  and  superintendent. 
In  1898  Mr.  Ford  became  associated  with  the  firm  of  McCarthy 
Brothers  and  Ford,  giving  special  attention  to  designing,  general 
engineering  and  contract  work.  Throughout  Buffalo  and  its  vicinity 
he  designed  and  installed  many  steam-  and  gas-power  and  lighting 
plants. 

He  became  a  member  of  the  Society  in  1914.  He  died  on  Octo- 
ber 31,  1917. 

ALBERT  FREDERICK  GANZ 

Albert  Frederick  Ganz  was  born  in  Elberfeld,  Germany,  April  i5, 
1872,  and  came  to  this  country  with  his  parents  in  1881.  After 
attending  private  and  public  schools  he  entered  the  Collie  of  the 
City  of  New  York  in  1886,  and  completed  the  first  year's  work  in  the 
mechanical  course.  For  the  next  four  years  he  was  employed  in  the 
electrical  works  of  Bergmann  and  Company,  New  York  City,  and  of 
the  Edison  General  Electric  Company,  Schenectady.  During  this 
time  he  attended  the  Cooper  Union  Night  School.  He  entered 
Stevens  Institute  of  Technology  as  a  member  of  the  sophomore  class 
in  1892  and  was  graduated  in  1895  with  the  degree  of  Mechanical 
Engineer.  Immediately  after  graduation  he  was  appointed  instruc- 
tor in  appUed  electricity;  two  years  later  he  was  advanced  to  the 
position  of  assistant  professor  of  applied  electricity  and  physics;  and 
in  1902  he  was  appointed  professor  of  electrical  engineering  and  head 
of  the  department.  With  the  appointment  of  class  deans  in  1908, 
he  became  dean  of  the  senior  class.    The  period  of  Professor  Ganz's 
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connection  with  Stevens  —  1895  to  the  present  —  coincided  with  the 
phenomenal  advance  in  the  theory  and  practice  of  electrical  engineer- 
ing;  and  it  is  mainly  due  to  his  study  and  efforts  toward  improvement 
that  the  electrical  coiu^e  was  kept  abreast  of  the  times,  and  that  so 
many  graduates  of  Stevens  have  been  fitted  for  responsible  positions 
in  the  electrical  field. 

Professor  Ganz  was  widely  known  in  the  engineering  world, 
having  made  many  commercial  and  scientific  tests  and  investigations. 
He  had  made  a  special  study  of  methods  for  mitigating  corrosion  of 
undergroimd  structiu-es  by  electrolysis  and  was  a  national  authority 
on  this  subject.  He  contributed  many  valuable  scientific  papers  to 
technical  societies  and  journals. 

Professor  Ganz  was  a  fellow  of  the  American  Institute  of  Electrical 
EIngineers  and  of  the  American  Association  for  the  Advancement  of 
Science,  and  a  member  of  the  following  societies:  The  American 
Society  of  Mechanical  Engineers,  American  Gas  Institute,  American 
Mectrochemical  Society,  The  Society  for  the  Promotion  of  Engineer- 
ing Education,  Illuminating  Engineering  Society,  American  Water 
Wofks  Association,  National  Electric  Light  Association;  and  past- 
president  of  the  New  York  Electrical  Society.  He  was  also  a  mem- 
ber of  the  Hoboken  Board  of  Trade,  the  Engineers'  Club  arid  the 
German  Liederkranz  of  New  York,  and  of  the  Tau  Beta  Pi  fraternity. 

Professor  Ganz  became  a  member  of  the  Society  in  1910.  He 
died  on  July  27,  1917. 

B.   W.   GRIEVES 

E.  W.  Grieves  was  bom  in  Delaware  in  1843  and  attended  the 
public  schools  in  that  state.  He  spent  a  foiur  years'  apprenticeship 
at  woodworking,  and  then  served  several  years  as  a  patternmaker 
on  ship  and  car  work  and  as  a  designer  and  constructor  of  cars. 

He  became  the  chief  draftsman  and  assistant  superintendent  of 
the  shops  of  the  Harlan  and  Hollingsworth  Company.  Later  he  was 
associated  with  the  Baltimore  and  Ohio  Railroad  as  master  car 
builder.  At  the  time  of  his  death  he  held  the  position  of  mechanical 
expert  with  the  Galena  Signal  Oil  Company,  Franklin,  Pa. 

Mr.  Grieves  became  a  member  of  the  Society  in  1891.  He  died 
in  February,  1917. 

EDWIN  J.   HADDOCK 

Edwin  J.  Haddock  was  bom  in  Mount  Vernon,  N.  Y.,  June  13, 
1868.    He  was  educated  in  the  schools  of  New  York  City.    He 
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obtained  his  early  experience  in  the  shops  and  drafting  rooms  in  the 
vicinity  of  New  York,  completing  this  training  with  seven  years 
spent  mider  the  immediate  direction  of  Thomas  A.  Edison. 

He  held  successively  the  positions  of  chief  draftsman  of  the  Robins 
Conveying  Belt  Company,  New  York  City;  chief  engineer  of  the 
Jeffrey  Manufacturing  Company,  Colimibus,  Ohio,  and  chief  drafts- 
man of  the  Tennessee  Coal,  Iron  and  Railway  Company,  Birmingham, 
Ala.  Later  he  engaged  in  private  practice  in  Milwaukee,  Wis., 
building  numerous  stone-crushing  plants  in  that  region.  At  the  time 
of  his  death  he  was  chief  engineer  of  the  Edgewater  Steel  Company, 
Pittsburgh. 

He  became  a  member  of  the  Society  in  1906.  He  died  April  11, 
1917. 

CLINTON  A.   HAMILTON 

Clinton  A.  Hamilton  was  bom  on  October  5, 1873,  at  East  Orange, 
N.  J.  He  was  a  graduate  of  the  high  school  of  East  Orange.  He 
served  a  three-years'  apprenticeship  in  the  E.  P.  Allis  Company^s 
shoi)s  at  Milwaukee,  and  then  went  to  Pittsburgh  to  take  a  position 
with  the  National  Tube  Company.  When  he  severed  his  connection 
with  this  firm  he  entered  into  consulting  engineering  in  New  York 
City,  under  the  firm  name  of  McClave,  Hamilton  and  Remmer. 
Later  he  became  general  sales  manager  for  the  International  Steam 
Pump  Company,  with  headquarters  at  Pittsburgh.  In  1906  he 
accepted  the  position  of  vice-president  and  general  manager  of  the 
Wisconsin  Engine  Company,  (JorUss,  Wis.,  and  remained  with  tiiis 
company  for  about  six  years,  resigning  to  accept  the  position  of  vice- 
president  and  general  manager  of  the  Lavine  Steering  Gear  Company, 
Racine,  Wis.  In  1913  he  became  president  and  general  manager  of 
the  Racine  Manufacturing  Company,  and  retained  this  position  until 
1916,  when  he  formed  a  partnership  with  Mr.  James  Cram  and  took 
oVer  the  sales  agency  of  the  Allen  Motor  Car  Company.  He  was 
connected  with  this  company  at  the  time  of  his  death. 

He  became  a  member  of  the  Society  in  1908.  He  died  on  March 
12,  1917. 

J.   ANSLEY  HARTFORD 

J.  Ansl^y  Hartford  was  born  in  Pittsbiurgh,  Pa.,  on  October  17, 
1871.  He  received  his  early  education  in  the  pubhc  schools  of 
Pittsburgh,  and  was  graduated  from  the  Pittsburgh  Central  High 
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School*  at  the  age  of  sixteen.  He  served  a  four-year  apprenticeship 
as  machinist  at  the  Black  Diamond  Steel  Works.  He  spent  the  next 
five  years  with  the  Westinghonse  Electric  and  Manufacturing 
Company,  entering  as  a  machinist  and  being  promoted  through  the 
tool-making  division  to  the  position  of  outside  construction  engi- 
neer, working  on  some  of  the  largest  power  installations  in  the 
country. 

In  the  meantime  he  had  studied  mechanical  and  electrical  en- 
gineering out  of  business  hours,  and  was  given  charge  of  the  electrical 
equipment  of  the  Westinghonse  Machine  Company  at  East  Pitts- 
burgh. He  remained  at  Pittsburgh  eleven  years  in  the  capacity  of 
factory  engineer  responsible  for  all  service  machinery.  He  designed 
the  svdtchboard  in  use  at  the  Pittsburgh  plant.  He  represented  the 
company  in  its  joint  betterment  work  with  the  Westinghonse  Electric 
Company,  organizing  the  Casino  Technical  Night  School,  Casino 
Restaurant  and  Library. 

In  1910  he  accepted  the  position  of  superintendent  of  design  and 
manufacturing  of  the  tractor  works  of  the  Smith  Manufacturing 
Company,  Chicago.  Later  he  designed  the  Breese  motor  plow  and 
became  secretary  and  general  manager  of  the  company  organized  to 
manufacture^ it.  In  February  1916  he  accepted  the  position  of 
experimental  and  productive  engineer  with  the  Garford  Motor  Truck 
Company,  which  he  held  at  the  time  of  his  death. 

Mr.  Hartford  became  an  Associate  of  the  Society  in  1914.  He 
died  at  Lima,  Ohio,  on  March  17,  1917. 

FRANK  EUGENE   HOLT 

Frank  Eugene  Holt  was  bom  at  Holyoke,  Mass.,  in  1856.  He 
served  his  apprenticeship  with  Eddy  and  Stone,  of  Worcester,  Mass., 
and  between  1876  and  1893  was  associated  with  the  Washburn  and 
Moen  Manufacturing  Company,  during  which  time  he  was  in  charge 
of  their  Union  Street  shop  and  also  employed  in  the  erection  of  rolling 
mills  for  that  company.  In  1893  he  accepted  the  position  of  master 
mechanic  with  the  Spaulding  and  Jennings  Company,  and  later, 
when  this  plant  was  absorbed  by  the  Crucible  Steel  Company  of 
America,  he  was  engaged  by  the  Singer  Manufacturing  Company  to 
design  and  erect  a  rolling  mill  to  produce  small  steel  shapes.  After- 
ward he  was  put  in  charge  of  the  power  houses  of  the  cony)any  at  the 
Elizabethport  factory,  acting  also  as  adviser  on  power  matters  for 
their  plant  at  St.  Johns,  Canada. 
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At  the  time  of  his  death  Mr.  Holt  was  president  of  the  Singer 
Club,  and  a  member  of  the  Singer  Engineering  Society.  He  joined 
the  Society  in  1900.    He  died  on  February  4,  1917. 


AUGUST  A.   HONSBBRG 

August  A.  Honsberg  was  bom  on  May  18,  1841,  in  Boulay,  Met«, 
France.  He  was  educated  in  France,  receiving  his  technical  training 
in  the  Institution  Carmentrez. 

He  served  an  apprenticeship  from  1859  to  1861  with  Kaut  and 
Westmayer  at  St.  Jean,  Saarbrucken,  Germany.  The  next  two 
years  he  spent  at  the  AteUers  des  Chemins  de  Fer  de  TEst,  Montigny. 
He  obtained  his  drafting  experience  in  the  Regimental  School  of 
Engineers  from  1863  to  1865,  leaving  there  to  go  to  TEcole  Poly- 
technique,  Metz.  In  1866  he  became  superintendent  of  machinery 
at  the  Arsenal  de  Gr6nie.  He  served  during  the  Franco-Prussian 
War  as  chief  of  the  engineering  detachment.  Fifth  Army  Corps. 

About  1872  Mr.  Honsberg  came  to  the  United  States.  His  first 
position  was  with  the  Kings  Bridge  Company,  and  he  was  later 
associated  with  the  Keystone  Bridge  Company.  In  1881  he  became 
master  mechanic  in  charge  of  the  machinery  and  buildings  of  the 
Cleveland  Rolling  Mill  Company.  After  ten  years'  service  he  resigned 
to  take  a  position  in  the  Cleveland  city  engineer's  office  in  the  bridge 
department,  leaving  this  department  after  another  ten  years  to 
enter  the  city  water-works  office  for  the  purpose  of  making  plans  for 
a  new  pumping  station,  engine  and  boiler  house.  For  the  last  six 
years  of  his  life  he  was  connected  with  the  bridge  and  map  department 
of  the  city  of  Cleveland. 

Mr.  Honsberg  was  a  member  of  the  Cleveland  Engineers'  Society, 
and  became  a  life  ipember  of  the  Society  in  1901.  He  died  on  Octo- 
ber 21,  1917. 

O.    ZBLL  HOWARD 

0.  ZeU  Howard  was  bom  in  Raleigh,  N.  C,  on  December  6, 1876. 
He  was  graduated  from  Lehigh  University  with  the  dass  of  1896, 
and  during  the  next  year  was  employed  in  the  shops  of  the  Crawford 
Manufacturing  Company,  Hagerstown,  Md. 

His  drafting-room  experience  was  obtained  with  the  Newport 
News  Shipjbuilding  and  Dry  Dock  Company,  where  his  work  dealt 
with  marine-engine  and  boiler  drafting.  His  next  position  was  with 
the  Baltimore  Smelting  and  Refining  Company  on  general  machine 
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drafting.  In  1900  he  turned  again  to  marine-engine  and  boiler  draft- 
ing with  the  Maryland  Steel  Company,  Sparrows  Point,  Md.  For 
about  a  year  he  was  connected  with  the  Bureau  of  Construction  and 
Repair,  Navy  Department,  Washington,  D.  C,  on  auxihary  ma- 
chineryi  resigning  to  take  the  position  of  mechanical  engineer  with 
the  American  Carbide  Lamp  Company,  Philadelphia,  Pa.  In  1902 
he  became  an  instructor  in  the  department  of  marine  engineering  and 
naval  construction  in  the  United  States  Naval  Academy,  Annapolis, 
Md.  He  assisted  the  head  of  the  department  in  preparing  textbooks 
on  naval  engines  and  machinery  and  on  mechanical  processes.  He 
also  assisted  in  the  laying  out  and  the  superintending  of  the  erection 
of  experimental  turbines  and  boilers  in  the  Naval  Experiment  Station 
at  Annapolis,  and  in  making  tests  on  the  machinery  already  erected. 
For  the  last  three  years  of  his  life  he  was  supervising  engineer  of  the 
Diamond  Match  Company. 

Mr.  Howard  was  a  member  of  the  American  Society  of  Civil 
Engineers,  the  American  Institute  of  Electrical  Engineers  and  the 
Society  of  Naval  Architects  and  Marine  Engineers.  He  became  a 
member  of  the  Society  in  1908.    He  died  on  December  20,  1917. 

CHARLES  EDWARD   HYDE 

Charles  E.  Hyde  was  bom  in  Bath,  Me.,  November  26,  1855. 
He  attended  the  public  schoob  of  Bath,  and,  when  graduated  from 
the  high  school  there,  spent  the  next  three  years  in  the  Worcester 
Poljrtechnic  Institute.  The  last  year  of  his  course  was  taken  in  the 
Miassachusetts  Institute  of  Technology.  The  year  after  his  gradua- 
tion he  spent  in  Europe  for  the  purpose  of  examining  the  shipyards 
and  engine  works  of  the  old  country,  obtaining  valuable  information 
in  his  specialty. 

Upon  his  return  he  worked  as  machinist  in  the  Portland  Machine 
Shops,  and  then  as  draftsman  in  the  Columbian  Iron  Works  at  Balti- 
more, Md.  He  was  next  employed  in  the  drawing  office  of  Cramp's 
Shipyard,  Philadelphia,  Pa.,  and  later  was  chief  draftsman  for  Ward, 
Stanton  and  Company,  Newburg,  N.  Y.,  builders  of  all  types  of  fast 
vessels.  This  last  position  afforded  him  the  advantage  of  working 
with  Mr.  Stanton,  who  was  noted  for  his  abiUty  as  a  designer  of 
marine  engines. 

Returning  to  Bath  in  1884,  he  entered  the  employ  of  the  Goss 
Marine  Iron  Works  as  chief  draftsman  and  superintendent,  and  during 
his  service  there  he  introduced  the  practical  use  of  the  triple-expansion 
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engine,  the  first  to  be  employed  in  this  country.  When  this  company 
changed  ownership,  he  was  employed  by  the  Bath  Iron  Works,  and 
was  chief  draftsman  and  constructor  of  the  engines  of  the  CasUne, 
Katahdin  and  Machiaa. 

After  leaving  Bath  he  became  general  manager  and  president  of 
the  New  London  Marine  Iron  Works,  at  New  London,  Conn.  For 
the  last  few  years  of  his  life  he  was  engaged  in  business  in  New  York 

aty. 

He  was  a  member  of  the  Society  of  Naval  Architects  and  Marine 
Engineers  and  of  the  Engineers'  Club  of  New  York.  He  became  a 
member  of  the  Society  in  1885.    He  died  May  19,  1917. 


JOHN  SEDGWICK  HYDE 

John  Sedgwick  Hyde  was  bom  in  Bath,  Me.,  March  25,  1867. 
He  was  a  graduate  of  the  Massachusetts  Institute  of  Technology, 
class  of  1888.  He  was  connected  with  the  Bath  Iron  Works,  Ltd., 
in  the  successive  capacities  of  apprentice,  draftsman,  paymaster, 
assistant  superintending  engineer,  superintendent,  vice-president  and 
general  manager,  and  from  1905  as  president  of  that  company.  He 
was  a  director  of  the  Maine  Central  Railroad. 

Mr.  Hyde  was  a  member  of  the  New  York  Engineers'  Club,  the 

Society  of  Naval  Architects  and  Marine  Engine^B,  the  American 

.  Society  of  Naval  Engineers,  and  the  Institution  of  Naval  Architects 

of  Great  Britain.    He  became  an  associate  of  the  Society  in  1892. 

He  died  at  St.  Augustine,  Fla.,  March  17,  1917. 


WILLIAM  THOMPSON    ILER,   JR. 

William  T.  Her,  Jr.,  was  bom  in  New  York  City  on  June  28, 1892. 
He  was  educated  in  the  public  schools  of  the  city  and  was  graduated 
from  the  Stuyvesant  High  School.  In  June  1915  he  received  his 
degree  in  mechanical  engineering  from  New  York  University. 

During  the  simuner  of  1913  he  worked  under  the  Heights  of 
Buildings  Commission  in  New  York  as  engineering  draftsman,  and 
in  the  following  siunmer  served  as  rodman  and  assistant  topographical 
draftsman  in  the  Department  of  Public  Works  in  New  York.  He 
obtained  his  shop  experience  in  the  shops  of  H.  W.  Johns-Manville 
Company,  Bound  Brook,  N.  J.  Later  he  became  assistant  junior 
engineer  with  Gunn,  Richards  and  Company  in  Utica,  N.  Y.    At  the 
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time  of  his  death  he  was  holding  the  position  of  assistant  manager  of 
the  Slocmn,  Avram  and  Slocimi  Laboratories,  N.  Y. 

He  became  a  member  of  the  Society  in  1916.  He  died  on  October 
18,  1917. 

WILNBB  E.  JOHNSON 

Wilner  E.  Johnson  was  bom  on  May  16,  1881,  in  Sweden.  In 
1903  he  began  his  apprenticeship  with  the  Brooklyn  Rapid  Transit 
Company  as  a  draftsman  in  its  52d  Street  shop.  He  became  chief 
draftsman  in  1907  and  engineer  of  car  equipment  in  1911.  In  19lS 
he  accepted  the  position  of  engineer  of  car  construction  with  the 
allied  New  York  Municipal  Railway  Corporation. 

In  1912  Mr.  Johnson  made  a  country-wide  study  of  car  designs 
in  relation  to  speed  of  passenger  interchange,  the  direct  result  of 
which  was  the  development  and  adoption  of  the  center-entrance 
type  of  car,  which  later  became  a  model  for  many  other  roads. 
Mr.  Johnson's  most  noteworthy  achievements  for  his  company  were 
the  detailed  working  out  and  development  of  the  Brooklyn-  center- 
entrance  smface  car  and  the  New  York  Municipal  Subway  car. 

As  a  member  of  the  conmiittee  on  equipment  of  the  American 
Mectric  Railway  Association,  he  spared  no  effort  to  make  the  com- 
mittee's researches  and  standards  of  real  value  and  of  active  interest 
to  the  industry  at  large. 

Mr.  Johnson  became  a  member  of  the  Society  in  1914.  He  died 
on  July  27,  1917,  at  his  home  in  Brooklyn. 

ROSCOE  B.   KENDIG 

Roscoe  B.  Kendig.was  bom  in  R#nova,  Pa.,  March  3,  1868.  He 
received  his  education  in  the  home  schoob.  He  began  railway  work 
in  1884  as  a  messenger  boy  in  the  employ  of  the  Pennsylvania  Rail- 
road. From  1885  to  1890  he  served  as  machinist  apprentice,  and 
until  1893  as  draftsman  at  Renova.  The  next  seven  years  he  held 
a  position  as  draftsman  in  the  office  of  the  superintendent  of  motive 
powet  of  the  Pennsylvania  Railroad  at  WiUiamsport,  Pa.  In  1900 
he  was  appointed  chief  draftsman  of  the  Lake  Shore  and  Michigan 
Southern  Railway  at  Cleveland,  Ohio,  and  in  1904  he  became  me- 
chanical engineer  of  the  same  road. 

He  held  this  position  until  1910,  when  he  was  appointed  general 
mechanical  engineer  of  the  New  York  Central  Lines  at  New  York 
City,  and  in  1912  he  became  chief  mechanical  engineer  of  the  New 
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York  Central  Railroad,  which  position  he  held  at  the  time  of  his 
death. 

He  was  a  significant  factor  in  the  development,  design  and  con- 
struction of  the  Collinwood  shops  of  the  New  York  Central  Railroad. 
While  he  was  mechanical  engineer  of  the  Lake  Shore  and  liiCchigan 
Southern  road,  the  modernization  of  the  locomotive  terminal  facilities 
was  undertaken  under  his  immediate  supervision.  Large  modem 
engine  houses  were  erected  at  several  points,  many  features  of  which 
served  as  a  model  for  later  construction  of  this  nature. 

The  design  and  construction  of  the  rolling  equipment  of  the  New 
York  Central  Railroad,  including  both  passenger-  and  freight-car 
equipment  and  locomotives,  fiom  1910  were  under  his  immediate 
supervision,  and  showed  in  their  development  his  keen  appreciation 
of  the  necessities  of  the  future.  He  was  from  1904  an  active  member 
of  the  American  Railway  Master  Mechanics'  Association,  and  from 
1905  of  the  Master  Car  Builders'  Association.  He  was  a  member 
also  of  the  American  Society  for  Testing  Materials  and  of  the  Engi- 
neers' Club  of  New  York. 

He  became  a  member  of  the  Society  in  1913.    He  died  May  10, 

1917,  at  Detroit,  Mich. 

* 

PAUL  H.   KBNDRICKBN 

Paul  H.  Kendricken  was  bom  in  Galway,  Ireland,  in  1834.  He 
set  sail  for  America  as  a  lad  of  seven,  and  landed  in  Boston  in 
1842. 

In  1852  he  went  as  an  apprentice  to  Walworth  and  Nason,  then 
considered  pioneers  in  the  steam  and  hot-water  heating  of  houses,  and 
afterward  became  associated  wi^  the  Union  Steam  Gauge  and  Low 
Water  Detector  Co.  In  1859  he  was  put  in  charge  of  the  steam  works 
of  the  Massachusetts  Steam  Heating  Company,  and  was  later  pro- 
moted to  the  position  of  acting  superintendent. 

Not  long  after,  he  entered  the  U.  S.  Navy  as  third  assistant 
engineer,  was  later  made  second  assistant  engineer,  and  remained 
in  active  service  until  the  end  of  the  Civil  War.  He  then  be- 
came associated  with  Clagston  and  Company  for  whom  he  acted  as 
superintendent.  After  some  changes  the  firm  became  Ingalls  and 
Kendricken,  and  under  Mr.  Kendricken's  guidance  developed  into  a 
successful  business.  The  firm  was  incorporated  in  1905  and  Mr. 
Kendricken  acted  as  president  and  treasurer  until  the  time  of  his 
retirement  m  1912. 
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Mr.  Kendricken  held  various  public  offices,  including  that  of 
councilman,  alderman,  state  senator,  park  commissioner  for  the  City 
of  Boston,  etc.  He  was  also  a  member  of  the  Executive  Committee 
of  the  National  Association  of  Master  Steam  Fitters. 

He  became  a  member  of  the  Society  in  1910.  He  died  on  Febru- 
ary 5,  1917. 

ALFRED   EUGENE   KENRICK 

Alfred  E.  Kenrick  was  bom  in  Brookline,  Mass.,  on  February  15, 
1851.  He  was  educated  in  the  public  schools  of  that  town,  and 
started  his  apprenticeship  at  the  age  of  sixteen.  *  In  1885,  having 
learned  his  trade,  he  entered  into  partnership  with  his  father  in  the 
firm  of  Kenrick  Brothers. 

His  most  successful  piece  of  engineering  work  is  considered  to  be 
his  invention  of  the  water-heating  system  for  the  Brookline  Pubhc 
Bath  House. 

Mr.  Kenrick  was  an  active  member  of  a  number  of  societies  in 
connection  with  his  work.  In  January  1907  the  American  Society 
of  Heating  and  Ventilating  Engineers  presented  him  with  a  silver 
loving  cup  in  token  of  his  services  to  that  society.  He  held  during 
his  membership  in  the  Master  Steam  and  Hot  Water  Fitters'  Associa- 
tion of  the  United  States  every  office  within  its  gift,  and  on  the  twenty- 
fifth  anniversary  of  the  Association,  in  1913,  he  was  presented  with  a 
silver  pitcher  and  salver  in  appreciation  and  recognition  of  his  fidelity. 
He  was  a  member  also  of  the  Master  Plimibers'  Association  of  Boston. 
For  over  twenty  years  he  served  the  town  of  Brookline  as  a  member 
of  its  appropriation  conunittee,  and  for  nearly  thirty  years  he  was 
associated  with  the  Brookline  Savings  Bank  as  vice-president  and 
a  member  of  its  board  of  investment. 

He  became  a  member  of  the  Society  in  1896.  He  died  on  Janu- 
ary 17,  1917. 

WILLIAM   LODGE 

William  Lodge  was  bom  in  Leeds,  England,  in  1848,  the  son  of 
George  Lodge,  a  skilled  mechanic  in  the  textile  industry,  and  had  the 
advantages  of  a  common-school  education.  After  serving  his  appren- 
ticeship in  the  shops  of  Fairbaim  and  Company,  Leeds,  he  came  to 
Philadelphia,  where  he  worked  for  Chambers  Brothers  from  1869  to 
1872,  making  paper-folding  machinery.  He  went  to  Cincinnati  in 
1872  and  worked  for  Steptoe,  McFarlan,  Nottingham  and  Company 
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for  eight  years,  first  as  a  journeyman  machinist  and  later  as  a  fore- 
man. Having  saved  $1000,  he  formed  a  partnership  with  William 
Barker,  imder  the  title  of  Lodge  and  Barker,  the  firm  starting  in 
business  early  in  1880  as  machinists. 

Beginning  with  $1000,  the  business  inventoried  at  the  end  of  ten 
years  $400,000.  Fifteen  months  after  starting  they  employed  75 
men.  There  is  little  doubt  that  this  rapid  success  induced  quite  a 
nimiber  of  the  better  and  more  ambitious  mechanics  in  Cincinnati 
to  take  up  similar  work,  as  some  of  the  best  known  of  the  Cincinnati 
tool-building  firms  were  established  during  the  few  ye^irs  after  Mr. 
Lodge's  start. 

In  1886  Mr.  Barker  sold  his  interest  to  Charles  Davis.  Lodge 
and  Davis  continued  in  partnership  until  1892,  when  Mr.  Lodge 
Lodge  severed  his  connection  with  the  firm  and  it  later  became  the 
American  Tool  Works.  They  were  employing  at  that  time  between 
300  and  400  men.  In  March  1892  he  organized  the  Ohio  Machine 
Tool  Company,  and  in  August  of  the  same  year,  became  associated 
with  Murray  Shipley,  forming  the  present  Lodge  and  Shipley  Machine 
Tool  Company. 

While  the  firm  was  Lodge  and  Davis,  it  built  lathes,  planers  and 
drill  presses.  Mr.  Lodge  wanted  to  manufacture  rather  than  build, 
and  to  specialize  upon  lathes.  Mr.  Davis,  who  was  a  business  man, 
wanted  a  complete  line  of  tools,  as  he  saw  the  opportunity  of  selling 
other  machines  with  the  lathes.  This  led  to  the  pohcy  of  concentrat- 
ing upon  the  manufacture  of  engine  lathes,  and  placing  orders  for 
other  types  of  tools  with  mechanics  just  starting  up,  or  with  workmen- 
from  their  own  plant  whom  they  helped  to  start  in  business. 

Mr.  Lodge  had,  during  his  apprenticeship  in  the  shops  of  Fair- 
baim  and  Company,  where  specialization  of  manufacture  was  carried 
out  to  a  marked  degree,  completely  absorbed  the  idea  of  the  manu- 
facture of  machinery  in  large  lots.  He  was  particularly  well  known 
for  the  fact  that  he  was  one  of  the  first,  if  not  the  first,  to  specialise 
in  the  manufacture  of  one  type  of  machine  tool  only,  instead  of  mak- 
ing a  few  of  many  kinds  of  machine  tools. 

Some  of  the  firms  whose  principals  were  in  one  way  or  another 
associated  with  Mr.  Lodge  were  the  Fosdick  Machine  Tool  Cosor 
pany,  Boye  and  Enmies  Machine  Tool  Company,  Dreses,  Muelte 
and  Company  and  the  Cincinnati  Planer  Company. 

Mr.  Lodge  was  a  member  of  the  Engineers'  Club  of  Cincinnati, 
the  Machinery  Club  of  New  York,  the  Ohio  Manufacturers'  AssociBr 
tion  and  various  other  organizations;   and  was  especially  active  in 
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the  National  Metal  Trades  Association,  of  which  he  was  treasurer 
for  three  years.  He  was  one  of  the  organizers  of  the  National 
Machine  Tool  Builders'  Association  and  served  as  its  president  for 
two  years. 

He  became  a  member  of  the  Society  in  1890.  He  died  on  April  30, 
1917. 

LUIS  G.  MARQUINA 

Luis  G.  Marquina  was  bom  in  1871  in  Lima,  Peru.  He  was 
educated  in  the  Colegio  de  Guadalupe,  Lima,  and  received  his  engi- 
neering degree  in  1893  from  the  E^cuela  de  Ligenieros,  Lima. 

His  practical  experience  in  general  engineering  was  gained  in  the 
Casapalca  and  Rayo  Smelting  Works  and  with  the  firm  of  Backus 
and  Johnston.  From  1893  to  1897  he  was  in  the  drafting  room  of  the 
Peruvian  Corporation,  Ltd.,  at  Lobos  Island.  From  1897  to  1902 
he  was  with  the  same  company  as  superintendent  and  engineer  of 
the  Pascamayo  Railroad.  For  the  next  four  years  he  was  general 
superintendent  and  engineer  of  the  Eten  Railroad.  About  1907  he 
returned  to  the  Peruvian  Corporation  and  at  the  time  of  his  death 
was  general  superintendent  and  engineer  of  that  company. 

Mr.  Marquina  became  a  member  of  the  Society  in  1906.  He 
died  on  June  18,  1917. 

EDWARD  J.  MARTIN 

Edward  J.  Martin  was  bom  on  September  7,  1882,  in  West  Rox- 
bury,  Mass.  He  was  educated  in  the  public  schools  of  Boston,  and 
later  served  an  apprenticeship  as  machinist.  He  was  a  graduate  of 
the.  mechanical-engineering  course  of  the  International  Correspond- 
ence Schools,  and  also  of  the  Elmerson  Institute  of  Efficiency.  At  the 
time  of  his  death  he  was  secretary  and  manager  of  the  Connecticut 
Electric  Manufacturing  Company. 

He  became  a  member  of  the  Society  in  1915.  He  died  on  April  7, 
1917. 

WILLIAM   P.   MATTES 

William  F.  Mattes  was  born  on  September  29,  1849,  in  Scranton, 
Pa.  When  seventeen  years  of  age  he  was  made  superintendent  of 
a  small  mining  railroad  near  Moimt  Hope,  N.  J.,  and  he  continued  in 
the  iron-mining  industry  in  New  Jersey  and  later  in  Virginia,  until 
1882,  when  he  was  made  chief  engineer  of  the  Lackawanna  Iron  and 
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Steel  Works,  of  Scranton.  In  1888  he  became  general  manager  of 
the  West  Superior  Iron  and  Steel  Works,  West  Superior,  Wis.  He 
was  director  of  the  First  National  Bank,  president  of  the  Manu- 
facturers, Shippers  and  Jobbers  Association,  and  park  conmiissioner 
of  that  city. 

In  1893  failing  health  compelled  him  to  move  to  Colorado,  where 
he  was  interested  in  mining  enterprises  for  several  years.  Later  he 
returned  to  Scranton  and  was  made  chief  engineer  of  the  Lackawanna 
and  Wyoming  Valley  Railroad  Company  while  the  Laurel  line  was 
in  the  process  of  construction.  When  his  brother,  Charles  C.  Mattes, 
died,  he  succeeded  him  as  general  manager  of  the  Lackawanna  Iron 
and  Coal  Company. 

He  was  a  member  of  the  American  Institute  of  Mining  Engineers, 
The  Franklin  Institute,  and  the  New  York  chapter  of  the  Sons  of  the 
Revolution.  He  became  a  life  member  of  the  Society  in  1882.  He 
died  on  February  3,  1917. 

GUY  BDWARD  MITCHELL 

Guy  E.  Mitchell  was  bom  on  March  4,  1869,  in  Lowell,  Mass. 
He  attended  the  pubUc  schools  of  that  city  and  later  entered  the 
Massachusetts  Institute  of  Technology,  from  which  he  was  graduated 
as  a  mechanical  engineer  in  1891. 

He  was  employed  for  a  number  of  years  by  the  Boston  and  Maine 
Railroad  tod  worked  up  from  the  position  of  chief  draftsman  to  that 
of  consulting  engineer  of  that  company.  After  leaving  the  Boston 
and  Maine  Railroad  he  was  located  in  New  York  for  about  three  years 
as  consultmg  engineer.  He  then  served  in  various  important  capa- 
cities in  the  building  of  the  Berkshire  trolley  system.  Upon  the 
completion  of  that  work  he  became  associated  with  the  Alden  Samp- 
son Company,  Httsfield,  Mass.,  builders  of  large  automobile  trucks, 
and  acted  as  general  manager  for  a  period  of  seven  years.  Later  he 
assisted  in  the  building  of  the  Hampden  Railroad. 

In  December  1914  he  was  appointed  manager  of  the  municipal 
gas  and  electric  Ught  plant,  Westfield,  Mass.  He  held  this  position 
at  the  time  of  his  death. 

He  became  a  member  of  the  Society  in  1903,  He  died  on  October 
18,  1917. 

JOSEPH  MORGAN 

Joseph  Morgan  was  bom  on  July  27,  1842,  in  Philadelphia. 
He  was  educated  in  the  Central  High  School  of  that  city,  devoting 
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himself  to  the  sciences.  In  the  fourth  year  of  his  course  he  entered 
the  steam-engineering  corps  of  the  United  States  Navy.  In  1861  he 
entered  active  service  as  third  assistant  engineer  and  was  promoted 
to  the  rank  of  second  assistant  engineer  in  1863.  In  1866  he  resigned 
and  entered  the  service  of  the  Phoenix  Iron  Company,  Phoenixville, 
Pa.,  as  draftsman.  In  1868  he  had  risen  to  be  chief  draftsman,  when 
he  resigned  to  take  a  similar  position  with  the  Edge  Moor  Iron 
Company.  About  1879  Mr.  Morgan  became  associated  with  the 
Cambria  Iron  Company,  Johnstown,  Pa.,  as  draftsman.  He  was 
made  chief  engineer  in  1881,  and  after  twenty-five  years'  service  in 
that  capacity  was  reUeved  of  his  more  active  duties  and  made  con- 
sulting engineer  of  the  Cambria  Steel  Company. 

Mr.  Morgan  designed  and  superintended  the  various  parts  of  the 
works  of  that  firm,  including  six  blast  furnaces,  new  bessemer  works 
of  the  largest  class,  new  blooming  mill,  (^)en-hearth  plant,  rail,  mills 
and  various  large  mills  of  the  Gautier  plant  involving  the  expenditure 
of  miUions  of  dollars.  He  was  the  consulting  engineer  in  charge  of 
the  building  of  the  Quemahoning  Dam  in  1913,  and  later  of  the  Salt- 
lick Dam. 

In  1884  Mr.  Morgan  went  abroad  to  make  a  study  of  gun  and 
armor  forgings.  He  visited  the  principal  cities  of  England  and  the 
Continent  where  armor-making  works  were  located.  Later  he  was 
appointed  a  member  of  the  United  States  Fortification  Board,  and 
wrote  several  valuable  papers  to  aid  in  instructing  the  public  on  the 
subject,  as  well  as  for  the  information  of  Congress.  He  was  familiar 
with  the  ^rt  of  steel  making  from  the  date  of  the  inception  of  the 
bessemer  process  up  to  the  present  time. 

Mr.  Morgan  was  a  member  of  the  United  States  Naval  Institute 
and  the  Grand  Army  of  the  RepubUc  and  also  held  many  offices  in 
fraternal  organizations.  He  was  vice-president  of  the  Society  from 
1886  to  1888  and  chairman  of  the  Sub-Committee  on  Iron  and  Steel 
for  the  year  1913-1914.  He  became  a  life  member  of  the  Society 
in  1881.    He  died  on  December  9,  1917. 


LUCIUS  LAWRENCE  MOSES 

Lucius  L.  Moses  was  bom  on  November  26,  1868,  in  Marcellus, 
N.  Y.  He  was  educated  in  St.  John's  MiUtary  School,  Manlius, 
N.  Y.,  and  later  took  a  special  shop  course  in  Cornell  University. 

From  1889  to  1893  he  served  his  apprenticeship  with  the  Phoenix 
Foundry  and  Machine  Company,  Syracuse,  N.  Y.    He  then  entered 
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the  employ  of  the  Paragon  Plaster  CJompany,  as  construction  and 
operatmg  superintendent,  having  complete  charge  of  the  engineermg 
work  and  of  the  manufacturing.  His  next  position  was  with  the 
Clyde  Gas  and  Electric  Company,  Clyde,  N.  Y.,  as  treasurer  and 
general  manager.  Mr.  Moses  held  chief  engineer's  papers  for  ocean- 
going vessels,  and  from  1901  to  1909  he  was  in  the  service  of  the 
United  States  Government  in  that  capacity.  In  1909  he  became 
associated  with  Henshaw,  Bulkley  and  Company,  San  Francisco,  Cai., 
as  construction  engineer,  and  later  became  consulting  engineer  in 
charge  of  the  engineering  work  of  the  Hallidie  Machinery  Company, 
Seattle  and  Spokane,  Wash.  At  the  time  of  his  death  he  was  prac- 
tising as  a  consulting  engineer  in  Seattle. 

Mr.  Moses  was  a  member  of  the  Marine  Engineers'  Association, 
Seattle  and  San  Francisco.  He  became  a  member  of  the  Society  in 
1912.    He  died  on  October  15,  1917. 


CHARLES  E.   NEWTON 

Charles  E.  Newton  was  born  in  Hartford,  Conn.,  in  1858.  He 
was  educated  in  the  public  schools  of  that  city,  leaving  the  high  school 
to  enter  the  employ  of  the  Jewell  Belting  Company  in  Hartford  as 
office  boy,  where  lus  abiUty  speedily  won  him  promotion.  He  became 
salesman  for  the  company  and  was  on  the  road  for  a  nimiber  of  3rears, 
winning  more  than  usual  success  in  this  capacity. 

In  1892  Mr.  Newton  was  elected  secretary  of  the  company  and 
later  became  assistant  manager.  His  responsibilities  were  increased 
gradually,  and  in  August  1917  he  became  president  of  the  com- 
pany. 

Mr.  Newton  was  elected  to  membership  in  the  Society  in  1895. 
He  died  on  November  15,  1917. 


ALFRED  J.   ORMSTON,   JR. 

Alfred  J.  Ormston,  Jr.,  was  bom  in  Oil  City,  Pa.,  on  July  6,  1883. 
He  received  his  early  education  in  the  parochial  and  pubhc  schools 
and  the  private  school  of  Dr.  Samuel  Earp,  of  Oil  City. 

For  several  years  thereafter  he  was  employed  in  the  office  of  Alfred 
Smedley,  chief  engineer  of  the  National  Transit  Company,  in  Oil 
City,  in  the  capacity  of  clerk  and  stenographer,  resigning  to  engage 
in  business  for  himself  in  the  production  of  oil.* 
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He  later  entered  Carnegie  Institute  of  ^Technology,  Pittsburgh, 
and  was  graduated  in  1912,  having  completed  the  course  in  mechani- 
cal engineering.  After  serving  for  a  year  as  instructor  in  the  Institute 
he  was  employed  by  the  Massey  Machine  Company,  of  Watertown, 
N.  Y.,  in  the  capacity  of  mechanical  engineer.  While  with  this  firm 
he  invented  and  took  out  letters  patent  on  a  small  governor  for 
engines.  He  assigned  this  patent  to  the  Massey  Machine  Company, 
who  manufactured  it  as  their  "Type  O." 

From  Watertown  Mr.  Ormston  moved  to  Woodlawn,  Pa.,  where 
he  was  employed  by  the  Jones  and  Laughlin  Steel  Company.  For 
a  time  he  occupied  the  position  of  assistant  master  mechanic,  and  at 
the  time  of  his  death  was  assistant  to  Mr.  C.  L.  Dudley,  steam 
engineer. 

Mr.  Ormston  became  a  member  of  the  Society  in  1913.    He  died 
on  July  31,  1917. 


OSCAB  PATRIC  OSTERGREN 

Oscar  Patric  Ostergren  was  bom  in  Sweden  in  May  1866.  He  was 
educated  in  Stockholm,  graduating  from  the  Royal  Technical  High 
School  with  the  degree  of  M.E.  in  1888.  From  1888  to  1891  he  was 
employed  by  Treacher,  Tenac  and  Company,  qivil  engineers  and  con- 
tractors, in  drafting  and  smrveying  a  new  railroad  at  Rosario,  Argen- 
tina. The  next  year  he  spent  with  the  Atlas  Machine  Company, 
Stockholm,  as  assistant  engineer.  He  came  to  New  York  late  in 
.  1892,  and  was  employed  in  erecting  machinery  by  Robert  Hoe  and 
Company.  From  1893  to  1896  he  worked  with  Charles  D.  Mosher, 
a  naval  architect  of  New  York,  in  designing  marine  engines,  and  imtil 
1898  he  was  with  Charles  L.  Seabury  and  Company,  New  York  City, 
in  the  same  line  of  work.  He  then  became  president  and  general 
manager  of  the  Ostergren  Manufacturing  Company,  having  complete 
charge  of  the  inventing  and  designing  of  liquid-air  machinery,  in- 
ternal-combustion engines  and  automobiles.  From  1902  to  1904  he 
was  with  the  Fuel  Oil  Power  Company  as  an  inventor  and  designer  of 
fuel-oil  engines.  Later  he  held  successively  positions  with  Benjamin 
Hurd,  New  York  City;  Joseph  Boyer,  Detroit,  Mich.;  Alger  Brothers 
Detroit,  Mich;  and  with  the  Grenetso  Engineering  Company.  He 
held  fifty  United  States  patents  on  inventions. 

Mr.  Ostergren  became  a  member  of  the  Society  in  1910.  He  died 
May  11,  1917. 
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DWIGHT  BOYCE   PANGBURN 


Dwight  B.  Pangburn  was  born  in  Washington,  D.  C,  on  Nov.  27, 
1889.  Later  the  family  moved  to  New  Haven,  Conn.,  where  he  was 
educated  in  the  pubhe  schools,  being  graduated  from  the  high  school 
in  1907.  The  same  year  he  entered  Yale  University  in  the  Sheffield 
Scientific  School,  where  he  took  the  regular  course  in  mechanical 
engineering  and  was  graduated  in  the  class  of  1910.  He  continued 
his  studies  in  the  same  line  until  1912,  when  he  received  the  degree  of 
mechanical  engineer.  He  was  then  appointed  an  instructor  in  the 
mechanical-engineering  department  in  Sheffield  and  held  that  position 
at  the  time  of  his  death. 

Mr.  Pangbum's  shop  experience  was  limited.  However,  during 
one  smnmer  vacation  he  acted  as  consulting  engineer  for  the  Hendee 
Manufacturing  Company,  and  during  the  following  college  year  he 
conducted  some  scientific  tests  of  the  Indian  motorcycle  for  the 
company  at  Mason  Laboratory,  Sheffield. 

He  wrote  many  scientific  articles  for  various  publications,  and 
also  a  number  of  short  stories  for  popular  magazines  He  was  a 
recognized  authority  on  bird  life  and  was  a  charter  member  of  the 
New  Haven  Bird  Club.  At  the  time  of  his  death  he  was  collaborating 
with  Prof.  Richard  S.  Kirby  in  writing  a  textbook  on  descriptive 
geometry. 

Mr.  Pangburn  became  a  member  of  the  Society  in  1912.  He 
was  also  a  member  of  the  National  Geographic  Society.  He  died 
on  August  24,  1917. 

CHARLES  D.   PARKER 

Charles  D.  Parker  was  bom  in  1858  in  Worcester,  Mass.  He 
was  educated  in  the  public  schools  of  that  city  and  later  attended 
Worcester  Polytechnic  Institute,  being  graduated  with  the  class  of 
1879. 

His  first  position  was  with  the  Crompton  Loom  Works  at  Wor- 
cester, where  he  worked  at  pattern-making  for  about  six  months. 
For  the  next  year  and  a  half  he  was  in  the  drafting  room,  and  at  that 
time  took  charge  of  the  pattern-making  and  drafting  departments. 
For  the  last  fifteen  years  of  his  life  he  was  mechanical  expert  of 
the  A.  Burlingame  Company,  Worcester,  Mass.,  builders  of  steam 
engines  and  sawmill  outfits. 

Mr.  Parker  became  a  member  of  the  Society  in  1886.  He  died 
on  December  7,  1917. 
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JAMES  JOHNSON  PEARD 


James  J,  Peard  was  born  in  New  York  City  on  July  26, 1849,  and 
was  educated  in  the  public  schools  of  Hartford,  CJonn.  After  leaving 
school  he  entered  the  employ  of  Colt's  Patent  Fire  Arms  Manufac- 
turing Company,  in  whose  shops  he  learned  his  trade. 

In  1873  he  went  to  Providence  where  he  worked  with  the  Provi- 
dence Tool  Company,  and  afterward  with  the  Brown  and  Sharpe 
Manufacturing  Company.  In  1876  he  became  a  contractor  in  the 
employ  of  the  Remington  Arms  Company,  Ilion,  N.  Y.,  and  after 
remaining  there  five  years  returned  to  the  Colt  company  at  Hartford. 
In  the  employ  of  this  concern  he  gradually  worked  up  imtil  he  be- 
came assistant  superintendent  in  1888  and  superintendent  in  1902. 
He  retained  the  latter  position  until  1911,  when  he  retired  because 
oi  ill  health. 

For  twelve  years  Mr.  Peard  was  a  member  of  the  Board  of  Edu- 
cation of  Hartford,  serving  as  its  secretary  and  president.  He  was 
a  member  of  the  Colt  Mutual  Benefit  Association,  which  he  organized 
and  served  as  president  until  1914.  He  was  the  inventor  of  many 
improvements  in  the  products  of  the  Colt  establishment  and  was  a 
recognized  authority  on  firearms. 

He  became  a  member  of  the  Society  in  1891.  He  died  on  July  3, 
1917. 


WALTER  BEVERLY  PEARSON 

Walter  B.  Pearson  was  bom  in  Madison,  Wis.,  on  Dec.  2,  1861. 
He  spent  his  boyhood  in  Wisconsin  and  obtained  his  education  there, 
completing  it  with  two  years  spent  in  the  University  of  Wisconsin, 
where  he  specialized  in  mechanics.  Upon  leaving  the  University  he 
went  to  Cleveland,  where  he  took  a  position  with  the  Warner  and 
Swasey  Company. 

He  left  this  firm  to  become  assi&itant  superintendent  of  the  Pros- 
pect Machine  and  Engine  Company,  Cleveland,  resigning  in  June 
1887  to  take  a  position  as  salesman  with  the  Ciunmer  Engine  Com- 
pany in  Chicago.  Later  he  worked  in  the  same  capacity  for  Ide  and 
Company,  and  for  the  Ball  Engine  Company,  both  of  Chicago. 

In  the  meantime  he  organized  the  Pearson  Machine  Company, 
manufacturing  special  machinery  of  his  own  invention  and  later 
specializing  in  producing  and  selling  machine-screw  products  manu- 
factured on  the  Pearson  automatic  screw  machines. 
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In  1900  the  Pearson  Machine  Company  was  acquired  by  the 
Standard  Screw  Company,  and  in  1901  Mr.  Pearson  became  a  director 
and  vice-president  of  the  latter  company.  In  1901  he  was  elected 
president.  Under  his  able  management  the  company  grew  in 
strength  and  importance,  absorbing  in  the  meantime  a  number  of 
the  smaller  machine-screw  companies. 

Mr.  Pearson  was  a  member  of  many  clubs  and  societies,  including 
the  Engineers'  Club  of  New  York  and  the  Chicago  Engineers'  Club. 

He  became  a  member  of  the  Society  in  1886;  He  died  in  Chicago 
on  May  19,  1917. 


LEWIS  R.   POMEROT 

Lewis  R.  Pomeroy  was  bom  in  Port  Byron,  N.  Y.,  in  February 
1857,  and  was  graduated  from  the  Irving  Institute,  Tarrytown,  N.  Y. 
He  early  entered  the  railroad  field,  where  his  work  attracted  con- 
siderable attention.  From  1886  to  1890  he  was  a  special  representa- 
tive of  the  Carnegie  Steel  Company,  introducing  basic  boiler  steel  for 
locomotives  and  special  forgings  for  railways.  For  nine  years  he  was 
engaged  in  similar  work  with  the  Cambria  Steel  Company  and  the 
Latrobe  Steel  Company  jointly.  He  then  became  connected  with  the 
Schenectady  Locomotive  Works  as  assistant  to  the  general  manager, 
a  position  he  held  imtil  1902. 

During  the  following  six  yea;^  he  was  a  special  representative  for 
the  General  Electric  Company  in  the  railway  field,  this  work  covering 
the  electrification  of  steam  roads  and  railway  shops  and  general 
application  of  electricity  to  all  railway  purposes.  Subsequently,  for 
two  years,  he  was  assistant  to  the  president  of  the  Safety  Car  Heating 
and  Lighting  Company,  leaving  to  become  chief  engineer  of  the  rail- 
way and  industrial  division  of  J.  0.  White  and  Company.  Late  in 
1911  he  resigned  to  open  an  office  in  New  York  City  as  a  consulting 
engineer.  In  1914  he  became  associated  with  the  U.  S.  Light  and 
Heat  Company  as  manager  of  its  New  York  office.  About  a  year 
or  so  prior  to  his  decease  he  again  engaged  in  consulting  work  along 
lines  in  which  he  was  qualified  by  his  wide  experience. 

Mr.  Pomeroy  was  a  member  of  the  American  Institute  of  Electri- 
cal Engineers,  the  American  Master  Mechanics'  Association,  the 
Railroad  Club  of  New  York,  the  Engineers*  Club  of  New  York,  and 
the  New  York  Railroad  Club.  He  joined  the  Society  in  1890  and 
was  chairman  of  its  membership  committee  at  the  time  of  his  death, 
which  occurred  on  May  7,  1917. 
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JOSEPH   REID 


Joseph  Reid  was  bom  on  November  11,  1843,  in  Maybole,  Ayr- 
shire, Scotland,  where  he  attended  the  pubUc  schools  until  his  eleventh 
year.  He  then  was  apprenticed  by  his  father  to  learn  the  joiner's 
trade,  at  which  he  worked  for  four  years.  Later  he  became  a  ma- 
chinist in  the  nulroad  shops  of  the  Glasgow  and  Southwestern  Rail- 
road Company,  Kilmarnock,  Scotland. 

In  1863  Mr.  Reid  located  in  Montreal,  Canada,  where  he  worked 
for  a  short  time  as  machinist,  after  which  he  followed  his  trade  in 
the  United  States,  and  was  for  some  years  connected  with  the  Bald- 
win Locomotive  Works  in  Philadelphia.  In  1876  he  entered  the 
service  of  the  Atlantic  and  Great  Western  Railroad  Company,  now 
the  Erie  Railroad,  at  Meadville,  Pa. 

In  the  following  year  Mr.  Reid  went  to  Oil  City,  where  he  worked 
with  W.  J.  Innis  and  Company,  and  also  with  the  firm  of  Malcomson 
and  Patterson.  When  the  latter  firm  failed  in  business,  he  bought 
their  shop  and  started  a  small  business  of  his  own.  In  addition  to 
general  jobbing  work,  he  made  a  specialty  of  refinery  suppUes.  The 
opening  of  the  Lima,  Ohio,  oil  fields  foimd  the  refiners  unable  to  take 
care  of  the  grade  of  oil  produced  in  that  field.  The  oil,  however, 
could  be  used  as  fuel,  and  after  careful  experiment  Mr.  Reid  designed, 
patented  and  manufactured  a  Une  of  oil  burners  which  were  very 
successful  and  to  handle  which  in  1885  he  formed  the  Reid  Burner 
Company. 

As  the  result  of  extensive  experiment,  Mr.  Reid  brought  out  in 
1894  what  is  beUeved  to  have  been  the  first  practical  natural-gas 
engine,  and  by  1899  had  made  many  improvements  in  it.  The  small 
repair  shop  became  a  large  factory  and  the  Joseph  Reid  Gas  Engine 
Company  was  organized  with  Mr.  Reid  as  president.  He  assisted 
also  in  organizing  the  Frick-Reid  Supply  Company,  a  large  oil  con- 
cern in  the  West,  and  was  vice-president  and  director  of  this  com- 
pany. He  was  also  president  of  the  Reid  Land  and  Developmtot 
Company,  which  operated  fruit  ranches  in  the  West. 

Mr.  Reid  became  a  member  of  the  Society  in  1904.  He  died  on 
October  23,  1917. 

JOHN   RIDDELL 

John  Riddell  was  bom  in  Ireland  in  1852  and  was  conspicuously 
a  self-made  man.  At  the  age  of  about  thirteen  years,  in  Jersey  City, 
he  started  as  an  apprentice  in  the  jobbing  machine  shop  of  Nicholas 
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B.  Gushing,  who  made  elevators  and  repaired  machinery,  especially 
marine  engines.  This  work  brought  him  in  contact  with  marine 
circles,  which  resulted  in  his  later  serving  two  years  as  second  engineer 
on  trading  steamers  plying  between  New  York  and  Caribbean 
ports. 

His  first  association  with  the  electrical  business  was  wit^  the 
Daft  Electrical  Company,  where  he  did  considerable  experimental 
mechanical  work  in  the  railway  field.  In  1887  he  entered  the  employ 
of  the  Thomson-Houston  Electric  Company  at  Lynn,  Mass.  In  1888 
he  became  foreman  of  the  railway  motor  shop  and  was  recognised  as 
one  of  thejeading  mechanical  experts  at  the  time  the  Greneral  Electric 
Company  was  formed  in  1892. 

Mr.  Riddell  moved  to  Schenectady  in  1896,  and  shortly  after 
his  arrival  was  appointed  mechanical  superintendent  of  the  company. 
In  this  important  position  he  designed  and  had  built  special  machine 
tools  for  increasing  the  production  of  the  machine  shops  and  also  for 
carrying  on  the  many  special  processes  involved  in  the  manufacture 
of  mechanical  tools.  He  was  consulted  in  regard  to  all  automatic 
machinery  and  his  resourceful  genius  was  called  in  when  a  solution 
was  sought  for  different  mechanical  problems  of  a  baffling  nature. 
The  records  of  the  United  States  Patent  Office  show  that  37  patents 
were  taken  out  in  his  name. 

In  the  sense  that  Mr.  Riddell  could  obtain  large  outputs  from 
machine  shops  with  a  minimum  cost,  he  might  well  be  termed  a 
manufacturing  economist.  He  was  responsible  for  the  location  oi 
machines  and  machine  tools  and  his  advice  and  opinion  were  souj^t 
in  regard  to  such  manufacturing  problems  as  the  routing  of  the 
materials  from  the  time  the  raw  materials  were  received  until  the 
finished  product  was  ready  for  shipment. 

Among  the  notable  achievements  of  Mr.  Riddell  in  the  various 
works  of  the  General  Electric  Company  was  a  boring  mill — the  largest 
in  the  world  when  made  —  which  was  built  from  his  design  and  which 
had  a  60-ft.  swing.  This  was  so  successful  for  machining  the  large 
wheels  for  the  rotors  and  stators  of  water-wheel-driven  generators 
that  he  designed  a  40-ft.  boring  mill  embodying  the  same  principles 
as  the  large  one,  which  was  used  for  turbine  work. 

Another  one  of  his  designs  was  a  bucket-cutting  machine  for  large 
steam  turbines  which  he  developed  in  1902.  It  was  at  this  time  that 
the  General  Electric  Company  was  building  the  first  5000-kw.  steam 
turbine  ever  constructed,  and  this  labor-  and  time-saving  device 
became  an  important  factor  in  the  development  of  the  steam-turbine 
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industry  at  the  time  when  the  steam  engine  was  pre^minent^in  the 
largest  power  plants  in  the  world. 

Almost  automatic .  was  the  field-coil-winding  machine  which  he 
built  and  which  was  adopted  both  in  Lynn  and  Schenectady.  It 
was  a  labor  saver  and  a  time  saver,  and  in  the  opinion  of  many  persons 
there  was  no  single  achievement  of  Mr.  Riddell's  which  advanced  the 
electrical  industry  more  than  did  this  winding  machine. 

Mr.  Riddell  was  a  member  of  the  Engineers'  Club  of  New  York 
and  the  Society  of  Engineers  of  Eastern  New  York.  He  became 
a  member  of  the  Society  in  1895.  During  his  later  years  he  deUvered 
several  papers  on  engineering  subjects  before  various  associations. 
He  was  awarded  a  gold  medal  at  the  Panama-Pacific  International 
Exposition  at  San  Francisco  in  1915,  as  collaborator  in  the  exhibit 
of  the  General  Electric  Company  at  the  Exposition.  He  died  in 
Schenectady,  N.  Y.,  December  31,  1917. 


QEORGB  SMITH  RIDBR 

George  S.  Rider  was  bom  in  Providence,  R.  I.,  on  May  4,^  1858. 
Uppn  leaving  college  he  served  an  apprenticeship  with  the  Brown  and 
Sharpe  Manufacturing  Company  in  Providence,  and  then  spent  a 
number  of  years  in  their  shops.  Later  he  traveled  abroad  exten- 
sively, and  upon  his  return  he  became  connected  with  the  Warner 
and  Swasey  Company  at  the  time  of  the  construction  of  the  Lick 
telescope. 

Mr.  Rider's  next  position  was  with  the  Ciunmer  Engine  Company, 
from  which  he  resigned  to  become  an  instructor  in  drawing  and 
machine  work  in  the  University  School  of  Cleveland,  where  he  re- 
mained for  about  twelve  years. 

During  these  years  at  the  University  School  Mr.  Rider  also  carried 
on  a  private  business  as  a  consulting  engineer,  which  in  latelr  years 
developed  into  the  firm  of  George  S.  Rider  and  Company,  consulting 
and  designing  engineers,  of  Cleveland,  Ohio.  He  was  the  senior 
meniber  of  this  firm  up  to  the  time  of  his  death  —  a  period  of  about 
fifteen  years,  during  which  he  designed  many  large  and  important 
power  and  industrial  plants  in  that  part  of  the  country. 

He  was  a  member  of  The  Franklin  Institute  of  Philadelphia,  the 
Cleveland  Engineering  Society,  and  the  Cleveland  Chamber  of 
Commerce. 

Mr.  Rider  became  a  member  of  the  Society  in  1900.  He  died  on 
September  11,  1917. 
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BCYRON  KNOX  B0DGER8 


Myron  K.  Rodgers  was  bom  in  Pennsylvania  in  November  1861. 
He  was  graduated  from  Washington  and  Jefferson  College  in  1886, 
taking  the  first  prize  in  chemistry. 

He  left  inmiediately  for  the  West,  obtaining  a  position  as  rodman 
on  the  Montana  Central  Railroad,  then  building  into*  Butte.  He 
was  rapidly  promoted  until  he  was  made  resident  engineer,  having 
charge  of  several  tunnels.  When  this  road  was  completed  he  obtained 
a  position  as  surveyor  with  the  Anaconda  Copper  Mining  Company, 
and  was  advanced  in  a  short  while  to  the  position  of  chief  engineer, 
which  he  held  imtil  1896. 

At  that  time  he  became  associated  with  Mr.  Marcus  Daly,  of 
New  York,  becoming  his  mining  expert  and  traveling  all  over  the 
world  examining  mining  properties  for  him.  In  1907,  acting  for 
himself,  he  opened  up  the  Nickel  Plate  Mine  at  Hedley,  in  Britifih 
Columbia,  and  also  the  Hidden  Creek  Mine  of  the  Granby  Company, 
taking  both  of  these  properties  as  mere  prospects  and  developing 
them  imtil  they  were  ready  for  the  reduction  works.  He  designed 
and  built  the  Hedley  Gold  Mining  Company's  mill.  In  1912  he 
became  interested  in  mining  properties  in  Mexico,  which  could  not, 
however,  be  operated  on  account  of  the  revolution. 

Mr.  Rodgers  became  a  member  of  the  Society  in  1894.  He  died 
in  June  1917. 

BYDNBT  FBAN0I8  SAVAGE 

Sydney  F.  Savage  was  bom  in  1889  in  Cambridge,  Mass.,  and 
received  his  early  education  in  that  city.  He  was  later  graduated 
from  Lowell  Institute. 

He  was  employed  in  an  engineering  capacity  vnih  manufacturing 
concerns  in  the  vicinity  of  Boston,  including  the  Blake-Knowles 
Steam  Pump  Works  and  the  Hood  Rubber  Company,  until  1914, 
when  he  entered  the  employ  of  the  United  lUuminating  Company, 
New  Haven,  Conn.,  in  the  engineering  department. 

Upon  the  formation  of  the  firm  of  Westcott  and  Mapes,  New 
Haven,  he  joined  the  organization  as  mechanical  engineer,  later 
becoming  director  and  assistant  secretary  and  successfully  directing 
many  important  undertakings. 

He  became  a  junior  member  of  the  Society  in  1914.  He  died  on 
August  18,  1917. 
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GEORGB  E.   SCARFE 


George  E.  Scarfe  was  born  in  London,  England,  in  November 
1886.  He  received  his  education  in  the  London  grammar  schools, 
and  when  still  very  young  started  to  learn  his  trade  by  becoming  a 
machinist's  helper. 

His  bent'was  toward  electrical  science,  and  in  1890  he  accepted 
a  position  as  engineer  with  an  electric  lighting  company  in  New  York. 
He  resigned  in  1892  to  become  associated  with  the  Western  Electric 
Company,  in  whose  employ  he  was  sent  to  San  Miguel,  San  Salvador, 
Central  America,  as  assistant  engineer  of  construction  on  an  electric- 
light  plant  there.  Subsequently  Mr.  Scarfe  held  the  positions  of 
chief  engineer  of  the  Towanda  EHectric  Lighting  Company,  and  con- 
struction engineer  of  the  Warren  Manufacturing  Company,  San- 
dusky, Ohio. 

In  1900  he  became  associated  with  the  Pacific  Gas  and  Electric 
Company  in  its  Nevada  division  in  charge  of  the  power  plant,  and  in 
1904  became  manager  of  the  South  Yuba  Water  Company.  Mr. 
Scarfe's  abiUty  was  evidenced  not  only  in  the  immediate  work  of  the 
company,  but  as  a  consulting  engineer  for  the  large  gold-mining 
companies  of  that  region. 

After  several  years'  connection  with  the  Pacific  Gas  and  Electric 
Co.,  Mr.  Scarfe  was  appointed  to  the  office  of  district  superintendent, 
which  position  he  held  till  April  1916,  resigning  to  enter  the  private 
practice  of  electric  and  mechanical  engineering,  when  he  acted  as 
consulting  engineer  for  the  Pacific  Gas  and  Mectric  Company, 
fknpire  Mines  Company,  Pittsburgh  Mines,  South  Eureka  Mines, 
and  a  number  of  others. 

Mr.  Scarfe  was  an  associate  member  of  the  American  Listitute 
of  Electrical  Engineers.  He  became  a  member  of  the  Society  in 
1916.    He  died  at  his  home  in  Nevada  City  on  August  24,  1917. 


HENRY  SOUTHER 

Major  Henry  Souther  was  bom  at  Boston  in  1865  and  was  gradu- 
ated in  1887  from  the  Massachusetts  Institute  of  Technology,  where 
he  specialized  in  mining  and  metallurgical  subjects.  After  studying 
abroad  the  manufacturing  methods  and  processes  employed  in  the 
German  iron  and  steel  industry,  he  entered  in  1888  the  employ  of  the 
Pennsylvania  Steel  Company,  at  Steelton,  Pa.,  and  was  made  assist- 
ant foreman  the  following  year.    He  was  engineer  of  tests  for  the 
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company  from  1890  to  1893,  resigning  to  become  engineer  of  tests  for 
the  Pope  Manufacturing  Company,  a  position  which  he  held  for  six 
years.  At  the  Pope  works  he  organize  what  was  probably  the  first 
testing  plant  ever  installed  by  a  consumer  of  steel  for  the  scientific 
testing  of  materials,  and  developed  the  use  of  cold-drawn  tubing  for 
bicycles  and  automobiles. 

When  the  Pope  organization  was  dissolved  in  1899  Major  Souther 
engaged  in  business  as  an  independent  consulting  engineer  and 
established  a  metallurgical  and  testing  laboratory  and  did  consulting 
work  for  the  automobile  industry.  He  was  president  and  treasurer 
of  the  Henry  Souther  Engineering  Corporation,  of  Hartford,  Conn., 
from  1899  to  1909  and  became  president  in  191 1 ,  but  in  later  years  was 
not  very  active  in  the  management  of  that  organization.  He  was 
vice-president  and  general  manager  of  the  Ferro  Machine  and  Foun- 
dry Company,  Cleveland,  from  1916  imtil  the  United  States  entered 
the  war.  Later  he  had  charge  of  the  aircraft  development  of  the 
army  and  created  a  corps  for  the  inspection  of  aircraft.  At  the  time 
of  his  death  he  was  senior  officer  of  the  Aircraft  Engineering  Divi- 
sion, Aviation  Section,  Signal  Corps,  U.  S.  A.,  and  vice-president 
of  the  company  bearing  his  name. 

Major  Souther  was  prominent  in  the  Association  of  Licensed 
Automobile  Manufactiu-ers,  was  a  founder  member  of  what  later 
became  the  Society  of  Automotive  Engineers,  and  had  much  to  do 
with  the  development  of  the  iron  and  steel  standards  of  that  body. 
He  was  president  of  that  society  in  1911  and  served  as  chairman 
of  the  standards  committee  for  a  number  of  years.  In  1915  he  was 
made  a  Ufe  member  in  recognition  of  this  work. 

He  became  a  member  of  the  Society  in  1894.  He  died  August  15, 
1917,  at  Fortress  Monroe,  Va. 


ALBERT  C.   STEBBINS 

Albert  C.  Stebbins  was  born  on  September  19,  1846,  in  Monson, 
Mass.,  and  received  his  education  in  the  Monson  Academy.  When 
nineteen  years  old  he  came  to  New  York  City  and  worked  for  William 
Soules  in  the  wool  and  flax  business.  Feeling  the  necessity  of  taking 
up  a  trade,  he  apprenticed  himself  as  machinist  with  Lucius  W.  Pond, 
Worcester,  Mass.,  from  1865  to  1870.  In  1870  he  went  to  New  York 
as  representative  of  Mr,  Pond.  Five  years  later,  when  the  business 
changed  hands  and  Mr.  Pond's  son,  David  W.  Pond,  took  charge, 
Mr.  Stebbins  went  back  to  Worcester  as  superintendent.    In  1886, 
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when  the  Pond  Machine  Tool  Company  was  established,  Mr.  Steb- 
bins  was  made  vice-president  and  went  to  Plainfield,  N.  J.,  where 
he  built  the  plant  and  had  it  nmning  in  the  spring  of  1888.  la  1898, 
on  the  formation  of  the  Niles-Bement-Pond  Company,  Mr.  Stebbins 
was  made  vice-president  and  manager  of  the  Pond  works  and  con- 
tinued in  this  capacity  until  the  time  of  his  death.  He  was  also 
vice-president  of  the  Pratt  and  Whitney  Company,  director  of  the 
Ridgway  Machine  Company  and  vice-president  of  the  Plainfield 
Savings  Bank.  He  became  a  member  of  the  Society  in  1904.  He 
died  in  Plainfield,  N.  J.,  February  28,  1917. 


JOSEPH  8TEHLIN 

Joseph  Stehlin,  who  was  born  in  New  York  City  in  1875,  received 
his  early  education  in  the  public  schools  and  later  attended  the 
Stevens  Preparatory  School  and  the  Stevens  Institute  of  Technology, 
graduating  from  the  latter  in  1898  with  the  degree  of  M.E. 

Directly  upon  leaving  school,  Mr.  Stehlin  entered  the  drawing- 
room  of  P.  Prjribil  and  soon  after  that  of  C.  W.  Hunt  and  Company. 
His  shop  experience  was  obtained  while  with  J.  Ruppert  and  as  assist- 
ant engineer  with  the  Nestl6  Food  Company,  1899.  In  1900  he 
became  associated  with  the  New  York  Central  Railroad  as  assistant 
mechanical  engineer,  and  in  1903  became  mechanical  engineer,  super- 
intending erection  of  power  stations,  cooling  plants,  water  stations, 
lighting,  and  power  and  steam  equipment  of  yards  and  buildings. 
He  severed  this  connection  in  1906  and  founded  the  Stehlin-Miller- 
Henes  Company,  steam  and  electrical  engineers  and  contractors.  In 
1908  he  became  also  associated  with^he  Farmers'  Feed  Company,  of 
which  his  father  was  president,  and  in  1909  upon  the  death  of  his 
father,  he  succeeded  to  the  presidency  of  the  company. 

Mr.  Stehlin  was  elected  to  membership  in  the  Society  in  1905. 
He  died  on  January  22,  1917. 


HENRY   G.    STOTT 

Henry  Gordon  Stott  was  a  native  of  the  Orkney  Islands,  Scotland, 
where  he  was  bom  in  1866.  After  a  thorough  grounding  in  the  funda- 
mentals at  the  hands  of  his  father  and  elementary  school  instructors, 
he  was  enrolled  as  a  student  at  the  Watson  Collegiate  School,  Edin- 
burgh. On  leaving  this  institution  he  entered  the  College  of  Arts 
and  Sciences  at  Glasgow,  and  began  a  course  in  mechanical  engineer- 
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ing  and  electricity,  graduating  in  1885.  In  the  year  previous  he  had 
entered  the  employ  of  the  Electric  Illuminating  Company  of  Glasgow. 
Shortly  after  graduating  he  was  made  assistant  electrician  on  board 
the  steamship  Miniay  belonging  to  the  Anglo-American  Telegraph 
Company.  For  the  next  four  and  a  half  years  he  was  engaged  with 
those  duties,  during  the  course  of  which  he  saw  much  service  in  con- 
nection with  repairi9  to  the  cable  lines  of  that  company.  In  this 
period  he  undertook  a  number  of  experiments  that  resulted  in  the 
introduction  of  improved  methods  of  handling  cable  repairs.  He 
was  also  identified  with  the  "duplexing  "  of  the  United  States  Cable 
Company's  main  cable  (2760  knots),  the  longest  duplex  cable  in  the 
world. 

In  1889  Mr.  Stott  was  made  assistant  engineer  of  the  Brush 
Electric  Engineering  Company's  plant  at  Bournemouth,  £Ingland. 
The  following  year  he  was  offered  a  post  by  Hanmiond  and  Company 
as  assistant  engineer  in  the  construction  of  an  underground  cable  and 
power  plant  at  Madrid,  Spain.  He  remained  there  until  1891,  when 
he  came  to  the  United  States  to  install  an  underground  cable  and 
conduit  system  for  the  Buffalo  Light  and  Power  Comparfy  (now  the 
Buffalo  General  Electric  Company).  This  work  was  completed  with 
a  degree  of  success  that  reflected  very  greatly  to  the  credit  of  Mr. 
Stott,  and  as  a  result  he  was  named  engineer  of  the  company,  and 
during  the  next  ten  years  was  one  of  the  most  active  figures  in  the 
industrial  progress  of  Buffalo.  During  this  period  he  designed  uid 
executed  some  notable  construction  work,  including  a  power  plant 
on  Wilkeson  Street,  Buffalo. 

His  work  attracted  wide  attention  and  in  1901  he  was  appointed 
superintendent  of  motive  power  of  the  Interborough  Rapid  Transit 
Company,  New  York  City,  a  position  which  he  filled  with  signal 
success.  At  the  time  he  took  up  these  duties  the  Interborough  had 
not  yet  been  organized,  the  company  having  the  title  of  the  Man- 
hattan Railway  Company.  The  post  which  Mr.  Stott  was  called  to 
had  just  been  created,  and  it  devolved  upon  him  to#organize  the 
operating  force,  in  connection  with  which  he  completed  the  Seventy- 
fourth  Street  power  plant  of  the  company,  various  sub-stations  and 
transmission  Unes. 

When  the  Manhattan  system  was  amalgamated  with  the  Inter- 
borough, in  1904,  Mr.  Stott  was  invited  to  retain  his  office  with  the 
new  corporation.  He  accepted  and  immediately  took  over  super- 
vision of  the  construction  of  the  power  plant  on  Fifty-ninth  Street. 
From  that  time  on  he  was  constantly  in  charge  of  design,  construc- 
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tion  f^nd  operation  of  the  power-generating  stations  and  the  dis- 
tributing system  of  the  Interborough,  which  included  the  subway, 
elevated  and  surface  lines  of  New  York  City.  The  plans  for  the 
electric-power  system  of  the  later  subway  Unes  were  also  developed 
under  his  supervision. 

Mr.  Stott  was  a  firm  believer  in  cooperation  among  engineers 
through  the  agency  of  the  engineering  societies.  He  was  elected 
president  of  the  American  Institute  of  Electrical  Engineers  for  the 
term  of  1907-1908,  in  which  society  he  was  a  member  of  the  Stand- 
ards Committees,  the  PubUc  Policy  Committee,  the  Committee  on 
Development  of  Water  Power,  the  United  States  National  Committee 
of  the  International  Electrotechnical  Commission,  the  Power  Stations 
Committee,  the  Committee  on  Ekx)nomics  of  Electric  Service,  and  the 
Eklison  Medal  Committee.  He  was  also  one  of  the  Institute  repre- 
sentatives on  the  Joint  Committee  on  the  Metric  System,  of  which 
he  was  an  ardent  advocate.  He  was  a  director  of  the  American 
Society  of  Civil  Engineers  in  1911. 

Mr.  Stott  became  a  member  of  the  Society  in  1902,  was  a  manager 
from  1907  to  1910  and  from  1911  to  1912,  and  vice-president  from 
1912  to  1914.  He  served  on  the  Special  Committee  on  Pipe  Thread 
Gages  in  1913  and  1914,  as  chairman  of  the  Committee  on  Flanges 
and  Pipe  Fittings  from  1912  to  1914,  as  chairman  of  the  Conference 
Committee  on  Electrical  Engineering  Standards  in  1913  and  1914. 
He  was  a  member  of  the  Executive  Committee  of  the  Council  in  1913 
and  1914,  a  member  of  the  Advisory  Committee  of  the  Boiler  Code 
Committee,  and  in  1916  was  appointed  a  member  of  the  Standard- 
ization Committee.  He  represented  the  Society  on  the  Board  of 
Trustees  of  the  United  Engineering  Society,  of  which  latter  he  was 
vice-president  at  the  time  of  his  death. 

As  a  result  of  his  unusually  wide  experience  and  extended  research, 
Mr.  Stott  was  called  upon  often  to  contribute  papers  to  the  various 
engineering  societies.  He  was  especially  well  known  for  his  minute 
analysis  of  engineering  problems.  Among  the  large  number  of 
papers  which  he  wrote  were  those  on  The  Conversion  and  Distribu- 
tion of  Received  Currents;  Power  Plant  Economics;  Notes  on  the 
Cost  of  Power;  Steam  Pipe  Covering  and  Its  Relation  to  Station 
Economy;  Tests  of  a  15,000  Kilowatt  Steam  Engine  Turbine  Unit; 
Power  Plant  Design  and  Operation  (a  series),  etc. 

Mr.  Stott  was  a  remarkable  figure  in  the  engineering  world  be- 
cause he  was  in  the  front  rank  of  both  electrical  and  mechanical 
engineers;  because  in  both  branches  of  the  art  he  was  a  master  of 


Digitized  by  VjOOQIC 


1240  NECROLOGY 

theory  and  practice,  and  because  with  these  technical  quahfications 
he  combined  a  rare  executive  ability  and  power  of  inspiring  the  con- 
fidence of  his  employees  and  of  bringing  out  the  best  that  was  in  the 
men  who  worked  for  him. 

He  died  at  his  home  in  New  Rochelle,  N.  Y.,  on  January  15,  1917. 


FRANK  <L.   STRONQ 

Frank  L.  Strong,  who  was  bom  in  Amherst,  Mass.,  in  1845,  was 
educated  in  the  public  schools  of  Andover,  Mass.,  and  later  in  PhilUps 
Academy.  After  leaving  school  he  decided  to  become  a  machinist 
and  accordin^y  apprenticed  himself  to  the  Davis  and  Furber  Ma- 
chine Shop,  at  North  Andover  Depot,  where  he  remained  two 
years.  When  the  Civil  War  broke  out,  he  enlisted  and  worked  his 
way  up  to  the  rank  of  third  assistant  engineer  in  the  Navy,  receiv- 
ing his  honorable  discharge  at  its  close.  He  returned  to  Chicago 
in  1867  and  finally  settled  there,  having  been  in  charge  of  various 
large  manufacturing  plants  before  he  became  superintendent  and 
part  owner  of  the  Hercules  Refrigerating  and  Ice  Machinery 
Company. 

In  June  1898,  at  the  outbreak  of  the  Spanish-American  War,  he 
again  enlisted  as  engineer,  this  time  becoming  chief  engineer  of  the 
Illinois  Naval  Reserves.  He  returned  to  Chicago  in  1899,  entering 
the  field  of  consulting  mechanical  engineering,  and  in  1900  was 
retained  by  the  Quartermaster-General  of  the  Army  as  consulting 
engineer  and  superintendent  of  erection  of  the  refrigerating  and  ice- 
making  plant  at  Manila.  In  1902,  when  this  work  was  completed, 
he  opened  an  office  for  himself  under  the  name  of  the  Frank  L.  Strong 
Machinery  Company  and  engaged  in  private  practice,  also  repre- 
senting a  number  of  home  manufacturers. 

Mr.  Strong  was  a  member  of  the  Business  Men's  Association  in 
Manila,  a  member  of  the  Loyal  Legion,  the  Sons  of  the  American 
Revolution  and  a  number  of  local  clubs  in  Manila.  He  was  a  promi- 
nent worker  in  the  Masonic  Order,  and  was  Master  of  the  first  lodge  in 
Manila.  He  became  a  member  of  the  Society  in  1912.  He  died  on 
January  12,  1917. 

GERALD   EDGAR  TERWILLIGER 

Gerald  E.  TerwiUiger  was  bom  on  January  9,  1888,  in  Newark, 
N.  J.    He  received  his  early  education  in  the  Barringer  School, 
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Newark,  and  entered  Stevens  Institute  of  Technology  in  1905,  from 
which  he  was  graduated  in  1909. 

For  the  next  two  years  he  studied  law  and  in  1911  was  admitted 
to  the  bar  of  New  York  State.  He  specialized  in  patent  law,  where 
his  technical  training  made  him  very  successful.  In  addition  to  his 
legal  profession,  Mr.  Terwilliger  was  interested  in  literary  work, 
writing  for  newspaper  and  magazine  publications.  He  was  the  editor 
of  the  Stevens  Indicator,  an  alimmi  publication  of  Stevens  Institute. 

He  became  a  member  of  the  Society  in  1910.  He  died  on  Decem- 
ber 9,  1917. 

SVERRE    TRUMPY 

Sverre  Trumpy  was  born  in  Bergen,  Norway,  in  January  1882. 
He  was  educated  in  a  German  preparatory  school  and  received  the 
degree  of  B.M.E.  in  1903  from  the  Royal  Technical  University, 
Berlin. 

During  his  college  course,  from  1899  to  1903,  he  served  his  ap- 
prenticeship with  the  Accumulatoren  Fabrik  Aktiengesellschaft, 
Hagen,  Westphalia.  Upon  graduation  he  accepted  the  position  of 
assistant  superintendent  of  the  mimicipal  electric  plant,  Bergen, 
Norway.  His  next  position  was  with  the  Fort  Wayne  Electric 
Works  of  the  General  Electric  Company,  Madison,  Wis.,  as  machinist. 
In  1904  he  became  associated  with  the  Gisholt  Machine  Company 
in  Madison  as  draftsman,  and  in  1906  was  made  chief  draftsman  of 
the  vertical-boring-mill  department.  In  1911  he  was  placed  in  charge 
of  the  engineering  department  and  the  drafting  room. 

Mr.  Trumpy  became  a  member  of  the  Society  in  1913.  He  died 
at  his  home  in  Madison,  October  17,  1917. 


EDWIN  D.   TUCKER 

Edwin  D.  Tucker  was  bom  in  New  York  City  on  October  10, 
1865.  He  was  educated  in  the  pubUc  schools  of  the  city  and  in 
Wilson  and  Kellogg's  private  school. 

Upon  leaving  school  he  served  his  apprenticeship  with  the  firm  of 
R.  Hoe  and  Company,  and  akx)  obtained  his  drafting-room  and  shop 
experience  with  the  same  firm.  He  was  later  promoted  to  the  position 
of  foreman,  holding  this  until  1906. 

In  the  same  year  Mr.  Tucker  became  associated  with  Sheppard 
Knapp  and  Company  and  was  treasurer  of  the  firm  for  five  years, 
when  he  retired  from  active  business. 
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Mr.  Tucker  was  a  member  of  the  Greneral  Society  of  Mechanics 
and  Tradesmen,  and  of  the  Franklin  Institute  of  Philadelphia.  He 
was  elected  to  membership  in  the  Society  in  1898.  He  died  on  July  9, 
1917. 

HAROLD   VAN   DU  ZEE 

Harold  Van  Du  Zee  was  bom  in  West  Newton,  Mass.,  on  April  4, 
1859.  He  attended  the  public  schools  of  that  city  and  later  entered 
the  engineering  department  of  the  Massachusetts  Institute  of  Tech- 
nology. He  spent  one  year  in  miscellaneous  drafting  work  for  Fred- 
erick Tudor  and  Company  and  for  the  Hinkley  Locomotive  Works, 
both  of  Boston,  Mass.  For  two  years  he  was  associated  with  Col. 
George  E.  Waring  of  Newport,  R.  I.,  as  draftsman  and  was  his  assist- 
ant on  sewage  and  drainage  work  in  Memphis,  Tenn.,  where  he 
remained  for  about  a  year.  The  second  year  of  this  work  he  had 
charge  of  the  sewage  disposal  of  the  Bryn  Mawr  Hotel.  His  next 
position  was  with  the  Tide  Water  Oil  Company,  Bayonne,  N.  J.  At 
the  time  of  his  death  he  was  in  private  practice  in  Philadelphia  as  a 
civil  and  sanitary  consulting  engineer. 

Mr.  Van  Du  Zee  did  much  to  beautify  the  suburban  homes  of 
Philadelphia,  working  in  this  connection  with  the  Olmstead  Bros., 
of  Brookline,  Mass.  He  also  collaborated  with  the  late  Frederick  W. 
Taylor  in  the  scientific  development  of  sod  for  golf  grounds. 

He  became  a  member  of  the  Society  in  1886.  He  died  on  May  7, 
1917. 

CASIMIR   VON   PHILP 

Casimir  von  Philp  was  bom  in  Stockholm,  Sweden,  in  1853. 
After  having  finished  his  preliminary  education  he  entered  the 
Stockholm  Institute  of  Technology  and  in  due  time  was  graduated 
therefrom. 

His  first  position  was  in  the  office  of  W.  Wennstrom,  in  Oerebro, 
Sweden,  but  he  did  not  remain  there  long,  and  after  holding  several 
other  positions  finally  engaged  in  consulting  engineering  work.  He 
saw,  however,  that  the  United  States  offered  a  much  broader  oppor- 
tunity, and  in  1880  came  here  with  his  family. 

Shortly  after  his  arrival  in  America  he  obtained  a  position  with 
E.  D.  Leavitt,  of  Boston,  Mass.,  and  while  in  his  employ  had  com- 
plete charge  of  several  important  undertakings,  among  them  being 
the  sewage-pumping  installation  in  Boston  and  the  large  pumping 
machinery  constructed  for  the  Calumet  mines. 
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Aft^  several  years  in  Mr.  Leavitt's  employ,  Mr.  von  Philp 
obtained  the  position  of  chief  engineer  with  the  Burden  Iron  Com- 
pany, of  Troy,  N.  Y.  In  1890  he  became  the  chief  engineer  of  the 
Bethlehem  Steel  Company. 

After  sixteen  years  Mr.  von  Philp  severed  his  connection  with  the 
Bethlehem  Steel  Company  in  order  to  devote  all  his  efforts  to  his 
inventions  in  the  field  of  presses.  In  1908,  however,  he  returned  to 
the  Bethlehem  concern  as  manager  of  the  machine  department,  a 
post  which  he  occupied  up  to  the  time  of  his  death. 

Mr.  von  Philp  was  a  member  of  the  American  Society  of  Swedish 
Engineers,  American  Society  of  Engineers,  and  of  The  Committee  of 
Fifty,  organized  to  erect  a  memorial  to  John  Ericsson  in  Washington, 
D.  C.  He  became  a  member  of  the  Society  in  1890.  He  died  on 
July  4,  1917. 

THOMAS   C.    WALKER 

Thomas  C.  Walker  was  bom  in  England  in  1859.  He^was 
educated  in  the  public  schools  there,  and  it  was  there  also  that  he 
served  his  apprenticeship  in  machine  work  and  tool  making.  He 
gained  his  shop  experience  with  the  Birmingham  Small  Arms  Com- 
pany. 

For  four  years  he  was  in  charge  of  the  machinery  for  the  Carbon 
Mill  in  Colorado.  He  was  also  associated  for  about  four  years  with 
the  Denver  and  Rio  Grande  Railroad  Company.  At  the  time  of  his 
death  he  was  president  of  the  Walker  Manufacturing  Company, 
t)enver,  Col. 

He  became  a  member  of  the  Society  in  1891.  He  died  on  Febru- 
ary 13,  1917. 

WILLIAM  FOROUE  WAY 

William  F.  Way  was  bom  on  October  3,  1888,  in  Johnstown, 
N.  Y.  He  was  graduated  from  Rensselaer  Polytechnic  Institute 
in  June  1913  with  the  degree  of  mechanical  engineer.  His  shop 
experience  was  obtained  in  Hutton's  Machine  Shop,  Seattle,  Wash. 
Later  he  became  associated  with  the  Talbot  Boiler  Company,  Seattle, 
as  draftsman.  He  became  a  member  of  the  Society  in  1916.  He 
died  on  December  18,  1916.  • 

SILAS  E.   WEIR 

Silas  E.  Weir  was  born  on  May  16,  1869,  in  Cookstown,  County 
Tyrone,  Ireland.    He  was  educated  at  the  Guilds  Schools  in  London 
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and  served  his  apprenticeship  with  Coombe,  Barboure  and  6oombe, 
Belfast,  Ireland.  Following  this  training,  he  went  to  British  India 
to  take  charge  of  the  installation  and  operation  of  a  tea^hying  plant 
located  northwest  of  Calcutta.  He  had  to  give  up  this  position, 
however,  owing  to  illness,  and  he  returned  to  Ireland  for  a  period  of 
about  five  years.  He  then  came  to  the  United  States  and  worked 
for  several  firms  —  as  general  master  mechanic  with  the  GrijBin 
Wheel  Company,  general  superintendent  with  the  Triumph  Electric 
Company  and  works  manager  with  the  American  Blower  Company, 
retaining  the  last  position  until  the  time  of  his  death. 

Mr.  Weir  became  a  member  of  the  Society  in  1914.  He  died  in 
Detroit  on  February  13,  1917. 

DANIEL  A.   WIGHTMAN 

Daniel  A.  Wightman  was  bom  in  East  Greenwich,  R.  I.,  on 
August  7,  1846.  After  having  received  his  education  in  the  schools 
of  that  place  he  learned  the  carpenter's  trade,  at  which  he  worked 
while  taking  up  the  study  of  drawing  at  an  evening  school  in  Pro- 
vidence, R.  I.  • 

About  1870  he  accepted  a  position  as  draftsman  with  the  Rhode 
Island  Locomotive  Works,  where  he  soon  became  chief  draftsman  and 
for  a  time  virtually  superintendent  of  the  shops.  In  1876  he  was 
made  superintendent  of  the  Pittsburgh  Locomotive  Works  and  was 
with  that  concern  until  he  retired  in  1902,  then  holding  the  position 
of  general  manager.  While  at  Pittsburgh  Mr.  Wightman  rebuilt  the 
plant  and  made  many  improvements  in  locomotive  design,  the  most 
important  of  which  was  the  introduction  of  power  flanging  in  place 
of  the  hand  method  for  heavy  boiler  sheets.  After  retiring  in  1902 
he  did  some  consulting  work  for  the  Baltimore  and  Ohio  and  Lehigh 
Valley  railroads  in  connection  with  locomotive  repair  shops. 

He  was  a  member  of  the  American  Railway  Master  Mechanics' 
Association.  He  became  a  member  of  the  Society  in  1884.  He 
died  in  Warren,  R.  I.,  on  July  6,  1917. 

OTTO   CHARLES   WOLF 

Otto  Charles  Wolf  was  born  in  Philadelphia,  Pa.,  in  1856.  His 
early  education  having  been  obtained  in  the  public  schools  of  PhU- 
adelphia,  he  took  up  the  study  of  mechanical  engineering  at  Uie 
University  of  Pennsylvania,  from  which  he  was  graduated  with 
honors  in  1876. 
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In  furtherance  of  his  profession  he  first  entered  Unitied  States 
Government  employ  as  engineer  and  draftsman  in  the  Ordnance 
Department,  and  was  then  set  to  making  drawings  of  foreign  army 
and  navy  equipment  on  exhibition  at  the  Centennial  Exhibition. 
Next,  to  acquire  mechanical  skill,  he  served  an  apprenticeship  in  a . 
shop  making  a  specialty  of  mint  machinery,  then  with  manufacturers 
of  Corliss  engines,  power  and  machinery  equipments,  following  which 
he  served  for  three  years  with  the  Fred  W.  Wolf  Company,  of  Chi- 
cago, as  supervising  engineer  in  the  construction  of  enterprises 
requiring  power  plants  and  those  in  which  artificial  refrigeration 
largely  entered. 

In  1883  Mr.  Wolf  returned  to  Philadelphia  and  established  him- 
self as  a  consulting  engineer  and  later  as  engineer  and  architect  in 
the  planning  and  erection  of  breweries,  graiA  elevators,  refrigerating 
plants,  electric-lighting  plants,  and  manufacturing  industries  re- 
quiring steam  and  electrical  power  and  refrigeration.  He  was  also 
frequently  called  on  to  make  insurance  and  valuation  surveys. 

Among  his  many  achievements  was  the  planning  of  the  ship- 
yards of  the  Chesapeake  Dry  Dock  and  Construction  Company  at 
Newport  News,  together  with  its  700  residences  and  homes;  also 
the  Philadelphia  Warehousing  and  Cold  Storage  Company,  North- 
western National  Bank,  Northwestern  Market  Company,  Consoli- 
dated and  Consumers  ice-manufacturing  plants,  and  many  bridge 
constructions,  hotels,  stores  and  residences. 

At  the  time  of  his  death  Mr.  Wolf  wtis  president  of  the  Phil- 
adelphia Yeast  Manufacturing  Company,  vice-president  of  the 
Northwestern  National  Bank,  trustee  and  active  supervisor  at  the 
German  Hospital,  trustee  of  the  Atlanta  Telephone  Company,  a 
member  of  the  Association  of  Refrigerating  Engineers,  the  American 
Institute  of  Architects,  and  The  Franklin  Institute.  He  was  also  a 
member  of  the  mechanical  section  of  the  advisory  committee  of  the 
University  of  Pennsylvania.  Mr.  Wolf  became  a  member  of  our 
Society  in  1889.  He  died  at  his  home  in  Overbrook  on  December 
19,  1916. 

JOHN  MITCHBLL  TOUNO 

John  Mitchell  Young  was  bom  in  Ardrossan,  Ayrshire,  Scotland, 
September  18, 1883.  He  received  his  early  education  in  the  Glasgow 
High  School  for  Boys.  He  then  entered  the  Glasgow  and  West  of 
Scotland  Technical  College  as  a  day  student,  graduating  in  1904  from 
the  mechanical-engineering  coiu'se  and  being  elected  an  associate  of 
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the  college.  During  his  last  year  in  college  he  carried  on  investiga- 
tions having  to  do  with  steam  turbines,  and  for  a  thesis  embodying 
these  investigations  he  received  the  Montgomerie-Neilson  gold  medal 
and  prize. 

He  then  entered  upon  an  apprenticeship  in  the  works  of  William 
Young  and  Sons,  engineers  and  ironfounders  in  Ardrofisan.  On  the 
completion  of  his  apprenticeship  he  became  a  draftsman  of  sugar 
machinery  with  Mirlees  Watson  and  Co.,  Glasgow.  In  1900  he 
came  to  the  United  States,  where  he  took  a  position  as  draftsman  in 
the  steam-turbine  department  of  the  Fore  River  Shipbuilding  Com- 
pany, Quincy,  Mass.  He  next  turned  his  attention  to  electrical 
engineering,  and  took  a  position  with  the  General  Electric  Conlpany, 
Schenectady,  N.  Y.,  as  draftsman.  Later  he  took  charge  of  the 
construction  office  for  the  power  plant  of  the  Toronto  Power  Com- 
pany, Niagara  Falls,  Ont.  He  next  took  up  the  study  of  sugar 
machinery,  and  became  a  designer  with  the  Dyer  Company,  Cleve- 
land, Ohio,  and  later  with  the  Geo.  L.  Squier  Company,  Buffalo, 
N.  Y.  For  the  former  company  he  designed  and  equipped  a  com- 
plete sugar  factory  in  Louisiana.  He  became  interested  in  convey- 
ing and  elevating  machinery,  and  for  the  next  two  years  occupied 
the  position  of  factory  equipment  engineer  and  designer  with  the 
Otis  Elevator  Company,  Buffalo,  N.  Y. 

He  was  an  associate  member  of  the  Institute  of  Engineers  eaid 
Shipbuilders  in  Scotland.  He  became  a  member  of  the  Society 
in  1915.    He  died  on  March  14.  1917. 


Digitized  by  VjOOQIC 


No.  1633 

INDEX  TO  VOLUME  89 

NOTE 

Names  of  authors  and  discussers,  also  those  of  deceased  members  preceding  an  obituary  notice, 
are  in  caps  and  small  caps.    A  discusser  !■  distinguished  from  the  author  of  a  paper  by  (D) , 
plaoed  after  the  name  of  the  paper. 
2    Titles  of  papers,  where  plaoed  after  the  name  of  the  author,  and  appearing  in  their  exact  form, 
are  in  italics.    Pspers  are  indexed  not  under  their  titles  but  under  their  subject-matter. 

Paob 

Accident  prevention  in  the  textile  industry 1049 

Activitiesof  Society  for  1916-1917 7,  547 

Adams,  E.  T.    The  Steam  Molar  in  the  AtUomoHve  Fidd 659 

Tests  of  uniflow  steam  traction  engines  (D) 58 

Adams,  R.  R.    Discussion  on  manufacture  of  munitions  (D) 303 

Adams,  William  Charles,  obituary 1201 

Aeroplane  engine  design 307 

Agricultural  problem 486 

Air  conditioning 773 

measurement  of 852 

purification 773 

Aircraft  problem 508 

AxiMOFF,  N.  W.    Eeceni  Developments  in  Balancing  Apparalw 779,  790 

Alden,  F.  a.    Expenses  and  costs  (D) 889 

Alfobd,  L.  p.    Machine-tool  design  and  construction  (D) 206 

Alpkrn,  M.    Efficiency  and  capacity  in  the  bofler  room  (D) 91 

Alternators,  parallel  operation  of 805 

American  engineering  standards  conmiittee 15,  17 

Anderson,  A.  H.    PlotUng  Blower-Test  Curves 793,  803 

Armature  displacement,  determination  of,  in  parallel  operation 805 

Army  transportation 506 

Atars,  W.  S.    The  engineer,  the  cripple  and  the  new  education  (D) 1160 

Bacon,  Earle  C,  obituary 1202 

Bagasse  as  a  source  of  fuel 611 

Bailey,  L.  H.    The  Agricultural  Problem 486 

Baker,  A.  J.    Machine-tool  design  and  construction  (D) 207 

Baker,  F.  H.    Steam  motor  in  automotive  field  (D) 667 

Balancing  machines,  dynamic 779 

Baldwin,  W.  J.    Apparatus  for  Cooling ,  Drying  and  Purifying  Air 773 

Recent  developments  in  balancing*  apparatus  (D) 789 

Bancbl,  p.  a.    Cooling  of  water  for  power-plant  purposes  (D) 647 

Bannister,  Bryant.    Efficiency  and  capacity  in  the  boiler  room  (D) 97 

1247 


Digitized  by  VjOOQIC 


1248  INDEX 

Paob 
Barklby,  J.  F.,  and  KREiBiNaER,  Hbnrt.    Radiation  Error  in  Meaaure- 

ing  Temperature  of  Oases ^ 107 

Transfer  of  heat  (D) 747 

Barrus,  G.  H.    Efficiency  and  capacity  in  the  boiler  room  (D) 96 

Tests  of  uniflow  steam  traction  engines  (D) 61 

Barth,  C.  G.    Expenses  and  costs  (D) 892 

Machine-shop  organisation  (D) 225 

Machine^ool  design  and  construction  (D) 200 

Metal  planers  and  methods  of  production  (D) 2^,  243 

Barton,  G.  E.    The  engineer,  the  cripple  and  the  new  education  (D). . . .  1160 

Beardsley,  Arthur,  obituary T 1202 

Bedell,  C.  H.     The  Submarine 965 

Beekley,  W.  C.    Preventable  waste  of  coal  in  United  States  (D) 700 

Bbnnet,  Orvillb  G.,  obituary 1202 

Bentley,  O.  D.  H.    Small-turbine  situation  (D) 594 

Berry,  O.  C.    Problem  of  aeroplane-engine  design  (D) 325 

Bertram,  H.  G.    Discussion  on  manufacture  of  munitions  (D) 304 

Bethel,  J.  N.    Influence  of  environment  on  woman  worker  (D) 1145 

Beyer,  D.  S.    Accident  Prevention  in  the  Textile  Industry 1049,  1069 

Bigelow,  C.  H.    Labor-turnover  records  (D) 1044 

BiQELOw,  Frank  Lewis,  obituary 1203 

Blake,  F.  E.    Influence  of  environment  on  woman  worker  (D) 1145 

Blessinq,  G.  F.    Influence  of  environment  on  woman  worker  (D) 1148 

Blower-test  curves 793 

Boiler  room  efficiency 67,  679 

tests 67 

Boilers,  heat  transmission  in 709,  734 

Bond,  P.  S.    Discussion  on  munitions  manufacture  (D) 305 

Bowes,  L.  C.    Efficiency  and  capacity  in  the  boiler  room  (D) 88 

BREGKENRiDaB,  L.  P.     The  Fud  PrMem 493 

Preventable  waste  of  coal  in  United  States  (D) 699 

Brewer,  Arthur.    Labor-turnover  records  (D) 1044 

Brotherhood,  Rowland  S.,  obituary 1203 

Brown,  W.  C.    Steam  motor  in  automotive  field  (D) 667 

Britegel,  Adolph  Theodorb,  obituary 1204 

Bryant,  R.  F.    Topical  discussion  on  inspection  (D) 1186 

Burhorn,  Edwin.    Cooling  of  water  for  power-plant  purposes  iD) 649 

BuRNHAM,  R.  F.    Labor-turnover  records  (D) 1045 

Canda,  Charles  Alexander,  obituary 1205 

Cantonments,  construction  of 518 

Cardullo,  F.  E.    Topical  discussion  on  inspection  (D) 1185 

Carpenter,  R.  C.    Efficiency  and  capacity  in  the  boiler  room  (D) 91 

Problem  of  aeroplane-engine  design  (D) 324 

Carrier,  W.  H.     Moisting  content  of  textiles  and  some  of  its  effects  (D)  1126 

Scientific  management  in  a  manufacturing  plant  (D) 169 

Carter,  E.  B.    Preventable  waste  of  coal  in  United  States  (D) 689 

Cary,  a.  a.    Preventable  waste  of  coal  in  United  States  (D) 692 


Digitized  by  VjOOQIC 


INDEX  1249 

Paob 

Cassidt,  Edward.    The  engineer,  the  cripple  and  the  new  education  (D)  1163 

Cathcabt,  W.  L.    Preventable  waste  of  coal  in  United  States  (D) 698 

Centrifugal  fans,  tests  of 793 

stresses,  determination  of 173 

Chimney  gases,  removal  of 773 

Chribteb,  a.  G.    Cooling  of  water  for  power-plant  purposes  (D) 655 

Small-turbine  situation  (D) 597 

Tests  of  uniflow  steam  traction  engines  (D) 64 

Civil  Engineers,  welcome  to  Engineering  Societies  Building 9 

Coal  conservation 24,  493,  679 

Code  of  safety  standards  for  industrial  ladders 391 

for  power  transmission  machinery 399 

.  for  woodworking-machine  guards 1191 

Cob,  H.  L.    OrganifuUion  far  Munitiona  Manufacture 255 

CoET,  S.  C.    Accident  prevention  in  textile  industry  (D) 1069 

Coke 897 

CoLUNB,  B.  R,  T.    Cooling  of  water  for  power-plant  purposes  (D) 648 

CoLWBLL,  Augustus  W.,  obituary 1205 

CoNNELL,  F.  Van  B.    Recent  developments  in  balancing  apparatus  (D). .  790 

CooLiDOE,  C.  E.    Topical  discussion  on  inspection  (D) 1186 

Cooling  ponds 625 

Committees.    See  Society  Affairs. 

Cost  accounting 885 

Council  Report.    See  Activities  of  Society,  1917,  by  Ira  N.  HoUis,  p.  547, 
and  Activities  of  Society,  1916-1917,  p.  7  (covering  other  details). 

Crane,  H.  M.    Problem  of  aeroplane-engine  design  (D) 333 

Crank-efifort  diagrams 814 

Crippled  soldiers,  training  of 1149 

Cbibset,  C.  p.  Recent  developments  in  balancing  apparatus  (D) 789 

Small-turbine  situation  (D) 605 

Volume  regulator  for  blast-furnace  engines  (D) 882 

Cross-current  predeterminations  from  crank-efifort  diagrams 805 

CuLLAMORE,  A.    The  engineer,  the  cripple  and  the  new  education  (D) ...  1165 

CuRADO,  A.  L.    The  engineer,  the  cripple  and  the  new  education  (D) 1162 

Cutting  tools 185 

Dake,  C.  W.    Small-turbine  situation  (D) 607 

Davis,  C.  £.    Topical  discussion  on  inspection  (D) 1186 

Davis,  Joseph  Phineas,  obituary 1207 

Dean,  A.  B.    Labor-turnover  records  (D) 1045 

Dean,  F.  W.    An  Account  of  the  Engineering  Work  of  E,  D.  LeamU, 993 

Db  Leeuw,  a.  L.    Expenses  and  costs  (D) 891 

A  Foundation  for  Machine-Tool  Design  and  Construction 185 

The  Logic  of  Inspection 1171 

Machine-shop  organization  (D) 224 

Topical  discussion  on  inspection  (D) 1188 

,  DiBRiCAN,  William  L.,  obituary 1208 

Diesel  engines  on  submarines 965 


Digitized  by  VjOOQIC 


1250  INDBX 

Paos 

Disk-wheel  stresses 173 

Dow,  Charles  E.  W.,  obituary 1309 

Du  Brul,  £.  F.    Disouaaioii  on  munitions  manufacture  (D) 305 

Du  Pribst,  J.  R.    The  ItdaHon  of  PoH  Area  to  ih»  Power  of  Oas  Bnginet 

and  lU  Influence  on  RegidaUon 800 

Duncan,  W.  G.    Aooident  prevention  in  textile  industry  (D) 1008 

Dunn,  B.  W.    Oeneral  Principles  of  Oovernment  Inspection  and  ReU:ttons 

Between  Inspectors  and  Manufacturers 1178 

Dunn,  Gang.    The  Engineering  Societies  in  the  National  Drfense 464 

DuNTON,  W.  R.,  Jr.    Tlie  engineer,  the  cripple  and  the  new  education  (D)  1162 

DuRAND,  W.  F.    The  Avrcrafi  PrMcm 506 

Dust,  removal  of,  from  air  and  gases 86 

Dsmamic  balancing 779 

Ealbs,  W.  p.     {A  Code  of  Safety  Standards  for  WoodtDorHng-MadUne 

Guards) 1191 

Eluott,  B.  G.    Preventable  waste  of  coal  in  United  States  (D) 007 

EifBRBON,   Harrinqtox.    Scientific   management   in   a   manufacturing 

plant  (D) 170 

EiiawiLBR,  J.  E.    Tests  of  uniflow  steam  traction  engines  (D) 50 

£kigine  regulation 300 

Engineering  Ck>uncil 8,  23 

Engineering  Foimdation 22 

education 474,  1140 

profession  in  national  service 445,  529,  1140 

societies  in  the*  national  defense 464 

Engines  designed  by  E.  D.  Leavitt 903 

Erdman,  a.  W.    Limits  and  Tolerances  for  the  Manufacture  of  Munitume  200 

Expenses  and  costs 885 

Fair,  Charles.    Foundation  for  machine-tool  design  and  construction  (D)  208 

Metal  planers  and  methods  of  production  (D) • 239 

Falbs,  George  Leland,  obituary 1209 

Fans,  tests  of  centrifugal 703 

Fbhr,  R.  B.    Radiation  error  in  measuring  temperature  of  gases  (D) ....  117 

Fessbndbn,  E.  a.    Radiation  error  in  measuring  temperature  of  gases  (D)  117 

Surface  resistance  with  glass  as  transmission  medium  (D) 771 

Thmsfer  of  heat  (D) 742 

Filters,  standardisation  of 425 

Fire  engines 337 

FiRMBTONE,  Frank,  obituary 1210 

FrrzoERALD,  Charles,  obituary 1210 

Flanders,  R.  E.    Discussion  on  munitions  manufature  (D) 305 

Foundation  for  machine-tool  design  and  oonstraction  (D) 200 

Flow  of  gases  in  blast-fumaoe  apparatus 847 

of  gases  in  flues 700 

Poller,  Charles  S.,  obituary 1211 

Ford,  Henrt  Rutgers,  obituary 1212 


Digitized  by  VjOOQIC 


INDEX  1251 

Paob 

Freeland,  E.  C.    Bagasse  as  a  Source  of  Fuel 611 

Fry,  L.  H.     The  Transfer  of  Heat  Between  a  Flowing  Oas  and  a  Containing 

Flue 709,  764 

Fuel  conservation 493,  679 

Fuels 611 

Fumaoes,  boiler,  for  burning  bagasse 615 

efficiency  in  operation  of 67 

Gages 296 

dead-weight  pressure 850 

standardization  of 8 

Gantt,  H.  L.    Expenses  and  Costs: 885,  894 

Ganz,  Albert  Frederick,  obituary 1212 

Garland,  C.  M.    Problem  of  aeroplane-engine  design  (D) 328 

Test  of  a  motor  fire  engine  (D) 353 

Gas  engines,  eflSciency  of 379 

Gases,  measurement  of  temperature  of 107 

Gebhardt,  G.  F.    Plotting  blower-test  curves  (D) 800 

Geier,  O.  p.     The  Human  Potential  in  Industry 411 

Gilbreth,  F.  B.    Discussion  on  manufacture  of  munitions  (D) 303 

Expenses  and  costs  (D) 889 

Human  potential  in  industry  (D) 422 

Influence  of  environment  on  woman  worker  (D) 1146 

Sdentifio  management  in  a  manufacturing  plant  (D) 171 

GiLBRBTH,  F.  B.,  and  Gilbreth,  L.  M.     The  Engineer,  the  Cripple  and 

the  New  Education 1149 

Gleason,  Kate.    Influence  of  environment  on  woman  worker  (D) 1146 

Goodlatte,  R.  K.    Preventable  waste  of  coal  in  United  States  (D) 691 

Goss,  W.  F.  M.    Efficiency  and  capacity  in  the  boiler  room  (P) 89 

Government  inspection  and  relation  between  inspectors  and  manufacturers  1 178 

Graves,  A.  F.    Preventable  waste  of  coal  in  United  States  (D) 691 

Grego,  R.  B.    Accident  prevention  in  textile  industry  (D) 1068 

Labor-Turnover  Records  and  the  Labor  Problem 1037,  1047 

Grieves,  E.  W.,  obituary 1213 

Guards  for  shafting 399 

for  textile  machines 1064 

on  woodworking  machines 1191 

Guild,  H.  J.    Development  of  Scientific  Methods  of  Management  in  a 

Manufacturing  Plant 123 

Haddock,  Edwin  J.,  obituary 1213 

Haight,  H.  V.  Procuring  Special  Machines  for  Munitions  Manufacture .  . .  265 
Hall,  Keppele.    Development  of  Scientific  Methods  of  Management  in  a 

Manufacturing  Plant 123 

Hamilton,  (Clinton  A.,  obituary 1214 

HAim/roN,  C.  B.,  Jr.    Topical  discussion  on  inspection  (D) 1184 

Hamilton,  D.  T.    Topical  discussion  on  inspection  (D) 1188 

Hammond,  H.  R.,  and  Holmbbbg,  C.  W.    A  Study  of  Surface  Resistance 

withlGULSs'as  the  Transmission  Medium 757 


Digitized  by  VjOOQIC 


1252  INDEX 

Paoc 

Hannah,  F.  A.    The  engineer,  the  cripple  and  the  new  education  (D) . .  .  1167 
Hansen,  C.  M.,  and  Hicks,  R.  W.   (A  Code  of  Safety  Standards  for  Power- 

Transmission  Machinery) 3W 

Habtford,  J.  Anslbt,  obituary 1214 

Habtshorne,  W.  D.    Accident  prevention  in  textile  industry  (D) 1009 

The  Moisture  Content  of  Textiles  and  Some  of  lU  Effects 1073 

Heat  transfer  between  a  flowing  gas  and  a  containing  flue 700,  734 

transmission  coefficients,  determination  of 757 

in  boilers 79,  709,  734 

Hbdmck,  E.  R.    Transfer  of  heat  (D) 746 

Hblandbr,  Linn.    Volume  regulator  for  blast-fumaoe  engines  (D) 883 

Hbmpstrebt,  G.  p.    Motor-truck  transportation  (D) 504 

Bxaa,  Henrt.    Expenses  and  costs  (D) 890 

EEbustib,  Mrs.  H.  E.    Influence  of  environment  on  woman  worker  (D). ..  1146 

HiBBARD,  H.  W.    Machine-shop  organisation  (D) 226 

Machine-tool  design  and  construction  (D) 201 

HiOGiNS,  J.  W.    Influence  of  environment  on  woman  worker  (D) 1145 

Hill,  Reuben.    Discussion  on  manufacture  of  munitions  (D) 303 

HiBBHFELD,  C.  F.    Efficiency  and  ci^acity  in  the  boiler  room  (D) 99 

HoLUS,  Ira  N.    Activities  of  the  Society  for  19t7 547 

President,  1917,  biography 1 

Universal  PMic  Service  in  Peace  and  War 445 

HoLAfBERO,  C.  W.,  and  Hammond,  H.  R.    A  Study  of  Surface  ReHstance 

with  Glass  as  the  Ttansmission  Medium 757 

HoLiiCBB,  A.  K.    Surface  resistance  with  glass  as  transmission  medium  (D)  771 

Hour,  Frank  Eugene,  obituary 1215 

HoNBBERG,  August  A.,  obituary % 1216 

Horning,  H.  L.    Problem  of  aeroplane-engine  design  (D) 329 

HosLBT,  H.  E.    The  engineer,  the  cripple  and  the  new  education  (D) 1162 

HoTCHKiss,  W.  E.    The  engineer,  the  cripple  and  the  new  education  (D).  1162 

Howard,  O.  Zbll,  obituary 1216 

HowB,  C.  S.    Special  BducaHon  in  Time  of  War 474 

Human  potential  in  industry 411 

Humphrey,  A.  L.    Orffanizingfor  Mimitions  Manufacture 252 

HuBON,  W.  S.    Topical  discussion  on  inspection  (D) 1183 

HuTSON,  H.  L.    Bagasse  as  a  source  of  fuel  (D) 624 

HuTTON,  F.  R.    Influence  of  environment  on  woman  worker  (D) 1148 

Hyde,  Charles  Edward,  obituary 1217 

Hyde,  John  Sedgwick,  obituary 1218 

Iler,  William  Thompson,  Jr.,  obituary 1218 

Illmer,     Louis.    Cross-Current    Predeterminations    from    Cranh'Bffort 

Diagrams 805 

Industrial  management 123,^213,  411,  559 

research 480 

Inspection  in  munitions  manufacture 300 

logic  of 1171 

relation  of,  to  product 1175 


Digitized  by  VjOOQIC 


INDEX  1253 

Page 

Jackson,  A.  C.  The  engineer,  the  cripple  and  the  new  education  (D) 1168 

Labor-turnover  records  (D) 1044 

Jackson,  W.  B.    Preventable  waste  of  coal  in  United  States  (D) 703 

Jacobus,  D.  S.    Transfer  of  heat  (D) 748 

Jenkins,  A.  L.    Combined  Stresses 929,  948 

Machine-tool  design  and  construction  (D) 206 

Johnson,  Sarah  C.    The  engineer,  the  cripple  and  the  new  education  (D).  1167 

Johnson,  Wilnbr  E.,  obituary 1219 

JuDD,  Horace.    Test  of  a  Motor  Fire  Engine 337 

Keller,  K.  T.    Design  of  motor-truck  engines  for  long  life  (D) 363 

Kendiq,  Roscoe  B.,  obituary * 1219 

Kbndricken,  Paul  H.,  obituary 1220 

Kennedy,  W.  P.    Motor-Truck  Transportation 499 

Kenbick,  Alfred  Eugene,  obituary 1221 

Kent,  F.  G.    Machine'Shop  OrganitaHon 213 

Kent,  Wiluam.    Efficiency  and  capacity  in  the  boiler  room  (D) 87 

Transfer  of  heat  (J)) 749 

Kidder,  W.  M.    Labor-turnover  records  (D) 1043 

Moisture  content  of  textiles  and  some  of  its  effects  {D) 1126 

Kimball,  D.  S.     The  Relation  of  Engineering  to  Industrial  Management .  .  559 

Kingsbury,  Albert.    Machine-tool  design  and  construction  (D) 198 

Kreisinoer,  Henry,  and  Barkley,  J.  F.    Radiation  Error  in  Measuring 

Temperatwre  of  Oases 107 

Labor  turnover 1037 

Ladders,  industrial,  a  code  of  safety  standards  for 391 

Landis,  M.  H.    Machin«H3hop  organisation  {D) 223 

Lane,  J.  S.    Preventable  waste  of  coal  in  United  States  (D) 700 

Leavtit,  E.  D.,  Account  of  engineering  work  of 993 

Liberty  motor 515 

Lichtner,  W.  O.    Development  of  Scientific  Methods  of  Management  in  a 

Manufacturing  Plant 123 

Local  Sections 15 

Lodge,  William,  obituary , 1221 

Lobwenstein,  L.  C.    a  Volume  Regxdatorfor  Blast-Furnace  Engines 843 

London,  W.  J.  A.    A  Commercial  Analysis  of  the  Smalt-Turbine  Situation  565 

Lord,  C.  B.    Influence  of  Environment  on  the  Woman  Worker 1141 

Lubricants,  cutting 191 

LucKB,  C.  E.    The  Problem  of  Aeroplane-Engine  Design  ' 307 

LuDY,  L.  V.    Tests  of  uniflow  steam  traction  engines  {D) 62 

McKriTRiCK,  P.  A.    Accident  prevention  in  textile  industry  (D) 1068 

Labor-turnover  records  (D) 1046 

McMillan,  L.  B.    Surface  resistance  with  glass  as  transmission  medium 

(D) 768,  771 

McMurtrie,  D.    The  engineer,  the  cripple  and  the  new  education  (D)  1165 

Machine-shop  organisation 213 


Digitized  by  VjOOQIC 


1254  INDEX 

Paos 

Machine-tool  design 185 

MacMubcht,  J.  A.    Small-turbine  situation  (D) 601 

Magruder,  W.  T.    Test  of  a  motor  fire  engine  (D) 354 

Manufacturing  inspection 1171 

Marquina,  Luis  G.,  obituary 1223 

Marquis,  F.  W.    Teats  of  Uniflow  Steam  Traction  Engines 41 

Marshall,  A.  W.    Influence  of  environment  on  woman  worker  (D) 1147 

Martin,  Edward  J.,  obituary 1223 

Mattes,  William  F.,  obituary 1223 

Maxfibld,  L.  S.    Labor-turnover  records  (D) 1043 

Preventable  waste  of  coal  in  United  States  (D) 095 

Megasse,  use  as  fuel 611 

Meier,  Charles.    Metal  Planers  and  Methods  of  Production 220 

Metal  planers  and  methods  of  production 229 

Mbtcalf,  Leonard.    The  SohtHon  of  the  Cantonment  Construction  Problem  518 

Meters,  impact  float,  for  measuring  flow  of  gases 861,  869 

venturi 859,  864,  866 

Military  engineering  conmiittee 8,  24 

Miller,  F.  J.    The  engineer,  the  cripple  and  the  new  education  (D) 1165 

Miner,  J.  B.    The  engineer,  the  cripple  and  the  new  education  (D) 1163 

Mitchell,  Guy  Edward,  obituary 1224 

Moisture  content  of  textiles 1073 

Moody,  L.  B.    Army  TransportaHon 506 

Moore,  J.  L.    Small-turbine  situation  (D) 599 

Morgan,  Joseph,  obituary 1224 

Morton,  H.  E.    Design  of  motor-truck  engines  for  long  life  (D) 365 

Problem  of  aeroplane-engine  design  (D) 330 

Moses,  Lucius  Lawrence,  obituary « 1225 

MosES,  P.  R.    Preventable  waste  of  coal  in  United  States  (D) 689 

Motor-truck  engines,  design  of 355 

Motor  trucks 337, 499, 506, 659 

MuHLFELD,  J.  E.    Preventable  waste  of  coal  in  United  States  (D) 696 

Munitions  contracts  and  their  financing 245 

design  for  quantity  manufacture 279 

manufacture 245-306 

Myers,  D.  M.    Bagasse  as  a  source  of  fuel  (D) 618 

Preventable  Waste  of  Coal  in  the  United  States 679,  703 

Nation's  call  to  the  professional  man 529 

Nefp,  E.  H.    Machine-shop  organization  (D) 223 

Newton,  Charles  E.,  obituary 1226 

NiES,  J.  D.    Steam  motor  in  automotive  field  (D) 672 

Nolte,  C.  B.    Procuring  Materials  for  Munitions 284 

Nossles,  Thomas  spray 625 

Oils,  distillation  of 951 

Ormston,  Alfred  J.,  Jr.,  obituary 1226 

Osteroren,  Oscar  Patric,  obituary 1227 


Digitized  by  VjOOQIC 


INDEX  1255 

Paos 

OsTQRBN,  G.  L.    Transfer  of  heat  (D) 747 

Ottbrson,  J.  E.    Munitiana  Design  for  QiuinUty  Manufacture 279 

OwBN,  W.  O.    The  engineer,  the  cripple  and  the  new  education  (D) 1159 

Panqbxjbn,  Dwight  Boycb,  obituary 1228 

Paper  mills,  scientific  management  in 123 

Parallel  operation  of  alternators,  excessive  cross-current  flow  in 806 

Pabker,  Charles  D.,  obituary 1228 

Peabd,  Jahes  Johnson,  obituary 1229 

Pearson,  A.  L.    Labor-turnover  records  (D) 1043 

Pearson,  Wai/tbr  Beverly,  obituary 1229 

Perkins,  G.  H.    Labor-turnover  records  (D) 1048 

Phillips,  V.  B.    Relation  of  efficiency  to  capacity  in  the  boiler  room. .  67 

PiQOTT,  R.  J.  S.    Tests  of  uniflow  steam  traction  engines  (D) 63 

Pike,  E.  R.    The  engineer,  the  cripple  and  the  new  education  (D) 1164 

Pitot  tube  for  measuring  velocity  hc»d 857 

Planers,  design  of 229 

Plotting  blower-test  curves 793 

PoDOiiSKT,  M.  M.    Preventable  waste  of  coal  in  United  States  (D) 697 

PoLAKOV,  W.  N.    The  engineer,  the  cripple  and  the  new  education  (D) . .  1168 

Expenses  and  costs  (D) 891 

Preventable  waste  of  coal  in  United  States  (D) 687 

PouAKOFF,  R.    Discussion  on  manufacture  of  munitions  (D) 304 

Machine-tool  design  and  construction  (D) 202 

PoiiEROT,  Lewis  R.,  obituary 1230 

Poole,  E.  J.    Influence  of  environment  on  woman  worker  (D) .1147 

Power-plant  efficiency 67 

Power-transmission  machinery,  a  code  of  safety  standards  for 399 

Plressure  gages,  dead-weight 850 

Plrojeetiles,  manufacture  of 245-306 

Public  service • 445 

Radiation  error  in  measuring  temperature  of  gases    107 

Ramsburg,  C.  J.,  and  Sperr,  F.  W.    Bp-Produd  Coke  and  Coking  Oper- 

oHona 897 

Reciprocating  engines  in  blast-furnace  work 846 

Reid,  Joseph,  obituary 1231 

Reinicker,  N.  G.    Efficiency  and  capacity  in  the  boiler  room  (D) 98 

Preventable  waste  of  coal  in  United  States  (D) 699 

Reibt,  H.  G.    Recent  developments  in  balancing  apparatus  (D) 789 

Relation  of  port  area  to  the  power  of  gas  engines  and  its  influence  on  regu- 
lation  .; 369 

Rbynders,  a.  B.    Discussion  on  manufacture  of  munitions  (D) 304 

Rbtnoli5b,  H.  B.    Small-turbine  situation  (D) 604 

Reynolds,  Philip.    Topical  discussion  on  inspection  (D) 1184 

Rice,  C.  W.    The  engineer,  the  cripple  and  the  new  education  (D) 1164 

RiDDELL,  John,  obituary 1231 

Rider,  George  Smith,  obituary 1233 

RiSTBBN,  A.  D.    Accident  prevention  in  textile  industry  (D) .,  1069 


Digitized  by  VjOOQIC 


1256  IHDBX 

Paok 

RoBERTB,  K.  P.    Preventable  waste  of  coal  in  United  States  (D) 601 

RoBEBTS,  E.  W.    Design  of  motor-truck  engines  for  long  life  (D) 362 

Problem  of  aeroplane-engine  design  (D) 331 

Test  of  a  motor  fire  engine  (D) 354 

Robinson,  Edward.    The  engmeer,  the  cripple  and  the  new  education 

(D) 1 166 

RoDOERS,  Myron  Knox,  obituary 1234 

Ross,  Sir  Charles.    Topical  discussion  on  inspection  (Z>) 1183 

Rubin,  Samuel.    Topical  discussion  on  inspection  (D) .  .  .  .* 1187 

Safety  devices  for  textile  machines 1067 

standards  for  industrial  ladders '. 391 

standards  for  power-transmission  machinery 390 

standards  for  woodworking-machine  guards 1191 

Sanborn,  F.  E.    Combined  stresses  (D) 946 

The  engineer,  the  cripple  and  the  new  education  (Z>) 1161 

Savage,  Sydney  Francis,  obituary 1234 

ScARFE,  George  E.,  obituary 1235 

Scientific  management  in  machine  shops 213 

in  manufacturing  plants 123 

in  munitions  manufacture 252,  255 

principles,  development  of 185 

Shells,  manufacture  of 274 

Ships,  ventilation  of 773 

Skinner,  C.  E.    The  Opportunity  for  Industrial  Research 480 

Smith,  E.  B.    Labor-turnover  records  (D) 1045 

Smoke  abatement 773 

Society  Affairs: 

American  engineering  service  committee 8 

American  engineering  standards  committee 15,  17 

American  InstitutiB  of  Architects 23 

Anglo-American  conference 24 

annual  meeting,  1917 438 

boiler  code 19 

committee 556 

British  engineering  standards  committee 15 

Bureau  of  Mines 24 

Catskill  aqueduct  celebration 23 

Civil  Engineers,  welcome  to 9  . 

coal  conservation 24 

commission  on  gunmounts . : 24 

council  report.    See  Activities  of  Society,  1916-1917,  pp.  7  and  547. 

constitution  and  by-laws  committee 15 

engineering  codperation  conference ^ 24 

Engineering  Council 8,  23 

Engineering  Foundation 22 

engineering  resources 7,  21 

feedwater  heaters,  committee  on 17 


Digitized  by  VjOOQIC 


INDBX                                              '  1257 

Paob 
Society  Affairs,  continued: 

finance  committee 11 

gages,  standardisation  of 8,  17 

gunmounts,  commission  on 24 

house  committee 14 

increase  of  membership  committee 21 

John  Ftitz  medal 23 

junior  priae  committee 22 

Ubrary  committee 14 

limits  and  tolerances  in  screw  thread  fits,  committee  on   18 

local  sections 15 

meetings  committee. . . ; 11 

meetings,  January-June  1917 27 

of  sections 27,  433 

September-December,  1917 433 

membership  conmiittee 13 

military  engineering  committee 8,  24 

National  Research  Council 24 

National  Security  League 23 

nominating  committee 21 

North  Carolina  College  of  Agriculture  and  Mechanic  Arts. 23 

power  test  conmiittee 18, 566 

president's  address 547 

public  relations  committee 15 

publication  committee 13 

representation  in  other  bodies 22 

research  conmiittee 15 

action  on  study  of  cutting  tools  (D) 206,  268 

resolution  relating  to  oodperation  between  manufacturers 306 

gages  and  standards 306 

status  of  men  in  the  industries 306 

rivers  and  harbors  congress 23 

special  and  annual  committees 21 

spring  meeting,  Cincinnati,  1917 36 

standardisation 17 

committee 15 

of  filters,  committee  on 425 

standing  committees 10 

steel  roller  chains,  committee  on 17 

student  branches 22 

student  priie  committees 22 

sub-committee  on  protection  of  industrial  workers 391,  399,  1191 

tellers  of  election 7 

trustees.  United  Engineering  Society 22 

United  Engineering  Society 10 

war  committee  of  technical  societies  of  Engineering  Council 8 

Washington  award.  Western  Society  of  Engineers 24 

White,  Sir  WiUiam  H.,  memorial 25 


Digitized  by  VjOOQIC 


1258  INDEX 

Paok 

SoiTTHARD,  E.  E.    The  engineer,  the  cripple  and  the  new  education  (D) . . .  1166 

SoxjTHBR,  Henry,  obituary 1235 

Spaldinq,  C.  M.    Plotting  blower-teet  curves  (D) 802 

Special  education  in  time  of  war 474 

Spbrr,  F.  W.y  and  Rambbxtbg,  C.  J.    By-Product  Coke  and  Coking  Oper- 

oHona 897 

Sptteglabs,  J.  M.    Efficiency  and  capacity  in  the  boiler  room  (D) .....  89 

Machine-shop  organisation  (D) 222 

Plotting  blower-test  curves  (D) 799 

Spray  heads,  Thomas,  tests  of 643 

Stalbt,  a.  C.    Steam  motor  in  automotive  field  (Z>) 670 

Standardisation,  activity  of  Society  in 554 

in  airplane  production 514 

of  filters 425 

Steam  consumption  of  unihow  versus  counterflow  engines 41 

efficiency  in  production  of  ... , 67 

motor  in  the  automotive  field 659 

Stebbins,  Albert  C,  obituary 1236 

Stehun,  Joseph,  obituary 1237 

Still,  F.  R.    Plotting  blower-test  curves  (D) 800 

Stott,  Henry  G.,  obituary 1237 

Strength  of  materials 173,  946 

Stresses,  calculation  of 929 

centrifugal 173 

Stbonq,  Frank  L.,  obituary 1240 

Student  Branches 22 

Sturobss,  John.    Steam  motor  in  automotive  field  (D) 667 

Submarines 965 

Sugar  manufactiu^,  fuel  and  furnaces  used  in 611 

Surface  resistance  with  glass  as  the  transmission  medium 757 

Symposium  on  manufacture  of  munitions 245-306 

service  of  the  engineer  to  the  public  in  times  of  crises 445-479 

Tajt,  W.  H.    The  NatiOn'e  Coil  to  the  Profeaeional  Man 529 

Terwiluoer,  Gerald  Edqar,  obituary 1240 

Textiles,  moisture  content  of 1073 

Thomas,  C.  C.    The  Cooling  of  Water  for  Potjoer-Piant  Purposes 625 

Thompson,  N.  W.    The  Trumble  Refining  Process 951 

Thompson,  S.  E.    Scientific  management  in  a  manufacturing  plant  (D) . .  171 
Thompson,  S.  £.    Development  of  Scientific  Methods  of  Management  in  a 

Manufacturing  Plant 123 

Time  study  of  planers 229 

Traction  engines,  tests  of  uniflow  steam 41 

Transfer  of  heat  between  a  flowing  gas  and  a  containing  flue 709,  734 

Trumble  refining  process 951 

Trump,  E.  N.    Preventable  waste  of  coal  m  United  Stotes  (D) 701 

Steam  motor  in  automotive  field  (D) 673 

Tbumpy,  Sverre,  obituary 1241 


Digitized  by  VjOOQIC 


INDEX  1259 

Paob 

Tucker,  Edwin  D.,  obituaxy 1241 

Turbine  disk  wheels,  stresses  in 173 

Turbines,  commercial  analsrsis  of 666 

steam 666 

suggested  code  of  practice  for 592 

Turbo-blowers,  testing  of 883 

Uehlinq,  E.  a.    Preventable  waste  of  coal  in  United  States  (D) 702 

Undbrwood,  C.  N.  1  he  engineer,  the  cripple  and  the  new  education  (D). . .  1164 

Uniflow  engines,  tests  of 41 

United  Ekigineering  Society 10 

Universal  public  service  in  peace  and  war 446 

Upp,  J.  W.    Accident  prevention  in  textile  industry  (D) 1067 

The  Woman  Worker 1129 

Van  Du  Zee,  Harold,  obituary 1242 

Vector  diagrams  for  a.  c.  generators 836 

ViALL,  W.  A.    (A  Code  of  Safety  Standards  for  Industrial  Ladders) 391 

Volume  regulator  for  blast-furnace  engines 843 

Von  Philp,  Casimir,  obituary 1242 

Wadlbioh,  G.  R.    Accident  prevention  in  textile  industry  (D) 1067 

Waldo,  C.  A.    The  engineer,  the  cripple  and  the  new  education  (D) ....  1166 

Waldron,  F.  a.    Machine-tool  design  and  construction  (D) 207 

Munitions  Contracts  and  Their  Financing 246 

The  Relation  of  Inspection  to  Product 1176 

Walker,  Thomas  C,  obituary , .  1243 

Wallace,  L.  W.    Influence  of  environment  on  woman  worker  (D) 1146 

Labor-turnover  records  (D) 1044 

Walsh,  E.  T.    The  Imparlance  of  Inteiligent  Inspection  in  Munitions 

Manufacture 300 

Way,  William  FoRomD,  obituary 1243 

Weaver,  S.  H.    Disk-Wheel  Stress  Determination 173 

Weir,  Sclas  E.,  obituary 1243 

Wells,  F.O.    Gages  and  SmaU  Tools 296 

Weymouth,  C.  R.    Preventable  waste  of  coal  in  United  States  (D) 689 

Whttten,  F.  a.    Design  of  motor-truck  engines  for  long  life  (D) 363 

Wightman,  Daniel  A.,  obituary 1244 

Wilcox,  H.  M.    Expenses  and  costs  (2>) 893 

Labor-turnover  records  (D) 1044 

Williams,  R.  G.    Himian  potential  in  industry  (D) 422 

WiLLiSTON,  A.  L.    Expenses  and  costs  (D) 891 

WiNGO,  R.  T.    Foundation  for  machine-tool  design  and  construction  (D)  209 

Wolf,  Otto  Charles,  obituary 1244 

Woodworking  machines,  safety  standards  for 1191 

Women  in  industry 1129,  1141 

Wood,  A.  J.    Surface  resistance  with  glass  as  transmission  medium  (D) . .  767 

Wysor,  R.  J.     Volume  regulator  for  blast-furnace  engines  (D) 883 


Digitized  by  VjOOQIC 


1260  INDEX 

Paob 

Yeomans,  L.  1.    Practical  Wartime  ShdL  Making 274 

YouNQ,  John  Mitchell,  obituary 1245 

YouHGBB,  John.    The  Design  of  Motor-Truck  Enginee  for  Long  Life.   . .  356 

The  engineer,  the  cripple  and  the  new  education  (D) 1163 

Steam  motor  in  automotive  field  (D) 665 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


/— .^ 


^.  -    •%  ••  ■    > 


STANFORD  UNIVERSITY  LIBRARY 


To  avoid  fine,  this  book  should  be  retnmcd  on 
or  before  the  date  last  stamped  below. 


Digitized  by  VjOOQIC 


ttSH-Z 


dm    ^y^0^^ 


:'Mm 


#  • 


•'»* 


>    • 


STANFORD  UNIVERSITY  LIBR.\RY 

To  avoid  fine,  this  book  should  be  returned  oo 
or  before  the  date  last  stamped  below. 


Digitized  by  VjOOQIC 


tSSH-Z 


'Mm 


#  • 


r».    •  >        ' 


STAKFOiO)  UNIVERSITY  UBIL\RY 

To  avoid  fine,  this  book  should  be  returned  oo 
or  before  the  date  last  stamped  below. 


Digitized  by  VjOOQIC 


'^n^ 


r 


o 


I 

o 


Q 


o> 


o  m  ^ 

o  M^ 

09  «    O 
01   « 

g  C  a 

(B  H  d 

a  ^  o 

01 


I 


to 

o 
o 


DATS 

fill 

>  ^       i      :      i      i 
^       :      I      1      1 

' 

i 

*    1 

r  \ 
I      \ 

I      1 

4ii 

» 

t  * 
{      i 

i      I 

^1^ 

1 

4 

is,. 

/G0K^g[€ 


•  ''^- 


